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A Nation Responds: 
Recent Efforts to Improve Education 


In May 1984, the Department of Education published this summary of the 
Nation’s responses to recent studies in education, including the report of the 
National Commission on Excellence in Education, A Nation at Risk This document 
extends the information provided in December 1983 in the publication Meeting 
the Challenge and consists of three parts: 


@ An overview which describes national developments in education in the 
last 12 months and summarizes State and local efforts to improve education. 


@ A section on State initiatives which provides a State-by-State profile of 
recent activities and a chart summarizing these initiatives. 


@ An informal sampling of significant efforts by local schools, school districts, 
postsecondary institutions, associations, and the private sector. 


This report is available from the U.S. Government Printing Office (GPO), Super- 
intendent of Documents, Washington, D.C. 20402 ($7.50, Stock #065-000-001 98-5). 


It is also available from the ERIC Document Reproduction Service (EDRS), P.O. 
Box 190, Arlington, Virginia 22210, in microfiche ($.97) or paper copy (231 pages, 
$17.90). Order by the ERIC Accession Number (ED 240 748), announced in the 
July 1984 issue of Resources in Education. 
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Introduction 


This volume cumulates the indexes that appeared in the monthly issues of Resources in Education from 
January through June 1984: This cumulation is intended to be a companion volume to the individual 
issues of Resources in Education, where the complete resumes of educational documents and their 
availability appear. It will be most useful to those who have access to copies of the monthly journal. 


The five indexes are arranged as follows: 
Subject 
Author 
Institution 
Publication Type 
Clearinghouse Accession Number/ED Number Cross Reference Index 


Each entry shows the title of the document and the ED number assigned to the complete resume when it 
was originally announced in Resources in Education. The searcher can use the number to locate a 
particular resume by referring to the ED number ranges that are displayed on the spine and title page of 
each monthly issue. 








Subject Index 


This index lists titles of documents under the major subject terms that have been assigned to characterize their 
contents. The subjects, which conform to those presented in the Thesaurus of ERIC Descriptors and the /dentifier 
Authority List, are in word-by-word alphabetical order. 


As shown in the examples below, the accession number is displayed below and to the right of the document title. 
Additional information about the document can be found under that number in the resume section. 


The symbol // appearing after an accession number identifies a document that is not available from the ERIC 
Document Reproduction Service and that is not in the ERIC Microfiche Collection. 





Descriptor 
Title 


Microcomputers 


Public Education and Electronic Technologies. 
ED 226 725 





Accession 
Number 








Identifier 


National Assessment of Educational Progress 
Title 


Reading, Science, and Mathematics Trends. A 
Closer Look. 





ED 227 159 Accession 





Abbreviations 
A Glossary of Initialisms, Terms, Acronyms, 
aa etc. 2nd ed. Publication No. 17 (Re- 
vised). 


ED 237 086 
The Nym Family: Synonyms, Antonyms, Hom- 
onyms, Acronyms. 

ED 239 254 
Problems Caused by the Neologisms in Teaching 
Chinese. 


ED 239 518 
Ability 
Effort versus Ability: Preferences and Affective 
Reactions in Achievement Settings. 
ED 237 917 
Ability Identification 
Early Identification System: Followup of Those 
Students in the Grade 1 Class of 1978-79 Who 
Did Not Reach Grade 4 in 1981-82. Research 
Report 83-03. 


ED 239 757 
Aboriginal People 
Australian Aboriginal Unemployment: Is It a 
Case of Psychological Readiness or Racism? 


ED 237 587 
A Cross-Cultural Study of Imitation under Condi- 
tions of Ascribed and Racial Similarity. 


ED ro gh 588 
_ Childhood Services for Aboriginal Chil 
en. 


ED 239 795 
Absenteeism (Employee) 


Patterns of Withdrawal Behaviors. Working Paper 
83-10. 


ED 237 887 
Absorption (Psychology) 
“Absorption”: Personality Correlate or Expec- 
tancy-Mediated Artifact? 
ED 237 886 
Absorption Scale (Tellegen and Atkinson) 
“Absorption”: Personality Correlate or Expec- 
tancy-Mediated Artifact? 


ED 237 886 


Abstinence 
A Test of the Abstinence Violation Effect. 
ED 239 164 


Abstract Reasoning 
Educational Applications of the Dialectic: Theory 
and Research. 
ED 239 136 
The Effect on Student Achievement of Manipu- 
lating Abstractness-Concreteness Independent of 


Cognitive Level. Instructional Research Labora- 
tury Educational Curriculum and Instruction 
Technical Series. 
ED 234 037 
Effects of Selected Writing Tasks upon the Trans- 
fer of Prose Learning. 
ED 233 364 
The Parent as Naive Psychologist: Analyses of 
Parental Deliberations. 
ED 238 559 
The Use of Analogy in Causal Reasoning. 
ED 236 539 
Abstracting 
Guide for the Preparation of Scientific Papers for 
Publication. Second Edition. 
ED 235 820 
Precis-Summary: Activity Guide. 
ED 239 209 
Preparing Citations and Annotations. Manual Se- 
ries #2. 
ED 233 731 
Abstracts 
Preparing Citations and Annotations. Manual Se- 
ries #2. 
ED 233 731 
an a in Education (RIE). Volume 19, Num- 
e i. 
ED 233 123 
— in Education (RIE). Volume 19, Num- 
e2. 
ED 234 138 
Resources in Education (RIE). Volume 19, Num- 
ber 3. 
ED 235 297 
he im in Education (RIE). Volume 19, Num- 
r 4. 
ED 236 306 
oy ig in Education (RIE). Volume 19, Num- 
es. 
ED 237 629 
gag in Education (RIE). Volume 19, Num- 
r 6. 
ED 239 012 


Academic Ability 
Academic Achievement and Self-Concept of Aca- 
demic Ability: A Four-Year Longitudinal Study. 
ED 239 141 
Basic Academic Skills Expected of Entering 
Freshmen at Indiana University. Indiana Studies 
in Higher Education Number Fi 
ED 234 711 
Childrearing and Child Development Correlates 
of Maternal Locus of Control. 


ED 235 894 


Number 


The Hiskey-Nebraska Test of Learning Aptitude 
in Hearing-Impaired Samples. 

ED 236 173 
Students’ Perceptions of Their Parents’ Beliefs 
Concerning Their Academic Competence. 

ED 235 926 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 

ED 235 895 


Academic Achievement 

Academic Achievement and Self-Concept of Aca- 
demic Ability: A Four-Year Longitudinal Study. 

ED 239 141 
The Academic Achievement of Young Ameri- 
cans. Fastback 196. 

ED 236 205 
Academic Achievement, School Quality and 
Family Background: Study in Seven Latin Ameri- 
can Countries. 

ED 233 448 
Academic Cognitive Training and Stimulants in 
Hyperactivity: A Pilot Study. 

ED 236 824 
Academic Competitions. 

ED 240 133 
Academic Decathlon. 

ED 240 131 
Academic Decathlor—San Diego County. 

ED 240 135 
Academic Performance, Attendance, and Expec- 
tations of Indian Students in Public Schools. 
Monograph 1. 

ED 237 277 
Achievement and School Effectiveness: Three 
Case Studies. A Report to the Alaska Department 
of Education. 

ED 233 840 
Achievement Motivation as a Factor in Self-Per- 
ceptions. 

ED 237 418 
An Analysis of Success Rate of Non-High School 
Graduates. Research Report No. 83-22. 

ED 239 697 
An Analytical Model for Learning: An Applied 
Approach. 

ED 235 851 
Anxiety and the Retrieval of Information from 
Long Term Memory. 

ED 238 913 
The Assessment of Self Concepts of Educational 
Achievement by a Criterion Referenced Ap- 
proach. 

ED 235 184 
Assessment Procedures, Spring, Summer, and 
Fall 1983: Semi-Annual Research Report-Part II. 





Academic Achievement 


ED 239 702 
Attributional Factors of Native American and 
Anglo Community College Students. 


ED 235 991 
Awards of Excellence Program. 

ED 239 342 
A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 
the Report of the National on Excel- 
lence in Education: A Nation at Risk. 

ED 239 750 
A Case for Educational Restructuring. Confer- 
ence at Simon’s Rock of Bard (Great Bar- 
rington, Massachusetts, January 1981). 
ED 236 123 
Children and Schooling: Issues in Childhood 
Socialisation. 


ED 233 789 
Children of Divorce in the Elementary School 
Classroom. 

ED 233 808 
Citizenship and Socia! Studies Released Exercises 
from the 1981-82 Assessment. 

ED 233 96£ 
Cognitive Skills Needed in Computer Program- 
ming. 

_ED 236 466 


Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 021 
College Core Curriculum: reggae and College 
Opportunities Program Gui 

ED 239 415 


Communication Training To Improve Teaching. 
An Educational Problem/Strategy Booklet. 

ED 236 114 
A Comparison of Educational Research Attitudes 
and Achievement of Students in Five Certifica- 
tion Areas. 

ED 238 928 
Context Effects in the Teaching-Learning Pro- 


ED 237 460// 


ment Study. ACER Research Monograph No. 21. 

ED 235 136 
Coping Strategies: Retaining Black Students in 
College. 


ED 235 741 
= Cost of Student Improvement in the Basic 


ED 236 799 
Educational Adjustment: A Model for Enhancing 
Vocational Special Needs Students’ Success. 

ED 239 041 
The Effectiveness of a Summer Prematriculation 
Program for Minority Medical Students. 

ED 233 667 
The Effectiveness of Special Education: A Direct 
Measurement Approach. 

ED 236 846 
Effective Teachers in Effective Schools. 
The Eff f Mas Learning ys - et 

lect o tery ing on Student 

Achievement. 

ED 238 505 
The Effect on Student Achievement of Manipu- 
lating Abs*ractness-Concreteness Independent of 
Cognitive Level. Instructional Research Labora 
tory Educational Curriculum and and Instruction 
Technicai Series. 

ED 234 037 


Effects of Stuacat Self Selection into Remedial 
Classes. Research Report No. 83-39. 

ED 239 679 
The Effects of Students’ Intellectual and Physical 
Characteristics on Vocational Teachers’ Nonver- 
bal Behavior. 

ED 237 670 
Evaluation of Outcomes 1981-82: An Evaluation 
System Report on Reading and Mathematics Pro- 
grams and Student Achievement. 

ED 238 912 
Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 


ED 236 157 
An Evaluation of the Sheridan County School 
District Alternative School ce dhe nag 1982-83, 

ED 236 210 
Evaluation of the Telecourse Program at Saddle- 


back College: Student Retention and Academic 
Achievement. 

ED 239 684 
An Evaluation of the UNESCO Pri Science 
Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 

ED 234 984 
An Examination of the Causes of the Low Perfor- 
mance in Primary School National Common En- 
trance (NCE) Examination in Borno State. 
African Studies in Curriculum Development & 
Evaluation No. 63. 

ED 234 930 
An Examination of the Suitability of Primary 
Teachers’ College Graduates as Primary School 


& Evaluation. 


The Excellence Report: Using It to Improve Your 
Schools. 

ED 236 774 
Exemplary Schools and Their Identification. 

ED 236 754 
Eye Movement Models of Academic Achieve- 
ment. 

ED 239 169 
Factors Influencing the Teaching of Amish Stu- 
dents in the Public School. 

ED 233 835 
The Failure of Our Public Schools: The Causes 
and a Solution. 

ED 234 899 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. Imple- 
mentation Handbook. 

ED 238 513 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School. Post-Evaluation De- 
sign 1981-82. 

ED 233 847 
Highlights from Research on Effective Schools. 

ED 234 479 
A Historical Overview of Teacher Expectation 
Effects. 

ED 239 176 
Home Based Reinforcement: Behavioral Covaria- 
tion between Academic Performance and Inap- 
propriate Behavior. 

ED 238 233 
How Well Can Students Read and Write? Issue- 
gram 9. 

ED 234 352 
Idea Cards - Factual Information on Public Edu- 
cation. 

ED 239 335 
Images of Science. A Summary of Results from 
the 1981-82 National Assessment in Science. 
First Printing. 

ED 234 993// 

Impact of Family Support Systems on Children’s 
Academic and Sociai Functioning after Parental 
Divorce. 

EI) 235 887 
The Impact of Language of Instruction on the 
Educational Achievement of Hispani:: Students. 

ED 234 641 
Impact of the Standards of Academic Progress on 
Student Achievement and Persistence at 
Miami-Dade Community College. Report Report 
No. 83-23. 

ED 239 698 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 

ED 238 873 
The Interaction of Family Environment and Edu- 
cational Administration. 

ED 235 558 
The Interaction of Piagetian Stages of Develop- 
ment in Early Adolescents, IQ Levels and Other 
— in Predicting Success on a 


ED 234 379 
An Interpretive Analysis of System-Wide 
Achievement Data, 1981-82. 
ED 235 181 
Investigations in Science Education. Volume 9, 
Number 4. 
ED 237 369 
Is There “Time” for Mastery i 
ED 240 055 
Disabilities: Program Evaluation, 


ED 238 241 


Learning 
1982-1983. 


Subject Index 


La Style, Achievement, se and Atti- 
tudinal euaiee Related to Preservice Teachers’ 
Performance on Criterion-Referenced Tests in 
Reading. 

ED 237 496 
A Longitudinal Study of Growth and Develop- 
ment and the Incidence of Physical Defects at 
Ages 9 and 10. A Progress Report to the Bernard 
van Leer Foundation on the Growth and Devel- 
opment Study of the Mt. Druitt Longitudinal 
Study. 

ED 238 555 
Maryland untability Program Report VI, 
School any 1978-1979. 
ED 234 075 


Maternal Involvement and Academic Achieve- 
ment. 


ED 237 201 
Maximizing Student Achievement through Test- 
ing. 


ED 236 213 
Maximizing the Effectiveness of Reading Tests in 
the Community College. 


ED 237 121 
Measuring Achievement? Assess Performance! 
Assessment Supplement for Teachers. 


ED 234 381 
Migrant Education. 

ED 237 281 
Minorities in Higher Education. Second Annual 
Status Report. 

ED 240 207 
Moreland Recognition Program. 

ED 238 106 
Native College Success in the Seventies: Trends at 
the University of Alaska at Fairbanks. ISER Oc- 
casional Paper No. 15. 

ED 239 814 
The Non-Effect of Process-Product Variables in 
Resource Classrooms. 

ED 236 845 
PEP IV Commanding English: General Colleges’s 
1981-1982 Program for Southeast Asian Stu- 
dents. 

ED 235 744 
Performance of Retrained Airmen in Air Force 
Technical Schools (Revised). Interim Report for 
Period January 1981-August 1982. 

ED 239 095 
Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
Police Your Policies on Student Discipline. 

ED 236 790 
Possible Sources of Culture Bias in the Validation 
of ETS Language Tests. 

ED 235 504 


Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 

ED 238 184 
Procedural Handbook: 1981-82 Mathematics and 
Citizenship/Social Studies Assessments. 

ED 233 966 
Project Primetime: 1982-83 Report. 

ED 239 765 
Purposiveness: A Dimension of the Curriculum 
To Foster Excellence. 

ED 237 449 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 4. Executive 
Summary 


Related Research on Class Size. 


ED 235 696 


ED 237 480 
The Relationship between Simultaneous-Succes- 
sive Processing and Academic Achievement. 

ED 234 323 
The Relationship of Graduate Education Stu- 
dents’ Achievement in Educational Research to 
Their Reading Attitudes, Attitudes toward Edu- 
cational Research, GPAs, and National Teacher 
Examinations. 

ED 238 929 
Relationship of School Enrollment Size to Aca- 
demic Achieverssut in New Mexic». 

ED 234 956 
Relationship of Significant Others, Parental and 
Teacher Influences to the Development of Self 
Concept, Science Attitudes and Achievement 
among Adolescent Girls. Final Report. 

ED 238 902 
Relaxation Training: Its Usefulness in the Middle 





Subject Index 


School Curriculum. 

ED 236 150 
A Report of Small/Rural School Districts in Illi- 
nois Compared to School Districts of Similar Size 
Nationwide. 

ED 237 292 
Report on the District Testing Programs 1981-82. 
Publication No. 413. 

ED 234 067 
A Report to the Board of Education on Growth in 
Student Learing during the First Year of Imple- 
mentation of the District’s Policy on Student 
Achievement: A Comparison of Basic Skills 
Achievement Scores from 1980-81 to 1981-82. 

ED 235 189 
Report to the Board of Higher Education on the 
Character and Effectiveness of Remedial Pro- 
grams in New Jersey Public Colleges and Univer- 
sities in Fall, 1981. 

ED 233 757 
A Research Report of Small/Rural School Dis- 
tricts in Iowa Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 293 
A Research Report of Small/Rural School Dis- 
tricts in Kansas Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 294 
A Research Report of Small/Rural School Dis- 
tricts in Nebraska Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 295 
A Research Report of Small/Rural School Dis- 
tricts in New Mexico Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 296 
A Research Report of Small/Rural School Dis- 
tricts In North Dakota Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 297 
A Research Report of Small/Rural School Dis- 
tricts in Oklahoma Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 298 
A Research Report of Small/Rural School Dis- 
tricts in Oregon Compared to School Districts of 
Similar Size Nationwide. 

ED 237 299 
A Research Report of Small/Rural Schooi Dis- 
tricts in Texas Compared to School Districts of 
Similar Size Nationwide. 

ED 237 300 
A Research Report of Small/Rural School Dis- 
tricts in Washington Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 301 
Retention and Academic Achievement in Higher 
Education: The General College PEP Program 
(PEP I, Il, It. 

ED 235 743 
School District Survey of Academic Require- 
ments and Achievement. Fast Response Survey 
System, Early Release. 

ED 238 097 
School/Home Ethnography Project. Final Re- 
port. 

ED 233 915 
Schooling of Young Children: Cognitive and Af- 
fective Outcomes. Final Report. 

ED 237 215 
Schoolympics. 

ED 240 134 
Science and Mathematics Achievement in Illi- 
nois: A Perspective Based on Test Results. 

ED 238 920 
Science Subjects-An Evaluation of Student 
Achievement and Attitudes in Int_rnational Per- 
spective. (IEA Science II). 

ED 237 321 
The Scottish Development-Towe:ds a System of 
Positive Grade Relate.’ Assessment and Report- 
ing for All. 

ED 238 926 
Secondary School Ethos and the Academic Suc- 
cess of Urban Minority Students. ERIC/CUE 
Fact Sheet Number 14. 

ED 235 247 
Self Esteem, Expectation and Attribution of Re- 
sponsibility for Academic Performance. 

ED 239 167 
Setting the Standard: The Characteristics & Con- 
: ences of Alternative Student Promotional 

olicies. 


ED 239 368 

Setting the Standard: The Characteristics & Con- 

uences of Alternative Student Promotional 
Policies. Executive Summary. 

ED 239 369 

Should One Variable (CLAST) Be Used to Deter- 

mine Entrance to Upper Division at the State Uni- 

7 System in Florida? Research Report No. 


ED 239 675 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 


' Children. Working Draft. 


ED 234 092 
Mothers and the Educa- 
Secondary School Age 


ED 234 093 

Social Background and Educational Opportunity. 
Nes — Sociology and Social Wor 
0. 5, 4 


Single Parents, Worki: 
tional Achievement o! 
Children. 


ED 237 216 
uslity and Access to Schooling in the 

Thea Wor id: An African Case. Monograph 83-4. 

ED 236 788 
Socio-Economic Background as an Influence Fac- 
tor in Pupils’ Achievement in Primary Schools in 
Embu District, Kenya. African Studies in Curric- 
ulum Development & Evaluation No. 69. 

ED 234 931 
South Carolina Statewide Testing Program 1983: 
Summary Report. Office of Research, Report Se- 
ries, Volume One/Number 71. 

ED 240 151 
ge Determinants of Teacher and Principal 

ork. 

ED 235 563 

Sport and Social Mobility Research: The Role of 


ED 238 976 
The Stability and Validity of Academic Achieve- 
ment. 
ED 234 284 
Status of Impacts of the Reforms Which Have 
Been Initiated at Miami-Dade Community Col- 
lege during the Past Five Years. Research Report 
No. 83-13. 
ED 237 136 
A Status Report on the Comprehensive Educa- 
= Reform of Miami-Dade Community Col- 
lege. 
ED 238 481 
The Structure of Instruction Rating Scale (SIRS): 
Development and Technical Characteristics. 
ED 236 188 
Student Achievement: Final Report 1982-1983. 
ED 236 181 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 
ED 236 248 
Student Achievement in Illinois: An Analysis of 
Student Progress. 
ED 237 536 
Student Achievement in Illinois, 1970 and 1981. 
ED 238 921 
Student Achievement in Public and Private 
Schools. Issuegram 16. 
ED 234 504 
[Student Recognition Program.] 
ED 239 967 
mglish as a Second Language 
; A Community College Experience. 
ED 234 843 
Studying Light in the Fifth Grade: A Case Study 
¢ — Science Teaching. Research Series 
o. 129. 


Students in E: 
Classes 


ED 233 884 
A Study of Children At-Risk. 

ED 235 256 
A Study of Some ag of ASEP during Its First 
Year of Availability. CDC Professional Series. 

ED 236 042 
Study Surfaces Helpful Hints for Teachers. 

ED 233 971 
Supplementary Tabular Information to Accom- 
pany the Research Monograph “Improvement of 

Education Through Research: Five 
Longitudinal Case Studies.” Report from the Pro- 
see on Student Diversity and School Processes. 
gram Report 83-8. 

ED 236 144 
Tests, Achievement, and Bilingual Students. 

ED 238 907 


Academic A 


Academic Aspiration 3 


Theory-Based Interactive Mathematics Instruc- 
tion: elopment and Validation of Comput- 
er-Video Modules. 

ED 237 327 
Time Allocation at Home and Achievement in 
School. 

ED 234 079 
Turning the ay Agenda for Excellence in 
Pi yl 2 ic Sh 1 





ED 238 572 
Two Studies of Writing in High School Science. 
Classroom Research Study No. 5. 
ED 238 725 
Teaching and Learning in Class- 
rooms: A ictive Case Study Approach (Meth- 
odology, Preliminary Results and Implications for 
Teachers). 


ED 236 241 
Verbal, Numerical and Perceptual Skills Related 
to Chemistry Achievement. 

ED 238 349 
What Research Says: About the Correlation be- 
tween Athletic Participation and Academic 
Achievement. 

ED 233 994 
Wisconsin Indian Opinions of Factors Which 
Contribute to the Completion of College Degrees. 
Program Report 83-13. 

ED 237 274 
1983 Summer School. Final Evaluation Report. 

ED 238 201 


Academic Advising in The College of Arts and 
Sciences at The University of Pittsburgh. A De- 
scriptive Report. 

ED 233 647 
Advising by Faculty. Revised Edition. 

ED 235 742 
Challenging Our Administration. 

ED 233 648 
Computer Assisted Degree Progress R 

ED 234 652 
Counseling: A Cruciai Function for the 1980s. 
Laon _— for Community Colleges, Num- 
ber 

ED 235 865 
Early Alert: Reaching Students in Time. 

ED 239 568 
Enhancing Academic Advising Skills: A Resource 
Manual for Staff Development. 

ED 235 699 
Exchange, December 1978. 

ED 233 649 
A Mandatory Freshman Advising Program in a 
University of 9,000 Undergraduate Students. 

ED 237 821 
The Role of Testing in the Process of College 
Admissions and Student Guidance and Place- 
ment. Testimony to the National Commission on 
Excellence in Education. (Public Hearing, Chi- 
cago, Illinois, June 23, 1982). 

ED 237 020 
“START”: A Computer-Assisted Management 
Model for Student Testing, Advisement Reten- 
tion, Tracking. 

ED 235 868 


Academic Affairs Committees 


Academic Affairs Committee. AGB Standing 
Committee Series [No. 2]. 
ED 238 373 


Academic 


tude 
ofile of 1983 Maryland College- 
Bound Seniors. 


ED 239 532 
Early Identification System: Followup of Those 
Students in the Grade 1 Class of 1978-79 Who 
Did Not Reach Grade 4 in 1981-82. Research 
Report 83-03. 

ED 239 757 
Student Quality in the Humanities: Opinions of 
Senior Academic Officials. Higher Education 
Panel Report Number 59. 

ED 239 576 
Student Quality in the Sciences and Engineering: 
Opinions of Senior Academic Officials. Higher 
Education Panel Report Number 58. 


ED 239 575 


Academic a 
Admission Standards: The Transition Process. 


Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 





a Academic Aspiration 


nois, June 23, 1982). 

ED 237 014 
i iggeaeaacaataaaaaaaaaitaa neal 

ED 239 538 
The American College Student, 1982. National 
Norms for 1978 and 1980 College Freshmen Two 
and Four Years After Entering College. 

ED 235 763 


ED 237 286 
Lenpitelinal to the Future, Vol. III. The National 
on of Youth Labor Market Ex- 

aes in 1981. Final Report. 
ED 236 221 
The Relationship of School Racial Context and 


Students’ Experiences of " i 
to Learning, Perceptions of Ga ‘and Develop- 
ment as Learners. 

ED 237 048 


Academic Deans 
Dean’s Grant Projects: Challenge and Change in 
Teacher Education. 
ED 237 471 


Academic Decathlon 
Academic Decathlon. 
ED 240 131 
Academic Decathlon-San Diego County. 
ED 240 135 


Education 

Priorities for the Nation’s Schools. National Is- 
sues Forum. 

ED 238 563 
Standards for Elementary Teacher Certification: 
A Fifty State Study. 

ED 238 870 
Student Performance Patterns Change. 

ED 234 098 
Transition into College Sports: The Freshman 
Student-Athlete. 

ED 238 841 
What Students Need to Know and Be Able to Do 
On Leaving School for College. 

ED 238 927 

Failure 
Attributional Factors of Native American and 
Community College Students. 

ED 235 991 
Early Identification System: Followup of Those 
Students in the Grade 1 “lass of 1978-79 Who 
Did Not Reach Grade 4 in 19%1-82. Research 
Report 83-03. 

ED 239 757 


The Identification of Students Who Would Bene- 
fit from Retention. 
ED 237 840 
Preventing ae pe Failure: The Relationship be- 
tween Preschool Education. Pro- 
ceedings of a Woskahop on Preschool Research 
(Bogota, Colombia, ~~ 26-29, 1981). 
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. Alternative Techniques for Teaching 

Physical Anthropology to Learning Disabled Stu- 
dents in the University. 

ED 234 561 
Introducing Anthropology to Everyone. Alterna- 
tive Techniques for Teaching General Anthropol- 
ogy to Learning Disabled Students in the 
University. 

ED 234 553 
Project to Incorporate Anthropological Concepts 
of Human Diversity in Secondary School Social 
S Curricula (Project Anthropology). Final 
Report, 2/1/80 to 1/31/82. 

ED 233 941 
Teaching with Film: Anthropology in the Com- 
munity College. 

ED 235 870 
Three Cultures: The Hopi Indians of the South- 
west Desert, the Indians of the Northwest Pacific 
Coast, and the People of Midwest U.S.A. An An- 
thropological Unit. 

ED 239 940 


Anti Nuclear Movement 
Toward a World Peace Movement. 


ED 237 403 


Anti Semitism 
Fulfilling the American Dream: 1913-1983. Hu- 
man Relations Catalog for the School, Church, 
and Community. 
ED 235 248 


Innovations in Continuing Education. 1983 
Award-Winning New Programs. 
ED 237 816 


Antisocial Behavior 
Problem Patron Manual. 
ED 235 824 


Anxiety, Stress and Social Support: Prenatal Pre- 
dictors of Obstetrical Outcomes. 

ED 235 922 
Discusting Racial Topics in Class. 

ED 237 160 
Impression /aees and the Control of So- 
cial Anxieties. 

ED 233 249 
Preparation of Young Healthy Children for Possi- 
Hospitalization: The Issues. Monograph No. 


ED 239 738 
“Stressing” Relaxation in the Classroom. 


ED 240 085 
Appalachian Regional Commission: 1982 Annual 
Report. 


ED 238 642 


Community Service Network 

¢ Reshaping of an Innovation. ACSN-The 

Channel, 1974-1982. An Executive 

Summary Prepared for National Institute of Edu- 

cation. 

ED 238 398 

The Reshaping of an Innovation, 1970-1982. Fi- 

nal Report of the Appalachian Community Ser- 

vice Network to the National Institute of 
Education. 


ED 238 399 


Aqgeiechion Education Satellite Project 
Reshaping of an Innovation. ACSN-The 


Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 


ED 238 398 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the Appalachian Community Ser- 
vice Network to the National Institute of 
Education. 


ED 238 399 


, jommy Buy M China Doll: A Kindergarten 
. ea 
Economics Project. 


ED 238 751 


Apple II "lus 


Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 


ED 235 330 


Applied Developmental Psychol 


ogy 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 
ED 234 927 


Linguistics 
Analogizing from Generative Linguistics to Com- 


position. 

ED 236 672 
Interdisciplinary Connections among Writing 
Theories and Teaching Practices. 

ED 236 694 
Learning and Teaching Languages for Communi- 
cation: Applied Linguistics Perspectives. 

ED 238 291 


Applied Sociol 


ogy 
Applied Sociology and Social Work. 
ED 237 390 


Apprenticeshi 


Roonaan in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 
per #6. 

ED 233 124 
Barriers to Linkage of Vocational Education and 
Apprenticeship Programs: A Factor Analytic 
Study. j 

ED 239 069 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 

ED 233 210 
Horizons, 1984-1985. A Guide to Post-Secondary 
Education in Ontario. 

ED 236 985 
National Apprenticeship and Training Standards 
for Dental Technicians. Revised. 

ED 236 328 
National Apprenticeship and Training Standards 
for Sign, Display, and Allied Workers Industry. 
Revised. 

ED 236 329 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 
Skills Training for School Leavers: Some Alterna- 
tive Approaches. Current Issues Brief No. 2. 

ED 237 729 
University of Hawaii Community Colleges: A 
Guide for Apprenticeship Coordinators and Ad- 
ministrators. 

ED 238 498 
Vocational Education and Training in Denmark 
(Professions/Trades). Education in Denmark. 


ED 235 348 


Approximation (Statistics) 


Adventures in Uncertainty: An Empirical Investi- 
gation of the Use of a Taylor’s Series Approxima- 
tion for the Assessment of Sampling Errors in 
Educational Research. 


ED 235 193 


Aptitude Tests 


College Admissions and the Transition to Post- 
secondary Education. Testimony to the National 
Commission on Excellence in Education. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 021 
The Effect of Sex on Geners! Aptitude Test Bat- 
tery Validity and Test Scores. 

ED 238 932 
Effects of Coaching Programs on Aptitude Test 
Scores. 


ED 235 195 
Fairness of the General Aptitude Test Battery: 
Ability Differences and Their Impact on mage 
Hiring Rates. Uses Test Research Report No. 4 

ED 237 534 
Gilliland General Purpose Learning Potential Ex- 
amination for Inter-Cuitural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 

ED 237 268 

ts from Research on the Effects of 

rs a for Tests. 

ED 238 910 
The Hiskey-Nebraska Test of Learning Aptitude 
in Hearing-Impaired Samples. 

ED 236 173 


Subject Index 


(GRE), Law School Admission Test (LSAT), Pre- 
liminary Scholastic Aptitude Test (PSAT), and 
Scholastic Aptitude Test (SAT) for the National 
Commission on Excellence in Education.] 

ED 237 030 
Is Age a Moderator of GATB Validity? 

ED 236 236 
Policy Evaluation: Use of the PSB-Aptitude Test 
as an Admission Requirement for the LVN Pro- 
gram. 

ED 238 480 
Relationship between Corresponding Armed Ser- 
vices Vocational Aptitude Battery (ASVAB) and 
Computerized Adaptive Testing (CAT) Subtests. 

ED 235 223 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 

ED 238 352 
Tests for Spanish Speakers [with] Addendum. 

ED 240 i41 
Vocational-Career Assessment Instruments Ref- 
erence Handbook. 

ED 237 783 


Aptitude Treatment Interaction 


An Investigation of the Interaction between Item 
Content and Group Membership on the Tests of 
General Educational Development. 


ED 234 074 


Aquariums 


Marine Science Activities, Grade Six. 

ED 236 040 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
rine Systems and Coastal Field Trips. 

ED 237 332 


Arab States 


A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
Role of the Arab Universities in Labour Educa- 
tion: A Comparative Study. 

ED 235 754 


A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
What Are the Major Aspects of Jordan’s Econ- 
omy? (A Learning Activity Package). 

ED 235 075 


Arbitration 


Collective Bargaining Issues Continue. Issuegram 
3. 


ED 234 497 
Department of Defense Dependents Schools Spe- 
cial Education Dispute Management System. 

ED 235 668 
Illinois Community College Grievance Procedure 
Analyzer. 

ED 234 834 
Interpersonal Perception in International Busi- 
ness Negotiations: An Up-Date. 

ED 235 531 
A Review of Selected Arbitration, Promotion, Re- 
tention and Tenure Decisions. 

ED 235 762 


Archaeol 


ogy 
Archaeology-You Can Dig It, Too! 
ED 238 743 


Archery 
Teaching Archery. 


ED 236 146 


itectural Character 

Block Study: Learning About Your Local Com- 
munity. 

ED 239 956 
The Capitol Experience in Washington, D.C. 

ED 239 954 
If These Walls Could Talk! The Story of Arling- 
ton House Before the Civil War. 

ED 239 955 
What Did It Look Like Then? Eighteenth Cen- 
tury Architectural Elements. 

ED 239 952 





Subject Index 


Drafting ; 
Development of Performance Based Education 
for Architec Curricula: Instructional Pro- 
gram for Light Commercial Architectural Draft- 
ing. 

ED 235 305 


Architectural Education 
Development of Performance Based Education 
for Architectural Curricula: Instructional Pro- 
gram for Light Commercial Architectural Draft- 
ing. 


ED 235 305 


Architecture 
The Capitol Experience in Washington, D.C. 
ED 239 954 
Changing Neighborhoods. An Introduction to Al- 
exandria Through Its Buildings. 
ED 239 957 


Archives 

The Archival Appraisal of Moving Images: A 
RAMP Study with Guidelines. 

ED 239 625 
A Guide for Surveying Archival and Records 
Management Systems and Services: A RAMP 
Study. 

ED 234 815 
The Role of Archives and Records Management 
in National Information Systems: A RAMP 
Study. 

ED 238 438 
Writings on Archives Published by and with the 
Assistance of UNESCO: A RAMP Study. 

ED 235 808 


Area (Geometry) 
Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section III. Introduction to Soil Manage- 
ment and Classification. 
ED 236 311 


Area Studies 

Activities Using “The State of the World Atlas.” 
Grades 7-12. International Understanding Series. 

ED 240 004 
Catalog of Resources on International Under- 
standing. 

ED 237 407 
China, A Country Study. Area Handbook Series. 
Third Edition. 

ED 233 947 
Foreign Area Studies in the USSR. Training and 
Employment of Specialists. 

ED 237 762 
The Global Yellow Pages: A Resource Directory. 
Revised Edition. 

ED 237 424 
Hermosillo from A to Z. 

ED 236 080 
The Ozarks Elementary Curriculum Project. 

ED 238 800 
Soviet-Eastern European Research and Training 
Act of 1983. Hearing Before the Subcommittee on 
Education, Arts and Humanities of the Commit- 
tee on Labor and Human Resources. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion on 8S. 873. 

ED 239 549 
The Swedes: In Their Homeland, In America, In 
Connecticut. The Peoples of Connecticut Multi- 
cultural Ethnic Heritage Series, Number Seven. 

ED 240 034 


Arithmetic 

The Anatomy of a Curriculum. 

ED 233 512 
Computer Assisted Instruction as an Enhancer of 
Remediation. 

ED 236 262 
The Makah Counting Workbook. 

ED 233 853 
Mathematical Thought Problems: “Primary 
Grades.” 


ED 239 929 
Mathematics Curriculum Guide for Kindergarten 
through 3rd Grade. ESEA Title VII Bilingual Pro- 
gram. Dysart Unified School District. 
ED 233 880 
Arizona 
Annual Report to the Governor, 1982-1983. State 
Board of Directors for Community Colleges of 
Arizona. 


ED 239 663 


Arizona Migrant Child Education Program, 
1982-1983. Annual Review and Evaluation. 
ED 239 796 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 3, May/June 1982. 
ED 235 649 
The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 
ED 236 993 
Placement of Students in English Courses in Ari- 
zona Community Colleges, 1981. 
ED 235 855 
Your Rights: A Handbook for Native American 
Youth in Arizona. 
ED 238 660 
Arizona (Mari County) 
Enrollment Decline as a Cause of RIF’s in Educa- 
tion. 
ED 234 044 
Arizona (Pima County) 
Enrollment Decline as a Cause of RIF’s in Educa- 
tion. 
ED 234 044 
Rural Intervention Project: An Empirical Assess- 
ment. 
ED 235 949 
Arizona Commission of Indian Affairs 
Arizona Commission of Indian Affairs 1983 An- 
nual Report. 
ED 239 786 


Arizona State University 

Native American Public Administration Program 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 

ED 233 846 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 

ED 233 845 


Arizona Teacher Proficiency Examination 
Arizona Teacher Proficiency Examination of the 
Basic Skiils. A Special Report. 

ED 236 251 


Arkansas 
Relationships among NTE Cut-Scores, Not Valid 
Items, NTE Tests and Curriculum Match and 
Minimally Competent Examinees. 
ED 240 144 
Arlington House VA 
If These Walls Could Talk! The Story of Arling- 
ton House Before the Civil War. 
ED 239 955 
Armed Forces 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 
ED 238 352 


Armed Services Vocational Aptitude Bat- 
tery 
Relationship between Corresponding Armed Ser- 
vices Vocational Aptitude Battery (ASVAB) and 
Computerized Adaptive Testing (CAT) Subtests. 
ED 235 223 
Army 
Poor Design and Management Hamper Army’s 
Basic Skills Education Program. Report to the 
Secretary of the Army. 
ED 233 179 


Army Laboratories 
The Professional Environment in Army Laborato- 
ries and Its Effect on Scientific and Engineering 
Performance. 
ED 237 330 


Arousal Patterns 

Attraction under Aversive Conditions: Misattri- 
butions or Fear-Reduction? 

ED 237 856 
The Effect of Communication Induced Arousal 
on Recall and Recognition. 

ED 233 428 
Effects of Arousal on Interpreting Other People’s 
Emotions. 

ED 239 163 
The Role of Arousal in the Induction of Mood. 

ED 239 135 
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(Mathematics) 
4 X 4 Square Arrays. 


ED 238 676 


Juvenile Firesetter and School Arson Prevention 
Programs. 
ED 239 941 


Art 
The Classification of Art Slides: A Survey and 
Recommendations. 
ED 234 813 
World Views through the Arts. GPE Humanities 
Series. 
ED 237 428 


Art Activities 
Activities Using a Restaurant Theme. 
ED 239 927 
Art and the Handicapped. 
ED 233 508 
Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 
ED 234 935 
Arts and Crafis, [Ideas Compiled from Nine Is- 
sues of Instructor Magazine, August 1982 
through May 1983.] 
ED 237 445 
Caves: A Course of Study. 
ED 239 852 
Conservation for Children [Levels 1-6 and an 
All-Levels Supplement]. 
ED 239 920 
Creative Health for Elders through Psychology 
and Art: A Pilot Study. 
ED 234 326 
Drawing Out: Second Language Acquisition 
through Student-Created Images. 
ED 236 932// 
The Efficacy of Reward vs. Punishmert: A Com- 
parison of Two Cottage Units. Monograph Series 
No. 2:3/83. 
ED 233 797 
Fall Activities for the Early Childhood and Spe- 
cial Education Classroom. 
ED 238 242 
Idea Place: Early Grades. [Columns Compiled 
from Seven Issues of Learning Magazine, Septem- 
ber ee 1982 and January to April-May 
1983. 
ED 233 970 
Idea Place: Middle Grades. eee Compiled 
from Seven Issues of Learning M: ie, Septem- 
ber _ 2 1982 and pny to ‘April May 
1983. 
ED 233 969 
Integrating Art with the Curriculum Areas. A Kit 
for The Elementary Classroom. Centering On. 
ED 237 468 
Learning English through Art in the Elementary 
School. 
ED 235 921 
Ricecraft: Rice Is for More Than Eating. 
ED 237 454 
Themes. 
ED 235 994 
Title I Children’s Program: Learning to Read 
Through the Arts. Final Evaluation Report, 
1981-82. 
ED 236 280 
[Valentine’s Day Activities Compiled from 
Eleven Years of February Issues of Instructor 
Magazine, 1973-1983.] 
ED 238 827 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from Eight 
Issues of Instructor Magazine, September 1982 
through May 1983.] 
2 ED 237 446 


Art Appreciation 
Visual Arts Education Guidelines, K-12. 
ED 237 435 
Why a Calligraphy Course for Language Students. 
ED 239 517 
Art Education 
Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 
ED 233 944 
Composition. How To Make a Picture. 
ED 239 989 
Factors That Influence the Performance of Pupils 
at “O”-Level Art Examinations in Uganda. Afri- 
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can Studies in Curriculum Development & Evalu- 
ation. No. 45. 

ED 234 010 
ee ae ees Se 
ture, Literature and History. 

ED 239 500 
Gifted and Talented in Art Education. 

ED 239 430 
Illinois Plan for the Arts in Generzi Education: 
Fiscal Years 1984-1988. 

ED 238 771 
Media Resources: Secondary Art (8-12). 

ED 236 084 
The Metaphoric Interpretation of Paintings: Ef- 
fects of the Clustering Strategy and Relaxed At- 
tention Exercises. 

ED 237 388 


Art Guide 8-12: Curriculum Guide 
and Content Resources. 
ED 237 385 
Studio in Art. A Comprehensive Foundation 
Course. Revised Edition. 
ED 238 787 
Study Guide for TCT in Art. 
ED 235 138 
Visual Arts Education Guidelines, K-12. 
ED 237 435 
Women’s History Lesson Plan Sets. 
ED 233 918 
Art Expression 
Composition. How To Make a Picture. 
ED 239 989 
The Culture of Southern Black Women: Ap- 
proaches and Materials. 


Illusions. 


ED 238 820 


ED 239 975 
Increased Challenge with the Elderly. 

ED 235 398 
World Views through the Arts. GPE Humanities 
Series. 


ED 237 428 
Art Libraries 
Art Libraries Section. Special Libraries Division. 
Papers. 
ED 239 651 


Materials 
Art and Technology. 
ED 235 871 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 


ED 235 300 


Products 
Arts and Crafts, [Ideas Compiled from Nine Is- 
sues of Instructor Magazine, August 1982 
through May 1983.] 


ED 237 445 
, Program for Elementary School Chil- 
ren. 
ED 233 793 
[Valentine’s Day Activities Compiled from 
Eleven Years of February Issues of Instructor 
Magazine, 1973-1983.] 
ED 238 827 
Art Teachers 
Factors That Influence the Performance of Pupils 
at “O”-Level Art Examinations in Uganda. Afri- 
can Studies in Curriculum Development & Evalu- 
ation. No. 45. 
- — ED 234 010 
The Opportunities Available for the Elementary 
Level Visually Gifted Art Student in the State of 


ED 234 586 
Study Guide for TCT in Art. 
ED 235 138 
Art Therapy 
The Efficacy of Reward vs. Punishment: A Com- 
ogee ‘© Cottage Units. Monograph Series 
0. 


ED 233 797 


Articulation 
Admission Standards: The Transition Process. 
ee ee eeennen Beat. 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 
ED 237 014 


Air Conditioning and Re‘rigeration Program Ar 
ticulation, 1981-1982. 


ED 234 200 
Beyond Articulation: A Report on Collaborative 
Professional Development. 

ED 233 599 
Collaborative Actions to Aid Students’ Transition 
from High School to College. Testimony to the 
National Commission on Excellence in Educa- 
= = Hearing, Chicago, Illinois, June 23, 

ED 237 011 
College Admissions and the Transition to Post- 
secondary Education. Briefing Package. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 010 
College Admissions and the Transition to Post- 
secondary Education. Staff Analysis of the Visit 
to Chicago by the National Commission on Excel- 
lence in Education, June 23-24, 1982. 

ED 237 026 
College Admissions and the Transition to 
Post- mdary Education. Testimony to the Na- 
tional Commission on Excellence in Education. 
(Public Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 022 
College Curriculum: Shape, Influence, and As- 
sessment. Background Briefing Paper for a Special 
Panel of The National Commission on Excellence 
in Education (Kingston, Rhode Island, August 
27-28, 1982). 

ED 237 027 
College Curriculum: Shape, Influence, and As- 
sessment. Staff Analysis of a Panel Discussion 
Conducted by the National Commission on Ex- 
cellence in Education (Kingston, Rhode Island, 
August 27-28, 1982). 

ED 237 028 
Competence, Admissions, and Articulation: Re- 
turning to the Basics in Higher Education. 
ASHE-ERIC Higher Education Research Report 
No. 6, 1983. 

ED 238 357 
Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 

ED 234 151 
Curriculum Articulation as a Means of Meeting 
the High Technology Challenge. 

ED 239 101 
Discussion with Students. [DePaul Breakfast. Re- 
port to the National Commission on Excellence in 
Education.] 

ED 237 024 
Education Policy Committee Report to the Spring 
1981 Conference. 

ED 238 496 
From School to College. Testimony to the Na- 
tional Commission on Excellence in Education. 
(Public Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 012 
Interdependence in Education. Proceedings of the 
Annual Convention of the Middle States Associa- 
tion of Colleges and Schools (96th, Philadelphia, 
Pennsylvania, December 5-7, 1982). 

ED 238 329 
The Link Course Programme: Proposals for Pol- 
icy Development. Discussion Paper. 

ED 237 696 
Marketing and a Education Curricu- 
lum Planning Guide. Revised. 

ED 235 376 


Petition to Increase Minority Transfer from Com- 
munity Colleges to State Four Year Schoois. 

ED 237 134 
Progressing from Vocational Preparation towards 
a Solution. 

ED 234 160 
Residential Construction. Competencies for Ar- 
ticulation. 

ED 234 152 
[Responses by Members of Committee C on Col- 
lege and University Teaching, Research, and Pub- 
lication, American Association of Universi 
Professors, to the National Commission on Excel- 
lence in Education.] 

ED 237 929 
Sacramento City Unified School District and Sac- 
ramento City College Articulation Council 
Year-End Report. 

ED 239 667 


School and College: Partnerships in Education. 
Special Report. 
ED 238 325 


Testimony to the National Commission on Excel- 
lence in Education. ic Hearing, Chicago, Illi- 
nois, June 23, 1982). 


Subject Index 
ED 237 016 


Articulation (Speech) 
Media Evolution and the Primacy of S; 
ED 235 510 


Artificial Intelligence 
Felicity Conditions for Human Skill Acquisition: 
Validating an AI-Based Theory. Cognitive and In- 
structional Sciences Series. 
ED 238 727 
MENO-II: An AI-Based ing Tutor. 
ED 237 054 


PROUST: Knowledge-Based Program Under- 
standing. 

ED 237 055 
Representation and Exchange of Knowledge as a 
Basis of Information Processes. of 
the International Research Forum in Information 
Science (5th, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 

ED 237 106 


ED 235 770 
SAPIENS: Spreading Activation Processor for 
Information Encoded in Network Structures. 
Technical Report No. 296. 


Representation in Memory. 


ED 235 476 
—— Technology and Education. Report 


ED 233 701 


Arts Centers 
Putting the Arts in Surplus Schools. A Planning 
Workbook. 


ED 235 586 


Asbestos 

Oversight Hearings on Vocational Education, 
School Lunch, Asbestos in Schools, eee 
and Secondary Education Programs. Hearings be- 
fore the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the Committee 
on Education and Labor, House < bmg mor 
tives, Ninety-Eighth Congress. Session 
(Ashland, Kentucky, May 13, toes 1 ica, 
Kentucky, May 14, 1983). 

ED 237 768 


ASHE Annual M 
An Analysis of Institutional Response and Envi- 
ronmental Constraints with Respect to the Pat- 
terns of Institutional Enrollment Decline in 
American Higher Education. ASHE 1983 Annual 
Meeting Paper. 
ED 233 652 


The Locus of Career Vitality. ASHE 1983 Annual 
Meeting Paper. 
ED 235 761 


Asia Section. Regional Activities Division. Paper. 

ED 239 649 
The Bandungan Papers: Guidelines for the Evalu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 

ED 235 988 
Deafness in Rural Asia. 

ED 236 877 
Education and Rural Development Planning. Re- 
port of a Regional Seminar (Bangkok, December 
8-16, 1980). 

ED 237 263 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 

ED 238 330 
Library Resources for the Foreign Born College 
Student. 

ED 233 725 
Low-Cost Educational Materials: How to Make, 
How to Use, How to Adapt. Inventory. Volume 


Il. 

ED 237 059 
Population Education Pro; e in Asia: What 
Research Says. Abstract-Bibliography, Series 4. 

ED 238 802 
Strategies for the Coherence and Co-Ordination 
of Formal and Non-Formal Population Educa- 
tion. Report of a Regional Seminar on the Coher- 
ence of Formal and Non-Formal Population 
Education Programmes (Bangalore, India, May 
16-23, 1983). 


ED 237 398 


Asia (Southeast) 
Overseas Educational Developments, 1981: Mex- 





Subject Index 


ico, South America, Southeast Asia. A World 
Higher Education Communique Special Report. 
ED 233 612 


Asia Pacific Region 
Promoting National Book Strategies in Asia and 
the Pacific-Problems and Perspectives. Studies on 
Books and Reading No. 4 

ED 233 320 


Asian Americans 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 

ED 238 974 
Asian- and Pacific-American Perspectives in Bi- 
lingual Education: Comparative Research. 

ED 239 011// 

The Effect of Schooling Abroad on the Socioeco- 
nomic and Language Patterns of First Generation 
Hispanics and East Asians. 

ED 234 642 
Emerging Practices in Asian and Pacific-Ameri- 
can Bilingual Education: Models for Observing 
Bilingual Education. 

ED 237 627 
Immigration, Education and Asian-Americans: A 
Cohort Analysis. 

ED 236 091 
The Indochinese Refugees: An Introduction to 
Their Cultures. 

ED 240 176 
Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
bers in the United States. 

ED 240 189 
PEP IV Commanding English: General Colleges’s 
1981-1982 Program for Southeast Asian Stu- 
dents. 

ED 235 744 
Santa Clara County Asian Health Survey: Meth- 
odology. 

ED 236 268 
Social Indicators of Education and the Model Mi- 
nority Thesis. 

ED 237 611 
Teacher Cognitive Style, Expectations, and Attri- 
butions for Student Performance. 

ED 239 178 
Teaching the Content Subjects to Indochinese 
Students. 

ED 236 297 


Asian History 
China, A Country Study. Area Handbook Series. 
Third Edition. 

ED 233 947 
Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 


Asian Programme of Educ Innovation for 
Development 
Regional Consultation Meeting on the Asian Pro- 
gramme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 


Asian Studies 
Changing Images of China: Grades 5-12. Interna- 
tional Understanding Series. 

ED 238 798 
China, A Country Study. Area Handbook Series. 
Third Edition. 

ED 233 947 
Japan. 

ED 235 111 
Perspectives on Japan: A Guide for Teachers. 

ED 236 090 
A Step by Step an for Planning a Japanese 
Cultural Festival 

ED 238 748 
A Study of Japan for the Intermediate Grades. 

ED 239 968 
Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 


Aspiration 

Addressing the Vocational/Employment Needs 
of Migrant Youth: Needs Assessment Report. A 
Pilot Survey of Secondary Migrant Youth and Vo- 
cational Programs in Connecticut and Nation- 
wide. 


ED 237 262 
Social Background and Educational Opportunity. 
Occasional Papers Sociology and Social Work, 
No. 5, 1982. 
ED 237 216 
Assemblers 
Small Parts Assembler Work Sample. 
ED 236 432 
Assembly (Manufacturing) 
Electronics Assembly Work Sample. 
ED 236 429 
Small Parts Assembler Work Sample. 
ED 236 432 


Assembly Programs 
[Student Recognition Program.] 


ED 239 967 


Assertiveness 

Assertiveness and Physical Attractiveness. 

ED 236 492 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 

ED 236 434 
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States: A Guide for Non-U.S. Students. 
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ulation of Regional Research and Service. 
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ED 233 268 
Development of a University of South Florida 
Student Rating Scale. 

ED 236 989 
Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
Meeting of the North East Association for Institu- 
tional Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 

ED 233 665 
Eat, Drink and Be Merry: Signs and Symptoms of 
Alcohol Wellness. 
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Skills Enter and Complete College. ERIC/CUE 
Fact Sheet Number 17. 

ED 234 104 





70 College Students 
pHa agemar Approach to the Teaching of 


Courtship ee Techniques 
for Teaching Courtship and Marriage to Learning 
Disabled Students in the University. 
Pee 
Implications and Applications for m- 
munication. Alternative Techniques for fot 
Speech Communication to Learning Disabi 
Students in the University. 
ED 234 548 
Introducing Anthropology to Everyone. Alterna- 
tive Techniques for Ti General Anthropol- 
ogy to Learning Disabled Students in the 
University. 
ED 234 553 
The Learning Disabled Student in a Television 
and Radio ey Course: Alternative Tech- 
niques for Teaching Mass Communication to 
Learning Disabled Students in the University. 
ED 234 559 
Learning Disabled Students in the Behavioral and 
Social Sciences. Alternative Techni for 
Teach the Sociology of Leisure to 
i Students in the University. 
ED 234 554 
The ing Disabled University Student: A 
Synopsis of Applied Research. 
ED 235 598 
Let Me Try to Make It Clearer. Alternative Tech- 
niques for Teaching Tiaditional English Grammar 
to Learning Disabled Students in the University. 
ED 234 551 
Library Resources for the Foreign Born College 
Student. 


ED 233 725 
Life Stress: Related Symptoms, Subjective Ap- 
praisal and Coping Styles. 

ED 235 418 


Logic for Everyone. Alternative Techniques for 
Teaching Logic to Learning Disabied Students in 
the University. 
ED 234 549 
Math Readiness and Preparation for Competitive 
—- Majors and Careers: The Case of Black 
itudents. 


ED 233 906 
Measuring Student Progress in the Classroom: A 
Guide to Testing and Evaluating Progress of Stu- 
dents with Disabilities. 

ED 235 874 
Meeting Needs of Adult University Students: A 
Model Designed by Adult Students. 

ED 235 735 
The Minority Student in Higher Education: An 
Annotated Bibliography. 

ED 237 042 
Native College Success in the Seventies: Trends at 
the University of Alaska at Fairbanks. ISER Oc- 
casional Paper No. 15. 

ED 239 814 
Oral Communication Assessment Procedures and 
Instrument Development in Higher Education. A 
Report by the Subcommittee for Oral Communi- 
cation Assessment in Higher Education. 

ED 236 721 
PEP IV Commanding English: General Colleges’s 
= -1982 Program for Southeast Asian Stu- 


ED 235 744 

Perceptions of Self and Parents among College 
Students of Different Sexual Orientations. 

ED 235 444 

Practice Makes Closer to Perfect: Alternative 

Techniques for Teaching Foreign Languages to 

Learning Disabled Students in “yo University. 

Practicing Psychology am ? What You 

c on pus t You 

Call It Makes a Difference. 


nwae ai ED 235 422 
justment and the ——- Dis- 
abled Stu Student. Alternative Tec! for Teach- 
ing Psychology to Learning Disabled Students in 
the University. 
ED 234 550 
Quality from the Students’ Point of View. 
AASCU Studies 1983-1. 
ED 235 765 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 
ED 233 669 
A Report on Basic Skills Training. 
ED 237 590 
Retention and Academic Achievement in Higher 


Colleges 
Federal S 


Education: The General College PEP Program 
(EP I, I, ID. 
ED 235 743 


Retention of Minority Students: A Model Pro- 
gram Utilizing Creative Untapped Resources. 

ED 234 669 
Self Care Resource Corner: Its Impact on Appro- 
priate Health Service Utilization. 

ED 238 871 
Sex Role Identification and Parental Rearing 
Practice: Determinants of Type A Behavior in 
College Age Women and Men. 

ED 234 321 
Short Term Experiential Laboratories in Aca- 
demic Courses. 

ED 238 624 
Should Teacher Training Institutions Be Con- 
cerned about the Reading and Writing Skills of 
Future Teachers? 

ED 236 579 
So You Think You’ve Got Troubles? College Stu- 
dents’ Referrals for Friends with Various Personal 
Problems. 


ED 237 827 
Special Education Courses for the Learning Dis- 
abled: Alternative Techniques for Teaching Spe- 
cial Education and Education Courses to 
Learning Disabled Students in the University. 

ED 234 557 
Statement on Competencies in English and Math- 
ematics Expected of Entering Freshmen. 

ED 233 293 
St. Mary’s University of San Antonio. 1982-1983 
Report of Student Retention Task Force. 

ED 234 689 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 

ED 238 352 
Student Migration Into and Out of Connecticut: 
An Update. BHE Research Report, R-4-83. 

ED 235 724 
Students’ Knowledge of “Things That Go Bump 
in the Night.” 

ED 234 315 
A Study of Extrinsic vs. Intrinsic Motivation in 
College Students. 

ED 234 320 
Suggestions for Modifications in the Teaching of 
General Chemistry to Accommodate Learning 
Disabled Students: Alternative Techniques for 
Teaching General Chemistry to Learning Dis- 
abled Students in the University. 

ED 234 562 
Summer Motivation and Retention. Fall 1978 
Freshman Cohort Study: Report No. 1. 

ED 234 700 
Training College Students to Assess Accurately 
What They Know and Don’t Know. 

ED 238 337 
UCLA Counseling Athletes on Careers After 
Their Glory Days Are Over. 

ED 233 631 
Violence in College Students’ Dating Relation- 
ships. 

ED 233 289 
What Else Don’t Real Men Do? Sex Role Orien- 
tation and Adjustment in College Males. 

ED 233 275 
Wisconsin Indian Opinions of Factors Which 
Contribute to the Completion of College Degrees. 
Program Report 83-13. 

ED 237 274 
Women’s Peer Groups and Choice of Career. Fi- 
nal Report. 

ED 236 389 


Transfer Students 
Follow-Up Study of 1981 Harper Transfer 
Alumni. Volume XII, No. 13. 


ED 239 681 
The Issue of Community College Transfers: 
Peralta and Statewide. 

ED 239 694 
One Year Later: A Follow-Up of the Harford 
Community College 1982 Graduates. 

ED 237 143 
Petition to Increase Minority Transfer from Com- 
munity Colleges to State Four Year Schools. 

ED 237 134 


upport to Universities, Colleges, and Se- 
lected Nonprofit Institutions. Fiscal Year 1981. A 


Subject Index 
Report to the President and Congress. Final Re- 
port. 


ED 237 329 


Colonial History (United States) 

George Washington: The Life and Legend. Read- 
ing and Thinking Skills Activities Grades 5-9. 

ED 238 740 
If These Walls Could Talk! The Story of Arling- 
ton House Before the Civil War. 

ED 239 955 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 


What Did It Look Like Then? Eighteenth Cen- 
tury Architectural Elements. 
ED 239 952 
Colonialism 
Colonialism on Campus: A Critique of Mentoring 
to Achieve Equity in Higher Education. 
ED 235 760 


Color 
Art and Technology. 
ED 235 871 
Color Discrimination Work Sample. 
ED 236 425 
Color Discrimination 
Color Discrimination Work Sample. 
ED 236 425 


Colorado 

Colorado Population Changes: A Source Book for 
Education Planners and Policy Makers. 

ED 237 387 
Education for a Productive Role in a Productive 
Society. Presentation to the National Commission 
on Excellence in Education. (Public Hearing, 
Denver, Colorado, September 16, 1982). 

ED 237 033 
Foreign Languages and Interaational Studies As- 
sessment in Colorado Schools K-12 Programs and 
Higher Education. Final Report. 

ED 238 293 
Policy Options Affecting Adult Learning Services 
in Colorado. Summary Report. 

ED 239 094 
A Profile of Colorado’s Adult Learning Needs 
and Resources. 

ED 239 093 
Public Opinion Studies: Low-Cost Methods for 
Soliciting Perspectives of the Public and Special 
Interest Groups. 

ED 237 386 
Rurai School Communities in Colorado. 

ED 239 800 


Colorado Outward Bound School 
Passages: Rafting the Green River as an Analogy 
to the Mid-Life Transition. 
ED 238 079 


Colorado State University 
Foreign Language Camps at the College Level. 
ED 233 602 


Colorado State University Fort Collins 
A Glossary of Initialisms, Terms, Acronyms, 
Phrases, etc. 2nd ed. Publication No. 17 (Re- 
vised). 
ED 237 086 
Comics (Publications) 
Fotonovelas and Comic Books—The Use of Popu- 
lar Graphic Media in Development. 
ED 239 806 


Language ; 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research Report. 


ED 235 807 


Commercial Television 
Children’s Understanding of Television: Research 
on Attention and Comprehension. 
ED 237 203// 

A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale 

ED 233 414 
Inside Television. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 816 
Mental Effort and Learning from TV: Comparing 
Expectations for PBS and Commercial Network 
Programming. 





Subject Index 


ED 235 539 
Parenting Behaviors in Prime-Time Television: A 
Content Analysis. 

ED 239 587 
Physical Attractiveness Stereotyping on Ameri- 
can Television Programs: A Content Analysis. 

ED 238 396 
Product Differentiation in Local Television 
News. 

ED 233 349 
The Suspension of the National Association of 
Broadcasters’ Code and Its Effects on the Regula- 
tion of Advertising. 


ED 236 583 


Commitment 
Perception and the Practical Arts. 


ED 233 922 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 

ED 237 852 


Committees 
Academic Affairs Committee. AGB Standing 
Committee Series [No. 2]. 

ED 238 373 
Buildings and Grounds Committee. AGB Stand- 
ing Committee Series [No. 1]. 

ED 238 374 
Finance Committee. AGB Standing Committee 
Series [No. 3]. 

ED 238 375 
GODORT History and Procedural Manual. Re- 
vised and Enlarged. 

ED 237 095 
User’s Guide to the Handbook of College and 
University Trusteeship. 

ED 238 366 


Communicability 
Communicability of the Taxonomy of Educa- 
tional Objectives for the Cognitive Domain. 

ED 235 194 


Communicable Diseases 
Game of Childhood Diseases. Technical Note 
No. 23. 
ED 238 608 
Infection Control in the Long Term Care Facility. 
ED 236 440 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 
ED 238 859 


Communication (Thought Transfer) 
Advances in Child Development: Theory and Re- 
search. 

ED 237 195 
Automated Network Analysis: A Survey of Dif- 
ferent Approaches to the Analysis of Human 
Communication Relationships. 

ED 239 312 
Communication Consulting from Academe to the 
“Real World.” 

ED 234 442 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 

ED 235 536 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue 

ED 237 980 
Communicative Competence: A Review of Ap- 
proaches. 

ED 238 048 
Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
Approach. 

ED 237 074 
Exploring Communication. GPE Humanities Se- 
Ties. 


ED 237 426 
Feelings and Friends. GPE Humanities Series. 

ED 237 430 
Improving Classroom Communication. The Talk- 
ing and Writing Series, K-12: Successful Class- 
room Practices. 

ED 233 388 
Intercultural Relevance and Technological Trans- 
fer: A Communicative Competence Approach. 

ED 238 035 
Job Burnout from a Communication Perspective. 


ED 236 718 
Medical Argument and Field Theory: The Lae- 
trile Case. 

ED 236 708 
Negotiation Competence: A Conceptualization of 
the Constitutive Rules of Negotiation Interaction. 

ED 236 736 
Perceptions of Compliance-Gaining Situations: 
An Extended Analysis. 

ED 235 533 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 

ED 233 409 
Reconnecting the Generations through Continu- 
ing Education. 

ED 239 124 
The Relationship between the Social and Intellec- 
tual Competence of Young Children and Their 
Mothers’ Communicative Behavior with Caregiv- 
ers. 

ED 238 576 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul: 
o December 1983 (Vol. 44 Nos. 1 Ee | 

ED 238 078 
Seventh-Graders’ Conceptions of Teachers: A 
Cultural Analysis. 

ED 234 065 
Toward a Psychobiological Theory of Motiva- 
tions for Human Communication Behavior. 

ED 235 523 
The World Hypotheses: Implications for Intercul- 
tural Communication Research. 

ED 238 045 


Communication Aids (for Disabled) 

A Comparative Study of Control and Display De- 
sign Principles Which Affect Efficient Use of 
Communication Aids by the Severely Physically 
Disabled. Final Report, September 15, 1981-Oc- 
tober 15, 1982. 

ED 239 470 
Library Training Institute for Service to the Deaf. 
Proceedings (California State University, Fuller- 
ton, California, July 31-August 11, 1978). 

ED 234 781 
Prattle and Play: Equipment Recipes for Non- 
speech Communication. 

ED 235 662 
The Use of “Symbol Shelves” in Teaching Com- 
munication with Multi-Handicapped Children. 

ED 234 594 


Comiunication Apprehension 

Communication Apprehension and the Use of 
Video-Tapes. 

ED 236 745 
Communication Apprehension as a Determinant 
of Channel Preferences. 

ED 233 408 
Measuring Telephone Apprehension. 

ED 233 407 


Communication Arts 
A Catalog of Educational Resources in Communi- 
cation Arts, Cultural Ecology, and Environmental 
Studies for the Small High School Teacher. Cur- 
riculum Resources for the Alaskan Environment. 


ED 233 843 


Communication Com 
Functional Communication Competencies and 
Basic Speech Communication Instruction in 
Higher Education: A Short Course. 
ED 235 525 


Communication Disorders 

{Autistic Children Developmental Disabilities 
Conference, Johns Hopkins University 
(@altimore, Maryland, March 14-16, 1983). Ab- 
stracts of Papers Presented.] 

ED 236 830 
Communication Disord in Limited- and 
Non-English Proficient Children. 





ED 238 211 
Guidelines for Case Se'sction and Prioritizing Pu- 
pils for Participation in Speech/Language Pro- 
grams/Services. 

ED 236 873 


Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
Prattle and Play: Equipment Recipes for Non- 
speech Communication. 


Communication Research 71 


ED 235 662 


Communication 


Patterns 
Communication Patterns in Four Types of Inti- 
mate Friendship. 
ED 238 051 
Network Analysis from a Functional Perspective. 
ED 233 426 
Talk as Social Support: Communication in an Epi- 
lepsy Self-Help Group. 
ED 234 439 
Toward a Psychobiological Theory of Motiva- 
tions for Human Communication Behavior. 
ED 235 523 


Comm 


nication Problems 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 
ED 236 433 


Help! Libraries and the Hard of Hearing. 

ED 235 821 
How Neutrals Can Help Bargainers in Troubled 
Times. 

ED 234 710 
The Role of Microcomputers in Rural Schools. 

ED 234 969 
Serving Deaf Students in Academic Libraries. 

ED 235 829 
The Use of English as a Medium of Instruction in 
the First Three Grades of Zambian Primary Edu- 
cation. African Studies in Curriculum Develop- 
ment & Evaluation No. 48. 

ED 234 011 


Comm 


unication Research 

Accessing Organizational Culture: An Interpre- 
tive Approach. 

ED 239 333 
Applications of Direct Mail in Voter Turnout Ac- 
tivities. 

ED 233 402 
Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 238 076 


Argument in Transition: Proceedings of the Sum- 
mer Conference on Argumentation (3rd, Alta, 
Utah, July 28-31, 1983). 

ED 234 459 
Attributes of Communication between Clients 
and Staff of High Capacity Computer Data Pro- 
cessing Centers. 

ED 233 679 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 

“Dissertation Abstracts Internatio Jul 

through December 1983 (Vol. 44 Nos. 1 Pi 


6). 

ED 238 017 
Causality Perspectives as Predictors of Communi- 
cation Effectiveness. 

ED 235 517 
Characteristics of Cable Access Centers in the 
Top 100 Media Markets. 

ED 236 709 
Communication and the Dual-Career Couple: A 
Literature Assessment. 

ED 236 747 
Communication Apprehension and the Use of 
Video-Tapes. 

ED 236 745 
Communication Apprehension as a Determinant 
of Channel Preferences. 

ED 233 408 
Communication Consulting: Another Teaching 


Option. 

ED 233 422 
Communication in Surveys: Examining Cognitive 
Effects in Survey Research. 

ED 233 357 
Communication Networks: A Literature Review. 

ED 234 433 
Communication Patterns in Four Types of Inti- 
mate Friendship. 

ED 238 651 
Communication Training Needs in 
tions: A Competency/ Proficiency Based Study. 

ED 233 411 
Culture and the Attribution Process: Techniques 
for Tapping the Cognitive Bases of Culture. 

ED 235 527 





72 Communication Research 


Development Ethics and Funding Communica- 
tions Projects: Some Critical Reflections. 

ED 235 512 
Development of a Perceived Communication Ef- 
fectiveness Scale. 

ED 233 405 
The Development of Interaction Management 
Skills in Early and Late Adolescence. 

ED 238 053 
Direct Legislation Campaigns and Parapolitical 
Organizations: A Case for Communications Anal- 
ysis. 

ED 235 529 
The Effects of Concreteness and Negation on the 
Difficulty of Hypothetical, Disjunctive and Lin- 
ear Svilogiems. 

ED 233 410 
Employee Involvement, Attitudes, and Produc- 
tivity in High Technology Manufacturing: A 
Two-Year, Experimental Study. 

ED 235 516 
An Ethical Perspective to Communication Re- 
search. 


ED 233 425 
Evaluation of Communication about Groups: The 
Hydra Phenomenon. 

ED 233 406 
Gender Schemas and Perceptions of Speech Style. 

ED 238 043 
Guidelines for the Interviewee in the Performance 
Appraisal Interview. 

ED 234 451 


Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 
search. 

ED 235 508 
Instructor Responsiveness and Outcomes of the 
Basic Course. 

ED 234 436 
Interpersonal, Nonverbal, and Small Group Com- 
munication: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
An Investigation of Nurses’ Interaction Styles 
with Physicians and Suggested Patient Care Inter- 
ventions. 

ED 234 458 
An Investigation of the Giving and Receiving of 
Interpersonal Feedback within the Human Rela- 
tions Group. 

ED 238 052 
Issues in International Communications: Devel- 
opment Communications Research. 

ED 234 455 
Job Burnout from a Communication Perspective. 

ED 236 718 
Longitudinal Network Analysis Using Multidi- 
mensional Scaling. 

ED 235 515 
Mass Communication and the Development of a 
Shared Social Reality: The Neo-Nazi March in 
Skokie. 

ED 236 717 
Measuring Telephone Apprehension. 

ED 233 407 
Medical Argument and Field Theory: The Lae- 
trile Case. 

ED 236 708 
Midwest Radio Survey: Management Identifica- 
tion of Vocational Needs and Perceptions of En- 

-Level Skills and Long-Term Success 
teristics. 

ED 234 457 
Negotiation through Power, Ideology, and Tech- 
nology in the Local Development of the Catholic 
Telecommunications Network of America. 

ED 235 518 
Network Analysis from a Functional Perspective. 

ED 233 426 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 

ED 238 071 
On the State of Speech Communication Research. 

ED 236 733 
Oral ein 5 meg are in ae, and 
High Sc Classes. The Talking an Tit 
Series, K-12: Successful Classroom —_ 

ED 233 385 
Order and Mystery in Negotiation Groups. 

ED 233 417 


Perceptions of Compliance-Gaining Situations: 
An Extended Analysis. 

ED 235 533 
Perceptions of Unresponsive Others: Attribu- 
tions, Attraction, Understandability, and Mem- 
ory of Their Utterances. 

ED 239 327 
Planning Methods, Models, and Organization: A 
Review Study for Communication Policy Making 
and Planning. 

ED 233 423 
Political Agenda, The Individual and Congru- 
ency. 

ED 239 314 
Power in the Classroom III: Teacher Communica- 
tion Techniques and Messages. 

ED 238 062 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 

ED 233 409 
Requesting Reprints: Tests of Two Different 
Strategies. 

ED 235 442 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul: 
through December 1983 (Vol. 44 Nos. 1 PR | 
6). 

ED 238 078 
Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 077 
A Selected Review of Speech Communication 
Studies in the Arts: A Retrospective and Prospec- 
tive Look. 

ED 236 704 
Situated Code Choice: An Empirical Examination 
of Two Types of Bargaining Interactions. 

ED 239 316 
Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for its Investigation, 
and Practical Applications, April 1-September 30, 
1983. 

ED 236 753 
The Story Is in the Telling: A Cooperative Style 
of Conversation among Women. 

ED 238 083 
A Study of Communication Expectations of Black 
Graduate Students at a State University. 

ED 238 081 
Talk as Social Support: Communication in an Epi- 
lepsy Self-Help Group. 

ED 234 439 
Task and Instrumentation as Factors Jeopardizing 
the Validity of Published Group Communication 
Research, 1980-81. Bochner Revisited. 

ED 234 432 
Topical Context Is an Important Determinant of 
Developmental Trends in Argumentation. 

ED 239 329 
Towards Resolution of the Confusion among the 
Concepts “Empathy,” “Role-Taking,” “Perspec- 
tive Taking,” and “Decentering.” 

ED 236 748 
A Typology for Interpersonal Situations or, How 
Do I Class Thee, Let Me Count the Ways. 

ED 233 416 
The Use of Model Speeches: The Research Base 
for Live, Taped, and Written Speeches as Models 
for Improving Public Speaking Skills. 

ED 236 738 
Using Oral Language to Learn in a Grade Five 
Classroom. 

ED 234 378 
The World Hypotheses: Implications for Intercul- 
tural Communication Research. 

ED 238 045 


Communication Skills 
Academic Debate Paradigms: An Examination 
from a Rules Perspective. 
ED 234 434 
Academic Technical Communication Programs: 
Meeting Changing Demands. 
ED 239 286// 


Advising by Faculty. Revised Edition. 

ED 235 742 
An Analysis of Homiletics Textbooks. 

ED 235 537 
Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 


Subject Index 


lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 


through 6). 
Children’s Speaking, ese = po 
i ’s i tening, ani 
bier kills. The Talking and Writing Series, 
K-12: 8 uccessful Classroom Practices. 
ED 233 380 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
as December 1983 (Vol. 44 Nos. 1 i 


ED 238 017 
Career Skills through English. Grade 10. 

ED 237 699 
Causality Perspectives as Predictors of Communi- 
cation Effectiveness. 

ED 235 517 
Communicating with Mentally Retarded Persons: 
Asking Questions and Getting Answers. 

ED 235 633 
Communication Education Throughout the Uni- 
a An Alternative to the One-Shot Inocula- 
tion Approach. 

ED 235 507 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 

ED 236 434 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 

ED 236 433 
Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 

ED 235 536 
Communication Strategies in the Practice of Law- 
yering. Proceedings of the 1983 Summer Confer- 
ence on Communication Strategies in the Practice 
of Lawyering (Oracle, AZ, June 24-27, 1983). 

ED 236 750 
Communication Training Needs in Organiza- 
tions: A Competency/ Proficiency Based Study. 

ED 233 411 
Communicative Competence: A Review of Ap- 
proaches. 

ED 238 048 
Community Skills: A Workshop on Leadership 
and Communication. 

ED 237 271 
Competencies for Placement and Follow-Up Per- 
sonnel: Workshop and Resource Materials. 

ED 236 460 
Counselors Sharing Their Skills with a Wider Au- 
dience. 

ED 235 447 
Developing Counselor Confrontation Skills by a 
Self-Instructional or Discrimination /Communi- 
cation Process. 

ED 233 295 
Developing Oral Communication Skilis. 

ED 234 464 
The Development of an Interviewing Course. 

ED 239 273// 

Development of a Perceived Communication Ef- 
fectiveness Scale. 

ED 233 405 
The Development of Interaction Management 
Skills in Early and Late Adolescence. 

ED 238 053 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 14. Ap- 
pendix I: Communicating with Deaf and Hearing 
Impaired Patients. Appendix II: Medical Termi- 
nology. Appendix III: EMS Organizations. Ap- 
pendix IV: Legislation (Ohio). Glossary of Terms. 
Index. Revised. 

ED 239 067 
Emphasizing Professionalism: Approaches in 
Business and Technical Writing. 

ED 239 264// 

Facilitation Skills in Quality Circles. 

ED 238 114 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 

ED 236 903 
Henry Ward Beecher: A Nation’s Tribune. 

ED 236 713 
Hiligaynon Lessons. PALI Language Texts: Phil- 
ippines. 

ED 239 484 





Subject Index 


Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 

ED 236 458 
The Impact of Federal Legislation on Education 
in the Clinical Laboratory Sciences. 

ED 235 003 
Improve Your Communication Skills. Module 
L-8 of Category L-Serving Students with Special- 
/Exceptional Needs. Professional Teacher Edu- 
cation Module Series. 

ED 234 260 
Improving Classroom Communication. The Talk- 
ing and Writing Series, K-12: Successful Class- 
room Practices. 

ED 233 388 
Instructor Responsiveness and Outcomes of the 
Basic Course. 

ED 234 436 
Interaction Strategies of First Graders Who Have 
Experienced Different Bilingual Preschool Mod- 
els. Final Report. 

ED 234 943 
Interpersonal Communication: Techniques and 
Style. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Program. 

ED 237 715 
Interpersonal Perception in International Busi- 
ness Negotiations: An Up-Date. 

ED 235 531 
An Investigation of the Giving and Receiving of 
Interpersonal Feedback within the Human Rela- 
tions Group. 

ED 238 052 
Language Arts Curriculum Guide. 

ED 239 305 
Let’s Celebrate Autumn: Activities for Grades 

ED 239 712 
Let’s Celebrate Winter: Activities for Grades 4-8. 

ED 239 713 
Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 453 
Medicine and the Media: A Course in Communi- 
cation Skills for Clinician-Executives. 

ED 239 288// 

Meeting Lawyer Needs through Assessment: 
What Is Important to Attorneys. 

ED 236 732 
Multidimensional Communication in Youth- 
Adult Relationships. 

ED 236 464 
Negotiation Competence: A Conceptualization of 
the Constitutive Rules of Negotiation Interaction. 

ED 236 736 
Oral Communication Assessment Procedures and 
Instrument Development in Higher Education. A 
Report by the Subcommittee for Oral Communi- 
cation Assessment in Higher Education. 

ED 236 721 
Oral Communication Curriculum. 

ED 236 735 
Oral Communication in the Elementary Class- 
room. The Talking and Writing Series, K-12: Suc- 
cessful Classroom Practices. 

ED 233 387 
Over the Rainbow, Beyond the Yellow Brick 
Road: Rhetoric and the Art of Self-Renewal. 

ED 236 715 
Parent Helper: Handicapped Children Birth to 
Five. Communication. 

ED 234 542 
Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 

ED 234 366 
The Parent Workshop. Communication Skills. 
PCRP Fall 1983 Working Edition. 

ED 238 528 
Patterns of Nonverbal Behavior and Perceived 
Relational Messages Associated with Communi- 
cation Reticence. 

ED 235 521 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 

ED 236 716 
Preparing the Communication Specialist: Some 
Implications of an Ongoing “Train the Trainer” 


Communicative Competence (Languages) 73 


Program in One Industry. 

ED 239 326 
The Profoundly Handicapped Child: Assessing 
Sensorimotor and Communication Abilities. 
Working Papers in Developmental Disabilities. 

ED 235 656 
Putting Humpty Dumpty Together Again: Inte- 
grating the Language Arts. The Talking and Writ- 
ing Series, K-12: Successful Classroom Practices. 

ED 233 381 
A Rationale for Developing Communication 
Training Programs: Issues and Resources for Cur- 
riculum Development. 

ED 238 070 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-C: Affective Curriculum for 
Secondary Emotionally Handicapped Students. 

ED 235 652 
A Resource Module to Develop Elementary Pres- 
ervice Teacher Competency in Communicating 
with Parents and Other Adults. 

ED 236 141 
Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 077 
The Search for Communication Skills. 

ED 235 540 
S-ESL Spoken English Test (The Standard En- 
glish as a Second Language Spoken English Test), 
Tests A, B, C [and] S-ESL Grammar Test (The 
Standard English as a Second Language Grammar 
Test), Forms O, A, B, C [and] S-ESL Vocabulary 
Test (The Standard English as a Second Language 
Vocabulary Test), Forms O, A, B, C. 

ED 236 648 
Sharing Time: A Student-Run Speech Event. 

ED 234 906 
Study Guide for TCT in Communicative Arts. 

ED 235 140 
Talking and Writing: Building Communication 
Competence. The Talking and Writing Series, 
K-12, Successful Classroom Practices. 

ED 233 386 
Target: Communication Skills. K-12 Curriculum 
Guide. 

ED 237 987 
Teaching Effective Interviewing Techniques. 

ED 239 272// 

Toward a Psychobiological Theory of Motiva- 
tions for Human Communication Behavior. 

ED 235 523 
Towards Resolution of the Confusion among the 
Concepts “Empathy,” “Role-Taking,” “Perspec- 
tive Taking,” and “Decentering.” 

ED 236 748 
Training Techniques to Be Better Communica- 
tors. 

ED 239 266// 

Using the New Technologies in Language Com- 
munication Education. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 378 
Vintages for Changing Tastes: Experiential Strate- 
gies in Interpersonal Courses. 

ED 238 050 


Communication Strategies 


Communicating with Children. 
ED 234 928 
Communication Strategies in the Practice of Law- 
yering. Proceedings of the 1983 Summer Confer- 
ence on Communication Strategies in the Practice 
of Lawyering (Oracle, AZ, June 24-27, 1983). 
ED 236 750 


Communications 


Adult Learning Innovations: Vehicles for Social 
and Economic Progress. 

ED 235 388 
Automated Network Analysis: A Survey of Dif- 
ferent Approaches to the Analysis of Human 
Communication Relationships. 

ED 239 312 
Communication Industry Needs and Higher Edu- 
cation Programs: What Are We Doing Now to 
Prepare for 1990? 

ED 237 001 
Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 

ED 235 378 
Computerization of the Newspaper in the 1980s. 


ED 234 392 
The Convergence Model of Communication. Pa- 
= = the East-West Communication Institute, 

o. 18. 

ED 234 448 
Data-Base for Communication Planning. The Ba- 
sic and Statistical Data Required for the Elabora- 
tion of a Plan for a National Communication 
System. 

ED 235 816 
Development Ethics and Funding Communica- 
tions Projects: Some Critical Reflections. 

ED 235 512 
A Different Call to Arms: Women in the Core of 
the Communications Revolution. 

ED 235 490 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, EMS Vehicles, EMS Communications, 
Records and Reports. Revised. 

ED 239 054 
Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Menograph No. 1). 

ED 234 769 
Information Equity and Information Technology: 
Some Preliminary Findings from a Videotex Field 
Trial. 

ED 236 611 
Media Evolution and the Primacy of Speech. 

ED 235 510 
On the Imbalance of International Communica- 
tion: An Analysis, a Review and Some Solutions. 

ED 235 520 
The Yang and Yin of the Communications Future: 
Positive Technology and Negative Messages. 

ED 235 534 


Communications Act 1934 


Parity for Minorities in the Media. Hearing before 
the Subcommittee on Telecommunications, Con- 
sumer Protection, and Finance of the Committee 
on Energy and Commerce. House of Representa- 
tives, Ninety-Eighth Congress, First Session on 
H.R. 1155. A Bill to Amend the Communications 
Act of 1934 to Provide for Greater Participation 
of Minorities in Telecommunications. 


ED 239 600 


Communications Satellites 


Chemeketa Community College Telecommunica- 
tions Network: A Proposal to the Chemeketa 
Community College Board. 

ED 234 854 
The Continuing Professional Education Interac- 
tive Satellite Interface. 

ED 239 548 
Information Technology in Education: The Best 
of ERIC. 

ED 233 706 
Professional Continuing Education for Rural 
Teachers: Promising Prospects for the Future. 

ED 238 614 
Satellite Communication and Development: A 
Reassessment. 

ED 236 706 
Teaching and Learning via Interactive Satellite-A 
Janus View. 

ED 235 791 


Communicative Competence (Languages) 


Bridge the Gap: A Guide to the Development of 
Acquisition Activities Targeting Grammar and 
Meaningful Communication. 
ED 238 259// 

A Communicative Approach to Language Teach- 
ing Methodology. CLCS Occasional Paper No. 7. 

ED 235 690 
Compensation Strategies. CLCS Occasional Pa- 
per No. 9. 

ED 235 692 
Easy for You to Say: The Great Primacy of 
Speech Fallacy. 

ED 233 568 
The Foreign Language Classroom: New Tech- 
niques. Report of Central States Conference on 
the Teaching of Foreign Languages. 

ED 238 272 
In Search of a Language Teaching Framework: 
An Adaptation of a Communicative Approach to 
Functional Practice. 

ED 239 507 
Japanese tor Foreign Affairs 


ED 238 298 
Learning and Teaching Languages for Communi- 





74 


cation: Applied Linguistics Perspectives. 

ED 238 291 
A Look at Our Profession: Common Concerns, 
Common Dreams. 


ED 238 273// 
Situations for Communication: Growth in Com- 
petence and Confidence. 

ED 238 276// 
The Teaching of Spanish Object Pronouns: A 
Communicative Approach. 

ED 238 279// 


Communicator Style 

Communication Apprehension as a Determinant 
of Channel Preferences. 

ED 233 408 
A Different Call to Arms: Women in the Core of 
the Communications Revolution. 

ED 235 490 
Gender Schemas and Perceptions of Speech Style. 

ED 238 043 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 

ED 238 071 


Communism 

History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 

ED 236 094 
Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
tion. No. 60. 

ED 234 005 


Commuxity 
Open the Door Let’s Explore: Neighborhood 
Field Trips for Young Children. 
ED 238 529 


Action 

Leader’s Guide to Community Action. Miscella- 
neous Bulletin 115. 

ED 239 781 
Partners in Progress: A Marketing Prototype for 
Community Development. 

ED 237 138 
Primary Health Care-The Chinese Experience. 
Report of an Inter-regional Seminar on 
Health Care (China, June 13-16, 1982). 

ED 237 470 
The Role of Community Action in Improving 
Schools. 

ED 238 137 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 

ED 239 782 
Toward a Healthy Community (Or, 
Events for Community Health Premotion). 

ED 234 134 
Wanted: A Service Component in Public Educa- 
tion. 

ED 233 929 
Why Communities Protest School Closings. 

ED 233 455 


Attitudes 

Capturing the a The Impact of caer 
Refugees in Orange County; Challenges and 
portunities. 

ED 235 347 
Dawson Community College Needs Assessment 
Survey Analysis. 

ED 239 686 
The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course foz 
Community Leaders. Bulletin No. 564. 

ED 234 962 
Fort Madison Community Betterment Survey. 

ED 237 291 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 
ina i ED 237 — 

lor Stes a Local Communi u- 

cational Opinion Poll. ” 


The Political Nature of the Nei 
Community in an Enrollment 


ED 236 252 
iborhood School 
line. 
ED 238 101 
Rural School Communities in Colorado 
ED 239 800 
Community Based Education 


Communicative Competence (Languages) 


The Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 

ED 235 943 
Discussion Starters. Technical Note No. 25. 

ED 238 610 
The Learning Fund: Income Generation through 
NFE. Technical Note No. 22. 

ED 238 607 


A Planning Process to Impiement Community 
Based Education, Fort McDowell, Arizona 

ED 235 955 
Standards of Performance for Community Based 
Educational Institutions. 

ED 235 860 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 

ED 235 861 
Standards of Performance for Community Based 
— Institutions: Self-Assessment Work- 

ED 235 862 


Communi: 


ity Benefits 

Bi-Lingual Education: A Report on a Working 
Program. 

ED 233 811 
The Direct Economic Impact of Brookdale Com- 
munity College. 

ED 233 753 
The Direct Economic Impact of New Jersey’s 
Community Colleges. 

ED 233 774 
The Economic Impact of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 
Economy. 

ED 238 502 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 

ED 233 755 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 Re- 
vised Edition). 

ED 237 137 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 

ED 233 754 
Umpqua Community College: Its Economic Im- 
pact on Douglas County. 

ED 239 683 


Community Centers 


Neighborhood Centre Project, Hull, September 
1982 - October 1983. 


ED 233 795 


Community 


How Extension Can Help Communities Conduct 
Impact Analyses. 
ED 239 828 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 
ED 234 967 


Community Characteristics 
Block Study: Learning About Your Local Com- 
munity. 


ED 239 956 
Building School-Community Relationships in 
Northern Communities: A Sourcebook of Policy 
Alternatives and Recommendations. 

ED 237 283 
Hispanics in the Pacific Northwest. 

ED 237 305 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 

ED 234 468 
Meena Pian for Educational Facilities: Garwood, 
Union County, New Jersey. 

ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 

ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 

ED 234 466 
Master Plan for Educational Facilities: West New 


Subject Index 


York, Hudson County, New Jersey. 

ED 234 469 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 

ED 237 979 
The — of Community Governance and the 
Impact of Energy Development. 

ED 234 955 
The Rich Get Richer and the Poor Get Federal 
Budget Cutbacks. 

ED 233 869 
Salient Migration Flows in the Southeastern 
United States: 1955-1960 aa 1965-1970. 

ED 236 296 


Community College of Baltimore MD 


Funding to Meet the Need for Community Col- 
lege Education in Baltimore City. 
ED 235 858 


Community Coll 


eges 

Academic Crossover Study: Community Col- 
leges, Fall 1981. 

ED 233 747 
ACCT Trustee Quarterly; Volume 7, Numbers 
1-4, 1982-1983. 

ED 237 153 
Annotated Code of land Education Article: 
Title 16, Community Colleges [and] Code of 
Maryland Regulations: Title 13C, State Board for 
Community Colleges. 

ED 234 862 
Annual Report to the Governor, 1982-1983. State 
Board of Directors for Community Colleges of 
Arizona. 


ED 239 663 
Annual Summary of Program Review Activities, 
1981-82. Commission Report 83-24. 

ED 235 729 
Awareness to Action. 

ED 237 733 
Career and Educational Interests of Johnson 
County High School Students, Spring 1983. 

ED 238 485 
The Case for a Fee Policy That Provides Two 
Years of Fee-Free Community College Educa- 
tion. 

ED 235 843 
Celebrating Teaching Excellence. Proceedings of 
the National Conference on Teaching Excellence 
and Conference of Presidents. (Austin, Texas, 
May 24-27, 1983). 

ED 237 122 
The Community College and the Human Re- 
sources Development Council: Toward a Na- 
tional Training Strategy for the United States. 

ED 238 459 
Community College Funding Alternatives and 
Strategies. 

ED 238 493 
The Community College in the American Educa- 
tional System. 

ED 239 701 
Community College Journal for Research and 
Planning, Volume 3, Number 1. 

ED 237 120 
Community Colleges and Higher Education. Ne- 
braska Annual Social Indicators Survey, NA- 
SIS-82, #3. 

ED 237 149 
Community College Strategic Planning & Man- 
agement Control Reform in New York State: An 
Issue Paper. 

ED 238 507 
Compering Humanities Instructors. 

ED 237 152 
Compendium of Selected Data & Characteristics: 
University of Kentucky Community College Sys- 
tem, 1982-83. 

ED 234 860 
Competencies for Placement and Follow-Up Per- 
sonnel: Workshop and Resource Materials. 

ED 236 460 
The Conceptualization and Design of a Staff De- 
velopment Model for Community College 
Part-Time Faculty. 

ED 237 674 
Consequences of 1983-84 Budget Cuts for Cali- 
fornia Community Colleges. 

ED 238 492 
Counseling: A Crucial Function for the 1980s. 
_ _—— for Community Colleges, Num- 


ED 235 865 





Subject Index 


Course Transfer Guide, 1983. University of Ne- 
vada System. 

ED 239 703 
Data and Characteristics of the Illinois Public 
Community College System. 

ED 237 147 
The Direct Economic Impact of New Jersey’s 
Community Colleges. 

ED 233 774 
Early Retirement of Washington Community 
College Employees: A Study of the Statutory 
= Retirement Program of May-December, 

2. 

ED 238 494 
Education for a Productive Role in a Productive 
Society. Presentation to the National a 
on Excellence in Education. (Public Hearing, 
Denver, Colorado, September 16, 1982). 

ED 237 033 
Education Policy Committee Report to the Spring 
1981 Conference. 

ED 238 496 
Emerging Directions: Student Development in 
the DCCCD. A Result of the Work of DCCCD 
Student Services Staff and Many Colleagues. 

ED 234 317 
English as a Second Language: Its Scope, Role 
and Definition within California Community Col- 
leges. 

ED 239 673 
Fact Sheet: Community Colleges and Handi- 
capped Students—Concerns and Resources. 

ED 235 873 
Faculty Salaries in the California Community 
Colleges: 1982-83 Academic Year. Commission 
Report 83-27. 

ED 234 856 
Fifty Percent Law Review. 

ED 239 672 
Financial Aid Administration. 

ED 235 847 
Florida State Board of Education Administrative 
Rules for the Operation of Florida’s Community /- 
Junior Colleges, Chapter 6A-14. 1982 Edition. 

ED 237 132 


Focus: A Forum on Teaching and Learning in 


4 
Utah Community and Technical Colleges, Vol- 
ume II. 


ED 234 840 
Formula Budgeting for the Community Colleges 
in Alaska. 

ED 239 687 
Four Years Later: Follow-Up of 1978 Entrants, 
Maryland Community Colleges. 

ED 234 850 
Future of the Open Door: A Presentation for 
ACCT. 

ED 235 848 
FY 1983 Unit Cost Report for the Public Commu- 
nity Colleges of Illinois. 

ED 237 148 
Guidelines for Comprehensive Child Develop- 
ment Instruction and Services Programs. 

ED 238 482 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Highlights of Years of Growth, 1966-1983. 

ED 233 767 
Hispanic Participation in the Administration of 
the California Community Colleges: 1981-82. 

ED 238 622 
Historical and Contemporary Perspectives on 
Community College Student Services. 

ED 233 771 
Historically Black Colleges and Universities Fact 
Book. Volume I, Junior & Community Colleges. 

ED 239 552 
How to Custom Design Training for Business and 
Industry. 

ED 237 774 
Illinois Community College Grievance Procedure 
Analyzer. 

ED 234 834 
Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community Colleges: Results of a Com- 
mission Survey. Commission Report 83-28. 

ED 234 857 
Index to Positions: A Selective List, 1969-1982. 

ED 238 497 
Insight: An Annual Collection of Articles on 
Teaching and Learning by Faculty of the Commu- 
nity Colleges of the State of New York, 1983-84. 


ED 235 850 
rage Education and the U.S. Community 
— From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 
ED 233 780 
An Investigation of Characteristics of Successful 
Community College Foundations. 
ED 233 756 
Issues for Community College Leaders in a New 
Era. First Edition. 
ED 239 662 
JCCC’s Public Image: Survey Findings. 
ED 238 489 
Literacy in the Open-Access College. 
ED 237 125// 
The a Computer in a Basic Reading and 


Writing Class. 

ED 239 710 
Maintaining the Vision of the Grail. 

ED 238 483 
MANAGER (Michigan Analysis Network and 
General Evaluation Report) Handbook. 

ED 234 833 
Maryland Community Colleges Continuing Edu- 
cation Manual. 

ED 234 851 
Maryland Community Colleges Instructional Pro- 
gram Manual. 

ED 238 475 
Minimum Standards for Instructional Programs, 
Faculty and Facilities. 

ED 234 864 
MiSIS: Michigan Student Information System. 

ED 234 830 
MiSIS (Michigan Student Information System) 
Activities Manual. 

ED 234 831 
A Model Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Occupational Demand and the Rise of Post- 
secondary Vocational Education. 

ED 235 566 
On Leadership and the Future of Community 
Colleges. 

ED 233 759 
Placement of Students in English Courses in Ari- 
zona Community Colleges, 1981. 

ED 235 855 
Placement Systems for English Courses in Se- 
lected California Community Colleges. 

ED 235 854 
Policy Alternatives for Financing California Com- 
munity Colleges in 1983-84: A Staff Report. Com- 
mission Report 83-30. 

ED 234 858 
A Practitioner’s Guide to Using and Meeting with 
Advisory Groups. 

ED 237 140 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 
Program and Course Approvals. Annual Report. 

ED 234 863 
Putting America Back to Work: Phase II. 

ED 238 460 
Self-Study Criteria for Governing Boards of Com- 
munity Colleges. 

ED 239 689 
Statement of Mission and Statewide Priorities. 

ED 234 865 
State Plan and Annual Report: Tenth Annual 
Community College Plan. 

ED 233 766 
Steps for Establishing a Training Information 
Clearinghouse. 

ED 237 775 
Student Attendance Accounting Manual. 

ED 234 846 
Student Matriculation: A Proposal to Study a Pre- 
liminary Model. 

ED 233 768 


Technical Assistance in Vocational and Technical 
Education. 
ED 235 842 
Technology Is Ready-But Are We? Manage- 
ped oe ACCCA Management Report, 
4/1. 


Community Development 75 


ED 235 852 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 018 
Two Reports of the Eastland Survey: A Stratified 
Random Sample Study of Registered Voters of 
California, July, 1983. 

ED 235 849 
University of Hawaii Community Colleges: A 
Guide for Apprenticeship Coordinators and Ad- 
ministrators. 

ED 238 498 
Vocational Education Advisory Committees. 

ED 233 769 
Your Education in Washington’s Community 
Colleges. 

ED 234 859 
1983 State of the District Address. Los Angeles 
Community College District. 

ED 237 144 


Community Control 
Curriculum: The Board’s Role. 
ED 239 418 


Community Cooperation 
Communi Colebenation for Improving Career 
Guidance Programs: It Can Work in Your Com- 
munity. An Evaluation Monograph. 
ED 236 395 


Community Coordination 

For Every School a _— Expanding Envi- 
ronments for 

ED 240 037 
Partnership for Rural Improvement: Publications, 
1976-1983. 

ED 234 963 
Partners in Progress: A Marketing Prototype for 
Community Development. 

ED 237 138 


Community Development 

Appalachian Regional Commission: 1982 Annual 
Report. 

ED 238 642 
The Bandungan Papers: Guidelines for the Evalu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 

ED 235 988 
Black Mesa Community School: Ten Years Later. 
A Progress Report. 

ED 234 954 
Changing Neighborhoods. An Introduction to Al- 
exandria Through Its Buildings. 

ED 239 957 
Children as Agents of Change in a Rural Commu- 
nity. (A Report on the Child-to-Child Project at 
the Village Sangma of the Vadodara District). 

ED 233 794 
The Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 

ED 235 943 
Community Development in Small Schools. 

ED 234 934 
Community Response to an Oil Boom. 

ED 233 863 
Community Skills Training: A Collaborative Ap- 
proach. 

ED 237 270 
Hearings on Job Creation Proposals. Hearings be- 
fore the Subcommittee on Employment Opportu- 
nities of the Committee on Education and Labor, 
House of Representatives, Ninety-Eighth Con- 
gress, First Session on H.R. 116, H.R. 777, H.R. 
1036, H.R. 1046, and H.R. 1060 (New York, New 
York, February 28; Washington, DC, March 3, 7, 
and 17, 1983). 

ED 237 767 
Partners in Progress: A Marketing Prototype for 
Community Development. 

ED 237 138 
The Price of Change. A Growth Impact Assess- 
ment Guide. Partnership for Rural Improvement. 

ED 237 273 
Putting America Back to Work: Phase II. 

ED 238 460 
The Quality of Community Governance and the 
Impact of Energy Development. 

ED 234 955 
Small Business and Economic Development in 
Macomb County. 

ED 233 183 





76 Community Development 


TRACES: An Economic Model That Works. 
ED 239 691 
Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Participant’s Manual. A Train- 
ing ae Developed for and in Cooperation with 

Native American Tribal Leaders. 

ED 233 860 
Development. A 


Native American Tribal Leaders. 
ED 233 859 


Community Education 

Burwood Education Centre: A Multi-Campus 
Service. 

ED 234 031 
A Common World: Courses in Women’s Studies 
for Rural and Urban Communities. 

ED 235 102 
Continuing Education Activities of the University 
of British Columbia, 1982-1983. A Report to the 
President, the Senate, and the Board of Gover- 
nors. 

ED 239 536 
Effective Learning: A Study of Innevative Public 
Humanities Programs. Publication Number 5-80. 

ED 235 706 
Exceptional Adult Advisory Council Handbook. 

ED 233 125 
Facts on Grants, 1982. A Report on Grant-Mak- 


ing. 

ED 235 707 
For Every School a Community: Expanding Envi- 
ronments for Learning. 

ED 240 037 
Friends Can Be Good Medicine: Educating the 
Community about Social Support and Health. 

ED 235 404 
Partnership for Rural Improvement: New Dimen- 
sions. Annual Report 1980-1981. 

ED 235 983 
Public Service at Hudson Valley Community Col- 
lege: An Annual Report. 

ED 239 668 
Self-Help and Community Education. Courier 
No. 28. 

ED 236 339 
Standards of Performance for Community Based 
Educational Institutions. 

ED 235 860 
Standards of Performance for Community Based 
Educational Institutions: Self-Assessment Work- 


book. 

ED 235 862 
es the Law: A Handbook on Educat- 
ing 


Commenity I Health Services 
the Gap: A Participatory Approach to 
Health and Nutrition Education. 
ED 239 830 


Child Survival/Fair Start. A Look at the Factors 

Threatening the Survival, Health, and Cognitive 
Bovine of the World’s Disadvantaged Chil- 
dren, and the Ford Foundation’s New Program to 
Help These Children Get a Fair Start in Life. 


Working Paper. 
ED 234 ae 135 


Long Term Care: Report to the Secretary. Service 

Delivery Assessment, Office of the Inspector 
December 1981. 

ED 239 179 


The New Epidemiology-A Challenge to Health 
Administration. Issues in Epidemiology for Ad- 


ED 238 306 

Para Cerrar la Brecha: Un Enfoque Participativo 

para la Educacion en Salud y Nenicion (Bridging 

the ¢ Gap: A Participatory Approach to Health and 
Nutrition Education). 

ED 239 831 


Source Book for Health Education Materials and 
Community 


ED 240 031 


ministration. 


ED 235 292 


Beliding 0 Special 


Care Resource & Referral 


Services 
Needs Component into Your 
Service. 


ED 239 744 


Developing Rape Services in a Multi-Ethnic, 
Multi-Racial Community: Community 


against Sexual Assault (CPASA). 

ED 234 331 
Information and Referral Services in Public Li- 
braries: A Survey. 

ED 238 434 
“Taking a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 

ED 233 356 


Community Involvement 
Adopt a School. 
ED 239 347 
Alternatives to Vandalism: “Cooperation or 
Wreckreation.” 
ED 234 472 
Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 
ED 239 830 
Child Survival/Fair Start. A Look at the Factors 
Threatening the Survival, Heaith, and Cognitive 
Development of the World’s Disadvantaged Chil- 
dren, and the Ford Foundation’s New Program to 
Help These Children Get a Fair Start in Life. 
Working Paper. 
ED 234 135 


Community Cable for and by Children: An ACT 
Handbook. 

ED 238 405 
Community Goal-Setting Process. 

ED 239 346 

Community Involvement. 

ED 240 056 
Community Participation: Current Issues and 
Lessons Learned. 

ED 235 878 
Development Education: NGO Priorities for the 
Eighties. Development Education Paper No. 17. 

ED 235 877 
Do You Know a Child with a Handicap? Children 
with Handicaps Have a Right to an Education 
[and] Do You Know S. with a 
Individuals with Handicaps Have a Right to an 
Education = Conoce Usted a un Nino que Tiene 
Alguna Desventaja? Los Ninos con Desventajas 
Tienen Derecho a Recibir Educacion [and] 
Conoce Usted Alguna Persona que Tenga Alguna 
Desventaja? Las Personas que Tienen Desven- 
tajas Tienen Derecho a Recibir Educacion. 

ED 236 906 
An mihieal Perspective to Communication Re- 


search. 

ED 233 425 
Family Violence: A Workshop Manual for Clergy 
and Other Service Providers. 

ED 234 282 


Friends Can Be Good Medicine: Educating the 
Community about Social Support and Health. 

ED 235 404 
How Can We Help Students Prepare for Tomor- 
row? Improving Si it Performance in Califor- 
nia: A Guide to Community Involvement. 

ED 239 759 
Implementation of Community-Based Programs: 
Current Difficulties and Future Issues. 

ED 239 140 
Para Cerrar la Brecha: Un Enfoque Participativo 
para la Educacion en Salud y Nutricion (Bridging 


the Gap: A Participatory Approach to Health and 
Nutrition Education). 
ED 239 831 


Partnership for Rural Improvement: External Re- 
view. February 23-March 5, 1980. 

ED 235 985 
The Role of Community Action in Improving 
Schools. 


ED 238 137 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 

ED 239 782 
1 for Making 


on 236 147 


et ED 236 907 
Teacher Recruitment and Retention Strategies for 
Smaller Schools. A Handbook for Superinten- 
dents and School Boards. 





School Health Ed i A M: 
It Happen in Your District. 





Suggested Local Organization T: 


ED 234 972 
Toward a Healthy Community (Organizing 
Events for Community Health Promotion). 

ED 234 134 
Training Popular Theater Trainers: A Case Study 
of Nigeria. Occasional Paper #10. 


Subject Index 


ED 234 950 
Values and Assumptions in Contestation over 
School Councils Selecting Principals. 
ED 236 791 
Community Leaders 
Leader’s Guide to Community Action. Miscella- 
neous Bulletin 115. 
ED 239 781 
The hope of Community Governance and the 
Impact of Energy Development. 
ED 234 955 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 
ED 239 782 
Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Participant’s Manual. A Train- 
ing Packet Developed for and in Cooperation with 
Native American Tribal Leaders. 
ED 233 860 


Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Trainer’s Manual. A Training 
Packet Developed for and in Cooperation with 
Native American Tribal Leaders. 

ED 233 859 


Community Organizations 
Executive Search and Selection. Proceedings of 
Seminar (Chicago, Illinois, January 31, 1981). 
ED 235 976 
The Influence of New Media and Citizen Groups 
on the Knowledge Gap in an Inner-City Neigh- 


borhood. 

ED 236 692 
Neighborhood Change: Theories, Realities, Pros- 
pects. 


ED 235 261 
Community Planning 
Fort Madison Community Betterment Survey. 
ED 237 291 
The Price of Change. A Growth Impact Assess- 
ment Guide. Partnership for Rural Improvement. 
ED 237 273 
1 for Making 


ED 236 147 





School Health Ed ion: A M. 
It Happen in Your District. 


Community Problems 
Providing Services for Handicapped Persons in 
Rural/Sparsely Populated Areas. 
ED 237 287 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 
ED 237 288 


Community 
A Community Based Rehabilitation Program for 
Emotionally Disturbed Clients. 
ED 236 505 


Community Cable for and by Children: An ACT 
book. 


Han 

ED 238 405 
Community Collaboration for Improving Career 
Guidance ; It Can Work in Your Com- 
munity. An Evaluation Monograph. 

ED 236 395 

Community Volunteer Service Act of 1983. Hear- 
ing before the Subcommittee on Family and Hu- 
man Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Eighth Congress, First Session on S. 1129. 

ED 236 411 
Developing Rape Services in a Multi-Ethnic 
Multi-Racial Community: Community Program 
against Sexual Assault (CPASA). 

ED 234 331 
The Effects of High School Community Service 
Programs on Students’ Social Development. Final 


Report. 

ED 240 043 
Employment and Training of Ex-Offenders: A 
Community Program Approach. 

ED 239 089 


Free Universities and Learning Referral Centers, 


ED 235 730 
Gifted and Talented in Art Education. 

ED 239 430 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
Implementation of Community-Based Programs: 





Subject Index 


Current Difficulties and Future Issues. 

ED 239 140 
Program Delivery in Distance Education—One 
Successful Strategy. 

ED 235 884 
Report of the Ad Hoc Task Force on Cable Tele- 
vision, Stanford University. 

ED 234 736 
Senior Citizen Self Revitalization Manual and 
Guide. A Community Approach. 

ED 234 212 
Two Dimensions of the Construct of Institutional- 
ization. 

ED 237 901 

Community Psychology 

A Methodological Critique of Community Psy- 
chology: Reflections on Research in the Field. 

ED 235 419 
Theory Construction Principles in Applied Re- 
search: Can We Learn from (Others’) Mistakes? 

ED 236 502 


Community Relations 
Promote the Vocational Education Program. 
Module LT-F-2 of Category F-School-Commu- 
nity Relations. Competency-Based Vocational 
Education Administrator Module Series. 
ED 236 386 


Community Resource Development 
Projects 
Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 
ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 
ED 238 635 


Community Resources 

Centering on a Quick Reference Resource Book- 
let for New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Changing Neighborhoods. An Introduction to Al- 
exandria Through Its Buildings. 

ED 239 957 


Class Guests...An Added Dimension. 

ED 237 176 
Curriculum Handbook-—Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 

ED 234 585 
Experiential Cross-Cultural Approaches in Multi- 
cultural Early Field Experiences in the Small 
Community. 

ED 240 120 
L.LS.T.: Local Information Sources for Teachers 
-A Community Resource Guide for Consumer 


and Home E 

ED 237 784 
National Women’s History Week Community 
Organizing Guide. 

ED 233 917 


Reading and Math through the Community as 
Classroom, Summer 1982. Annual Evaluation Re- 
port. E.S.E.A. Title I. 

ED 234 129 


Serving the Disabled College Student in Rural In- 


stitutions. 

ED 238 601 
Your Community and You. Cooperative Occupa- 
tional Education, Unit 20. Instructor Material and 
Student Material. 





ED 234 259 


Community Role 
The Role of Community Action in Improving 


Schools. 
ED 238 137 
Why Communities Protest School Closings. 


ED 233 455 
Community Satisfaction 
Community Response to an Oil Boom. 
ED 233 863 
A Factor Analytic Model of Community and Life 
Satisfaction: The Case of North Carolina. No. 


83-4. 

ED 234 975 
Fort Madison Community Betterment Survey. 

ED 237 291 
Perceived Well-Being and Personal Stress in an 
Energy Boom Town: Contrasts and Similarities 
Across Divergent Groups. 

ED 233 870 


Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 
ED 237 259 


Community Schools 


Standards of Performance for Community Based 
Educational Institutions. 


ED 235 860 


Community Services 


Catalyst for Interorganizational Collaboration: 
The Partnership for Rural Improvement. Working 
Paper Series. 

ED 237 272 
Characteristics of Cable Access Centers in the 
Top 100 Media Markets. 

ED 236 709 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 

ED 233 210 
The Effects of High School Community Service 
Programs on Students’ Social Development. Final 
Report. 

ED 240 043 
Family and Individual Services. 

ED 236 404 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 

ED 237 765 
Opening Doors for West Virginians with Autism: 
A Comprehensive State Plan. 

ED 233 506 
The Price of Change. A Growth Impact Assess- 
ment Guide. Partnership for Rural Improvement. 

ED 237 273 
A Proactive Program Planner’s Guide to Commu- 
nity Services Development from an Ecological 


Point of View. 

ED 233 544 
Public Service at Hudson Valley Community Col- 
lege: An Annual Report. 

ED 239 668 
Rural Intervention Project: An Empirical Assess- 


ment. 
ED 235 949 


Community Size 


Salient Migration Flows in the Southeastern 
United States: 1955-1960 and 1965-1970. 
ED 236 296 


Community Study 


The Application of Social Ecological Principles to 


the Assessment of Inner-City Black Communi- 


ties. 

ED 240 191 
Changing Neighborhoods. An Introduction to Al- 
exandria Through Its Buildings. 

ED 239 957 


Community Study. A Guide for a 
D 238 741 
Ethnographic Description As a Toot it in Humanis- 
tic Geography: A Native American Case Study. 
ED 233 844 
No City Is an Island: The Study of Interdepen- 


dence. 
ED 238 757 
Social Studies Scope and Sequence. Grades 1-5. 
ED 235 270 


Community Support 


Academic Competitions. 

ED 240 133 
A Computer in the Classroom. 

ED 238 426 
Intervention in Child Maltreatment. 

ED 237 878 
Small Grants for Teachers: A Handbook. 

ED 237 586 


Community Surveys 


Assess Your Goals to Set Priorities. 

ED 235 555 
Community and Staff Surveys Conducted for the 
Sacramento City Unified School District. Sum- 
mary Report [and] Appendices. 

ED 235 188 


A Plan for Conducting a Local Community Edu- 
cational Opinion Poll. 
ED 236 252 


The Political Nature of the Neighborhood School 
Community in an Enrollment Decline. 


Comparative Analysis 77 
ED 238 101 


Commuter Colleges 


On the Need for Separate Commuter Programs: 
San Diego State Looks at Its Students. 
ED 236 959 


Commuting Students 


Communicating with Commuters. Numerous 
Factors Must Be Considered To Improve Process. 

ED 236 963 
Commuter Chronicle: An Effort to Enhance 
Commuter Communication in a Traditional Resi- 
dential Campus Environment. 

ED 236 964 
Commuter Students: References & Resources, 4th 
Edition. 

ED 235 712 
Conference Report: Meeting Needs of Off-Cam- 
pus Students. 

ED 236 961 
How To Give ’Em What They Want: Assessment 
Basics for Commuters. 

ED 236 951 
On the Need for Separate Commuter Programs: 
San Diego State Looks at Its Students. 

ED 236 959 
Peddling Programs: Getting the Message Across. 

ED 236 952 
Profiling the Needs of University Commuter Stu- 
dents: New Instruments, Methods, and Findings. 

ED 234 683 
Providing Legal Services to Students Living Off 
Campus. 


ED 236 969 
A Study of Freshman Student Withdrawal at Sa- 
lem State College. 

ED 234 674 
The UMaps Project: An Attempt to Communi- 
cate above Boundaries of Political and Organiza- 
tional Structures. 

ED 236 965 


Urban Corridor Consortium Task Force on 
Part-Time and Commuter Students. Final Report. 


ED 234 699 


Comparative Analysis 


Alternative Teacher Preparation Programs: A 


Cost-Effectiveness Comparison. Research on 
Evaluation Program. Paper and Report Series No. 


86. 

ED 237 569 
Comments on Method in Comparative Higher 
Education. 

ED 237 007 
A Comparative Aualysis of Three Widely Used 
Graded Word Reading Tests. 

ED 235 473 
A Comparative Study of Rural Schools in Texas, 
New Mexico, and Arizona. 

ED 235 978 
A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale. 

ED 233 414 
Comparison of IRT Observed-Score and True- 
Score "Equatings.’ 

ED 236 207 


A Comparison of Perceptual Motor Skill with Au- 
ditory Comprehension as Correlates of Word 
Recognition, Oral Reading, and Silent Reading. 

ED 234 354 
Comparisons of Subscribers and Non-Subscribers. 
An NRC Mining Company Report. American 
Newspaper Publishers Association (ANPA) 
News Research Report No. 39. 

ED 239 291 


Computer-Assisted Instruction in Reading and 


Language 

ED 237 967 
A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
Evaluation of Public Fundamental Schools in 
Hampton, Virginia. 

ED 234 058 
Evaluation Research in Basic Skills with Incarcer- 
ated Adults. Technical Report No. 303. 

ED 237 954 
Hired Farm Labor Data from the Decennial Cen- 
sus: Limitations and Considerations. 

ED 239 799 
Listening to Writing: Implications for Evaluation 
and Pedagogy. 





78 Comparative Analysis 


ED 236 625 
eee tegen Skills on a Bar Exami- 


ED 240 149 
PER (Prioritizing and Evaluating Recommenda- 
tions). 


D 238 909 


E 
Sespening Gifted Students: A Comparison of the 
SIT and WISC-R. 


ED 237 555 
Selecting a Business Writing Career. 
ED 239 280// 
The SPICE Center at Bluefield State College. Fi- 
nal Report. 

ED 239 253 
The Teacher-Teacher Reliability of the CRI and 
ERI. 


ED 234 365 
“USA Today”: Comparative Analysis with Two 
National and Two Los Angeles Daily Newspa- 
pers. Research Bulletin. 

ED 239 294 
The Uses and Abuses of Interstate Comparisons 
of Higher Education Funding. 

ED 235 716 


ive Education 

ry a Role of Adult Education Programs 
in Latin America. 

ED 235 093 
Comments on Method in Comparative Higher 
Education. 

ED 237 007 
Comparative Higher Education. 

ED 234 676 
A Comparative View of Approaches to Social 
Work Education in Argentina and the United 
States. Rough Draft. 

ED 237 375 
Irish Educational Studies, Vol. 2. Proceedings of 
the Annual Education Conference of the Associa- 
tion (7th, Belfast, Northern Ireland, April 1982). 

ED 235 105 
Moral Education and the Primary School Curric- 
ulum: A Comparative Review of Case Studies of 
Selected Latin American and Caribbean 
Countries. 

ED 239 932 
Policies for Higher Education in the 1980s. Inter- 
governmental Conference of the Organisation for 
Economic Co-Operation and Development (Oc- 
tober 12-14, 1981). 

ED 234 663 
Relationships of Selected Factors to Summer Ses- 
sion Organizational Structure. 

ED 235 734 
Reviews of National Policies for Education: New 
Zealand. 


ED 235 101 
Role of the Arab Universities in Labour Educa- 
tion: A Comparative Study. 

ED 235 754 
Student Rights in Newfoundland and the United 
States: A Comparative Study. 

ED 240 017 

Reading 

Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 


ED 239 823 


Education 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
to Local Education Agencies. Selected Mono- 
= in Educational Policy Research, Number 


ED 235 574 
Chapter I Elementary Reading Program. Interim 


Evaluation Report, 1982-83. 


ED 238 968 
Chapter I — as a Second Language Program 
(Funding Source: ECIA 83-035-134, F330. 
910-0900.) Interim Evaluation Report, 1982- 83. 


ED 238 967 
Chapter I Handbook. 


ED 238 979 
Chapter { Mathematics Program, 1982-83. Report 
of Evaluation. 


ED 236 229 
Chapter I Reading Program, 1982-83. Report of 
Evaluation. 

ED 236 230 
Child Development. ECIA Chapter 1. Evaluation 
Report, 1982-83. 


ED 237 617 
Classroom Support Program. Disadvantaged Pu- 
pil Program Fund. Evaluation Report, 1982-1983. 

ED 236 286 
Computer Assisted Instruction as an Enhancer of 
Remediation. 

ED 236 262 
Computer-Assisted Instruction in Mathematics. 
Disadvantaged Pupil Program Fund. Final Evalu- 
ation Report, 1982-83. 

ED 236 295 
Early Childhood Component of the 1977-1978 
Boston Elementary Enrichment Program (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 954 
Elementary and Secondary Programs, ESEA Ti- 
tle I. Final Report, 1982. 


ED 238 965 
Eiementary Enrichment Program (Reading, 
Mathematics and Language heaton Programs). Final 
Evaluation Report for Title 1, 1978-79. 


ED 238 953 
Elementary Enrichment Pro; (Reading 
Math, Language Arts); Middle School and High 
School Program (Ri /Language Arts). PL 
81-874 Program. Title I Final Evaluation Report, 
1979-80. 
ED 238 959 
English-as-a-Second Language. ECIA Chapter 1. 
Evaluation Report, 1982-83. 
ED 237 618 
English as a Second Language, 1981-1982 (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 
ED 238 957 
ESEA Title I Early Childhood/Jackson-Mann 
Program. Final Report, 1981. 
ED 238 962 
ESEA Title I Early Childhood/Jackson-Mann 
Program. Interim Report, 1981. 
ED 238 961 
ESEA Title I Program. Interim Report, 1982. 
ED 238 966 
ESEA Title I Secondary Program. Interim Re- 
port, 1981. 
ED 238 963 
ESEA Title I Secondary Reading/Math Pro- 
grams. Final Report, 1981. 
ED 238 964 
Evaluation of the Compensatory Reading and 
Mathematics Program Funded by Title I and 
CEP, 1920-81. Report No. 16-1. 
ED 237 605 
Evaluation of the ESEA Title I Program. Final 
Evaluation Report, 1980-81 and 1981-82. 
ED 240 206 
Evaluation of the Title I Program: ELementary 
Reading and Math Pregram; Middle School 
Reading Program; NIE Demonstration Project; 
Health Education Program. Final Evaluation Re- 
port, 1976-77. 
ED 238 951 
Evaluation of the Title I Program: ELementary 
Reading and Math Program; Middle School 
Reading Program; NIE Demonstration Project; 
Language Arts Program. Final Evaluation Report 
for Title I, 1977-1978. 
ED 238 952 
The Federal Law of Bilingual Education. 
ED 235 294 
Guidelines for Local Educational Agencies for the 
Participation of Private School Students in ECIA, 
Chapter 1 Programs. 
ED 239 414 
Hearing on the Equal Educational Opportunity 
Act of 1983, before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2397 Cee 6, 1983). 
ED 240 212 
High School Reading Program, 1977-1978, 
Funded Under PL 81-874. Final Evaluation Re- 
port. 
ED 238 955 
Intensive Reading Instructional Teams, Evalua- 
tion Manual for Project Directors. 
ED 240 177 
Kindergarten Reinforcement. Disadvantaged Pu- 
pil Program Fund. Evaluation Report, 1982-1983. 
ED 236 289 
The Later Effects of Direct Instruction Follow 
Through: Preliminary Findings. Draft. 


Subject Index 


ED 236 162 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 
Mathematics Skills Improvement Project. ECIA 
Chapter 1. Evaluation Report, 1982-83. 

ED 237 620 
Motivational and Self-Imagery Development Job 
Development. Disadvantaged Pupil Program 
Fund. Final Evaluation Report, 1982-83. 

ED 236 287 
Motivational-Cultural Experiences. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 293 
Parent Volunteer Handbook. Teachers Need Par- 
—* Need Teachers-Students Need 


ED 240 170 
Pilot Projects. Disadvantaged Pupil Program 
Fund. Evaluation Report, 1982-83. 

ED 236 292 

Project Star (Elementary). ECIA Chapter 1. Final 
Evaluation Report, 1982-83. 

ED 237 621 
Project STAR (Secondary). Disadvantaged Pupil 
Program Fund. Final Evaluation Report, 1982-83. 

ED 236 290 
Reading Impact Project. Disadvantaged Pupil 
Program Fund. Evaluation Report, 1982-83. 

ED 236 284 
Reading Improvement Project. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 615 
Reading/Mathematics Lab Program, Chapter II, 
ECIA. Report of Evaluation. 

ED 236 228 
Reading Strategy Project. ECIA Chapter 1. Eval- 
uation Report, 1982-83. 

ED 237 616 
Reinforcement Science Skills Project. Disadvan- 
taged Pupil Program Fund. Final Evaluation Re- 
port, 1982-1983. 

ED 236 285 
Resident Environmental Classroom. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 291 
State Compensatory Education Summer School 
Program: 1982. Final Evaluation Report. 

ED 235 231 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 

ED 238 975 
Title I as an Educational Resource in South Caro- 
lina. 


ED 234 112 

Title I Elementary School Reading and Mathe- 
matics Programs. Final Evaluation Report, 
1980-81. 

ED 238 960 
Title I ESEA Programs in the Boston Public 
Schools: Middle — Reading Program; High 
School Reading Program; High School Mathe- 
matics Program; as Reading/ Language Arts 
Program (PL 81-874). Final Evaluation Report to 
Project and School Personnel, 1978-79. 

ED 238 958 
Underprepared Learners. 

ED 233 636 
The Use of Computers in Instruction Supported 
under Chapter 1 of the Education Consolidation 
and Improvement Act. 


ED 238 404 


petence 
Air Conditioning and Refrigeration Program Ar- 
ticulation, 1981-1982. 


ED 234 200 
Assuring Quality Control of ‘wane E4ucation in 
Multiple Clinical Affiliates 

ED 235 703 
Basic Electricity /Electronics. Learning Guides. 

ED 237 744 
Competency Assessment of Teachers: 1980-1983. 

ED 238 858 
Competent Children at Risk: Their Parents and 
Families. 1. Description of Study and Measures. 

ED 237 225 
Competent Children at Risk: Their Parents and 
Families. 2. Markers of Competent Children. 

ED 237 226 
Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 





Subject Index 


ED 234 151 
Conceptual Framework and Basic Competencies 
for Vocational Home Economics Education in 
Texas. 


ED 235 351 

Credentialling: A Protean Model from Other Pro- 
fessions. 

ED 238 852 
Developing a Professional Competence Model for 
Management Education. Final Report, Research 
Report Number Ten. 

ED 239 566 
Developing a Professional Competence Model for 
Nursing Education. Fina! Report, Research Re- 
port Number Nine. 

ED 239 565 
The Effect of Dramatic Play on the Story Retell- 
ings of Second Grade Children. 

ED 233 812 
The Impact of Federai Legislation on Education 
in the Clinical Laboratory Sciences. 

ED 235 003 
Leadership and Management Education and 
Training (LMET) Course Requirements for Re- 
cruit pong con Be neg mene and “A” School In- 
structors. Technical Report 154. 

ED 237 777 
Marketing and Distributive Education Curricu- 
lum Planning Guide. Revised. 

ED 235 376 
The Organization, Structure, S and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 

ED 238 450 
Overjustification: Constraint, Contrast, or Com- 
petence? 

ED 237 877 
Professional Development Needs of School Prin- 
cipals. 

ED 239 370 
Residential Construction. Competencies for Ar- 
ticulation. 

ED 234 152 
School Psychologists and Clinical Judgment: Pat- 
terns of Data Utilization. 


ED 233 250 

The Stigma of Affirmative Action: An Empirical 
Analysis. 

ED 235 415 
Student Teacher Perceptions of Teaching Compe- 
tencies Related to Educational Media. 

ED 235 793 
Technical Competencies in Greenhouse Manage- 
ment and Landscape Design Needed by 
High-School Teachers of Vocational Horticulture 
in Tennessee. Research Report Series No. 5. 

ED 233 211 
Wyoming Business and Office Occupations Sur- 
vey for Entry-Level Employment Competencies. 

ED 239 039 


Competency Based Education 
Accountability Structures in Managing State Ed- 
ucation Agency Competency Based Education 
Programs. 

ED 233 475 
The ACTFL Proficiency Guidelines: A Historical 
Perspective. 

ED 238 265// 

Air Conditioning and Refrigeration Program Ar- 
ticulation, 1981-1982. 

ED 234 200 
Competency Based Instructional Resource 
Guide. Sample Format. Welding. 

ED 233 140 
Competency Education for Adult Literacy. Over- 
view: ERIC Fact Sheet No. 10. 


ED 237 798 
Conceptual Framework and Basic Competencies 
for Vocational Home Economics Education in 
Texas. 

ED 235 351 
Curriculum Development at the Foreign Service 
Institute. 

ED 238 267// 

Curriculum Models and Competencies. Associate 
Degree Nursing and Nursing Education Options: 
Associate Degree with Practical Nursing. 

ED 237 150 
Develop and Implement a Competency-Based 
Education Program. Module CBE-1. 

ED 237 141 
Developing a Professional Competence Model for 


Nursing Education. Final Report, Research Re- 
port Number Nine. 

ED 239 565 
Development of Performance Based Education 
for Architectural Curricula: Instructional Pro- 
g for Light Commercial Architectural Draft- 
ing. 

ED 235 305 

Elementary School Guidance Curriculum Grades 
K-6. Georgia Comprehensive Guidance Series. 

ED 236 520 
An Evaluation of the Effectiveness of a Compe- 
tency Based Vocational Education Drafting Pro- 
gram. 

ED 236 392 
Financing Competency Based Programs. 

ED 235 577 
Guide for Implementing Competency-Based Edu- 
cation in Vocational Programs. 

ED 233 141 


Health Education for Georgia Middle Grades. A’ 


Competency-Based Approach. 

ED 237 485 
How to Develop PACs. Performance and Compe- 
tency-based Student Materials. 

ED 235 308 
Instructor Training. Background Paper. 

ED 236 420 
A Longitudinal Study of Student e in Cog- 
nitive Development and Generic Abilities in an 
Outcome-Centered Liberal Arts Curriculum. Fi- 
nal Report, Research Report Number Six. 

ED 239 562 
Modifications in the DACUM Process of Curric- 
ulum Development at Daytona Beach Commu- 
nity College. 

ED 235 844 
Oral Proficiency Testing and Programs at the 
University of South Carolina. 

ED 239 520 
A Performance Curriculum and Learning Out- 
comes. 

ED 240 054 
The Proficiency-Oriented Classroom. 

ED 238 266// 
Proficiency Projects in Action. 
ED 238 271// 

Program Objectives for Non-College Preparatory 
Mathematics. [and] The Comprehensive Math 
Program: Helix High School. 

ED 239 916 
The Science Program at Rex Putnam High 
School. 


ED 238 186 

Student Perspectives on Liberal Learning at Al- 
verno College: Justifying Learning as Relevant to 
Performance in Personal and Professional Roles. 
Final Report, Research Report Number Seven. 

ED 239 563 
Subject Curriculum Modifications Occurring in 
Stable Enrollment Competency-Based Testing 
and Non-Competency-Based Testing Public Se- 
nior High Schools between the School Years 
1974-75 and 1978-79. 

ED 235 224 
Teaching for Proficiency, the Organizing Princi- 
ple. The ACTFL Foreign Language Education Se- 
Ties. 

ED 238 264 
Traditional Occupational Analysis and Contem- 
porary CBVE Instruction. 

ED 239 075 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Insights 
from the Evaluation and Revision Process. Final 
Report, Research Report Number Three. 

ED 239 559 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Inte- 
grated Competence Seminar. Final Report, 
Research Report Number Four. 

ED 239 560 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Six Per- 
formance Characteristics Rating. Final Report, 
Research Report Number Five. 

ED 239 561 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Social 
Interaction Generic Instrument. Final Report, 
Research Report Number Two. 

ED 239 558 
Validating Assessment Techniques in an Out- 


Competition 79 


come-Centsred Liberal Arts Curriculum: Valuing 
and Communications Generic Instruments. Final 
Report, Research Report Number One. 

ED 239 557 
Vocational Guidance Competencies for Teachers 
in CBVE Programs. Project No. DVE 9-2F21 


from July 1, 1978 to June 30, 1980. 
ED 236 452 


Competency Based Teacher Education 
CAI for CDA: Theory and Competency. 


ED 239 745 

The Child Development Curriculum and Its Rele- 
vance to Job Competencies Expected in the Field. 

ED 234 888 
Competency in Teaching. A Review of Compe- 
tency and Performance Based Staff Development. 
A Staff Development Publication. 

ED 234 211 
Essential Computer Competencies for Educators. 

ED 234 746 
Framework for Training: A Report of the Texas 
Early Childhood Careers Recognition Council. 

ED 234 883 
Opinions of Michigan Citizens about Recommen- 
dations of the National Commission on Excel- 
lence in Education. A Si . An Overview of 
Findings from a Statewide Public Opinion Survey 
of a Cross-Section of 400 Michigan Adults; Inter- 
viewed by Telephone, June 23-30, 1983. 

ED 239 766 
Preservice and Inservice Teacher Training: Focus 
on Proficiency. 

ED 238 270// 

Proficiency-Based Foreign Language Teacher 
Certification: The Texas Project. 


ED 238 285 


Competency Validation (Occupations) 


Complete Statistical Survey Results of 1982 
Texas Competency Validation Project. 
ED 234 202 


Competition 


Academic Competitions. 

ED 240 133 
Academic Decathlon. 

ED 240 131 
Academic Decathlon-San Diego County. 

ED 240 135 
College Entrance Examinations and Social Cohe- 
sion. 

ED 236 979 
Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 808 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 

ED 238 680 
Competitive Swimming and Diving. Official 
Rules, Officating. August 1983-August 1984. 
NAGWS Guide. 

ED 237 450 
Fresno County Mock Trial Competition. 

ED 239 997 
The Hamburger War. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 807 
The Judge as Metacritic: A Model for Judging 
Interpretation Events. 

ED 238 046 
Middle-Class Childhood: Building a Competitive 
Advantage or Early Burn-Out. 

ED 238 548 
National History Day Contest Guide. 

ED 236 056 
Political Campaign Debates: Reconciling Public, 
Media, and Candidate Needs. 

ED 238 055 
Read for Fun: Management Program. 

ED 239 207 
Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 

ED 235 509 
Schoolympics. 

ED 240 134 
Social and Economic Perspectives in Current 
Communications Policymaking. 

ED 236 616 
This Contest Can Give Recognition to Re- 
cord-Breaking Kids. Front Lines. 

ED 236 767 





80 Competition 


Towards an Audience Centered Debate Para- 
digm: An Examination of Some Existing Models. 
a Conference on the Development of For- 
An Examination of the Last Decade in 
Sebastes Viewed from the Perspective of the 
Recommendations of Sedalia. 
ED 236 739 
A Writing Contest? Why Bother. 
ED 236 702 


ive Selection 
From School to College. Testimony to the Na- 
tional Commission on Excellence in Education. 
(Peblic Hearing, Chicago, Illinois, June 23, 1982). 
ED 237 012 
Nation-wide College Entrance Examination—Cur- 
rent Practice and Critical Issues. 
ED 235 749 
Policy Statement on Future Competitions for Re- 
Educational Laboratories and Educational 
esearch and Development Centers under Sec- 
tion 405(f) of the General Education Provisions 
Act. 
ED 234 718 
Presidential Search: A Guide to the Process of 
Selecting & Appointing College & University 
Presidents. 
ED 238 358 
(Behavior) 
Client Resources: Client Characteristics, Coping 
Skills, and Compliance. 


ED 239 171 
Conceptual Dimensions of Interpersonal Influ- 
ence. 


ED 237 854 
Perceptions of Compliance-Gaining Situations: 
An Extended Analysis. 

ED 235 533 
Requesting Reprints: Tests of Two Different 
Strategies. 

ED 235 442 


Gaere (Legal) 
tive Action. [AGB Pocket Publications. 


No. 12] 

ED 238 360 
Controls Over Foreign Students in U.S. Post- 
secondary Institutions Are Still Ineffective; Pro- 
posed Legislation and Regulations May Correct 
Problems. Report to the Chairman, Senate Com- 
mittee on Labor and Human Resources. 

ED 234 654 
A Convergence of Two Cultures in the Implemen- 
tation of P.L. 94-142. 

ED 238 193 
Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 


ED 240 214 
Fifty Percent Law Review. 


ED 239 672 
Guidelines for Fair Use of Copyrighted Materials. 

ED 238 384 
Guidelines for Local Educational Agencies for the 
oe of Private School Students in ECIA, 
Chapter 1 Programs. 


ED 239 414 
If You Borrow to Buy Stock. 


ED 235 073 
Implementation of the Parental Kidnaping Pre- 
— Act of 1980. Oversight Hearing before 
the S ittee on Crime of the Committee on 
the | ny, House of Representatives, Nine- 
mgress, First Session (September 

24, 1981). 





ED 234 911 

Legal Problems of Religious and Private Schools. 

ED 238 169 

Rapid Assessment of the ED Institutional Eligi- 

= and Compliance Monitoring Systems. Final 
Report. 


ED 233 661 
Reform of Reaction? An Experimental Analysis 
of the Effectiveness of “Power-Based” Strategies 
for Eliminating Sex Bias in California Schools. A 


ED 238 127 


Report No. 2 to the United States District Court, 
District of Massachusetts, on Boston School De- 
segregation. Volume I. 

ED 240 222 
Report No. 2 to the United States District Court, 
District of Massachusetts on Boston School De- 
segregation. Volume II. 

ED 240 223 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume I. 

ED 236 277 
Resource Catalogue: Comprehensive Services for 
Handicapped ildren-Interagency Collabora- 
tion, Personnel Development, Program Evalua- 
tion and Monitoring, Policy Development and 
Administration. Third and Final Edition. 

ED 235 647 
Your Personal Life and the Law. Cooperative Oc- 
cupational Education, Unit 19. Instructor Mate- 
rial and Student Material. 

ED 234 258 


Composi.ion (Art) 


Composition. How To Make a Picture. 
ED 239 989 


Comprehension 


Children’ 's Effective Use of Multiple Standards for 
Evaluating Their Comprehension. 

ED 237 576 
Children’s Understanding of Feelings: A Matter 
of Point of View. 

ED 238 582 
Children’s Understanding of Television: Research 
on Attention and Comprehension. 

ED 237 203// 

Children’s Views and Classroom Experiences. 
Learning in Science Project. Working Paper 43. 

ED 236 023 
Comprehending Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
and Instructional Materials. Technical Report 
No. 10. 

ED 236 333 
The Effects of Instructor Expectation and Perfor- 
mance on Child Comprehension and Perfor- 
mance. 

ED 239 772 
Pattern Perception and the Comprehension of 
Graphs. 

ED 237 339 
The Relation between Gender Labelling and Gen- 
der Constancy in Preschool Chilcren. 

ED 238 551 


Comprehension Monitoring 


An Analysis of the Outcomes and Implications of 
Intervention Research. Technical Report No. 


ED 234 344 
Children’s Effective Use of Multiple Standards for 
Evaluating Their Comprehension. 

ED 237 576 
Comprehending Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
— Instructional Materials. Technical Report 

o. 10. 

ED 236 333 
Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 

ED 233 309 
Differences in the Standards Used by College Stu- 
dents to Evaluate Their Comprehension of Expos- 
itory Prose. 

ED 237 577 
The Instruction of Reading Comprehension. 
Technical Report No. 297. 

ED 236 565 
Monitoring Text Comprehension: Individual Dif- 
ferences in Epistemological Standards. 

ED 233 300 
Reading, Comprehension, and Memory Pro- 
cesses: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 944 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

ED 233 312 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehension: Effects 
= As, Reading Proficiency, and Type of Stan- 


Subject Index 


ED 237 578 
Using Teacher/Student Generated Questions. 
ED 239 233 


Comprehensive Employment and Training 
Act 


Job Planning Manual and Summary. 
ED 237 788 
The Persistent Dilemmas of Preparing for Work: 
Occupational Training Programs in Texas. Policy 
Research Project Report Number 55. 
ED 233 216 
Removing Barriers to CETA/Education Collabo- 
ration. 
ED 237 596 
™~ Ed & CETA. Overview: ERIC Fact Sheet 
0. 4. 


ED 237 792 


Comprehensive Tests of Basic Skills 


South Carolina Statewide Testing Program 1983: 
Summary Report. Office of Research, Report Se- 
ties, Volume One/Number 71. 

ED 240 151 


Comprehensive Universities 


Fiscal Conditions and Implications in Selected 
Schools and Colleges of Education in Compre- 
hensive Universities, 1982-83. 


ED 237 008 


Compulsory Education 


Compulsory Schooling and Nontraditional Edu- 
cation. Issuegram 12. 

ED 234 500 
Compulsory Schooling in a Changing World. 

ED 233 459 
Scientific and Technical Education in Czechoslo- 
vakia. 

ED 238 089 


Computation 


Arithmetical Processes and Strategies: Their Re- 
lationship with Study Achievement, Motivation 
and Attitudes = Aritmeettiset Prosessit ja Strate- 
giat: Yhteydet Matematiikan Opintomenestyk- 
seen, Opiskelumotivaatioon ja  Asenteisiin. 
Tampereen Yliopiston Hameenlinnan Opettajan- 
koulutuslaitos. Julkaisu No. 10. 

ED 239 905 
The Development of a Computer-Based Library 
System: LCDF - Library Collection Distribution 
Formulas. 

ED 234 777 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 

ED 235 959 
The Law and the Teacher of Basic Skills. 

ED 236 556 
Mathematics Manipulatives in a Pre-Vocational 
Program: Teacher Inservice and Classroom Re- 
search. 

ED 237 739 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 

ED 238 736 


Computational Linguistics 


Automatic Linguistic Analysis. 

ED 234 639 
SAPIENS: Spreading Activation Processor for 
Information Encoded in Network Structures. 
Technical Report No. 296. 

ED 235 476 


Computer Aided Interactive Testing Sys- 
tem 


Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Person. 

ED 237 531 


Computer Anxiety 


An In-Service Workshop That Helps Teachers 
Reduce Computer Anxiety. 


ED 238 840 


Computer Assisted Counseling 


Ethics in Technology. 


ED 235 429 
R for Guid Program Improvement. 


Volume 2. 





ED 239 193 





Subject Index 


Com Design 
CAD/CAM Program Development Study 
Project Report. 
ED 233 213 
Vocational “CAD” Education at the Indian Val- 
ley Vocational Center, Sandwich, Illinois. 
ED 236 353 


Computer Assisted Drafting 
Procedural Guide: Seven Steps to Implementing a 
Personnel ne (CAD) Workshop, Computer As- 
sisted Drafting (C 

ED 234 842 


Computer Assisted Guidance 
The Development of MUMPS-Based Rehabilita- 
tion Psychology Computer Applications. 
ED 237 851 
Ethics in Technology. 
ED 235 429 


Computer Assisted Instruction 
An Adaptive Feedback and Review Paradigm for 
Computer-Based Drills. 
ED 234 754 
Administrator’s Guide to Computers in the Class- 
room. 
ED 233 460 
Advanced Algebra and Trigonometry: Supple- 
mental Computer Units. 
ED 239 610 
American History. Computer Pro; % 
ED 237 371 
Applying Microcomputers in the Foreign Lan- 
guage Classroom: Challenges and Opportunities. 
ED 238 280// 
Basic Writers and the Computer. 


ED 237 975 
The Benevolent Beast: Computer-Assisted In- 
struction for the Teaching of Writing. 

ED 234 398 
Beyond Basic Skills: Using the Microcomputer to 
= Basic Skills Instruction in the Language 


ED 236 691 
Beyond the Computer: Reading as a Process of 
Intellectual Development. 

ED 236 555 
CAI for CDA: Theory and Competency. 

ED 239 745 
Chemeketa Community College Telecommunica- 
tions Network: A Proposal to the Chemeketa 
Community College Board. 

ED 234 854 
Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 

ED 233 309 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
The Computer as a Tool for the Invention Stage 
of Writing. 

ED 236 693 
Computer Assisted Instruction as an Enhancer of 
Remediation. 

ED 236 262 
Computer-Assisted Instruction in Mathematics. 
Disadvantaged Pupil Program Fund. Final Evalu- 
ation Report, 1982-83. 

ED 236 295 
Computer-Assisted Instruction in Reading and 
Language Arts. 

ED 237 967 
Computer-Assisted Instruction, Research, and 
the Writing Process: “Well, It Looks Good, But 
Can It...?” 

ED 234 393 
Computer Assisted Rehabilitation Service Deliv- 
ery. 

ED 237 743 
Computer-Assisted Study Skills Improvement 
Program. 

ED 234 295 
Computer-Based Sentence-Combining Instruc- 
tion. Final Report. 

ED 239 307 
Computer Based Simulated Cases as a Tool for 
Teaching Reading Diagnosis. 

ED 233 303 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 

ED 233 680 
Computer-Based Training Starter Kit. 

ED 233 681 


Computer Assisted Instruction 81 


Computer Considerations for Vermont Schools. 

ED 239 593 
The Computer: Extension of the Human Mind II. 
Pomc of the Annual Summer Conference 
(Eugene, Oregon, July 20-22, 1983). 

ED 239 397 
Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
Disordered Students: Parts I, II, and III. 

ED 233 517 
Computer Instruction on Sentence Combining. 

ED 239 580 
Computer Literacy. 

ED 239 612 
Computer Networking with Commercially Pre- 
pared Software. 

ED 235 599 
Computers and Curriculum: What’s the Fuss? 

ED 237 068 
Computers in Education: A Question of Access. 
Access to Computers. 

ED 233 684 
Computers in Education: Realizing the Potential. 
Chairmen’s Report of a Research Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 

ED 235 783 
Computers in Education: Realizing the Potential. 
Report of a Research Conference, Pittsburgh, 
Pennsylvania, November 20-24, 1982. 

ED 235 784 
Computers in Language Arts. 

ED 238 010 
Computers in Teaching English. 

ED 239 296 
Computers in the Classroom. 

ED 239 434 
Computers in the English Class, with Particular 
Attention to the City University of New York. 
Research Monograph Series Report No. 6. 

ED 239 262 
Computers & Learning: A Compendium of Pa- 
pers. 

ED 239 591 
Computers on Wheels. 

ED 239 614 

Technology for the Handicapped in 

Spockal Education and Rehabilitation: A Re- 
source Guide. 





ED 233 522 
Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
puter Literacy Programs, Computer Manage- 
ment. 

ED 240 158 
Computer Utilization in Composition Instruction 
Specifications. Final Report. 

ED 239 306 
Cosmetology. Computerized Learning Modules. 

ED 235 329 
Developing Computer Software for Use in the 
Speech/Comunications Classroom. 

ED 238 061 
Development Communication Report, No. 43, 
September 1983. 

ED 235 785 
Effective Tutoring in a PSI Course. Person vs. 
Computer. 

ED 233 251 
Effects of Interactive Video/Computer Instruc- 
tion on the Performance of Underachieving Stu- 
dents in Mathematics. 

ED 233 690 
English Teachers’ Journal (Israel), Number 28. 

ED 233 565 
Evaluating Children’s Learning Disabilities with 
an Apple II Personal Computer or Tempting Poor 
Learners with an Apple. 

ED 237 078 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 

ED 235 959 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 

ED 235 773 
The First Byte: A Teacher’s Guice to Classroom 
Computers. 

ED 238 424 
Foreign Language Instructional Technology Con- 
ference. Proceedings (3rd, Monterey, California, 
September 21-24, 1982). 

ED 236 910 
Foreign Language Teaching Programs for Mi- 
crocomputers: A Volume of Reviews. 


ED 234 647 
Frontiers in Educational Computing. Association 
_ cig seme Data Systems Annual Conven- 

m Proceedings (21st, Portland, Oregon, May 

9. 13, 1983). 

ED 234 768 
The Ghost of Computers Past, Present, and Fu- 
ture: Computer Use for Preservice/Inservice 
Reading Programs. 

ED 239 242 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School. Post-Evaluation De- 
sign 1981-82. 

ED 233 847 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School, 1980-1983. 

ED 233 861 
A Guide to Selecting Educational Software. 

ED 234 774 
Hearing on National Centers for Personal Com- 
puters in Education. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Educa- 
tion Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 

ED 238 393 
High Technology and Equal Educational Oppor- 
tunity. Parts I and II. 

ED 238 982 
High Technology in the Vocational Agriculture 
Classroom. 

ED 239 114 

based Cx Assisted Adult Education 

Project-Phase Ill. Final Project Report, Septem- 
ber 1, 1982, through August 31, 1983. 

ED 234 181 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 





ED 237 976 
How To Plan for Effective Instructional Use of 
Microcomputers. Tips for Principals from 
NASSP 

ED 236 769 
The Impact of Computer Assisted Instruction As 
It Relates to Learning Disabled Adults in Califor- 
nia Community Colleges. 

ED 238 509 
Implementation of Computer Based Education by 
a Small College. 

ED 238 421 
Implementation of Microcomputers in the Class- 
room: Problems and Potentials. 

ED 234 749 
Increasing Use of Microcomputers in Business 
Education. 

ED 239 096 
Individualized Report Assignments via Com- 
puter. 

ED 239 269// 

Individualizing Instruction through Interactive 
Video. 

ED 234 750 
Influence of Recent Developments in Computer 
Technology on Professional Development in Vo- 
cational Education. Final Report. 

ED 235 312 
[Institutional Renewal]. 

ED 237 006 
Instructional Computing in the Community Col- 
lege: Project Report. 

ED 233 764 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Analysis Paper. 
Discussion Draft. 

ED 235 552 
Instructional Use of the Microcomputer: Personal 
Experiences. 

ED 235 798 
Integrating Computer Software into Social Stud- 
ies Instruction. 

ED 239 586 
Integrating Word Processors into a Freshman 
Composition Curriculum. 

ED 235 493 
Keyboarding: The State of the Art. 

ED 236 352 
A Learner-Based Evaluation of Microcomputer 





Software. 

ED 233 693 
Longitudinal Evaluation of the C/A/I Computer 
Assisted Instruction Title I Project, 1979-1982. 

ED 234 062 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 
The Mainframe Computer in a Basic Reading and 


Writing 

ED 239 710 
Making Courseware Transparent: Beyond intial 

Screening. Research on Evaluation Program Pa 

per nen 5 Report Series No. 76. 

ED 233 695 
Mathematics for the Technical Student: The Use 
of the Computer in the Systems Approach to In- 
struction. 

ED 237 123 
MENO-II: An AI-Based Programming Tutor. 

ED 237 054 
Microcomputer Authoring Systems. 

ED 238 028 
Microcomputers and Young Children. 

ED 238 549 
Microcomputers in Bilingual and Foreign Lan- 
guage Instruction: A Guide and Bibliography. 

ED 237 070 
Microcomputers in Education: A Handbook of 
Resources. 


ED 235 790 

Microcomputers in Education: Uses for the 80s. 
of the Annual Microcomputer Con- 

ference (2nd, Tempe, Arizona, January 15-16, 
1982). Publication No. 3. 

ED 233 696 
Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 

ED 239 605 
Microcomputers in Special Education: Organiza- 
tional Issues. Microcomputers in the Schools—Im- 
plementation in Special Education. Information 
Product Number One. 

ED 238 221 
Microcomputers in the Schools. An Educator’s 


ED 237 081 
Microcomputers in the Schools-I i 
in Special Education. Case Study Report. 

ED 238 222 
Microcomputers in Vocational Education. 

ED 235 306 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 





ED 239 051 
Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 

ED 235 330 
Microcomputers: Media or Mania 

ED 234 751 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 

ED 239 606 
MicroSIFT Courseware Evaluations (88-168). 

ED 234 772 
My Students Use Computers: Learning Activities 
for Computer Literacy. 

ED 237 060 
The One Minute Computer Guide for Special Ed- 
ucators. A Selected Listing of Resources. 

ED 235 672 
On Microcomputers, Instruction, and the Se- 
verely er sen maar Ho Disabled. 
The PCP SYS IV Manag S ~~ el 

ement System: Educa- 

ED 234 756 
The PCP SYS IV ement System: Imple- 
mentation and Training Overview. 

ED 234 758 
The PCP SYS IV Management System: Technical 
Overview. 


ED 234 757 
Peril or Promise of Computer-Based Education: 
The Conceptual Framework for nee and 
Selection of Educational Software. 

ED 233 991 
PLATO Education Group. Summary of Activi- 
ties, 1982-83. 


ED 234 753 


Computer 
Computerized Testing and 


Computer Assisted Instruction 


Private Company to Offer 170 Courses by Com- 
puter in “Electronic University.” 

ED 236 955 

of the NECC/5 National Educa- 

tional Computing Conference 1983 (5th, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
R & D Speaks: Effectiveness of Microcomputers 
in Educational Applications. Conference Pro- 
ceedings (Austin, Texas, September 27-28, 1983). 

ED 238 569 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-'- Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 

ED 235 643 
Results from an Investigation of Groups Working 
at the Computer. 

ED 238 724 
A Revision of Learning and Teaching = Revision 
del aprender y del ensenar. 

ED 239 603 
School Uses of Microcomputers. Reports from a 
National Survey. Issue No. 2. 

ED 234 109 
The SpecialWare Directory: A Guide to Software 
Sources for Special Education. First Edition. 

ED 235 646 
State Strategic Planning for Technology. Issue- 
gram 38. 


ED 234 737 
Teaching and Testing Generic Special Education 
Concepts by Microcomputer. 

ED 233 515 


Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 

ED 238 402 
Telidon and Computer Assisted Learning - A Re- 
port on the First Experiment Using Telidon for 


ED 235 795 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
Project Evaluation. 

ED 234 761 
A Theory-Based Computer Tutorial Model. 

ED 234 755 
Theory-Based Interactive Mathematics Instruc- 
tion: Development and Validation of Comput- 
er-Video Modules. 

ED 237 327 
Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A Stu- 
dent Guide [and] Basic Program. 

ED 235 099 
The Use of the Computer in Louisiana Schools. 
Bulletin 1679. Revised. 

ED 234 764 
Using Microcomputers in the Social Studies 
Classroom. 


ED 233 967 
Using the New Technologies in Language Com- 
munication Education. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 
ED 233 378 
The Videodisc and Educational Research. 
ED 236 218 
Vocational “CAD” Education at the Indian Val- 
ley Vocational Center, Sandwich, Illinois. 
ED 236 353 
Writing Software for Education. 
Writing with Wylbur Teaching Freshman Com 
iting wit m- 
position with a Ga Computer. 
ED 239 299 
= = Equitable Electronic Educational Excel- 
lence. 


ED 239 377 


Assisted Manufacturing 
CAD/CAM Program Development Study 
Project Report. 


ED 233 213 


Assisted Placement 
The Dynamics of Computer-Assisted Writing 
Sample Measurement at Ferris State College. 
ED 233 344 
Assisted T 
leedback for Faculty 
and Curriculum Development. 
ED 235 853 


Subject Index 


CSAR: An Interactive Item Bank System for the 
Storage and Retrieval of Item Information. 

ED 235 233 
Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Person. 

ED 237 531 
The Dynamics of Computer-Assisted Writing 
Sample Measurement at Ferris State College. 

ED 233 344 
Learner Assessment Methods Using a Computer 
Based Interactive Videodisc System. 

: ED 239 597 
Measurement and Evaluation in Indiana Public 
Schools. 

ED 234 077 
Relationship between Corresponding Armed Ser- 
vices Vocational Aptitude Battery (ASVAB) and 
Computerized Adaptive Testing (CAT) Subtests. 

ED 235 223 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
Tailored Testing Theory and Practice: A Basic 
Model, Normal Ogive Submodels, and Tailored 
Testing Algorithms. 

ED 236 180 


Teaching “Filing Rules”-Via Computer-Aided 


Instruction. 

ED 238 402 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 


Computer Centers 


Computer Literacy. 
ED 239 612 


Computer 


Graphics 

Children’s Computer Drawings. 

ED 238 562 
A Comprehensive Process for Display Systems 
Development. 

ED 238 686 
Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
Disordered Students: Parts I, II, and III. 

ED 233 517 
Computers & Learning: A Compendium of Pa- 
pers. 

ED 239 591 
Videotex in Education: Current Developments in 
_ Design, Data Structure, and Access Con- 
trol. 

ED 234 739 


Computer Ind 


Peninsula Academies Program. 
ED 239 608 


Computer Li 


Administrator’s Guide to Computers in the Class- 
room. 

ED 233 460 
Advances Made toward Computer Literacy. 

ED 240 069 
Beginning a Study Investigating Computer Pro- 
gramming. 

ED 239 609 
Business Computer Applications. 

ED 233 717 
Chapter 2—Discretionary. Final Technical Report. 

ED 235 207 
“The Chips Are Down”: Beginner’s Self-Teaching 
Basic Computer Lessons. Revised Edition. 

ED 238 423 
Computer Awareness for Rural Educators. 

ED 235 951 
Computer Education - A Survey of Seventh and 
Eighth Grade Teachers. 

ED 238 696 
Computer Literacy. 

ED 233 683 
Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 

ED 237 356 
Computer Literacy Activities for Elementary and 
Middle School Students. 

ED 238 152 
Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 

ED 234 151 
fae Literacy: Definition and Survey Items 
for Assessment in Schools. 





Subject Index 


ED 238 895 
Computer Literacy for Teachers: Level 1. 

ED 234 742 
Computer Literacy for the Middle Grades. A 
Teacher’s Guide. Revised Edition. 

ED 239 581 
Computer Literacy of California High Schcol Se- 
niors. 

ED 237 069 
Computer Literacy. Part I-A Manager’s Guide. A 
Staff Development Publication. 

ED 239 081 
Computer Literacy. Part II-A Teacher’s Guide. A 
Staff Development Publication. 

ED 239 082 
Computer Literacy - Staff Development. 

ED 239 613 
Computer Programming by Kindergarten Chil- 
dren Using LOGO. 

ED 237 066 
Computers in Education: A Question of Access. 
Access to Computers. 

ED 233 684 
Computers in the Cl A Feminist Issue. 


ED 240 015 








Computers on Wheels. 

ED 239 614 
Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
puter Literacy Programs, Computer Manage- 
ment. 

ED 240 158 
Elementary Computer Literacy. Curriculum 
Guide. 

ED 233 675 
Elementary Computer Literacy. Student Activity 

andbook. 


ED 233 674 
An Empirical Study of Some Determinants of Mi- 
crocomputer Literacy in High School Students. 

ED 238 900 
Essential Computer Competencies for Educators. 

ED 234 746 
Facilitating Instructional Use of Microcomputers 
in Small Schools. 

ED 235 936 
The First Byte: A Teacher’s Guide to Classroom 
Computers. 

ED 238 424 
Frontiers in Educational Computing. Association 
pe Educational Data Systems Annual Conven- 

m Proceedings (21st, Portland, Oregon, May 

913, 1983). 

ED 234 768 
Gender and Socioeconomic Differences in En- 
rollment in Computer Camps and Classes. 

ED 237 610 
High Technology and Equal Educational Oppor- 
tunity. Parts I and II. 

ED 238 982 
How to Be Happy with Microcomputers in Your 
School. 


ED 237 243 
An In-Service Workshop That Helps Teachers 
Reduce Computer Anxiety. 

ED 238 840 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Analysis Paper. 
Discussion Draft. 

ED 235 552 
Learning to Love Your Computer: A Fourth 
Grade Study in the Use of Computers and Their 
Economic Impact on the World Today. 

ED 239 936 
Management Uses of Microcomputers. The Best 
¢ ERIC on Educational Management, Number 

ED 234 480 
Microcomputers and Young Children. 

ED 238 549 
Microcomputers in Education: Uses for the ’80s. 
Pr ings of the Annual Microcomputer Con- 
ference (2nd, Tempe, Arizona, January 15-16, 
1982). Publication No. 3. 

ED 233 696 


Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 

ED 239 605 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 

ED 238 863 
My Students Use Computers: Learning Activities 
for Computer Literacy. 


Computer 
Administrator’s 


Computer Oriented Programs 83 


ED 237 060 


ED 238 570 
Planning for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues Report. 

ED 236 773 
The Primary Computer Dictionary. 

ED 233 376 
Proceedings of the NECC/5 National Educa- 
tional Computing Conference 1983 (5th, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
Schooling & Technology. Volume 1: State-Level 
Policy Initiatives. 


A New Computer! Can I Use it? 


ED 235 575 
School Uses of Microcomputers. Reports from a 
National Survey. Issue No. 2. 

ED 234 109 
A Scope and Sequence Curriculum (K-12) for 
Computer Literacy. 

ED 235 792 
Structuring the Undergraduate Computer Liter- 
acy Curriculum for 4th Year Teacher Education 
Majors. 

ED 238 882 
A Study of the Effect of Compuiers on the Pre- 
school Environment. . 

ED 234 898 
Technology Implementation: A Case Study. 

ED 233 702 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 

ED 238 644 
Using Microcomputers in the Social Studies 
Classroom. 

ED 233 967 
We Teach the Children: Computer Literacy as a 
Feminist Issue. 

ED 240 028 
4xE = Equitable Electronic Educational Excel- 
lence. 

ED 239 377 
60 Apples—Utili Electronic Technology to 
Enhance and Enrich Adult 

ED 237 660 


Instruction 
ide to Computers in the Ciass- 


room. 

ED 233 460 
Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 

ED 233 309 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 

ED 233 680 
Computer-Based Training Starter Kit. 

ED 233 681 
Computers in the Classroom. 

ED 239 434 
Data Based Program Modification: A Disk for 
Monitoring Student Progress. 

ED 234 534 
Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Person. 

ED 237 531 
Evaluation Research in Basic Skills with Incarcer- 
ated Adults. Technical Report No. 303. 

ED 237 954 
An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Education Programs. 

ED 236 861 
How to Streamline Your IEP: A Special Educa- 
tion Handbook on Computer-Assisted Individual- 
ized Education Programs. 

ED 236 859 
Increasing Use of Microcomputers in Business 
Education. 

ED 239 096 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Analysis Paper. 
Discussion 

ED 235 552 
Instructional Use of the Microcomputer: Personal 
Experiences. 

ED 235 798 
The Mainframe Computer in a Basic Reading and 
Writing Class. 

ED 239 710 


Making Courseware Transparent: Beyond Initial 


Screening. Research on + oo Program Pa- 
per and Report Series No. 7: 

ED 233 695 
Microcomputers in Special Education: 
tional Issues. Microcomputers in the Schools-Im- 
plementation in Special Education. Information 
Product Number One. 


ED 238 221 
Microcomputers in the Schoois-I i 
in Special Education. Case Study Report. 

ED 238 222 
Microcomputers in Vocational Education. 

ED 235 306 
Microcomputers: Media or Mania 

ED 234 751 
The PCP SYS IV Management System: Educa- 
tional Overview. 





ED 234 756 
The PCP SYS IV Management System: Imple- 
mentation and Training Overview. 

ED 234 758 
The PCP SYS IV Management System: Technical 
Overview. 

ED 234 757 
Schooling & Technology. Volume 2: The New 
Education: Student, Teacher, Unlimited Informa- 
tion. 

ED 235 576 
Survey of the Extent of Individualized Instruction 
in Navy “A” and “C” School Courses. Technical 
Memorandum 83-7. 

ED 236 327 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
Project Evaluation. 

ED 234 761 
Using Microcomputers in the Social Studies 

‘oom. 
ED 233 967 


Computer Networks 


The One Minute Computer Guide for Special Ed- 
ucators. A Selected Listing of Resources. 

ED 235 672 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 

ED 234 793 


Computer Oriented 


The Administrator’s Use of Microcomputer Sys- 
tems. 

ED 234 729 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.S5O. 

ED 238 430 
Automated Analysis of WISC-R Subtest Scatter. 

ED 233 279 
The Basic Organizing/Optimizing Training 
Scheduler (BOOTS): User’s Guide. Technical Re- 
port 151. 

ED 236 377 
CAD/CAM Program Development Study 
Project Report. 

ED 233 213 
The Challenge of Computers. 

ED 238 410 
Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Computer Aided Profiling. A Case Study at the 
North Warwickshire College of Technology and 
Art. An Occasional Paper. 

ED 237 651 
Computer Assisted Degree Progress Reporting. 

ED 234 652 
Computer Assisted Rehabilitation Service Deliv- 
ery. 


ED 237 743 
Computer-Based Systems. Overview: ERIC Fact 
Sheet No. 5. 

ED 237 793 
Computer Conferences: Success or Failure? 

ED 235 771 
Computer Considerations for Vermont Schools. 

ED 239 593 
Computer Education - A Survey of Seventh and 
Eighth Grade Teachers. 

ED 238 696 


ED 237 084 
The Computer: Extension of the Human Mind II. 


Computer Education Plan K-12. 





ings of the Annual Summer Conference 

(Eugene, ion, July 20-22, 1983). 

ED 239 397 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 

ED 234 495 
Computer Literacy Activities for Elementary and 
Middle School Students. 


ED 238 152 
Computer Literacy. Part I-A Manager’s Guide. A 
Staff Development Publication. 


ED 239 081 
Computer Literacy. Part II-A Teacher’s Guide. A 
Staff Development Publication. 

ED 239 082 
Cc-mputers and Mental Health Care Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
Computers & Learning: A Com:pendium of Pa- 
pers. 


ED 239 591 
Computing and Mathematics. The Impact on Sec- 
ondary School Curricula. Report of a Conference 
Sponsored by the National Science Foundation 
(College Park, Maryland, October, 1982). 
ED 239 864// 
Computing in Higher Education: A Planning Per- 
spective for Administrators. CAUSE Monograph 
Series. 


ED 236 974 
Computing Literacy in the University of the Fu- 
ture. 


ED 238 408 
The Development of an Evaluation Instrument 
for Computer Programs with Application in Voca- 
tional Education. Final Report. 

ED 233 160 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
The Development of MUMPS-Based Rehabilita- 
tion Psychology Computer Applications. 

ED 237 851 
Educational Computing in the Clarksville-Mont- 
gomery County Schools. A Five-Year Plan. Fall 
1983-Spring 1988. 

ED 237 077 
The Electronic Chalkboard and Other Group In- 
structional Uses of the Computer. 

ED 237 344 
Frontiers in Educational Computing. Association 
for Educational Data Systems Annual Conven- 
tion Proceedings (21st, Portland, Oregon, May 
9-13, 1983). 

ED 234 768 
High Technology in the Vocational Agriculture 
Classroom. 


ED 239 114 
Homebased Computer Assisted Adult Education 
Project-Phase III. Final Project Report, Septem- 
ber 1, 1982, through August 31, 1983. 

ED 234 181 
The Impact of New Informational Technology on 
Education in Wyoming. 

ED 238 377 
Implementing Computer Technology in School 


Systems. 

ED 238 182 
Individualized Career Education Plan (ICEP) 
K-12, and Comprehensive Career Guidance Sys- 
tem. Second Edition. 

ED 233 256 
Influence of Recent Developments in Computer 
Technology on Professional Development in Vo- 
cational Education. Final Report. 

ED 235 312 
Information Engineering: On-Line Analysis of In- 
formation Search and Utilization. Technical Re- 


port No. 9. 
ED 234 798 

Information Technology and the Schocl Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 
Information Technology for Agricultural Amer- 
ica. Prepared for the Subcommittee on Depart- 
ment Operations, Research and Foreign 
——— 97th Congress, 2d Session. Commit- 
tee t. 


ED 239 585 
Integrating Human Resources and Technology. 
Proceedings of the Association for Institutional 


Computer Oriented Programs 


Research Forum (Toronto, Canada, May 23-26, 
1983). Association for Institutional Research 
1983-1984 Directory. 

ED 237 041 
Learning without Going There: Education via 
Computer Tele/Conferencing. 

ED 233 655 
A Management Information Systems Needs 
Analysis for the University of Nevada Reno. 

ED 238 335 
Management Uses of Microcomputers. The Best 
of ERIC on Educational Management, Number 
71. 

ED 234 480 
Managerial Applications of the Microcomputer 
for Special Education Teachers. For Your Infor- 
mation. 

ED 236 900 
Measurement as an Instrument of Learning. Final 
Report. 

ED 238 411 
Microcomputers and Mathematics in Schools. A 
Discussion Paper. 

ED 235 009 
Microcomputers: Applications in Career Counsel- 
ing and Career Education. 

ED 239 053 
Microcomputers: Applications in Vocational Ed- 
ucation. 

ED 239 052 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 

ED 238 412 
Microcomputers in Vocational Education. 

ED 235 306 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 

ED 239 051 
A Model Microcomputer Software Package for 
Educational Program-Oriented-Budgeting. 

ED 238 138 
Oversight on Educational Technology. Joint 
Hearing before the Subcommittee on Select Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 239 599 
Priorities for the Nation’s Schools. National Is- 
sues Forum. 

ED 238 563 
Private Company to Offer 170 Courses by Com- 
puter in “Electronic University.” 

ED 236 955 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 

ED 234 520 
The Role of Microcomputers in Rural Schools. 

ED 234 969 
Schooling & Technology. Volume 1: State-Level 
Policy Initiatives. 

ED 235 575 
Schools and Computers: What to Do and What to 
Expect. 

ED 238 878 
Seattle’s Small-Area Approach to Forecasting En- 
roliments at the School Level. 

ED 239 378 
“START”: A Computer-Assisted Management 
Model for Student Testing, Advisement Reten- 
tion, Tracking. 

ED 235 868 
State of Washington Computer Use Survey. 

ED 238 401 
Strategy for Enlisting Lateral Entrants via Com- 
puter Technology (SELECT): An Automated 
System for Determining Rating and Pay Grade 
Qualification for Potential Navy Lateral Entry 
Accessions. 

ED 237 062 
Study of the Communications Needs of the Fox 
Valley Interlibrary Loan Network. Final Report. 

ED 233 718 
Summarizing High School Supervised Occupa- 
tional Experience Pr Records for Better 
Use in the Classroom Situation. Final Report. 

ED 236 360 
Task Group on Computer/Communication Pro- 
tocols for Bibliographic Data Exchange. Interim 
Report = Groupe de Travail sur les Protocoles de 
Communication/Ordinateurs pour l’Exchange de 
Donnees Bibliographiques. Rapport d’Etape. May 


Subject Index 


1983. 

ED 237 109 
Teaching the Turtle-A Paper on Papert. (Socio- 
logical Implications of Computer Education for 
Women and Minorities). 

ED 238 415 
Technology Implementation: A Case Study. 

ED 233 702 
Telecommunications in ARL Libraries. SPEC Kit 


98. 
ED 237 110 
-Based Interactive Mathematics Instruc- 
tion: velopment and Validation of Comput- 
er-Video Modules. 
ED 237 327 


Vocational “CAD” Education at the Indian Val- 
ley Vocational Center, Sandwich, Illinois. 
ED 236 353 


Programs 

Administrator’s Guide to Computers in the Class- 
toom. 

ED 233 460 
American History. Computer Programs. 

ED 237 371 
AOVNI: Discussion and Listing of a Computer 
— for the Analysis of Variance in the N=1 


ED 238 944 
Automated Analysis of WISC-R Subtest Scatter. 

ED 233 279 
Automatic Linguistic Analysis. 


= /Op ED Ene 639 
e Basic Organizing/Optimizing Training 
Scheduler (BOOTS): User’s Guide. Technical Re- 
port 151. 

ED 236 377 
Beyond Basic Skills: Using the Microcomputer to 
— Basic Skills Instruction in the Language 


ED 236 691 
Classifying Bugs Is a Tricky Business. 

ED 237 053 
Communications Software for Microcomputers. 

ED 234 740 
Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 

ED 233 309 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
Computer-Based Sentence-Combining Instruc- 
tion. Final Report. 

ED 239 307 
Computer Cataloguing and Indexing Survey. 
Summary. 


ED 233 741 
The Computer in Educational Decision Making. 
An Introduction and Guide for Schoo! Adminis- 
trators. 

ED 234 495 
Computer Instruction on Sentence Combining. 

ED 239 580 
Computerized Management of Physical Plant 
Services. 

ED 236 787 
Computer Literacy. 

ED 233 683 
Computer Networking with Commercially Pre- 
pared Software. 


Computers in Teaching English. 


ED 235 599 


ED 239 296 
Computers in the Classroom. 

ED 239 434 
Computers in the English Class, with Particular 
Attention to the City University of New York. 
Research Monograph Series Report No. 6. 

ED 239 262 
Computer Software for Library/Media Center 
Applications [and] An Update. 

ED 233 716 
Computer Technology for the Handicapped in 
Special Education and Rehabilitation: A Re- 
source Guide. 

ED 233 522 
Computer Utilization in Composition Instruction 
Specifications. Final Report. 

ED 239 306 
Data Based Program Modification: A Disk for 
Monitoring Student Progress. 

ED 234 534 
Developing Computer Software for Use in the 





Subject Index 
Speech/Comunications Classroom. 


ED 238 061 

The Development of a Computer-Based Library 

_—* LCDF - Library Collection Distribution 
‘ormulas. 


ED 234 777 
The Direct Use of Online py Informa- 
tion Systems by Untrained End Users: A Review 
of Research. 

ED 238 440 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Educational Voucher Demonstration Archive: 
Project-Level Documentation. 

ED 239 371 
The Effects of Instructional Procedures on Begin- 
ning Programmers’ Mental Models. 

ED 238 406 
The Electronic Chalkboard and Other Group In- 
structional Uses of the Computer. 

ED 237 344 
Elementary Computer Literacy. Curriculum 
Guide. 

ED 233 675 
Elementary Computer Literacy. Student Activity 
Handbook. 

ED 233 674 
Evaluating Children’s Learning Disabilities with 
an Apple II Personal Computer or Tempting Poor 
Learners with an Apple. 

ED 237 078 
Evaluating Microcomputer Software for a Com- 
munity College Reading/Writing Center. 

ED 233 691 
Evaluation of Educational Software: A Guide to 
Guides. 

ED 237 064 
Evaluation of Technology for the Vocational 
Classroom. 

ED 239 113 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 

ED 235 773 
Forecasting Library Futures: Participative Deci- 
sionmaking with a Microcomputer Model. Back- 
ground Paper. Workshop 3. 

ED 238 444 
Graded SPSS Exercises. 

ED 240 143 
A Guide to Selecting Educational Software. 

ED 234 774 
How to Be Happy with Microcomputers in Your 
School. 

ED 237 243 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 

ED 237 976 
How to Enjoy Calculus: With Computer Applica- 
tions. Revised Edition. 

ED 236 035 
Individualized Report Assignments via Com- 
puter. 

ED 239 269// 

Instructional Computing in the Community Col- 
lege: Project Report. 

ED 233 764 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Analysis Paper. 
Discussion Draft. 

ED 235 552 
Integrating Computer Software into Social Stud- 
ies Instruction. 

ED 239 586 
The Introduction of Software Tools. Final Report. 

ED 233 687 
A Learner-Based Evaluation of Microcomputer 
Software. 

ED 233 693 
Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 

ED 239 602 
Making Courseware Transparent: Beyond Initial 
Screening. Research on Evaluation Program Pa- 
per and Report Series No. 76. 

ED 233 695 
Methods for Improving the User-Computer Inter- 
face. Technical Report. 

ED 234 771 


Microcomputer Authoring Systems. 
ED 238 028 
Microcomputers: Applications in Vocational Ed- 
ucation. 
ED 239 052 
Microcomputers: A Review of Federal Agency 
Experiences, Computer Science and Technology. 
ED 239 596 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 
os - mn = 228 412 
icrocomputers in Bilingual ‘oreign Lan- 
guage Instruction: A Guide and Bibliography. 
ED 237 070 
Microcomputers in Education: A Handbook of 
Resources. 
ED 235 790 
Microcomputers in Educational Settings: A Cate- 
gorization of ERIC ED Documents through De- 
cember 1982. 
ED 237 080 
Microcomputers in Education: Uses for the ’80s. 
ings of the Annual Microcomputer Con- 
ference (2nd, Tempe, Arizona, January 15-16, 
1982). Publication No. 3. 
ED 233 696 
Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 
ED 239 605 
Microcomputers in the Schools. An Educator’s 
Guide. 


ED 237 081 
Microcomputers in Vocational Education. 

ED 235 306 
Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 

ED 235 330 
Microcomputers: Media or 

ED 234 751 
Microcomputer Software for Teaching German: 
An Evaluation. 

ED 234 752 
Microcomputers: Some Basic Resources. 

ED 233 711 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 

ED 239 605 
MicroSIFT Courseware Evaluations (88-168). 

ED 234 772 
A Model Microcomputer Software Package for 
Educational Program-Oriented-Budgeting. 

ED 238 138 
On Microcomputers, Instruction, and the Se- 
verely Developmentally Disabled. 

ED 233 532 
The PCP SYS IV Management System: Educa- 
tional Overview. 

ED 234 756 
The PCP SYS IV ee System: Imple- 
mentation and Training Overview. 

ED 234 758 
The PCP SYS IV Management System: Technical 
Overview. 

ED 234 757 
PLATO Education Group. Summary of Activi- 
ties, 1982-83. 

ED 234 753 
Proceedings of the NECC/5 National Educa- 
tional Computing Conference 1983 (Sth, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
PROUST: Knowledge-Based Program Under- 
standing. 

ED 237 055 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Report of a Workshop on Ecosys- 
brs rem (Naples, Italy, March 28-April 10, 

1). 

ED 233 893 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 

ED 235 643 
SAPIENS: Spreading Activation Processor for 
Information Encoded in Network Structures. 
Technica! Report No. 296. 

ED 235 476 
Sex Differences in Computer Access, Interest and 
Usage. 


Computer Science Education 85 


ED 238 400 
Software Piracy, Ethics, and the Academician. 

ED 233 700 
Software Validation, Verification, and Testing 
Technique and Tool Reference Guide. Final Re- 
port. 

ED 233 688 
The SpecialWare Directory: A Guide to Software 
Sources for Special Education. First Edition. 

ED 235 646 
State of Washington Computer Use Survey. 

ED 238 401 
Statistical Software Packages for the Microcom- 
puter. 

ED 235 782 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
Teaching BASIC. A Step by Step Guide. 

ED 234 759 
Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 

ED 238 402 
Teaching Writing for the Computer Industry. 

ED 239 267// 

A Theory-Based Computer Tutorial Model. 

ED 234 755 
The Use of the Syntactic Density Score as an 
Evaluative Criterion Measure. 

ED 237 558 
User Centered System Design: Papers for the CH! 
*83 Conference on Human Factors in Computer 
Systems. 

ED 238 416 
Using the New Technologies in Language Com- 
munication Education. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 378 
Video Games: Competing with Machines. 

ED 234 765 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 
Writing Software for Education. 

ED 237 082 


Computer Resources 


American History. Computer Programs. 

ED 237 371 
The One Minute Computer Guide for Special Ed- 
ucators. A Selected Listing of Resources. 

ED 235 672 


Computer Science 


An Approach to Introducing Computing to Prac- 
ticing Science and Mathematics Teachers. Tech- 
nical Report 7. Technical Report Series. 

ED 233 892 
Cognitive Skills Needed in Computer Program- 
ming. 


ED 236 466 
Microelectronics in the Curriculum-The Sci 
Teacher’s Contribution. 





ED 239 854 
Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 

ED 238 719 
Survey of Spring 1982 Graduating Seniors in the 
College of Engineering, University of California, 
Berkeley. 

ED 238 368 


Computer Science Education 


Annual Science Education Conference (9th, Mur- 
doch University, Perth, Western Australia, Sep- 
tember 23, 1983). 

ED 235 007 
An Approach to Introducing Computing to Prac- 
ticing Science and Mathematics Teachers. Tech- 
nical Report 7. Technical Report Series. 

ED 233 892 
Computer Education Plan K-12. 

ED 237 084 
Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 

ED 237 356 
Computer Literacy for the Middle Grades. A 
Teacher’s Guide. Revised Edition. 

e ED 239 581 
Computer Literacy of California High School Se- 
niors. 

ED 237 069 
Computer Science Needs in the Public Schools of 





86 Computer Science Education 


Oklahoma: Demands Exceed Supply. 

ED 238 420 
DPMA Model Curriculum for Undergraduate 
Computer /nformation Systems Education. 

ED 239 584 
The Effects of Instructional Procedures on Begin- 
ning Programmers’ Menta! Models. 

ED 238 406 
Frontiers in Educational Computing. Association 
for Educational Data Systems Annual Conven- 
tion i (21st, Portland, Oregon, May 
9-13, 1983). 


ED 234 768 
Microcomputers in the Early Childhood Class- 
room. 


Proceedings of the NECC/S National Educs 
of the NECC. a luca- 
tional Computing Conference 1983 (Sth, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
Proceedings of the 1982 Annual Meeting. Cana- 

dian Mathematics Education Study Group 

—~l 's University, Kingston, Ontario, June 3-7, 
1982). 

ED 234 989 
Progress and Planning neat K-12 Use of Com- 
puters in the Instructional Setting. 

ED 234 983 
Structuring the Undergraduate Computer Liter- 
acy Curriculum for 4th Year Teacher Education 
Majors. 

ED 238 882 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
We Teach the Children: Computer Literacy as a 
Feminist Issue. 

ED 240 028 


Simulation 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
to Local Education Agencies. Selected Mono- 
graphs in Educational Policy Research, Number 
2. 


ED 235 574 
CAI for CDA: Theory and Competency. 

ED 239 745 
Results from an Investigation of Groups Working 
at the Computer. 

ED 238 724 


Simulations 
Quantitative Analysis and Simulation of ‘Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Report of a Workshop on Ecosys- 
a (Naples, Italy, March: 28-April 10, 
ED 233 893 


Computer Users 
Cognitive Skills Needed in Computer Program- 
ming. 


ED 236 466 
Computer Conferences: Success or Failure? 

ED 235 771 
The Diffusion of Home Computers: An Explor- 
atory Study. 

ED 235 786 


Personal Computers: The New Academic Me- 
dium. 


ED 235 778 
User Centered System Design: Papers for the CHI 
*83 Conference on Human Factors in Computer 
Systems. 
ED 238 416 
Computer Uses in Education 
The Challenge of Computers. 
ED 238 410 


Applications in Instruction: A Teach- 
Stan to Selection and Use. 

ED 234 741 
Computer Considerations for Vermont Schools. 

ED 239 593 
Computer Literacy for Teachers: Level 1. 

ED 234 742 
Computers and Curriculum: What's the Fuss? 

ED 237 068 
Computers in Education: Realizing the Potential. 
Chairmen’s Report of a Research Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 


ED 235 783 
Computers in Education: 


Pennsylvania, November 20-24, 1982. 

ED 235 784 
Computers & Learning: A Compendium of Pa- 
pers. 

ED 239 591 
Computing Literacy in the University of the Fu- 
ture. 


ED 238 408 
Development Communication Report, No. 43, 
September 1983. 

ED 235 785 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and hep Education for All American 
Elementary Students So That 
Their po bel Is the Best in the World by 
1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Essential Computer Competencies for Educators. 

ED 234 746 
Frontiers in Educational Computing. Association 
for Educational Data Systems Annual Conven- 
tion Proceedings (21st, Portland, Oregon, May 
9-13, 1983). 

ED 234 768 
Futures: The Effects of Emerging Communica- 
tions Technologies upon Education. 

ED 239 604 
Hearing on National Centers for Personal Com- 
puters in Education. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Educa- 
tion Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 

ED 238 393 
How to Be Happy with Microcomputers in Your 
School. 


ED 237 243 
Implementation of Microcomputers in the Class- 
room: Problems and Potentials. 

ED 234 749 
Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 

Instructional Use of the Microcomputer: Personal 
Experiences. 

ED 235 798 
Integrating Computer Software into Social Stud- 
ies Instruction. 

ED 239 — 
Measurement as an Instrument of Learning. Fi 
Report. 

ED 238 411 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 

ED 238 412 
Microcomputers in Bili and Foreign Lan- 
guage Instruction: A Guide and Bibliography. 

ED 237 070 
Microcomputers in Education: A Handbook of 
Resources. 

ED 235 790 
Microcomputers in Educational Settings: A Cate- 
gorization of ERIC ED Documents through De- 
cember 1982. 

ED 237 080 
Microcomputers: Media or Mania 

ED 234 751 
Microcomputers: Some Basic Resources. 

ED 233 711 
My Students Use Computers: Learning Activities 
for Computer Literacy. 

ED 237 060 
Proceedings of the NECC/5 National Educa- 
tional Computing Conference 1983 (5th, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
Sex Differences in Computer Access, Interest and 


Usage. 
ED 238 400 
State of Washington Computer Use Survey. 
ED 238 401 
A phe Aaa the Effect of Computers on the Pre- 
vironment. 


Subject Index 


ED 234 898 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 


Computers 


Academic Technical Communication Programs: 
Demands. 


Meeting 
ED 239 286// 

Administrator’s Guide to Computers in the Class- 
room. 

ED 233 460 
Automated Network Analysis: A Survey of Dif- 
ferent Approaches to the Analysis of Human 
Communication Relationships. 

ED 239 312 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 2, March/April 1982. 

ED 234 589 
Colleges Enter the Information Society. 

ED 236 984 
Computer Awareness for Rural Educators. 

ED 235 951 
The Computer: Extension of the Human Mind II. 
Pr of the Annual Summer Confereace 
(Eugene, gon, July 20-22, 1983). 

ED 239 397 
A Computer in the Classroom. 

ED 238 426 
Computerisation in Public Libraries. A Report of 
the Survey Carried Out by the Technical Panel of 
the Association of London Chief Librarians dur- 
ing 1982. 

ED 235 815 
Computerization of the Newspaper in the 1980s. 

ED 234 392 
Computerized Management of Physical Plant 
Services. 

ED 236 787 
Computer Literacy. 

ED 233 683 
Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 

ED 237 356 
Computer Literacy Activities for Elementary and 
Middle School Students. 

ED 238 152 
Computer Literacy of California High School Se- 
niors. 

ED 237 069 
Computers in Education: A Practical Guide for 
the School Administrator. 

ED 238 189 
Computers in the Classroom. 

ED 239 434 
Computers & Learning: A Compendium of Pa- 
pers. 

ED 239 591 
Computer Use in Massachusetts Libraries, De- 
cember 1982. 

ED 233 742 
Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
puter Literacy Programs, Computer Manage- 
ment. 

ED 240 158 
Critical Learning: Multiply Handicapped Babies 
Using Computers. 

ED 234 773 
DPMA Model Curriculum for Undergraduate 
Computer Information Systems Education. 

ED 239 584 
The Effects of Gender and Age on Preschool 
Children’s Choice of the Computer as a Child-Se- 
lected Activity. 

ED 233 810 
Electronic Technology, Automation, and Librar- 
ies: A State-of-the-Art-Review. 

ED 235 818 
An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Education Progrems. 

ED 236 861 
Future Information Processing Technology- 
1983, Computer Science and Technology. 

ED 239 595 
“Hi. Your Kid Cut Class Today. At the Tone,...” 

ED 238 103 
Information Technology Section. Management 
and Technology Division. Papers 

ED 239 644 
The Interdependence of Computers, Robots, and 
People. 





Subject Index 


ED 237 659 
Library Theory and Research Section. Education 
and Research Division. Papers. 

ED 239 634 
The Mainframe Computer in a Basic Reading and 
Writing Class. 

ED 239 710 


Moving Education and Its Administration into 
the Microelectronic Age. 

ED 239 389 
Opening Statements and Speeches. Plenary Ses- 
sion. Papers. 

ED 239 626 
Organizational Communication: Theoretical Im- 
plications of Communication Technology Appli- 
cations. 

ED 236 705 
The Primary Computer Dictionary. 

ED 233 376 
Proceedings: International Technical Communi- 
cation Conference (30th, St. Louis, Missouri, May 
1-4, 1983). 

ED 239 263 
A Quick Reference Glossary of Computer Termi- 
nology for School Officials and Teachers. ERS 
Information Aid. 

ED 233 485// 

A Research Report of Small High Schools in the 
United States in Regards to Curricular Offerings, 
Micro-Computer Usage, and Correspondence 
Courses. 

ED 239 825 
The Role of Education in the Information Society. 

ED 235 705 
State of Washington Computer Use Survey. 

ED 238 401 
The Status of School Mathematics. 

ED 236 048 
Technical Aids to Teaching in Higher Education. 
Third Edition. 

ED 238 403 
The Use of the Computer in Louisiana Schools. 
Bulletin 1679. Revised. . 

ED 234 764 
Using the New Technologies in Language Com- 
munication Education. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 378 


Concept Formation 
Animal, Plant, Living: Notes for Teachers. Learn- 
ing in Science Project. Working Paper No. 30. 

ED 236 013 
Animals. Learning in Science Project. Working 
Paper No. 22. 

ED 235 030 
Burning. A Resource Unit for Teachers. Learning 
in Science Project. Working Paper No. 36. 

ED 236 019 
Chemical Change. Learning in Science Project. 
Working Paper No. 27. 

ED 236 010 
A Concept Development Based Approach to Vo- 
cabulary Instruction. 

ED 237 940 
Conceptual Level Match/Mismatch: Conse- 
quences for Clinical Teacher Education. 

ED 234 028 
A Developmental oor ng of Children’s Under- 
standing of the Learning Process. 

ED 235 889 
Developmental Differences in Responses to The 
Incredible Hulk: Using Piaget’s Theory of Cogni- 
tive Deveiopment to Predict Emotional Effects. 

ED 236 737 
The Development of Children’s Economic Rea- 
soning. 


ED 236 099 
Diagnosis and Evaluation in Mathematics In- 
struction: Making Contact with Students’ Mental 
Representations. 

ED 237 463// 

Dialectics and Meaning: The Effects of Opposi- 
tion in Cognition and Learning. 

ED 239 154 
The Effects of Instructional Procedures on Begin- 
ning Programmers’ Mental Models. 

ED 238 406 
Electric Current. in Science Project. 
Working Paper No. 25. 

ED 236 008 
—— Learning in Science Project. Working Pa- 
per No. 17. 


ED 235 025 
Force, Friction, Gravity: Notes for Teachers. 
_ in Science Project. Working Paper No. 


ED 236 016 
Force. Learning in Science Project. Working Pa- 
per No. 16. 
reign Language Arts in the Grad oa Gon > 
e in the les: mn 
ey po (F.L.A.G.). oo 
ED 238 281// 


The Framework: Toward Action Research. 
so in Science Project. Working Paper No. 


ED 236 011 
Friction. Learning in Science Project. Working 
Paper No. 19. 

ED 235 027 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 

ED 236 033 

one. Learning in Science Project. Working 

Paper 


‘o. 20. 
ED 235 028 
og and Cooling. A Resource Unit for Teach- 
ers. Learning in Science Project. Working Paper 


No. 38. 

ED 236 021 
Kindergarten Curriculum Guide. Primary Educa- 
tion Program. 

ED 236 269 
The Learner’s Way and the Teacher’s bin, es A 
Whole-Staff Workshop on Student 
ficulties. Learning in Science Project. Working 
Paper No. 55. 


ED 236 030 
— : g English through Art in the Elementary 
ool. 


ED 235 921 
Light. Learning in Science Project. Working Pa- 
per No. 23. 


ED 236 006 
Living. Learning in Science Project. Working Pa- 
per No. 15. 

ED 235 023 
Mass Communication and the Development of a 
Shared Social Reality: The Neo-Nazi March in 
Skokie. 

ED 236 717 
Mountains. Science Education Research Unit. 
Working Paper No. 202. 

ED 236 032 


Novice Users’ Misconceptions of BASIC Pro- 
gramming Statements. Report No. 82-1. 

ED 238 395 
Particles. Learning in Science Project. Working 
Paper No. 18. 

ED 235 026 
Physical Change. Learning in Science Project. 
Working Paper No. 26. 

ED 236 009 


Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
Plants. Learning in Science Project. Working Pa- 
per No. 24. 

ED 236 007 
Reactions. Learning in Science Project. Working 
Paper No. 37. 

ED 236 020 
The Relation between Categories of Description 
and an Interview Protocol in a Case of 
Phenomenographic Research. [Report] 1983:02. 

ED 234 078 
Research in Science Education. Volume 12. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
(13th, Macquarie University, Sydney, Australia, 
May 1982). 

ED 239 850 
Research in Science Education. Volume 13. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
est , University of Waikato, New Zealand, May 


ED 239 859 
Results from an Investigation of Groups Working 
at the Computer. 

ED 238 724 
Rocks and Minerals. Science Education Research 
Unit. Working Paper No. 204. 


Schemata. Fact Sheet. 


ED 236 034 


Co: 


Concept Teaching 87 


ED 234 337 
Science Activities: Specific Problems-Some Solu- 
tions. Learning in Science Project. Working Paper 


No. 48. 

ED 236 026 
Science Activities: The Problem. Learning in Sci- 
ence Project. Working Paper 47. 

ED 236 025 
Self-Concept and Role Modeling: Their Relation- 
ships to Secondary School Physical Education. 

e and Activities in Teac’ 
High S School Physics. A Report to the National 
Science Foundation. 
ED 238 732// 

Soils. Science Education Research Unit. Working 
Paper 201. 

ED ee "7 
Teaching about Animal, Plant, oy ag 
— in Science Project. Working Paper No. 


Geib tint semnig ts ee 
‘eac about Force. ing in Science 
Project. Working Paper No. 34. 

ED 236 017 

for Conceptual Change: Some Ways of 

Going Wrong. Final Report. 

ED 237 493 
A Theoretical Model of Concept Learning in Eco- 
nomics. Studies in Economic Education, No. 10. 
Revised Edition. 

ED 236 063 
Toward Solutions: The Work of the Biology Ac- 
tion-Research Group. Learning in Science 
Project. Working ow No. 29. 

ED 236 012 
Toward Solutions: The Work of the Chemistry 
Action-Research Group. Learning in Science 
Project. Working Paper No. 35. 

ED 236 018 
Toward Solutions: The Work of the Physics Ac- 
tion-Research Group. g in Science 
Project. Working Paper No. 32. 

ED 236 015 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 

ED 233 885 
Understanding the How’s and Why’s of Writing: 
The Development of Children’s Concepts of Writ- 
ing in Primary Classrooms. Volume 1: The Kin- 
dergarter. Data. 

ED 236 686 
The Use of Knowledge: Conceptual Problems and 
Empirical Confusions. Occasional Paper No. 57. 

ED 237 502 
Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 

ED 236 029 
Weather. Learning in Science Project. Working 
Paper No. 21. 

ED 235 029 


mcept Teaching ; ‘ 
An Adaptive Feedback and Review Paradigm for 
Computer-Based Drills. 

ED 234 754 
A Concept Development Based Approach to Vo- 
cabulary Instruction. 

ED 237 940 
Cultural Sight and Insight: Dealing with Diverse 
Viewpoints and Values. GPE Humanities Series. 

ED 237 429 
Exploring Communication. GPE Humanities Se- 
Ties. 


ED 237 426 
Focus on Knowledge. Learning in Science 
Project. Working Paper No. 3. 

ED 235 013 


The Framework: Toward Action Research. 
in Science Project. Working Paper No. 
28. 


ED 236 011 
Is a Concept a Class of Particulars Having Attri- 
butes in Common or Not? 

ED 237 438 
Myself and Others. GPE Humanities Series. 

ED 237 425 
Teaching Content Through Reading. A Human 


Experience. 
ED 238 867// 
Using Student Team Learning. The Johns Hop- 
kins Team Learning Project. 
ED 237 623 





88 Concept Teaching 


What Is Your Cobra E.Q.? 

ED 238 760 

Compe Change Theory of Knowledge 

Teaching for Conceptual Change: Some Ways of 
Going Wrong. Final Report. 

ED 237 493 

Frameworks 

Interactive Processes in the Childbearing Family: 
Conceptual and Methodological Issues. 

ED 237 205 


Integration 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 
ED 235 895 


Conceptual Tempo __ ; 
Adolescent Impulsivity and Self-Instruction 
Training: A Piiot Study. Review and Evaluation 
Bulletins, Volume 4, Number 6. 

ED 240 156 
pulsivity and Creativity in Deaf and 
Hearing Children. 


Reflection-I 





ED 236 874 
Concerns Based Adoption Model 
The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 
ED 233 524 
Concrete Poetry 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 
ED 239 297 


(Language) 
The Effects of Concreteness and Negation on the 
Difficulty of Hypothetical, Disjunctive and Lin- 
ear Syllogisms. 
ED 233 410 


What Are Conditionals For? 
ED 233 585 


Conference Papers 
Computing and Mathematics. The Impact on Sec- 
ondary School Curricula. Report of a Conference 
Sponsored by the National Science Foundation 
(College Park, Maryland, October, 1982). 


ED 239 864// 


Proceedings 
Records of Achievement. NASA Special Publica- 
tions. 


ED 239 863 


Conferences 

Community Goal-Setting Process. 

ED 239 346 
Conference Report: Meeting Needs of Off-Cam- 
pus Students. 

ED 236 961 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 

ED 237 288 
Where Do We Go from Here? A National Model 
for Meeting the Informational Needs of the Un- 
employed. 

ED 237 706 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
Youth Participation in Health. 


ED 238 835 
Confidence Intervals (Statistics) 


Confidence and Tolerance Intervals for True 
Scores. ACT Technical Bulletin, Number 42. 


ED 235 206 
Interval Estimation of [Omega Squared], the Pro- 
portion of Variance Associated with a Set of Fixed 
Treatments. Iowa Testing Programs Occasional 
Paper Number 32. 
ED 235 242 
Confidence Testing 
Training College Students to Assess Accurately 
What They Know and Don’t Know. 
ED 238 337 


Confidential Employees 
The Role of the Confidential Employee as a Mem- 


ber of the — Team. ACSA Operaticns 
Notebook 2 


ED 239 361 
Confidential Records 


Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 


ED 237 857 


tiality 

Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 

ED 237 857 
Ethics in Technology. 

ED 235 429 
Exemption 6: Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
The Right to Privacy for Juveniles: A Review for 
School Counselors. 

ED 233 281 
Selection Procedures for College and University 
Presidents: Search and Destroy Missions? 

ED 234 690 


Confirmatory Factor Anal 


lysis 
Confirmatory Factor Analysis of the WAIS-R: 
Plausibility of Models. 


ED 237 575 


Conflict 


Landlords and Tenants in Conflict. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 

ED 238 815 
The Portland Public School System: From Pana- 
cea to Battleground. 

ED 236 789 
The Relationship between High Labor-Manage- 
ment Conflict and Turnover of Key School Dis- 
trict Personnel. 

ED 233 442 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 

ED 236 681 


Conflict Analysis 


Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 


ED 236 681 


Conflict Resolution 


Adapting Tagmemic Theory for Early Entry 
Black Engineering Students at a Southern Univer- 
sity. 

ED 239 252 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book III: Conflict Resolu- 
tion. 

ED 236 435 
Disputes in the Workplace: Management vs. La- 
bor. Instructor’s Guide [and] Student Materials. 
Business Issues in the Classroom. Revised. 

ED 238 814 
The Effect of Differing Third Party Roles and 
Behaviors on Conciliatory and Retaliatory Nego- 
tiator Behavior Involved in a Simulated Inter- 
group Conflict. 

ED 234 309 
Feelings and Friends. GPE Humanities Series. 

ED 237 430 
Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Interpersonal Relations and Conflict Resolution. 

ED 238 829 
Neustadt’s “Presidential Power” and University 
Governance: A Case Study Analysis. 

ED 234 688 
Perspectives: A Teaching Guide to Concepts of 
Peace. 

ED 240 023 
The Relationship between High Labor-Manage- 
ment Conflict and Turnover of Key School Dis- 
trict Personnel. 


ED 233 442 
Relationship between Social Skill and Conflict 
Resolution Tactics. 


ED 235 445 
Stages in Decline: How an Educational Organiza- 
tion Scales Down. 

ED 233 453 
The Suasory Renstions of Communication in the 
Process of Group Decision-Making: N ity 
and Paradox. 





ED 238 068 
Teacher Conflicts: A Study of Rule Emergence. 
ED 238 041 
Teaching, Learning and Curriculum (TLC): Put- 
ting It All Together for Improved Teaching and 


Subject Index 


Intercultural Relationships. 

ED 240 175 
Themes for Teaching U.S. History: Conflict and 
Change. GPE Humanities Series. 

ED 237 427 
The United Nations Peace and Security. Confer- 
ence on the United Nations of the Next Decade 
- Burgenstock, Switzerland, June 25-30, 


ED 235 097 
er Education: Conflict and Accom- 
e Wilson Lecture Series, Lecture 


Values in 
modation. 
Two. 

ED 236 990 
What Do You Do When...? A Handbook for 
Classroom Discipline Problems with Practical and 
Positive Solutions. 

ED 234 013 

Conformity 

Conformity, Interpersonal Dominance and the 
Type A Personality. 

ED 237 900 
The Spiral of Silence Ten Years Later: An Exami- 
nation and Evaluation. 

ED 235 528 


Confounding Variables 
An Evaluation of Training in Standardized 
Achievement Test Taking and Administration. 
Final Report of the 1981-82 Utah State Refine- 
ments to the ESEA Title I Evaluation and Report- 
ing System. 
ED 238 931 
Confrontation 
Developing Counselor Confrontation Skills by a 
Self-Instructional or Discrimination /Communi- 
cation Process. 
ED 233 295 
Congo 
An Examination of the Structure and Organisa- 
tion of Teaching Practice in Pri Teachers 
Training Colleges in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 
ment & Evaluation. No. 57. 
ED 234 004 
A Study of the Effectiveness of the Teaching of 
the English Language in the Congo. African Stud- 
ies in Curriculum Development & Evaluation. 
No. 53. 
ED 234 002 
Congregate Dining 
An Evaluation of the Nutrition Services for the 
Elderly. Volume i. Executive Summary. 
ED 234 014 


Congress 97th 

Vocational and Technical Education Programs. 
Oversight Hearing on Vocational, Technical/Pro- 
fessional, Alternative Education, and Career De- 
velopment in the District of Columbia before the 
Subcommittee on Judiciary and Education of the 
Committee on the District of Columbia, House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. Serial No. 97-12. 

ED 234 273 


Congress 98th 

The Impact of Robotics on Employment. Hearing 
before the Subcommittee on Economic Goals and 
Intergovernmental Policy of the Joint Economic 
Committee, Congress of the United States, 
Ninety-Eighth Congr First Session. 

ED 236 408 
Indian Education Act-Title IV. Hearing Before 
the Subcommittee on Elementary, Secondary and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 

ED 239 817 





Congressional Bills 
A Legislative History of the Equal Rights Amend- 
ment in the United States Congress. 
ED 238 785 
Congruence (Psychology) 
Deviation from Wiggins’ Circumplex Model in 
Student and Adult Populations. 
ED 237 831 
Interpersonal Attraction: The Influence of Simi- 
larity, Perceived Correctness, and Importance of 
Causal Understanding. 
ED 236 496 
Intimacy Status and Self-Disclosure to Significant 





Subject Index 


Others and Strangers. 

ED 236 471 
Political Agenda, The Individual and Congru- 
ency. 

ED 239 314 

Connected Discourse 

Coherence and Connectedness in the Develop- 
ment of Discourse Production. 

ED 233 336 
Extended-Cloze Reading Skills Test of Hierarchi- 
cal and Spatial/Chronological Ordering Ability. 

ED 236 640 

Connecticut 

Addressing the Vocational/Employment Needs 
of Migrant Youth: Needs Assessment Report. A 
Pilot Survey of Secondary Migrant Youth and Vo- 
cational Programs in Connecticut and Nation- 
wide. 

ED 237 262 
Meeting the Employment and Training Needs of 
Hispanics in Connecticut. Final Report. 

ED 236 381 
Minority Pupils and Staff in the Connecticut Pub- 
lic Schools. 

ED 238 591 
Student Migration Into and Out of Connecticut: 
An Update. BHE Research Report, R-4-83. 

ED 235 724 


Connecticut Assessment of Educational 


Connecticut Application of Item Response The- 
ory to Large Scale Assessments. 


ED 236 171 


Connecticut Educational Evaluation Reme- 
dial Assist 
Connecticut Application of Item Response The- 
ory to Large Scale Assessments. 
ED 236 171 


Conservation (Concept) 

Computer Programming by Kindergarten Chil- 
dren Using LOGO. 

ED 237 066 
The Longitudinal Development of Conservation 
Skills in Learning Disabled Children. 

ED 234 918 
The Role of Cognitive Operations in the Develop- 
ment of Gender Constancy. 

ED 233 823 
Using Piagetian Tasks to Assess Developmental 
Levels in Elementary School Students. 

ED 237 244 


Conservation (Environment) 
Agricultural Land: Is Our Food Factory in Dan- 
ger? [Fastback Booklet]. 

ED 234 979 
Clean, Safe Water. For How Long? 

ED 237 311 
Do Animals Have Rights? Teacher’s Packet (for 
4th, 5th, & 6th Grades). 

ED 239 947 
is the World Any Different Because You Were 
There? 

ED 238 629 
Preventing Cancer in the Workplace and Commu- 
nity. Volume I. Cancer, the Worker and the 
Workplace. A Teacher’s Guide. 

ED 236 390 
Preventing Cancer in the Workplace and Commu- 
nity. Volume II. Cancer, the Worker and the 
Community. An Independent Study Guide. 

ED 236 391 
oe Conservation—Ecology. Bulletin No. 


ED 238 712 
United Nations Environment Programme. An- 
nual Review 1981. 

ED 238 730 


Conservation Education 

Conservation for Children [Levels 1-6 and an 
All-Levels Supplement]. 

ED 239 920 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
The Effectiveness of Communication Forms Used 
by the Soil Conservation Service and Soil and 
Water Conservation Districts: A Dual Perspec- 
tive. 

ED 233 897 


Energy Efficient Economists. 

ED 238 749 
Energy Tech-Knowledgy. 

ED 239 837 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

ED 236 398 
Home Management Curriculum Guide. Energy 
and the Family. 

ED 236 396 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
Proceedings of the Annual Conference of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Career Competency, Consumer Educa- 
tion, and Consumer Research. 

ED 237 633 
Textiles & Clothing Curriculum Guide. Energy 
and the Family. 

ED 236 399 


Consistency (Behavior) 
Behavioral Intervention: Conceptual Viewpoint 
vs. Set of Tactics. 
ED 235 417 
Parental Consistency in Child-Rearing Orienta- 
tion and Personality Development. 
ED 235 888 


Consolidated Schools 
Amalgamations and Libraries. A Study of the Ef- 
fect on British Polytechnic Libraries of Institu- 
tional Amalgamations with Derived Guidelines 
for Amalgamating ‘’ictorian and Other Australian 
Institutions. Occasionai Publication Number 3. 
ED 233 737 
A Background Paper on Rural Education in the 
Province of Saskatchewan. 
ED 234 932 


Consonant Vowel Consonant Combinations 
Walmsley CVC Patterns Test. 


ED 236 633 
Consonants 
Learning to Spell: The Role of Visual Memory. 
Research Report 1/83. 


ED 237 982 
Walmsley CVC Patterns Test. 


ED 236 633 


Consortia 
Collaboration Wears a Layered Look. 
ED 238 128 
Delivering Technical Education in Wisconsin in 
the Information Age. 


ED 237 752 

Facilitating Instructional Use of Microcomputers 
in Small Schools. 

ED 235 936 
International Education and the U.S. Community 
College: From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 

ED 233 780 
The National University Consortium: An Assess- 
ment. 

ED 236 957 
A Recommended Model for Faculty Exchange 
Among Southeast Florida Educational Consor- 
tium Institutions. A Report to the Board of Direc- 
tors. 


ED 238 326 
Reflections on the MEC Coasortium: Classroom 
Teacher as Teacher Educator. 

ED 234 525 
Resource Sharing of Printed Materials among 
Dayton-Miami Valley Consortium Libraries in 
1982: A Descriptive Study. 

ED 235 826 
Technical Assistance in Vocational and Technical 
Education. 

ED 235 842 
Urban Corridor Consortium Task Force on 
Part-Time and Commuter Students. Final Report. 

ED 234 699 
The Vocational-Technical Resource Consortia 
Serving Business and Industry in Ohio. Digest of 
Study: Operational Proced for £ ful Vo- 
cational-Technical Resource Consortia in Serving 
Business and Industry in Ohio. 





ED 233 220 


Constellations 
Stars and Star Myths. 


Consumer Economics 89 


ED 239 925 


Constitutional History 

Convention Problems - 1787. 

ED 238 742 
A Legislative History of the Equal Rights Amend- 
ment in the United States Congress. 

ED 238 785 
Lessons on the Constitution: Supplements to High 
School Courses in American Government and 
American History. 

ED 235 096 


Constitutional Law 
The Legal and Law Enforcement Professional: 
Ideas for Involvement. 
ED 237 440 
A Legislative History of the Equal Rights Amend- 
ment in the United States Congress. 
ED 238 785 
Prayer, the Bible and the Public Schools. Issue- 
gram 33. 
ED 234 514 
The Swiss Equal Rights Amendment: A Case 
Study. 
ED 240 006 
Constraints 
The Quality, Direction, and Distance of Within 
Sentence Constraints. 
ED 236 646 


Construction (Process) 
Course Outline for Lesson Plans for Pre-Employ- 
ment Laboratory Training in CVAE-VEH Farm 
and Ranch Mechanical Repair. 
ED 236 316 


Construction Materials 
Installation of Ceramic Tile: Residential Thin-Set 
Methods. 
ED 236 349 
Construction Programs 
Facilities Financing and the Department of Edu- 
cation. Viewpoint from the Campus. 
ED 238 390 


Constructive Controversy 
Instructional Strategies for Constructive Contro- 
versies. 
ED 234 053 


Consultants 

Communication Consulting: Another Teaching 
Option. 

ED 233 422 
Communication Consulting from Academe to the 
“Real World.” 

ED 234 442 
Exchange, December 1978. 

ED 233 649 
Using Consultants for Materials Development. 
Technical Note No. 19. 

ED 238 604 


Consultation a 

Assessing Social Settings to Design a Preventive 
Consultation. 

ED 239 165 
[Institutional Renewal]. 

ED 237 006 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 

ED 239 177 
Research in School Consultation: A Content 
Analysis of Selected Journals. 

ED 233 247 
Technical Assistance to Local Education Agen- 
cies: A Manual for Technical Assistance Provid- 
ers and Recipients. 

ED 236 802 


Consumer Economics 

Alice in Debitlana. 

ED 235 069 
Basic Economics for Consumers: Living Tomor- 
tow Today. BANK-ED III: Personal Money 
Management Series. 

ED 237 443 
Choices in the Marketplace: A Basic Unit on Con- 
sumer Economics. 

ED 238 739 
Consumer Education Curriculum. 

ED 239 084 
The Consumption Benefits of Literacy. 

ED 236 548 





90 Consumer Economics 


The Equal Credit Opportunity Act . . . and Age. 

ED 235 065 
The Equal Credit Opportunity Act and Credit 
Rights in Housing. 


Fair Credit Billing. 


ED 235 066 


ED 235 074 
Federal Reserve Glos’sa-ry. 

ED 235 067 
How to File a Consumer Credit Complaint. 

ED 235 070 
Personal and Family Financial Planning and the 
Teacher Education Program. 

ED 238 838 
Proceedings of the Annual Conference of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Career Competency, Consumer Educa- 
tion, and Consumer Research. 

ED 237 633 
Technology, Free Enterprise, and Careers 
through Industrial Arts. A Competency Based 
Curriculum Guide Designed to Meet High School 
Graduation Requirements. 


Truth in Leasing. 

ED 235 072 
What Truth in Lending Means to You. 

ED 235 071 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 


ED 233 536 


ED 236 361 


Consumer Education 
Alternative Resources for Curriculum Balance in 
Nutrition, Economics, Energy, Environmental, 
Consumer & Citizenship Education. 

ED 233 931 
Basic Economics for Consumers: Living Tomor- 
tow Today. BANK-ED III: Personal Money 
Management Series. 

ED 237 443 
Choices in the Marketplace: A Basic Unit on Con- 
sumer Economics. 

ED 238 739 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 

ED 235 311 
Conceptual Framework and 3asic Competencies 
for Vocational Home Economics Education in 
Texas. 

ED 235 351 
Consumer and Homemaking Curriculum Analy- 
sis Based on the Needs of Secondary Graduates. 
Vocational Education Research Project. 

ED 237 772 
Consumer Education (A High School One Semes- 
ter Course). 

ED 238 791 
Consumer Education Curriculum. 

ED 239 084 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
Consumer Education in Vocational Homemaking 
Education in Texas. Summary Report. 

ED 234 185 
Consumer Education. Vocational Home Econom- 
ics Education. 

ED 236 348 
Consumer Mathematics II-M612. Grades 9-12. 
Revised. 


ED 239 844 
The Credit Business. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 809 
The Economics of Energy: A Teaching Kit 
(Grades 7-12). 

ED 236 102 
Effective Consumerism. 

ED 234 232 
Effectiveness of Consumer and Homemaking Ed- 
ucation in Texas. Final Report. 


Estate Planning. 
ED 234 234 


Heaith Care and Services for Consumers. 

ED 234 233 
Human Development Student Modules. 

ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 


ED 237 750 


ED 237 639 
The Legal and Law Enforcement Professional: 
Ideas for Involvement. 

ED 237 440 
Personal and Family Financia! Planning. A Staff 
Development Workshop for Secondary School 
Trainers and Teachers. 

ED 235 383 
Proceedings of the Annual Conference of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Career Competency, Consumer Educa- 
tion, and Consumer Research. 

ED 237 633 
Product Safety: The Stonewall Hearings. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 


Truth in Leasing. 
ED 235 072 


Wheeling & Dealing: A Guide for Handicapped 
Consumers. 


ED 238 813 


ED 233 536 


Consumer Leasing Act 
Truth in Leasing. 


ED 235 072 


Consumer Mathematics 
Consumer Mathematics II-M612. Grades 9-12. 


Revised. 
ED 239 844 


Consumer Price Index 


College Costs: Recent Trends, Likely Future. Pol- 
icy Brief. 
ED 234 703 


Consumer Protection 


Alice in Debitland. 

ED 235 069 
Consumer Education Curriculum. 

ED 239 084 
Drug Advertising and the FDA. 

ED 238 063 
Effective Consumerism. 

ED 234 232 
The Equal Credit Opportunity Act... and Age. 

ED 235 065 
The Equa! Credit Opportunity Act and Credit 
Rights in Housing. 


Fair Credit Billing. 


ED 235 066 


ED 235 074 
How to File a Consumer Credit Complaint. 

ED 235 070 
Proceedings of the Annual Conference of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Career Competency, Consumer Educa- 
tion, and Consumer Research. 

ED 237 633 
Product Safety: The Stonewall Hearings. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 813 
Truth in Leasing. 

ED 235 072 
What Truth in Lending Means to You. 

ED 235 071 


Science 
Proceedings of the Annual Conference of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Career Competency, Consumer Educ 
tion, and Consumer Research. 


ED 237 633 


Consumers 


Participation of People with Disabilities: An In- 
ternational Perspective. Selected Papers from the 
1980 World Congress of Rehabilitation Interna- 
tional (Winnipeg, Canada, June 22-27, 1980). 
ED 234 526 


Containment Policy 


Empire at Bay: Containment Strategies and 
American Politics at the Crossroads 


ED 233 920 


Content Anal; 


lysis 
Children’s Summarization Behaviors. 
ED 234 071 
A Content Analysis of the VEDS Data Collection 
and Reporting ures Used by the 57 State 
Seaeds tor Va for Vocational Education. 


Subject Index 


ED 238 925 
Data Book of Social Studies Materials and Re- 
sources. Volume 9. 

ED 240 010 
The Failure of Excellence in Texts. 

ED 233 963 
Good History vs. Bad History: The Changing Art 
of Book Reviewing. 

ED 235 094 
Image Makers: Reporters or Sources. 

ED 235 489 
Latin America in World Geography Textbooks 
for the Secondary School. 

ED 240 013 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
A Methodological Critique of a Psy- 
chology: Reflections on Research in the Field. 

ED 235 419 
Network Television Coverage of Human Rights in 
Central America during the Carter Administra- 
tion, 1977-1980. 

ED 233 421 


Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 

ED 234 422 
Product Differentiation in Local Television 
News. 

ED 233 349 
The Reading Methods Textbook - Changes and 
Trends. 

ED 233 330 
A Stylistic Content Analysis of Speeches of Black 
College Students. 

ED 236 731 
“USA Today”: Comparative Analysis with Two 
National and Two Los Angeles Daily Newspa- 
pers. Research Bulletin. 

ED 239 294 
The Use of Content Analysis of Critical Events in 
Program Evaluation. 

ED 236 187 
The Writing of Non-Fiction: Contexts, Choices, 
and Constraints in a Scientific Paper. 

ED 236 617 


Content Area Ri 


=" Teaching in Content Areas: Navajo/En- 


ED 234 933 
The Chin Inventory on Content Area Reading 
Instruction. 

ED 236 657 
Direct Instruction in Metacognitive Strategies: 
Cumulative Instruction in Summarization and 
Graphic Organizer Construction vs. Graphic Or- 
ganizer Alone vs. an Outlining Strategy in 10th 
Grade World History. Technical Report No. 6. 

ED 237 966 
Effect of Content Instruction on Cloze Passage 
Performance. 

ED 236 525 
The Effect of Semantic Feature Analysis on the 
Reading Comprehension of Learning Disabled 
Students. 

ED 237 969 
Effects of Readers’ Cognitive Style, Text Struc- 


- ture and Signaling on Different Recall Patterns in 


Social Stu lies Content. 

ED 237 957 
Evaluation of the Content Area Learning/Read- 
ing Project at the Cosgrove Junior High School. 

ED 233 311 
Improving Read’ 1g through Project Work. 

ED 236 558 
An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 

ED 239 202 


Latin America in beac ‘wate Textbooks 
for the Secondary Sc 
Learning fr bes Explanai rp ten 
‘om Text: Explanation and Strategies. 
Proceedings of the Preconvention Institute on 
from Text at the Annual Meeting of the 
International Reading Association (28th, Ana- 
heim, California, May 26, 1983). 
ED 239 221 
LIT PICKS: Literary Selections for Main- 
streamed Students in Content Area Subjects. 
ED 235 467 
Reading and Study Skills and Instruction: College 
and Adult: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 





Subject Index 


tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 237 952 
Reading Assignments across the Curriculum—A 
Research Report. 

ED 233 308 
Reading in the Content Areas: Research for 
Teachers. 

ED 236 544 
The Rhetoric of Social Studies Textbooks: Meta- 
discourse. 

ED 239 226 
Science. Elementary and Middle School Curricu- 
lum Objectives. 

ED 237 353 
Teaching Content Through Reading. A Human 
Experience. 

ED 238 867// 

Teaching Reading in Vocational Education. 

ED 233 177 
Teaching the Content Subjects to Indochinese 
Students. 

ED 236 297 
Vocabulary Improvement: Program Goals and 
Exemplary Techniques. 

ED 239 229 


Content Area Writing 
Bilingual Teaching in Content Areas: Navajo/En- 


glish. 

ED 234 933 
Communication Education Throughout the Uni- 
versity: An Alternative to the One-Shot Inocula- 
tion Approach. 

ED 235 507 
—— and Science: A Symbiotic Relation- 
ship. 

ED 238 001 
Composition Handbook for Decatur Teachers. 

ED 234 404 
Effects of Peer Critiquing and Model Analysis on 
the Quality of Biology Student Laboratory Re- 
ports. 

ED 234 403 
Every Child Can Write! Learning and Teaching 
Written Expression in the 1980s. 

ED 239 308 
External Evaluation of Student Projects in Indus- 
try and Academia. 

ED 239 270// 

Great Teaching Ideas: Writing To Learn. 

ED 237 996 
Imagination, Writing, and the Integration of 
Knowledge. 

ED 239 260 
Integrating Effective Writing Skills in the Ac- 
counting Curriculum. 

ED 236 688 
Learning Better, Learning More: In the Home and 
Across the Curriculum. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 383 
Learning to Write/Writing to Learn. 

ED 236 695// 

Precis Writing and Outlining: Aids to Learning 
Social Studies Content. 

ED 236 561 
im Teaching of Writing in Our Schools. Fastback 


ED 235 502 
Writing Across the Curriculum: An Annotated 
Bibliography. 

ED 234 421 
Writing across the Curriculum: Designing an Ef- 
fective Model. 

ED 238 025 
The Writing Center as a Consulting Service for 
Content Area Faculty. 

ED 234 396 
Writing Proficiency Examinations: A New Per- 
spective on Writing Labs 

ED 236 678 
Writing Programs in Washington State. Oral and 
Written Communications. 

ED 234 411 


Content Learning 
Effect of Content Instruction on Cloze Passage 
Performance. 

ED 236 525 
Content Validity 
Legal Rules for Student Competency Testing. Is- 
suegram 36. 


ED 234 089 
Contentment 
Outward Bound-An Adjunctive Psychiatric 
Therapy: Preliminary Research Findings. 
ED 239 791 


Contests 

Academic Competitions. 

ED 240 133 
Academic Decathlon. 

ED 240 131 
Academic Decathlon-San Diego County. 

ED 240 135 
National History Day Contest Guide. 

ED 236 056 
Read for Fun: Management Program. 

ED 239 207 
Schoolympics. 

ED 240 134 
This Contest Can Give Recognition to Re- 
cord-Breaking Kids. Front Lines. 

ED 236 767 
A Writing Contest? Why Bother. 

ED 236 702 


Context Clues 

Automatic, Attentional, and Interactive Pro- 
cesses: Age Differences in the Nature of Words 
Affected by Sentence Context. 

ED 236 560 
Children’s Ability to Draw Inferences from Text. 

ED 239 239 
The Next Word on Verbal Ability. 

ED 236 572 
Techniques for Collecting Literacy Events from 
Young Children. 

ED 236 647 


Context Effect 
Child Welfare Practice in Rural Areas and Small 
Communities. Research Capsule No. 14. 
ED 239 783 
A Contextualized Perspective on Developmental 
Writing. 
ED 236 620 


Contextual Analysis 
Automatic, Attentionai, and Interactive Pro- 
cesses: Age Differences in the Nature of Words 
Affected by Sentence Context. 
ED 236 560 


Contextualization 
Organization of Chicano Children’s Narrative Be- 
havior. Final Report. 
ED 237 306 


Contingency Management 
Treatment of Conduct Disorders in Childhood: A 
Comparative Study. 
ED 237 890 


Contingency Theories 
An Exploratory Contingency Model for Schools. 
ED 238 132 


Continuing Education 

Adult Recruitment Practices. 

ED 235 755 
Aspects of Education and Training for Librarian- 
ship and Information Work in Czechoslovakia. 
Report on a Visit, May 16-29, 1982. 

ED 235 834 
A Brief Survey of Evening Adult and Provisional 
Admission Students at an Urban Private College. 

ED 238 385 
Collaboration in Lifelong Learning. A Report on 
the Airlie House Lifelong ing Leaders Re- 
treat (November 29 - December 1, 1982). 

ED 236 362 
Continuing Education Activities of the University 
of British Columbia, 1982-1983. A Report to the 
President, the Senate, and the Board of Gover- 
nors. 

ED 239 536 
Continuing Education Needs and Interests of 
Kansas Adults. A Statewide Survey. Winter 
1979/80. 

ED 239 029 
Counselors in Adult and Continuing Education. 
Revised. 


ED 233 242 
CUNY Tech Continuing Education Annual Re- 
port, 1982-1983. 

ED 234 826 
Family Learning Activities in British Columbia. 


Contracts 91 
Discussion Paper 06/81. 
Flexible Learning Opportunities. 
ED 237 698 


ee in Technical and Further Education. 
um! 1 


ED 237 778 


ED 236 402 
Innovations in Continuing Education. 1983 
Award-Winning New Programs. 

ED 237 816 
Institutional hey oo for Providing Innovation 
to the Learning Community. 

ED 234 148 


Learning without Going There: Education via 
Computer Tele/Conferencing. 

ED 233 655 
Mapping the Terrain of Continuing Allied Health 
Education. 

ED 234 150 
Maryland Community Colleges Continuing Edu- 
cation Manual. 

ED 234 851 
The National University Consortium: An Assess- 
ment. 

ED 236 957 
Professional Continuing Education for Rural 
Teachers: Promising Prospects for the Future. 

ED 238 614 
Professionalism and Flexibility in Learning. 
SRHE Monograph 49. 

ED 233 620 
Project 60: Innovative Program for Older Stu- 
dents. 

ED 236 960 
Public Service at Hudson Valley Community Col- 
lege: An Annual Report. 

ED 239 668 
Recurrent Education: Investing in a Lifetime of 
Working and Learning. 
ED 236 795 


Redefining the Grandparent Role. Office of Par- 
ent Development International Research and De- 
velopment Reports. 

ED 238 545 
The Roles of Science and Technology in General 
and Continuing Education. Proceedings of the 
Conference of the Association of American Col- 
leges (Washington, District of Columbia, Decem- 
ber 16-18, 1979). 

ED 239 853 
Schools: The Great American Success Story, Crit- 
ics Who Have Challenged the Validity of the 
Story, and a Proposed Synthesis of the Two Posi- 
tions in the New Continuing Education. 

ED 237 760 
Sound and Video Recordings-E. S. Bird Library. 
Syracuse University Resources for Educators of 
Adults, MSS 23. Revised. 

ED 236 363 
Why Educate? An Assault on Ostrich Behavior. 

ED 233 634 


Continuous 


Progress Plan 
Mathematics Activities, Level Nine. Teacher’s 
Guide. 


ED 239 845 


Contraception 


Computers and Contraception: Strange Bedfel- 
lows? Contraception Education Survey. 

ED 238 866 
Health Aspects of Adolescent Sex, 1982. Hearing 
before the Subcommittee on Aging, Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Seventh Congress, Second Session on Exami- 
nation of the ing Increase in the Rate of 
Sexual Relations among Adolescents. 

ED 233 252 


Contracts 


Administrative Team Contracts. The Administra- 
tive Team Career Development Series, Book 5. 

ED 239 384 
Contractual Revision. 

ED 234 415 
Legal Responsibilities and Contractual Obliga- 
tions Imposed on a University by Its Catalog. 

ED 234 651 
Statement of Policy and Procedures for Adminis- 
tration of Contracts and Grants with Regional Ed- 
ucational Laboratories and Research and 


Development Centers During FY 1983 and FY 
1984. 


ED 234 719 





92 Contracts 


Things a Board Ought Never Bargain. 
ED 238 109 
2ege-Employer Profiles. 
ED 239 524 


Training by Contract: 


Contrasting Method 
A Comparison of Approaches for Setting Profi- 
ciency Standards via Monte Carlo Simulations. 
Research Evaluation Development Technical Re- 
port Series, No. 2. 
ED 236 231 


Relingishment of Control and the Type A Behav- 
ior Pattern: Causal Role of Performance Evalua- 
tion. 

ED 237 884 
Relinquishment of Control and the Type A Be- 
havior Pattern. 

ED 237 883 


Controversial Issues (Course Content) 

Astrology and Astronomy. 

ED 238 673 
Close Up Special Focus: The Economy. 

ED 237 411 
Critical Judgment. Activity Guide. 

ED 239 982 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
Dialogue: A Teaching Guide to Nuclear Issues. 

ED 240 022 
Instructional Strategies for Constructive Contro- 
versies. 

ED 234 053 
Know Nukes: A Nuclear Power Issues Curricu- 
lum Project. 

ED 233 946 
Scopes II. The Great Debate. Creation vs. Evolu- 
tion. 


ED 238 733 
The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 

ED 233 925 
Understanding the New ~ and Its Impact on 
Education. Fastback 195 


ED 236 082 


Instruction 
Evaluation Research in Basic Skills with Incarcer- 
ated Adults. Technical Report No. 303. 
ED 237 954 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
Project Evaluation. 
ED 234 761 
Validation 
Exploring the Convergent and Discriminant Va- 
lidity of Children’s Ethnic Attitude Measures: 
The Relationships between Ethnic Attitude and 
Egocentrism Measures. 
ED 233 825 
Conversation 
Sex versus Sex Role as Predictors of Conversa- 
tional Gaze Behavior. 
ED 235 410 
The Story Is in the Telling: A Cooperative Style 
of Conversation among Woinen. 
ED 238 083 
Talk as Social Support: Communication in an Epi- 
lepsy Self- “Help Gro Group. 
ED 234 439 
Topical Cc: 2xt Is an Important Determinant of 
Developmental Trends in Argumentation. 
ED 239 329 


Conversational Language Courses 
Focus on the Verb: Practical Suggestions for a 
German Conversation Class. 


ED 238 261 
Let’s Talk: Developing Speaking Skills in the ESL 
Classroom. 


ED 236 930 
Conversion (Format) 
Converting Memory Protocols to Scores on Sev- 
eral Dimensions. 


ED 234 066 


x es 
Food ion & Service Curriculum Guide. 


ED 239 111 
Food Service Course. Bilingual Vocational In- 
structional Materials. 


ED 234 210 


The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and “a ‘ond. [Compiled from Eight 
Issues of Instructor Magazine, September 1982 
through May 1983.] 

ED 237 446 


Cooks 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Food Ser- 
vices). 
ED 234 264 


Cooperating Teachers 

An Analysis of Student Teaching-Cooperating 
Teacher Conferences as Related to the Self-Con- 
cept, Flexibility, and Teaching Concerns of Each 
Participant. 

ED 234 030 
The Attitudes and Expectations of Student 
Teachers and Cooperating Teachers Toward Stu- 
dents in Predominantly Mexican American 

1 Quaii e Data Perspective. 

ED 234 026 
Clinical Preservice Activities: Education, Devel- 
opment, Training-Three Case Studies. Clinical 
Teacher Education — Preservice Series. 

ED 240 099 
Clinical Preservice Teacher Education: Final Re- 
port of a Descriptive Study. Clinical Teacher Edu- 
cation — Preservice Series. 





ED 240 100 
Clinical Preservice Teacher Education: Final Re- 
port of a Descriptive Study. Executive Summary. 
Clinical Teacher Education — Preservice Series. 

ED 240 101 
Conceptual Level Match/Mismatch: Conse- 
quences for Clinical Teacher Education. 

ED 234 028 
The Context of Clinical Preservice Teacher Edu- 
cation: The Student Teaching Experience. Clini- 
cal Teacher Education — Preservice Series. 

ED 240 098 
The Contexts of Student Teaching. 

ED 234 027 
Developing eng eka Instructional Planning and 
Decision-Making Skills: Are We Training Teach- 
ers or Technicians? 

ED 240 105 
The Effect of an Observation Instrument on Stu- 
dent Teacher Performance of Active Teaching 
Behaviors. 

ED 240 074 
Expectations for Student Teaching: What Are 
They and Are They Realized? 

ED 234 023 
Field Experience Guidelines for University Stu- 
dents and Faculty and Public School Teachers 
and Administrators. 

ED 235 118 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Secondary 

ED 235 121 
Handbook for the Student Teaching Semester. 

ED 235 122 
High Tea for Public School Supervisors? Really! 

ED 236 134 
Local Cooperative Teacher Education Center. 

ED 233 997 
A Manual for Cooperating Teachers: Secondary 
Field Experiences. 

ED 237 479 
Participant Characteristics, Change, and Out- 
comes in Preservice Clinical Teacher Education. 
Clinical Teacher Education — Preservice Series. 

ED 240 096 
ew Factors in the Student Teaching 


ED 240 097 
Student Teachers’ Planning and Decision-Making 
Related to Pupil Evaluation. 

ED 240 104 
Supervision of Student Teachers: Feedback and 
Evaluation. Clinical Teacher Education — Preser- 
vice Series. 

ED 240 106 
The Supervision of Student Teachi 


ED 234 029 
Teachers for Tomorrow. 


ED 240 107 
Cooperation 


Subject Index 


Dialogue: The Key to Professionalism in Techni- 
cal Communication. 
ED 239 278// 

Educating for World Cooperation. 

ED 235 086 
The Efficacy of Reward vs. Punishment: A Com- 
parison of Two Cottage Units. Monograph Series 
No. 2:3/83. 

ED 233 797 
The Engineer/Writer Team Approach in Prepar- 
ing a Technical Paper. 

ED 239 275// 

Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 
search. 

ED 235 508 
Limitations in the Traditional Code of Journalistic 
Responsibility. 

ED 237 984 
Perceptions of Compliance-Gaining Situations: 
An Extended Analysis. 

ED 235 533 
Proceedings of the Conference on Joint Problem 
Solving and Microcomputers (San Diego, Califor- 
- _ 31 - April 2, 1983). Technical Report 

0. 1. 


ED 238 397 


Cooperative Education 


Application of Basic Math to Cooperative Occu- 
pational Education. Cooperative Occupational 
Education. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 224 
Are Academia and Industry Thinking Alike: Does 
the Right Hand Know What the Left Hand Is 
Doing? 

ED 239 282// 

Barriers to Private Sector Public School Collabo- 
ration. A Set of Exploratory Papers Commis- 
sioned by the National Institute of Education and 
the American Enterprise Institute for Public Pol- 
icy Research. 

ED 239 362 
Completing Employment Forms. Cooperative 
Occupational Education, Unit 10. Instructor Ma- 
terial and Student Material. 


ED 234 249 
Contacting an Employer. Cooperative Occupa- 
tional Education, Unit 8. Instructor Material and 
Student Material. 

ED 234 247 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 

ED 233 210 
Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 144 
Developing and Implementing Training Plans. 
Module Number 8. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 150 
Education and Work: The Role of Postsecondary 
Institutions. Statement to the National Commis- 
sion on Excellence in Education. (Public Hearing, 
Denver, Colorado, Septeniber 16, 1982). 

ED 237 034 
Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 

ED 234 254 
Evaluation of Project ALERT (Atlantans Learn- 
ing Employment Responsibilities Together) Sum- 
a _— Employment Program. Report No. 

ED 238 918 
Finding Job Opportunities. Cooperative Occupa- 
tional Education, Unit 7. Instructor Material and 
Student Material. 

ED 234 246 
A Guide for Using the Student Profile for Place- 
ment in Cooperative Vocational Education Pro- 
grams. 

ED 233 209 
An Historical Study of the Correlates of Coopera- 
tive Education Program Growth, Stability, and 
Longevity. 

ED 238 342 
Holistic Health and Cooperative Vocational Edu- 
cation (CVE) at the Community College Level. 

ED 239 704 
Introduction to Cooperative Occupational Educa- 
tion. Instructor Material. 





Subject Index 


ED 234 239 
The Job Interview. Cooperative Occupational Ed- 
ucation, Unit 11. Instructor Material and Student 
Material. 

ED 234 250 
Job Safety. Cooperative Occupational Education, 
Unit 14. Instructor Material and Student Mate- 
rial. 


ED 234 253 
Joining the Ranks: Partnership in Rehabilitation. 

ED 238 508 
Learning about Occupations. Cooperative Occu- 
pational Education, Unit 5. Instructor Material 
and Student Material. 

ED 234 244 
Learning about Yourself. Cooperative Occupa- 
tional Education, Unit 4. Instructor Material and 
Student Material. 


ED 234 243 
Managing Personal Relationships. Cooperative 
Occupational Education, Unit 16. Instructor Ma- 
terial and Student Material. 


ED 234 255 
Managing Time and Money. Cooperative Occu- 
pational Education, Unit 17. Instructor Material 
and Student Material. 

ED 234 256 
Matching Yourself to Suitable Occupations. Co- 
operative Occupational Education, Unit 6. In- 
structor Material and Student Material. 

ED 234 245 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Personal Safety. Cooperative Occupational Edu- 
cation, Unit 18. Instructor Material and Student 
Material 


ED 234 257 
Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 146 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part III: Program Over- 
views and Components. 

ED 239 495 
Progressing on the Job. Cooperative Occupational 
Education, Unit 13. Instructor Material and Stu- 
dent Material. 

ED 234 252 
Responsibilities of the Teacher-Coordinator and 
Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
School-Business Partnerships: Why Not? Laying 
the Foundation for Successful Pro 

ED 238 148 
Student Clubs. Cooperative Occupational Educa- 
tion, Unit 2. Instructor Material and Student Ma- 
terial. 

ED 234 241 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Training Agreements. Module Number 5. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 147 
University of Hawaii Community Colleges: A 
Guide for Apprenticeship Coordinators and Ad- 
ministrators. 

ED 238 498 
Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 143 
Vocational Assessment. Module Number 14. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 156 
What Is Cooperative Occupational Education. 
Cooperative Occupational Education, Unit 1. In- 
structor Material and Student Material. 

ED 234 240 
Why We Work. Cooperative Occupational Edu- 
cation, Unit 3. Instructor Material and Student 
Material. 

ED 234 242 
Writing a Letter of Application. Cooperative Oc- 


cupational Education, Unit 9. Instructor Material 
and Student Material. 

ED 234 248 
Your Community and You. Cooperative Occupa- 
tional Education, Unit 20. Instructor Material and 
Student Materiel. 

ED 234 259 
Your Employer, Your Coworkers and You. Coop- 
erative Occupational Education, Unit 12. Instruc- 
tor Material and Student Material. 

ED 234 251 
Your Personal Life and the Law. Cooperative Oc- 
cupational Education, Unit 19. Instructor Mate- 
rial and Student Materi 


ED 234 258 


Cooperative Extension Service 


Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 
ED 233 862 


Cooperative Institutional Research Pro- 


gram 
|. aera Freshman National Norms for Fall 


ED 239 542 


Cooperative Planning 


Basic Economics for Consumers: Living Tomor- 
row Today. BANK-ED III: Personal Money 
Management Series. 

ED 237 443 
Collaboration Wears a Layered Look. 

ED 238 128 
Community Collaboration for Improving Career 
Guidance Programs: It Can Work in Your Com- 
munity. An Evaluation Monograph. 

ED 236 395 
The Education Service Agency—-Where Next? 

ED 235 583 
Electrical Occupations Partnership Guide. De- 
velop and Implement Model Electrical Cluster 
Program. 

ED 239 079 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 

ED 236 903 
Impact of State Comprehensive Cooperative 
Agreements or Local Vocational Education Pro- 
grams for Handicapped Youth. 

ED 233 168 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 

ED 235 088 
Journal of Human Services Abstracts. Volume 8. 
Number 3. 


ED 236 378 
Major Outcome: New Postsecondary Educational 
Organizations in Two Regions. Cooperative Re- 
gional Planning and Action to Enhance Post- 
secondary Education across State Lines. A 
Report to the Fund for the Improvement of Post- 
secondary Education (FIPSE) 

ED 234 673 
Obtaining Related Services through Local Intera- 
gency Collaboration. 

ED 239 439 
The Project Team in Instructional Television. 

ED 235 780 
School Discipline: A New Management System 
That Works. 

ED 240 082 
School District’s Policy Cultivates Student 
Growth. 


ED 238 104 
Staff Development: The Carrot or the Stick? 

ED 237 658 
Vocational Education and Defense Preparedness 
Seminar Proceedings (Arlington, Virginia, Sep- 
tember 29-October e 1982). 

ED 239 098 
When You Don’t Know What’s Important: Revi- 
talizing Decision-Making in the Native American 
School. 

ED 239 816 
Youth Participation in Health. 

ED 238 835 


Cooperative 
An 


Programs 
Assessment of Cooperative Vocational Educa- 
tion Programs Since the Education Amendments 
of 1976. 
ED 239 015 
Barriers to Private Sector Public School Collabo- 


Cooperative Programs 93 


ration. A Set of Exploratory Papers Commis- 
sioned by the National Institute of Education and 
the American Enterprise Institute for Public Pol- 
icy Research. 

ED 239 362 
Cities, Universities and Civilization. 

ED 236 258 
Community College - University Cooperation and 
Its Benefits. 

ED 238 484 
Cooperation among Ontario University Libraries. 

ED 233 744 
Delivering Technical Education in Wisconsin in 
the Information Age. 

ED 237 752 
Education and Rural Development Planning. Re- 
port of a Regional Seminar (Bangkok, December 
8-16, 1980). 

ED 237 263 
The Education Service Agency-Where Next? 

ED 235 583 
Electrical Occupations Partnership Guide. De- 
velop and Implement Model Electrical Cluster 
Program. 


ED 239 ae 

A Field Problem: Planning an 
Exchange Network for the Mississsppi 

Gulf Coast. 

ED 236 414 
How Some Colleges and High Schools Are Al- 
ready Cooperating. 

ED 233 632 
Interactive Research and a on 
Schooling: Antecedents, Purposes, and Signifi- 
cance for School Improvement. 

ED 234 024 
Job Creation through Economic Development: 
The Role of Private Industry Councils. Private 
Industry Council Guide Number 2. 

ED 239 021 
Job Training Partnership Act: An Analysis. 

ED 237 675 
Joint Industry / University Cooperation with Fed- 
erally Supported Research Facilities. Hearing be- 
fore the Subcommittee on Investigations and 
Oversight of the Committee on Science and Tech- 
nology. U.S. House of Representatives, Nine- 
ty-Eighth Congress, First Session. 

ED 238 703 
Labor Outlook on Jobs & Training. An Analysis 
of the Job Training Partnership Act of 1982. 

ED 239 122 
Lawrence Children’s Health Project/EPSDT. A 
Proposal to Integrate Health and Special Educa- 
tion Services for Children in a School-Based 
Demonstration Project. Final Report. 

ED 236 257 
A Manual for Developing Successful Projects. 
Company School Collaberation. 

ED 236 323 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 

ED 237 751 
Participatory Research: An Emerging Alternative 
Methodology in Social Science Research. Partici- 
patory Research Network Series No. 2. 

ED 235 374 
Partners in Progress: A Marketing Prototype for 
Community Development. 

ED 237 138 
Procedural Guide: Seven Steps to Implementing a 
Personnel Training Workshop, Computer As- 
sisted Drafting (CAD). 

ED 234 842 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 

ED 240 116 
Responsiveness of Training Institutions to Chang- 
ing Labor Market Demands. 

ED 237 736 
Sacramento City Unified School District and Sac- 
ramento City College Articulation Council 
Year-End Report. 

ED 239 667 
School-Business Partnerships: Why Not? Laying 
the Foundation for Successful Programs. 

ED 238 148 
School Learning and Corporation-School Alli- 
ances. ERIC/CUE Fact Sheet Number 16. 

ED 234 103 
A Secondary School/Area Vocational Technical 
School Cooperative Career Guidance Project 





94 Cooperative Programs 
Based on the Assessed Needs of High School Ju- 


niors. 

ED 234 164 
Staff Development Cooperative Evaluation Re- 
port, 1982-83. 

ED 237 522 
TRACES: An Economic Model That Works. 

ED 239 691 
A Unique Delivery System to Rural Schools: The 
NMsSU-Space Center Microcomputer Van Pro- 


gram. 

ED 238 644 
Writing across the Curriculum: Designing an Ef- 
fective Model. 

ED 238 025 
101 Ideas for Summer Youth Jobs. Tips on Orga- 
nizing and Running a Summer Youth Jobs Pro- 
gram. 

ED 239 019 


Farm Cooperatives: Past and Present. 

" Instructor’s Guide [and] Student Materials. Busi- 
ness Issues in the Classroom. Revised. 

ED 238 818 


Barriers to Linkage of Vocational Education and 
Apprenticeship Programs: A Factor Analytic 
Stud 


tudy. 
ED 239 069 
Case Study of Swiss-Migrant Joint Associations 
(Switzerland). The CDCC’s Project No. 7: “The 
Education and Cultural Development of Mi- 


ED 235 940 
Catalyst for Interorganizational Collaboration: 
The Partnership for Rural Improvement. Working 
Paper Series. 


ED 237 272 
Coordinated Academic English 1-2/World His- 
tory. 


ED 239 998 
Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 144 
Employment and Training of Ex-Offenders: A 
Community Program Approach. 

ED 239 089 


Individual Service Plans. Increasing the Interface 
between Research and Service Provision. 

ED 233 539 
Job Creation through Economic Development: 
The Role of Private Industry Councils. Private 
Industry Council Guide Number 2. 

ED 239 021 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 

ED 237 751 
A Model for Linking Vocational Education and 


Industry. 

ED 239 070 
The National Laboratory on Early Childhood Ed- 
ucation: A Model of Educational Research and 
Development. 

ED 234 717 


New Ways of Planning for New Realities: The 
Collaborative Option. 

om ED 238 198 

Obtaining Related Services through Local Intera- 
gency Collaboration. 

ED 239 439 

Regular Coordination Activities. Module Num- 

ber 12. Work Experience Program Modules. Co- 

ordination Techniques Series. 


Resource 


ED 233 154 
: Comprehensive Services for 
Interagency Collabora- 
tion, Personnel nee hr Program Evalua- 
tion and Monitoring, Policy Development and 
Administration. Third and Final Edition. 
ED 235 647 
Traming Spons: of = be ram sy 6 and 
‘raining Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 
“ Is ED 233 149 
Responsiveness of Training Institutions to 
= ¥ Chang- 
ED 237 736 
ag - & CETA. Overview: ERIC Fact Sheet 
lo. 4. 


ED 237 792 


Coping — 
Answering the Cry for Help. 


ED 233 258 
Client Resources: Client Characteristics, Coping 
Skills, and Compliance. 

ED 239 171 
Coping Strategies: Retaining Biack Students in 


College. 

ED 235 741 
Improving Self Worth by Learning to Cope with 
Distress: A Teaching Model Produced for 
Mid-Adolescents in the Ann Arbor Public 
Schools. 

ED 233 241 
Life Stress: Related Symptoms, Subjective Ap- 
praisal and Coping Styles. 


Once a Parent, Always a Parent. 


ED 235 418 


ED 236 523 
Sight on Sites: An Approach to Coping with 
Teacher Stress—Preventing Burn-out. 

ED 236 131 
“Stressing” Relaxation in the Classroom. 

ED 240 085 
Stress Management. A Challenge for Adult Edu- 
cation. 

ED 233 130 
Teacher Burnout/Stress Management: An Ex- 
ploratory Look in an Urban School System in Ala- 
bama. 


ED 236 109 
Vocational Support Services for Displaced Home- 
makers and Re-entry Women. Final Report from 
7/1/82 -6/30/83. 

ED 233 163 
What Shall We Tell the Children? [Revised]. 

ED 237 189 
Where Do We Go from Here? A National Model 
for Meeting the Informational Neecs of the Un- 
employed. 

ED 237 706 
A Workshop: Coping with Writing Anxiety. 

ED 234 848 


Coping Analysis Schedule for Educational 


Applications of Low-Inference Observation in 
Teacher Education. 


ED 237 462// 


Coping with Death Scale 


The Development and Refinement of the Coping 
with Death Scale. 


ED 237 542 


Copying Ability 


The Effect oft Readability on Po ag Copying in 
Elementary School Girls and Boys. 
ED 236 568 


Copyright Office 


Improving Productivity in Copyright Registra- 
_ Report by the U.S. General Accounting Of- 
fice. 


ED 234 779 


Copyrights 

Federal Judge Rules Temporary Educational Use 
= Videotape Copies of Copyrighted Works Ille- 
gal. 


ED 233 713 
Guidelines for Fair Use of Copyrighted Materials. 

ED 238 384 
Guidelines for Off-Air Copying. 

ED 234 775 
Improving Productivity in Copyright Registra- 
Ps Report by the U.S. General Accounting Of- 

ice. 


ED 234 779 


Core Curri 


iculum 
Achieving Curriculum Alignment in Schools. 
ED 239 379 
An Analysis of Illinois High Schooi Graduation 
Requirements. 
ED 238 153 
College Core Curriculum: University and College 
Opportunities Program Guide. 
ED 239 415 
Identification of a Core Curriculum in Gerontol- 
ogy for Allied Health Professionals. Final Report. 
ED 234 190 
In Opposition to Core Curriculum. Alternative 
Models for Undergraduate Education. Contribu- 


Subject Index 


tions to the Study of Education, Number 4. 
ED 236 976// 
Making History Come Alive: The Place of His- 
tory in the Schools. Report of the History Com- 
mission. 
ED 237 384 
Promoting Foreign Language Study Outside the 
Foreign Language Classroom. 
ED 239 515 


Social Studies Core Curriculum in Fieldston 
Lower School. 
ED 233 930 


Cornell University NY 
Forecasting Library Futures: Participative Deci- 
sionmaking with a Microcomputer Model. Back- 
ground Paper. Workshop 3. 
ED 238 444 


Corporal Punishment 
Corporal Punishment: An Overview. 
ED 233 478 
Corporal Punishment Handbook. 


Corporate Education 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part III: Program Over- 
views and Components. 


ED 236 770 


ED 239 495 
Training by Contract: College-Employer Profiles. 
ED 239 524 


Corporate Support 
Corporate Support of Higher Education, 1981. 
ED 234 679 


ons 
RE-DeC, A Unique Private/Public Partnership 
~A Sirategy Design for the ’80s. 
ED 237 745 


Correctional Education 

Andragogy Locked-Up: The Enigma of Adult Ed- 
ucation in Corrections. 

ED 237 667 
Development of a Career Education Delivery 
System for Correctional Institutions. 

ED 234 169 
Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 

ED 237 829 
PLATO Education Group. Summary of Activi- 
ties, 1982-83. 

ED 234 753 
A Program to Provide Vocational Training to 
Limited English Speaking Adults in a Correc- 
tional Setting. Final Report. 

ED 234 175 
Vocational Education in Correctional Institutions 
in Ohio. 

ED 233 218 


Correctional Institutions 
Andragogy Locked-Up: The Enigma of Adult Ed- 
ucation in Corrections. 
ED 237 667 
Development of a Correctional Management As- 
sessment Center. 
ED 234 300 
An Evaluation for System-Provided Library Ser- 
vices to State Correctional Centers in Illinois. 
ED 237 116 
The Forgotten Sufferers: Children of Inmates. 
ED 235 439 
It’s Your Move: Juveniles in Adult Jails and Lock- 
ups. 
ED 233 262 
Volunteers in Corrections. Volunteer Manual. 
ED 237 722 
Correctional Rehabilitation 
Volunteers in Corrections. Volunteer Manual. 
ED 237 722 
Corrective Feedback Paradigm 
An Adaptive Feedback and Review Paradigm for 
Computer-Based Drills. 
ED 234 754 
A Theory-Based Computer Tutorial Model. 
ED 234 755 


Factors Influencing the Agreement between Vi- 
sual and Statistica! Analyses of Time Series Data. 
ED 236 194 





Subject Index 


Relationship between Corresponding Armed Ser- 
vices Vocational Aptitude Battery (ASVAB) and 
Computerized Adaptive Testing (CAT) Subtests. 
ED 235 223 
The Relationship of the Concurrent and Con- 
struct Validities of Cloze. 
ED 239 219 


Schools 
Two-Way Radio in Schools (or, The Loneliness of 
the Long Distance Learner). An Evaluation of a 
ba Frequency Short Wave, Two-Way Radio 


ED 238 634 
Use Your Mailbox To Go Back to School. 


ED 236 948 
A Course in Beginning English: English (A) Les- 
son Plans. 


ED 233 393 
A Course in Beginning English: English (B) Les- 
son Plans. 


ED 233 394 
of Adult Education Periodicals. Sixth 

hociand ition = Repertoire des Periodiques sur 
lEducation des Adultes. Sixieme Edition Revisee 
= Repertorio de Periodicos sobre Educacion de 
Adultos. Sexta Edicion Revisada. 

ED 233 127 
Distant Education in 2001: Accreditation & Qual- 
ity. The Accrediting Commission Looks at the 
Evolving Forms of Correspondence Instruction. 

ED 234 743 
Introducing the Personal Tutor/Counsellor in the 
System of Distance Education. Project Report 1: 
Experiment Description. 

ED 235 774 
Private Company to Offer 170 Courses by Com- 
puter in “Electronic University.” 

ED 236 955 
A Research Report of Small High Schools in the 
United States in Regards to Curricular Offerings, 
Micro-Computer Usage, and Correspondence 
Courses. 

ED 239 825 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
Project Evaluation. 

ED 234 761 
Use Your Mailbox To Go Back to School. 

ED 236 948 


Cosmetology 
Cosmetology. Computerized Learning Modules. 
ED 235 329 


Cost Effectiveness 
Adult Learning Innovations: Vehicles for Social 
and Economic Progress. 

ED 235 388 
Alternative Teacher Preparation Programs: A 
Cost-Effectiveness Comparison. Research on 
_ Program. Paper and Report Series No. 


ED 237 569 
Assessing the Costs and Impacts of Managing 
T/E/I Systems: A Collection of Nine Papers. 
Evaluation Systems Project. 

ED 238 943 
Basic Skills in Defense. Professional Paper 3-82. 

ED 237 776 
Case Reports of Northwest Regional Educational 
Laboratory Cost Studies. Research on Evaluation 
Program. Paper and Report Series No. 82. 

ED 237 565 
Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 

ED 235 916 
Cost-Analysis Bibliography. Research on Evalua- 
tion Program. Paper and Report Series No. 88. 

ED 237 571 
Cost Consciousness: A Necessity of the 80’s. A 
Compendium of LEAs Cost Saving Practices in 
Pennsylvania. 

ED 233 496 

Deriving a Standard Cost Base for Cost/Benefit 
Comparisons. 


ED 235 176 
Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Person. 

ED 237 531 
Evaluation in Non-Formal Education: A Se- 


lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 

ED 234 949 
Evidence Continues to Mount on Benefits of Pre- 
school. 

ED 234 886 
An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Education Programs. 

ED 236 861 
An Illustrative Cost-Effectiveness Investigation 
of Field-Based Teacher Preparation Courses. Re- 
search on Evaluation Program. Paper and Report 
Series No. 85. 

ED 237 568 
Improvements in Certain District of Columbia 
Public Schools’ Administrative Operations. Re- 
port to the Superintendent of the District of Co- 
lumbia Public Schools. 

ED 238 131 
Indiana Vocational Technical College: Region 8. 
Organizational Development Research. A Multi- 
plex Opportunities for Vocational Education Re- 
port. 

ED 237 746 
An Introduction to Benefit-Cost Analysis for 
Evaluating Public Expenditure Alternatives. 
Learning Packages in the Policy Sciences, PS-22. 

ED 238 312 
Needs Assessment Summary: Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81. 

ED 237 564 
Planning and Evaluating Telecommunications 
Demonstration Projects and Assessing the Costs 
of Telecommunications Demonstration Projects. 
Final Report # 146-03. 

ED 237 057 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 

ED 237 566 
Proceedings of the Seminar “Cost Analysis in Ed- 
ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 

ED 234 520 
Resource Allocation Modelling in Vocational Re- 
habilitation: A Prototype Developed with the 
Michigan and Rhode Island VR Agencies. 

ED 235 319 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 

ED 234 519 
Saving Money on Printing and Reproduction. 
ERIC Fact Sheet No. 2. 

ED 233 924 
Study of the Communications Needs of the Fox 
Vailey Interlibrary Loan Network. Final Report. 

ED 233 718 
Teleconferencing - A Cost-Effective Communica- 
tions Service. 

ED 233 712 
The Value of the Energy Data Base. 
ED 234 811 


Cost 


Estimates 
A Balance Sheet for Educational Item Banking. 
ED 235 209 
Deriving Appropriate Educational Program Costs 
in Illinois. 


ED 236 786 
Financing Competency Based Pro; 

ED 235 577 
The Price of Change. A Growth Impact Assess- 
ment Guide. Partrership for Rural Improvement. 

ED 237 273 
Pupil Transportation Tentative Calculation, Fis- 
cal Year 1983-84. 

ED 239 395 
Veterans’ Educational Assistance Act of 1983. 
Report (to accompany H. R. 1400). House of Rep- 
resentatives, — Congress, Ist Session. Rept. 
98-185 Part 

ED 237 690 


Cost 


Indexes 
College Costs: Recent Trends, Likely Future. Pol- 
icy Brief. 
ED 234 703 


Counseling Effectiveness 95 


Library Materials Cost Studies in ARL Libraries. 
SPEC Kit 95. 
ED 235 801 


Costs 


Computerized Coordinated Service Center: A 
Comparison of Service Methodologies and Costs 
in the Urban and Rural Area. 

ED 237 721 
Coordinating the Organization of Library Ser- 
vices in Scbegaitean Milwaukee. 

ED 237 097 
Factors That Influence the Financing and Cost of 
Medical Education. 

ED 235 713 
Future Information Pr Technology- 
1983, Computer Science and Technology. 

ED 239 595 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 

ED 237 331 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, December 14-16, 1982. 

ED 233 730 
Social Status and the Differential Impacts of In- 
creasing Energy Costs on Families in Mississippi. 
Final Report. 

ED 237 370 
State Strategic Planning for Technology. Issue- 
gram 38. 

ED 234 737 
Strategies of Managing Budget Reductions. 

ED 239 352 


Council of Ontario Universities (Canada) 


Cooperation among Ontario University Libraries. 
ED 233 744 


Council on Postsecondary Accreditation 


Understanding Accreditation: Contemporary 
Perspectives on Issues and Practices in Evaluating 
Educational Quality. 

ED 233 670// 


Counseling 


Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Judaism and Counseling: Perspectives and Com- 
parisons. 

ED 237 826 
Nutrition .«. Behavior: The Psychonutrient Con- 
nection. 

ED 236 476 
Practicing Psychology on Campus? What You 
Call It Makes a Difference. 

ED 235 422 
Suicide: Training Counselors To Work with the 
Survivors. 

ED 237 921 


Counseling Effectiveness 
Bulimia: A Model for Group Therapy. 
ED 236 467 
Client Resources: Client Characteristics, Coping 
Skills, and Compliance. 


ED 239 171 
Client Self-Disclosure in Psychotherapy. 

ED 237 824 
The Effect of University Mental Health Interven- 
tion on Student Retention and Therapeutic Gains. 

ED 237 894 
The Effects of Smali Group Counseling Using 
Structured Activities on the Self-Concept of Dis- 
advantaged Post-Secordary Students. 

ED 234 143 
An Evaluation of a University Counseling Ser- 
vice. 

ED 236 517 
Home-Based Crisis Therapy: A Comparative Out- 
come Study. 

ED 239 143 
Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 

ED 239 133 
Operation Bridge: Over the Troubled Waters of 
Adult Education. Transcript [and] Evaluation 
Plan. 


ED 239 121 
“Rap Groups” as Field Research Method in a 
Sheltered Workshop. 

ED 239 156 





96 Counseling Effectiveness 


A Reassessment of the Effects of Psychotherapy. 

ED 237 895 
The Relationship between Sex Role Attitudes and 
Counselor Effectiveness. 

ED 235 453 
A Self-Control Therapy Program for Depression: 
Six-Month Follow-Up. 

ED 237 849 
Suggestions for Survival for Counselors and Other 
Guidance Specialists. 


ED 236 484 
Survey of the Damascus High School Class of 


1976 

ED 234 059 
Treatment of Conduct Disorders in Childhood: A 
Comparative Study. 

ED 237 890 
Wives of Alcoholics: A Treatment Program and 
Outcome Study. 


yn yo 
A Crecial Function for the 1980s. 
eg 4 Di i ‘y Colleges, Num- 
ber 43. 


ED 234 318 





ED 235 | 865 
Electrical O. i Career Guid: 
Develop and Implement Model Electrical Cluster 
Program. 





ED 239 080 
Guidance Services for Students: Grades 7-12. 
ED 239 196 
Counseling Practice Beliefs Inventory 
Perceptual Baseline Supervision: Beliefs/Practice 
Congruency. 
ED 233 248 
Counseling Ses Services 
College Assistance Migrant Program, Perfor- 
mance Report, 1° 1981- 82. 
ED 233 855 


Counseling Services for Illiterate Adults. 
ED 235 430 
Divorce sod Single-Porent Family Counseling. 


in High In- 
terest et No 26+. 
ED 239 182 
The Effect of University Mental Health Interven- 
tion on Student Retention and Therapeutic Gains. 
ED 237 894 
The Evaluation of an Oregon School District’s 
Guidance and Counseling Activities. 


ED 235 414 
An Evaluation of a University Counseling Ser- 
vice. 





ED 236 517 
ED 235 458 


Guidance: A Better Way! 


Migrant Counselor’s Guide. 
ED 238 638 


Model for Contingency Contracting. 
oie 235 a 
Needs A 


Personnel sow nea Searchlight Pius oe 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
Responding to Reduction in a University Coun- 


seling and Related Services (Reading and Stud 
Skills) Center. a “9 . 





ED 233 269 
So You Think You've Got Troubles? College Stu- 
dents’ Referrals for Friends with Various Personal 
Problems. 

ED 237 827 
A Suggested onan ema System for Secondary 


Migrant Counse 

ED 238 639 
Suggestions for Survival for Counselors and Other 
Guidance Specialists. 


ED 236 484 
UCLA Counseling Athletes on Careers After 
Their Glory Days Are Over. 

. ED 233 631 
Validity of 42-Item Mooney Problem Check List 
Scale for Counseling. 

ED 237 873 


Vocational amoest Services for Displaced Home- 
makers and Re-entry Women. Final Report from 
7/1/82 “6/30/83 


Oper 
Occupational 


ED 233 163 


for Personal Concerns for the 
pecialist. Competency-Based 


Modular Series. 

ED 236 457 
Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
ries. 

ED 236 455 
Basic Vocational Counseling Skills for the Occu- 
gg Specialist. Competency-Based Modular 

ies. 


ED 236 456 
Causal Attributions in Relationship Dysfunction: 
A Reexamination. 

ED 236 475 


Client Self-Disclosure in Psychotherapy. 

ED 237 824 
Collaborative Wellness Counseling with a Group 
of Black Adolescents. 

ED 234 571 
A Comparison of Three Cognitive Treatments in 
Alleviating Depression. 

ED 239 150 


Counseling for Career Change. Searchlight Plus: 
Relevant Resources in High Interest Areas. 24+. 

ED 237 868 
Counseling Youth for Employability: Unleashing 


the Potential. 
ED 239 192 
Counselors Sharing Their Skills with a Wider Au- 


dience. 

ED 235 447 
The Critical Events Interview Manual. 

ED 234 305 
Developing Counselor Confrontation Skills by a 
Self-Instructional or Discrimination/Communi- 


cation Process. 

ED 233 295 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 


The Effects of Small Group Counseling Using 
Structured Activities on the Self-Concept of Dis- 
advantaged Post-Secondary Students. 

ED 234 143 
Electrical Occupations Career Guidance Guide. 
Develop and Implement Model Electrical Cluster 


Program. 

ED 239 080 
Enhancing Academic Advising Skills: A Resource 
Manual for Staff Development. 

ED 235 699 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 
The Forms, Methods and Techniques of Voca- 
tional and Educational Guidance: International 


Case Studies. 

ED 237 632 
Handbook on Mainstreaming. Handicapped Stu- 
dents in Vocational Education. 

ED 233 221 


Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 

ED 236 458 
Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 453 
Multi-Family Psychoeducational Support Group 
Therapy for Families with a Member Afflicted 
with Irreversible Brain Syndrome (Alzheimer’s 
Disease): Report of a Pilot Study. 

ED 237 845 


ED 237 653 
Rehabilitating the Industrially Disabled: Research 
Results and Counseling Strategies. 

ED 237 834 
A Review of Etiological Formulations and Possi- 
ble Treatments of Enuresis. 


NATCON 6. 


ED 237 842 
Self-Management Procedures to Stop Smoking. 

ED 236 511 
Social Group Work in Hospitals. 

ED 233 270 
Symptoms, Causes and Possible Treatment of An- 
orexia Nervosa. 


Uses of Poetry and Music in Counselin; 


ED 239 144 
Working with Refugees: A Manual for Parapro- 


fessionals. Volume III: Intercultural Counseling 


ED 237 870 
8. 


Subject Index 


and Interviewing Skills. 

ED 236 321 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume I: Introduction to Refugee Re- 
settlement Work. 

ED 236 319 


Theories 

Behavioral Intervention: Conceptual Viewpoint 
vs. Set of Tactics. 

ED 235 417 
Judaism and Counseling: Perspectives and Com- 
parisons. 

ED 237 826 
Shaping Counselor Education Programs in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 


Counselor Attitudes 


An Analysis and Synthesis of the Perceptions of 
Selected Secondary School Counselors of the 
American School Counselor Association Regard- 
ing Community Linkages in Career Education. 

ED 236 309 
Exploring the Content and Structure of 
Cross-Cultural Attitudes. 

ED 237 906 


Perceptual Baseline Supervision: Beliefs/Practice 
Congruency. 
ED 233 248 


Counselor 


Characteristics 

Behavioral Intervention: Conceptual Viewpoint 
vs. Set of Tactics. 

ED 235 417 
The Relationship between Sex Role Attitudes and 
Counselor Effectiveness. 

ED 235 453 
So, You Want to Be an Alcoholism Cc lor? 


(Revised 





ED 233 243 


Counselor Client Relationship 


Basic Counseling for Personal Concerns for the 
Occupational Specialist. Competency-Based 
Modular Series. 


ED 236 457 
Help Seeking and Receiving. 

ED 237 848 
Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 

ED 239 133 
Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 

ED 236 458 


Religious — Related to Psychotherapy and 
Mental Heal 
ED 239 137 


Counselor Evaluation 


Counselor Quality Assurance Program Manual. 
ED 238 165 


Counselor Performance 


Counselor Quality Assurance Program Manual. 
ED 238 165 
The Relationship between Sex Role Attitudes and 
Counselor Effectiveness. 
ED 235 453 


Counselor Qualifications 


Basic Vocational Counseling Skills for the Occu- 
pational Specialist. Competency-Based Modular 
Series. 

ED 236 456 
So, You Want to Be an Alcoholism Counselor? 
(Revised). 

ED 233 243 


Counselor Role 


Advising by Faculty. Revised Edition. 

ED 235 742 
An Analysis and Synthesis of the Perceptions of 
Selected Secondary School Counselors of the 
American School Counselor Association Regard- 
ing Community Linkages in Career Education. 

ED 236 309 
Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
ries. 

ED 236 455 
Counseling: A Crucial Function for the 1980s. 





Subject Index 
New Directions for Community Colleges, Num- 
ber 43. 


ED 235 865 
Counseling ng! aeest Students for Their Indi- 
vidual Learning Styles. 

ED 237 879 


Counselors in Adult and Continuing Education. 
Revised. 


ED 233 242 
Cultural Factors Affecting Health Care for Inter- 
national Students: The Foreign Student Advisor’s 
Role. 

ED 233 609 
Culture-Shock and Reverse-Culture Shock: Impli- 
cations for Juniors Abroad and Seniors at Home. 

ED 233 268 
The Evaluation of an Oregon School District’s 
Guidance and Counseling Activities. 

ED 235 414 
Imposing a Termination Date: An Approach 
Based on Counterdependency. 

ED 239 151 


Judaism and Counseling: Perspectives and Com- 
parisons. 
ED 237 826 


Leisure-A Criterion of Mental Health. 
ED 235 304 


ED 238 638 
Outdoor Education Counselor Manual. 

ED 238 656 
The Right to Privacy for Juveniles: A Review for 
School Counselors. 


Social Group Work in Hospitals. 


Migrant CounSelor’s Guide. 


ED 233 281 


ED 233 270 
System for Secondary 


ED 238 639 
Vocational Appraisal System for Handicapped 
Students. 





ED 234 171 
Counselor Training 
Basic Counseling for Personal Concerns for the 


Occupational Specialist. Competency-Based 
Modular Series. 
ED 236 457 


Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
ries. 
ED 236 455 
Basic Vocational Counseling Skills for the Occu- 
ag Specialist. Competency-Based Modular 
TICS. 


Case Studies of Critical Events. 


ED 236 456 


ED 234 304 
Conceptualizing Supervision on a Developmental 
Continuum. 
ED 236 501 
lor Confrontation Skills by a 
Seif- Instructional or Discrimination/Communi- 
cation Process. 





ED 233 295 
Ethics in Technology. 

ED 235 429 
Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 

ED 236 458 
Issues in Training Marriage and Family Thera- 
pists. 

ED 237 839 
Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 453 
Level II Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 454 
Operation Bridge: Over the Troubled Waters of 
Adult Education. Transcript [and] Evaluation 


ED 239 121 
Ordinal Position in Role Play Practice. 

ED 235 432 
Perceptual Baseline Supervision: Beliefs/Practice 
Congruency. 

ED 233 248 


Planning Alcoholism Counseling Education 
(PACE): A Curriculum and Instructional Re- 


source Guide. 


ED 233 245 
Psychiatric Psychopathology: A Practicum Ap- 
proach. 


ED 236 500 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 

ED 234 312 


Psychological Testing: Trends in Masters Level 
Counseling Training Programs. 
ED 234 311 


Counselor Education Programs in the 

Nex ive Years: An Experimental Prototype for 

the Counselor of Tomorrow. Proceedings of the 

Flagship Conference of the Association for Coun- 

selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 


SEAS) -Ecological Approach to Supervision 


(SEAS 
ED 233 292 
State Level Review of Doctoral Programs in 


Texas. 

ED 239 544 
A Survey of Counseling 
Faun Training Programs. 

ED 237 853 


Working with Refugees: A Manual for Parapro- 
fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 


Std, 





ED 236 321 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume I: Introduction to Refugee Re- 


ED 236 319 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 


’ settlement Work. 


Counselors 
Clinical Peer Group Evaluation: A Descriptive 


Analysis. 
ED 236 507 


Counseling: A Crucial Function for the 1980s. 
New Directions for Community Colleges, Num- 


ber 4 

ED 235 865 
Counselors in Adult and Continuing Education. 
Revised. 


ED 233 242 
Ethics in Technology. 
ED 235 429 


Shaping Counselor Education Programs in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 


So, You Want to Be an Alcoholism Counselor? 
(Revised). 


ED 233 243 
A Spiral-Ecological Approach to Supervision 
(SEAS). 


ED 233 292 
Suggestions for Survival for Counselors and Other 
Guidance Specialists. 

ED 236 484 


Counties 


Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 

ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 

ED 238 635 


Course Content 


The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Studies 
2 Curriculum Development & Evaluation. No. 
42. 

ED 234 008 
Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Ancient Egypt: History 380. 

ED 238 464 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Tourist Ser- 
vices). 

ED 234 265 
Classroom Management Guidelines for Teacher 


Course Content 97 


Education. 

ED 237 507 
Comparative Higher Education. 

ED 234 676 
Competency Based Instructional Resource 
Guide. Sample Format. Welding. 

ED 233 140 
Determination of Appropriate Content for a 
Cutie and Textiles Specialized Course. Final 

eport. 


ED 234 193 
Development of Performance Based Education 
for Architectural Curricula: Instructional Pro- 
gram for Light Commercial Architectural Draft- 


ing. 

ED 235 305 
Directing a Child Care Program: A Course for 
Administrators. 

ED 235 918 


Entrepreneurship in Voc Ed: A Guide for Pro- 
| a Planning. Leadership Training Series No. 

ED 233 217 
The Family: Nursing Perspectives in Birth and 


Parenting, N-20 

ED 238 467 
Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 

ED 237 169 


Focus on Topics. Learning in Science Project. 
Working Paper No. 4. 
ED 235 014 


Functional Communication Competencies and 
Basic Speech mmunication Instruction in 
Higher Education: A Short Course. 

ED 235 525 
Guided Autobiography: An Approach to Human 
Development. 

ED 239 159 
A Guide for Curriculum Planning K-12. Fourth 
Edition. 

ED 235 130 
I Didn’t Do Well in High School English. 

ED 236 934 
Improving Study Habits and Attitudes in the Col- 
lege Content Class: A Replication Study. 

ED 234 372 
Influencing Teacher Attitudes and Knowledge 
about Child Maltreatment. 

ED 238 883 


An Interdisciplinary Curriculum to Meet the 
Needs of Developmentally re 9008 
234 567 
The Interrelationship of Seiiigiali Quality 
Goals of Education. 
ED ate 146 


“Learning to Do Humanities.” Final Repo: 

ED O33 750 
Marketing and Distributive Education Curricu- 
lum Planning Guide. Revised. 

ED 235 376 
Microelectronics in the Curriculum-The Science 
Teacher’s Contribution. 

ED 239 854 
Nursing 302: An Introduction to Psychiatric 
Nursing. 

ED 238 469 
Nursing 436A: Pediatric Oncology for Nurses. 

ED 238 468 
Nursing 450: The History and Physical. 

ED 238 465 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 

ED 234 153 


ED 238 466 
Passages: Rafting the Green River as an Analogy 
to the Mid-Life Transition. 


Nutrition for Nurses: Nursing 245. 


ED 238 079 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 
ED 236 716 
Alcoholism Counseling Education 
pacar A Curriculum and Instructional Re- 
source Guide. 
ED 233 245 
Professional Preparation in Patient Education. 
ED 234 702 
A Profile of In-House Teachers of Technical 
Communication. 
ED = 281// 
Program Planning for the Special Chil 





98 Course Content 


ED 236 866 

Quality Circles in the Classroom: An Experiment 

in the ical Uses of Japanese Management 
lethods. 


M 

ED 233 a 
Review and Update Contents of Drafting Curric 
lum Guides. Final Report. 

ED 234 218 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 

ED 235 611 
Standard First Aid & Personal Safety, 220. 

ED ng 470 
Structuring the Undergraduate Computer Liter- 
acy Curriculum for 4th Year Teacher Education 
Majors. 


me 238 882 

Students’ Cognitive Processes While Learning 

from Teaching. Final Report: Appendices. (Vol- 
ume Two). 

ED 237 498 

Teaching Chicano Literature: Changing Tides and 
Challenges. 


ED 235 986 


ED 234 563 

—— Ethnic Psychology to Undergraduates: 

Course Development, Delivery, and Evaluation. 

ED 237 908 

Teaching Technical Editing: A Structured Ap- 
proach. 


ED 239 283// 
Teaching the Technology of Technical Communi- 
cation Transfer. 
ED 239 289// 
Virginia Curriculum Management Guide. 
ED 233 142 


urse Descriptions , 
Biology Regents Syllabus. Revised. 
ED 236 052 
Directory of Interpretive Curricula in the United 
States and 
ED 238 695 
Education for Business in Iowa: Curriculum and 
Reference Guide. 
ED 239 350 
Focus on the Syllabus. Learning in Science 
Project. Working Paper No. 8. 
ED 235 018 


Math Anxiety—Causes and Solutions. 

ED 238 711 
Mathematics II. Curriculum Guide. Bulletin 
1161. Revised 1983. 

ED 239 908 
Raising Expectations: Model Graduation Re- 
quirements. 

ED 239 413 
Science Syllabus for Middle and Junior High 
Schools. Block D, The Earth’s Changing Surface. 

ED 236 054 
Science Syllabus for Middle and Junior High 
— Living Systems: Block C, Micro-Organ- 


ED 236 053 

Teachers’ Guide to Music Appreciation I and II in 
the Junior High School. Course Outlines. 

ED 235 286 
Teachers’ Guide to Music Appreciation III A and 
III B in the Senior High School. 

ED 235 287 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. Math- 
ematics Education Centre Report No. 25. 

ED 233 882 

Course 

The Quality le and the American Survey: 
What to Do When You Can’t Have Lunch. 

ED 233 770 

Course Evaluation 

Assessing Outcomes in Variations of the Basic 
Course: A Comparative Analysis of Student Per- 
ceptions. 

ED 233 403 


Comparative Assessment of College Student Per- 
formance in Developmental and Freshman En- 
glish Courses. 


Pon cea 
Evaluating General Education: An Empirical 


Method for Current Course and Program Assess- 
ment. 

ED 235 241 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 

D 239 606 

MicroSIFT Courseware Evaluations (88-168). 

ED 234 772 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 


Pharmacy Education at U. T. Austin as Reported 
by Students of the College of Pharmacy, Fall Se- 
mester 1982. 

ED 237 049 
Staff Development Cooperative Evaluation Re- 
port, 1982-83. 

ED 237 522 
Teaching Ethnic Psychology to Undergraduates: 
Course Development, Delivery, and Evaluation. 

ED 237 908 


Course Objectives 


Administrator Guidelines: Can We 
Reach Consensus? 


ED 238 098 

Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Ancient Egypt: History 380. 

ED 238 464 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 

ED 237 477 
Canoeing. 

ED 238 636 
The Family: Nursing Perspectives in Birth and 
Parenting, N-201. 

ED 238 467 
A Guide for Curriculum Planning K-12. Fourth 
Edition. 

ED 235 130 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
Navajo Leadership and Government: A History. 
Teacher’s Guide. Navajo Bilingual-Bicultural So- 
cial Studies Curriculum. 

ED 235 974 
Nursing 302: An Introduction to Psychiatric 
Nursing. 

ED 238 469 
Nursing 436A: Pediatric Oncology for Nurses. 

ED 238 468 
Nursing 450: The History and Physical. 

ED 238 465 
Nutrition for Nurses: Nursing 245. 

ED 238 466 
Objectives for College Courses. 

ED 238 476 
Standard First Aid & Personal Safety, 220. 

ED 238 470 
Teaching the Technology of Technical Communi- 
cation Transfer. 

ED 239 289// 

Theatre I & II Instructional Guide. 


ED 238 067 


Course Organization 
FLEX: A Foreign Language Experience. 
ED 238 301 
Genes and Surroundings: Teacher’s Guide. 
ED 238 678 
Short Term Experiential Laboratories in Aca- 
demic Courses. 


ED 238 624 
There Is No Gene for Good Teaching: A Hand- 
book on Lecturing for Medical Teachers. 


ED 233 624// 


Selection 
Student Patterns in Completing General Educa- 

tion Requirements. 
ED 239 572 


Course T: 


‘aking Patterns 
Academic Crossover Study: Community Col- 
leges, Fall 1981. 


ED 233 747 


Academic Crossover Study: Community Col- 


Subject Index 


leges, Fall 1981. 

ED 233 747 
Course Transfer Guide, 1983. University of Ne- 
vada System. 

ED 239 703 
1982-83 Texas College and University Real Es- 
tate Course Survey. 

ED 237 154 


Courseware Evaluation 


Effects of Interactive Video/Computer Instruc- 
tion on the Performance of Underachieving Stu- 
dents in Mathematics. 

ED 233 690 
A Learner-Based Evaluation of Microcomputer 
Software. 


ED 233 693 
Making Courseware Transparent: Beyond Initial 
Screening. Research on Evaluation Program Pa- 
per and Report Series No. 76. 
ED 233 695 
Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 
ED 239 605 


Court Li 


The Auxiliary Medium and the Courts: Judicial 
Consideration of Cable TV and the First Amend- 
ment. 

ED 233 360 
Child Pornography. Hearing on S. 2856, before 
the Subcommittee on Juvenile Justice of the Com- 
mittee of the Judiciary, United States Senate, 
Ninety-Seventh Congress, Second Session (De- 
cember 10, 1982). 

ED 234 913 
Compulsory as and Nontraditional Edu- 
cation. Issuegram 12 

ED 234 500 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
A Delicate Balance: Church, State, -" the 
Schools. 

ED 236 780 
Discrimination in Public Employment: The 
Evolving Law. 

ED 233 498 
Erosion of the At-Will Rule and Freedom of Com- 
munication in Private Sector Organizations. 

ED 234 456 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
Exemption 6: Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 

ED 234 527 
Factors Afiecting Complex Litigation. 

ED 236 869 
A Fair Tribunal: Governing Board Bias and the 
Power to Decide. 

ED 233 490 
Federal Involvement in Education: In Pursuit of 
Equity and Quality. 

ED 239 375 
Federal Judge Rules Temporary Educational Use 
= Videotape Copies of Copyrighted Works Ille- 


ED 233 713 
The Federal Law of Bilingual Education. 
ED 235 294 
Federal Litigation Arising from Personnel Prac- 
tices of Southern School Boards from 1970 
through 1981 in the Fifth Circuit Court of Ap- 
peals Area. 


ED 239 349 

Federal ——— of the Rights of Minority 
Language Groups. 

ED 235 679 


Fresno County Mock Trial Competition. 

ED 239 997 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Lawyers v. Educators. Black Colleges and Deseg- 
regation in Public Higher Education. Contribu- 
tions in American Studies, Number 61. 

ED 233 616// 

A Legal and Historical Perspective on Suspension 
and Its Effect on Inequality in Education. 





Subject Index 


ED 235 258 
The Legal Issues of Femaic Inmates. 

ED 233 288 
Legal Responsibilities and Contractual Obliga- 
tions Imposed on a University by Its Catalog. 

ED 234 651 
Native American Rights Fund: 1982 Annual Re- 
port. 

ED 238 611 
Neighborhood Schools: The New(?) Legal Re- 
sponse to Enrollment Decline and Desegregation. 

ED 223 451 
North Carolina School Law: The Principal’s Role. 

ED 233 468 
Parental Responses to Their Children’s Cult 
Membership. 

ED 237 881 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 

ED 236 626 
Prayer, the Bible and the Public Schools. Issue- 
gram 33. 

ED 234 514 
The Presentation of Statistical Analysis of Data as 
Evidence in Litigation Involving Sexual and Ra- 
cial Discrimination. 

ED 237 548 
Regulation of Postsecondary Institutions: Model 
Legislation. Issuegram 22. 

ED 234 665 
Remarks before the National Bar Association (Se- 
attle, Washington, August 9, 1983). 

ED 234 116 
Removal of Books from School Libraries. 

ED 237 113 
School Finance Litigation. Issuegram 27. 

ED 234 509 
School Finance Reform in the States: 1983. 

ED 235 589 
School Officials and the Courts: Update 1983. 
ERS Monograph. 

ED 239 419// 

Suspension and Expulsion of Handicapped Stu- 
dents: Prevalency in Major U.S. Cities. 

ED 234 579 
Teacher Dismissal: A Summary of the Procedural 
Requirements. 

ED 238 185 
Teacher Tenure Appeals: Opinions 1-79 to 26-79 
of the Secretary of Education. Also Includes 
15-77A, 29-77; and 18, 22, 28, 38, and 39 of 1978. 
Volume IX. 

ED 233 494 
United States Language Policy: Where Do We Go 
from Here? 

ED 240 181 
Who Should Decide What Children Will Learn? 

ED 238 107 
“Yeshivawatch”-Year Four [and] Unionization 
of Medical School Faculty. 

ED 235 717 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 
Yours, Mine or Ours: Child Custody Decisions. 
Revised. 

ED 233 818 
Court Role 
Children’s Participation in Divorce. Discussion 
Paper Number 10. 

ED 233 264 
PINS Jurisdiction in New York State Today: Cri- 
tique and Recommendations. 

ED 237 828 
“There Is No Liberty...” A Report on Congressio- 
nal Efforts to Curb the Federal Courts and to 
Undermine the Brown Decision. 

ED 236 254 
Craft Workers 
Navajo Arts and Crafts. 

ED 235 969 
Creationism 
“Scientific” Creationism Is Not Based on Scien- 
tific Research. 


ED 237 367 
Scopes II. The Great Debate. Creation vs. Evolu- 
tion. 


ED 238 733 
Creative Activities 


Book Reporting with Book Mobiles. 
ED 237 927 
Creative Quickies, Vol. II. 


ED 237 452 
Navajo Arts and Crafts. 
ED 235 969 
Creative Development 
Strategies for Developing Creative Imagination & 
Thinking Skills. 
ED 233 533 
Creative Dramatics 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 


ED 239 992 
— Books in the Language Art Curriculum, 


ED 239 211 


Creative Expression 
wae Views through the Arts. GPE Humanities 
ies. 


ED 237 428 


Creative Imagination Scale (Wilson and 
Barber) 
A Comparison of Authoritarian and Permissive 
Wording of Hypnotic Suggestions. 
ED 239 166 
Creative Problem Solving 
Creative Problem Solving in Quality Circles. 
ED 238 112 
Creative Teaching 
Almost 100 Ideas; For Teachers (and Parents, 
Too)). 
ED 237 453 
Creative 
Activities Using a Restaurant Theme. 
ED 239 927 
Affective Implications of Metaphor and Simile in 
Discourse. Technical Report No. 301. 
ED 237 953 
The Anatomy of a Curriculum. 
ED 233 512 
Creative Quickies. [Vol. I.] 
ED 237 451 
Imaging as a Heuristic. 
ED 234 429 
Metaphor and Transformation: The Problem of 
Creative Thought. Technical Report No. 300. 
ED 237 958 
ag Books in the Language Art Curriculum, 
ED 239 211 
Productive Thinking. 
ED 236 136 


Productivity, A Priority for Industrial Arts. 

ED 237 782 
Review of Problem-Solving Skills. 

ED 237 520 
Some Curriculum Implications of Teaching 
Drama. 


ED 233 400 

Thinking Together: alec Interaction in Chil- 
dren’s 3s Reasoning, Th ¢ Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 379 

Creative Writing 

Beyond the Workshop: Some Alternatives for the 
Undergraduate Creative Writing Course. 

ED 233 342 
Creative Quickies. [Vol. I.] 

ED 237 451 
Five Finger Exercises for the Novice Playwright. 

ED 235 538 
The Hows and Whys of Cody Creations (Cody’s 
Drop-In Writing Center). 

ED 235 485 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 

ED 239 297 
Illusion and Reality. 

ED 236 614 
Imagination, Writing, and the Integration of 
Knowledge. 

ED 239 260 


Market Analysis: Helping Creative Writing Stu- 
dents Publish. 


ED 234 424 
OK-NEWS: Oklahoma Newspapers - Educa- 
tional Windows for Students. 


Crime 99 


ED 233 298 
Patterns of Story Development in Children’s Re- 
sponses to Literature. 
ED 234 399 
Using Creative Writing to Teach Exposition/ Ar- 
tistic/Report Writing. 
ED 236 696 
A Writer’s Suggestions for Teaching Creative 
Writing. 
ED 233 369 


Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 5 & 6, Sept./Dec. 1982. 

ED 234 591 
Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
Disor Students: Parts I, II, and 1 

ED 233 517 
The Culture of Southern Black Women: Ap- 
proaches and Materials. 

ED 238 820 
The Effects of Modeling on the Creative Perfor- 
mance of College Students. 

ED 239 574 
I Know What I’m Doing, I Just Don’t Know What 
to Call It. 


ED 237 190 
eae Dramatics Guide for Grade 9. (Re- 


ED 236 722 
Metaphor and Transformation: The Problem of 
Creative Thought. Technical Report No. 300. 
ED 237 958 
Reflection-Impulsivity and Creativity in Deaf and 
Hearing Children. 





ED 236 874 
Strategies for Developing Creative Imagination & 
Thinking Skills. 


ED 233 533 


tials 
Minimum Requirements for State Certificates. 
ED 236 129 
Requirements for Teacher Education and Certifi- 
cation. 
ED 234 033 
Credibility 
Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange 
ED 235 536 
Evaluation of Communication about Groups: The 
Hydra Phenomenon. 
ED 233 406 


Credit (Finance) 

The Credit Business. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 809 
The Equal Credit Opportunity Act... and Age. 

ED 235 065 
The Equal Credit Opportunity Act and Credit 
Rights in Housing. 

ED 235 066 
Fair Credit Billing. 

ED 235 074 
Federal Reserve Glos’sa-ry. 

ED 235 067 
Guaranty Agency Questionnaire. 

ED 234 732 
How to File a Consumer Credit Complaint. 

ED 235 070 
If You Borrow to Buy Stock. 

ED 235 073 
Oversight of Student Loan Marketing Association 
(Sallie Mae). Hearing Before the Subcommittee 
on Education, Arts and Humanities of the Com- 
mittee on Labor and Human Resources. United 
States Senate, Ninety-Seventh Congress, Second 
Session. 

ED 235 768 
What Truth in Lending Means to You. 

ED 235 071 


Credit 


Courses 
Program and Course Approvals. Annual Report. 
ED 234 863 
Student Patterns in Completing General Educa- 
tion Requirements. 
ED 239 572 


Crime 
The Consistency of Aggressive Behavior across 


Time and Situations. 





100 Crime 


ED 235 882 
Criminal Justice in America. 

ED 238 766 
Economic Education to Arrest Juvenile Delin- 
quency. 


Introduction to Retail Security. 


ED 238 756 


ED 234 194 
Pathways to the Future, Vol. III. The National 
Longitudinal Surveys of Youth Labor Market Ex- 
perience in 1981. Final Report. 

ED 236 221 
Report of the Security Survey at the University of 
Maryland at College Park. Executive Summary. 

ED 238 367 
White Collar Crime. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 812 


Crime Prevention 

Alternatives to Vandalism: “Cooperation or 
Wreckreation.” 

ED 234 472 
Introduction to Retail Security. 

ED 234 194 
Juvenile Firesetter and School Arson Prevention 
Programs. 


ED 239 941 
Semi-Annual Report to Congress: October 1, 
1982-March 31, 1983; No. 6. (Submitted pursuant 
to Public Law 95-452). 

ED 233 492 
“Taking a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 

ED 233 356 


Criminal Law 

Criminal Justice in America. 

ED 238 766 
Fresno County Mock Trial Competition. 

ED 239 997 
Your Personal Life and the Law. Cooperative Oc- 
cupational Education, Unit 19. Instructor Mate- 
rial and Student Material. 

ED 234 258 


Criminals 

Crime, Deviance and ee gg eee New 
Course in a Neglected Area in the iological 
Curriculum. 

ED 236 092 
The Relationship of Sex-Role Orientation, 
ne and Self-Control to Female Crimi- 

nality. 
ED 237 841 


Crisis Intervention 
Answering the Cry for Help. 
ED 233 258 
Critical Issues in the Treatment of Severe 
Self-Injurious Behavior in the Group Home Set- 


ting. 

ED 235 674 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 8-Cri- 
es Drug-Related Problems. Re- 


ED 239 061 
Home-Based Crisis Therapy: A Comparative Out- 
come Study. 

- 239 143 
Model Adult Protective Services La 

ED 239 180 


Management 

Children in Crisis: The Academic Effect. 

ED 234 306 

Criteria 

Administrator’s Handbook for Elementary, Mid- 
die, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 
Schools of Oklahoma. Bulletin No. 113-Y. 

ED 239 392 
Child ws in Divorce: Parents Describe Their 


D 234 310 

An Editor’s View of the State of Apslied Devel- 
opmental Psychology. 

ED 234 927 


ests 
Concepts of Educational 


Referenced T: 
The Assessment of Self 
i tt by a Criterion Referenced Ap- 


ED 235 184 
Combining Standardized Achievement Test 
Items with jy Aneta Supplementary 
Items to Produce d Results 
for Program Evaluation: A Validation Study. 

ED 235 234 
Construct Validity in Vocational Interest Mea- 
surement. 





ED 234 060 
Criterion-Referenced Standard-Setting in Certifi- 
cation and Licensure: Defining the Minimally 
Competent Candidate. 

ED 236 208 
Hearings on Language and Literacy. Testimony 
Before The National Commission on Excellence 
in Education (Houston, Texas, April 1982). 

ED 237 031 
TER Criterion-Referenced Language Arts Objec- 
tive and Item Bank: A Bank of Language Arts 
Objectives and Test Items for Grades One 
through Eight. 


ED 237 529 
IER Criterion-Referenced Mathematics Objec- 
tive and Item Bank: A Bank of Mathematics Ob- 
jectives and Test Items for Grades One through 
Eight. 

ED 237 528 
The Institute for Educational Research Writing 
Skills Project. 

ED 237 530 
Objective-Referenced-Test Rescore Decisions 
and Item Statistics: A Matter of Congruence. 

ED 236 238 
Relating the Reading Skills of Minority-Bilingual 
Personnel to the Reading Demands of Work. Fi- 
nal Report. 

ED 234 157 
Report on the District Testing Programs 1981-82. 
Publication No. 413. 

ED 234 067 
Results of the Georgia Statewide Testing Program 
for . _— Public Schools: 1982-83. Report 
No. 17-9. 


ED 236 179 


Critical Events 


The Use of Content Analysis of Critical Events in 
Program Evaluation. 


ED 236 187 


Critical Events Interview 


The Critical Events Interview Manual. 
ED 234 305 


Critical R 


Guide Students to Read Critically through the 
Instructional Use of Analogies. 

ED 235 464 
A Literature Program for the Gifted: Gifted Writ- 
ers + Gifted Readers = Positive Reading Atti- 
tudes. 

ED 233 333 
The Teaching of Learning Strategies. 

ED 237 180 
Ways in Analyzing and Responding to Literature. 

ED 238 027// 

The Years Alone: A Reading Comprehension 
Unit (7-9). 

ED 239 213 


Critical Theo 


ry 
Herbert Marcuse’s Critical Theory of the Media. 
ED 237 978 
An Immodest Proposal: From Critical Theory to 
Critical Practice for School Renewal. 


ED 235 095 


An Analysis of he Research Concerning Debate 
Training and Critical Thinking Improvements. 

ED 238 058 
Beyond the Computer: Reading as a Process of 
Intellectual Development. 

ED 236 555 
——— and Science: A Symbiotic Relation- 

ip. 

ED 238 001 
Critical Judgment. Activity Guide. 

ED 239 982 
Critical Thinking...Never Heard of It. 

ED 234 568 
Direct Instruction in Metacognitive Strategies: 
Cumulative Instruction in Summarization and 
Graphic Organizer Construction vs. Graphic Or- 
ganizer Alone vs. an Outlining Strategy in 10th 
Grade World History. Technical Report No. 6. 


Subject Index 


ED 237 966 
Do Early Field Experiences in Teacher Education 
Provide a Meaningful Context for Acquiring Ped- 
agogical Knowledge? 

ED 234 038 


Guide Students to Read Critically through the 
Instructional Use of Analogies. 

ED 235 464 
Imagination, Writing, and the Integration of 
Knowledge. 

ED 239 260 
A Philosophical Approach to the Subject Matter 
Preparation of Teachers of His 


Productive Thinking. 
ED 236 136 


Project Prepare: re ee 
BOCES Pam R Skills Syllabus, Senior 
High Level. Field-Test Edition. 


“ED 237 377 


ED 234 784 
The Propaganda Game in the ESL Classroom. 
ED 234 608 
A Proposal for Measuring Critical Thinking. 
ED 237 399 
Questioning Strategies: Implications for Teacher 
Training. 


ED 238 845 
Reading for the Able: The Think Box. 
ED 236 533 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 

ED 236 079 
Some Aspects of Classroom Discourse in English. 

ED 233 365 
Teaching Comprehension. (Application of the 
Model by Dr. M. Hunt.) 

ED 236 542 
Teaching Critical Thinking: Protocols in the 
Classroom. 

ED 236 675 
Teaching Critical Thinking Skills 

ED 235 062 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 

ED 235 968 
Teaching Social Problems Through Critical Rea- 
soning. 

ED 238 782 
Thinking Together: Language Interaction in Chil- 
dren’s Reasoning. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 379 
Using Problem-Solving to Think and Write: Tag- 
memics for High School Students. 

ED 234 384 
Visual Arts Education Guidelines, K-12. 

ED 237 435 


Critical Viewing 
Seeing Ourselves: Visualization in a Social Con- 
text. Readings from the Annual Conference of the 
International Visual Literacy Association (14th). 
ED 233 677 


Criticism 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 
ED 235 082 
Cronkite (Walter) 
The Cronkite-Ford Interview at the 1980 Repub- 
lican National Convention: A Therapeutic Ana- 
logue. 
ED 235 511 
Cross Age Teaching 
Computers on Wheels. 
ED 239 614 
Cross-Age Tutoring Handbook. 
ED 238 826 
Homework Assistance Network. 
ED 238 425 
Multi-Cultural Approach to Education: Usi.g 
University Students in K-12 Classes as a Re- 
source. MAIS Project. 
ED 235 077 
Peer and Cross-Age Tutoring. 
ED 238 844 
Tutor’s Handbook-Highline Indian Tutoring Pro- 
gram. 
ED 239 787 
Zoom into Pre-School Story Hour. 





Subject Index 


ED 236 531 


Cross Cultural Studies 

An Analytical Model for Learning: An Applied 
Approach. 

ED 235 851 
Anatomy of Difference: Toward a Classification 
of Feminist Theory. 

ED 237 431 
Are the Elderly Retired from Active Life? A 
Cross-Cultural Comparison. 

ED 236 072 
Crisis in Feminism: The United States and 
France. 

ED 240 007 
Cross-Cultural Perspectives in the Curriculum. 
Resources for Change. 

ED 237 392 
The Global Yellow Pages: A Resource Directory. 
Revised Edition. 

ED 237 424 
Interpersonal Perception in International Busi- 
ness Negotiations: An Up-Date. 

ED 235 531 
Multicultural, Nonsexist Teaching Strategies: So- 
cial Studies (K-6). 

ED 239 985 
Nationalism and Worldmindedness: Japanese 
Versus American Comparison. 

ED 236 104 
Perspectives on Japan: A Guide for Teachers. 

ED 236 090 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
tional System. 

ED 238 178 
The Press and Government Restriction: A 13- 
Year Update of a Cross-National Study. 

ED 236 582 
The Private Provision Public ‘ Services: A Com- 
parison of Sweden and 





ED 238 179 
Women’s Studies and the International Student: 
A Report on a Course for Japanese Women. 

ED 236 096 


Cross Cultural Teaching 
Doing Research on Effective Cross-Cultural 
Teaching: The Teacher Tale. 
ED 239 813 


Cross Cultural Trainin; 

Experiential Cross-Cultural Approaches in Multi- 
cultural Early Field Experiences in the Small 
Community. 

ED 240 120 
Multicultural Education: From Product to Pro- 
cess. 

ED 240 224 
A Specialization Program in Bilingual /Multicul- 
tural Education at the Tertiary Level-University 
of Hawaii. 

ED 240 086 
Value Systems in Internaiional Business. 

ED 237 391 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 

ED 236 321 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume I: Introduction to Refugee Re- 
settlement Work. 

ED 236 319 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 


Cross Race Interaction 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 
ED 238 996 
Cryotherapy | : 
Ice & Exercise for Injury Management. 
ED 233 973 
The Use of Ice in Baseball Injuries (Cryotherapy). 
ED 233 974 


Crystallography 
Caves: A Course of Study. 


ED 239 852 


CSAR Interactive Item Bank 
CSAR: An Interactive Item Bank System for the 
Storage and Retrieval of Item Information. 


ED 235 233 


Cubans 
ry Cuban Immigrant Project. Appendixes 


ED 235 364 
Adult Cuban Immigrant Project. Final Report. 
May, 1981 - June, 1983. 

ED 235 363 
Evaluation and Identification of Policy Issues in 
the Cuban Community. 

ED 237 604 
Hispanics Access to Higher Education. Hearing 
before the Committee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 234 685 
Hispanics and cre ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
United Way of Dade County, Inc. ESL/HELP 
(English as a Second Language/ Haitian Hispanic 
Employability Language Project). A Summary 


Report. 
ED 238 251 


Cues 


Constraints on the Automaticity of Transfer in 
Problem Soiving. 

ED 235 421 
The Effect of Information Display Format on De- 
cision Strategies. 

ED 235 424 
Introspection as a Technique for Investigating Re- 
tention. 

ED 236 161 
Oh Where, Oh Where: Memory-Based Searching 
by Very Young Children. 

ED 234 896 


Cuffs (Clo’ 


thing) 
The Single Needle oa Machine. [Making 
and Setting Cuffs.] Module 6 


ED 233 193 


Cults 


Parental Responses to Their Children’s Cult 
Membership. 


ED 237 881 


Cultural Activities 


— Indian Self-Esteem Curriculum Activity 
jook. 

ED 239 832 
Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 

ED 234 935 
Guidebook to Hispanic Organizations and Infor- 
mation. 

ED 237 613 
Inupiaq Cultural Enrichment Program. Junior 
High-High School. 

ED 235 963 
Kinaalda: A Navajo Puberty Ceremony. 

ED 235 972 
Professionals on Campus: Bridging the Gap with 
“The Fortress” and a Grant. 

ED 235 526 
Pupils’ Projects from Zambia. Third World Sci- 
ence. A Collection of Third Form Science 
Projects from Lubushi Seminary, Kasama, Zambia 
as Written and Drawn by the Pupils Themselves. 

ED 235 032 
Selected Multicultural Instructional Materials. 

ED 240 217 
A Step by Step Guide for Planning a Japanese 
Cultural Festival. 

ED 238 748 
Title I Children’s Program: Learning to Read 
Through the Arts. Final Evaluation Report, 
1981-82. 

ED 236 280 
What’s Happening in November? 

ED 235 957 
What’s Happening in October? 

ED 234 966 
What’s Happening in September? 

ED 234 965 


Cultural Attitudes Repertory Technique 


Exploring the Content and Structure of 
Cross-Cultural Attitudes. 


ED 237 906 


Cultural Awareness 


Cultural Background 101 


Catalog of Resources on International Under- 
standing. 

ED 237 407 
The Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 

ED 235 943 
A Comparison of School and Non Schcol > 
lected Knowledge Acquisition as Perceived b’ 
emen' School Children of Australia an: 
United States. 

ED 237 405 
Emphasis on Latin American Cultures. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 294 
Exploring the Content and Structure of 
Cross-Cultural Attitudes. 

ED 237 906 
Intercultural Relevance and Technological Trans- 
fer: A Communicative Competence Approach. 

ED 238 035 
Multi-Cultural Approach to Education: Using 
University Students in K-12 Classes as a Re- 
source MAIS Project. 

ED 235 077 
Multicultural Early Childhood Resource Guide. 

ED 238 512 
New Essays in the Teaching of Literature. Pro- 
ceedings of the Literature Commission Interna- 
tional Conference on the Teaching of English 
(3rd, Sydney, Australia, 1980). 

ED 239 250 
Perspectives on Japan: A Guide for Teachers. 

ED 236 090 
Professional Responses to Non-Negotiable Eth- 
nic Markers in Black Language and Culture. 

ED 239 323 
Teachers’ Questions About Alaska Native Educa- 
tion. 

ED 238 661 
Three Cultures: The Hopi Indians of the South- 
west Desert, the Indians of the Northwest Pacific 
Coast, and the People of Midwest U.S.A. An An- 
thropological Unit. 

ED 239 940 
Traditional Peoples of Southern Africa. A Student 
Activity Unit for Upper Elementary & Middle 
School Students. 

ED 239 951 
What Counselors, Educators and Psychologists 
Should Know about the Hispanic Culture in Order 
to Work More Effectively with Hispanic Excep- 
tional Students and Their Parents. 

ED 238 623 
What’s Happening in August? 

ED 234 964 
What’s Happening in October? 

ED 234 966 
What’s Happening in September? 

ED 234 965 
= Views through the Arts. GPE Humanities 

ries. 


ED 237 428 


Cultural Backgro 


und 

Alberta. Reference Series No. 26. 

ED 235 052 
Australia. 

ED 239 980 
A Dogrib History. Grade 1-3. 

ED 238 632 
A Dogrib History. Grade 4-6. 

ED 238 633 
Early Hawaiian Life: Instructional Materials/Re- 
sources for Social Studies (Elementary). 

ED 238 795 
Interpretation and the Black Aesthetic: A New 
Text to be Matched. 

ED 239 325 
Japan. 

ED 235 111 
The Life of the Pawnee People (Upper Elemen- 


tary Unit). 

ED 235 933 
Manitoba. Reference Series No. 28. 

ED 235 054 
Native Adult Basic Education. An Instructor’s 
Annotated Bibliography. 

ED 238 616 
Navajo Arts and Crafts. 

ED 235 969 
The Navajo Way of Life: A Resource Unit with 





102 Cultural Background 
Activities for Grades 4-6. 

ED 235 962 
New Brunswick. Reference Series No. 31. 

ED 235 057 
Newfoundland. Reference Series No. 34. 

ED 235 060 
= Northwest Territories. Reference Series No. 


ED 235 061 
Nova Scotia. Reference Series No. 32. 


ED 235 058 


ED 235 055 
The Ozarks Elementary Curriculum Project. 

ED 238 800 
The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 


Ontario. Reference Series No. 29. 


ED 235 934 
Prince Edward Island. Reference Series No. 33. 


ED 235 059 
Quebec. Reference Series No. 30. 

= 235 056 
Saskatchewan. Reference Series No. 

a 235 053 
The Swedes: In Their Homeland, In America, In 
Connecticut. The Peoples of Connecticut Muiti- 
cultural Ethnic Heritage Series, Number Seven. 

ED 240 034 


Content 

Cuiture and the Attribution Process: T i 
for Tapping the Cognitive Bases of Culture. 

ED 235 527 
Cultural Context 
Aloha, Welcome to the Hawaiian Islands. 

ED 239 978 
College Entrance Examinations and Social Cohe- 
sion. 


ED 236 979 
Literacy in Historical Perspective. 

ED 237 942 
Progress Report of the Tasmanian Education and 
Local Development Project. 

> 233 832 
Social Studies Scope and Sequence. Grade 6. 
ED 236 271 
The World Hypotheses: Implications for Intercul- 
tural Communication Research. 

ED 238 045 
Cultural Differences 
Building Bridges for Culturally Diverse Gifted 
Students. 


ED 234 570 
Career Interests and Ethnic Bias: Report for the 
—— Multicultural Education Pro- 


ED 234 072 
Child Abuse and Neglect in American Indians. 

ED 233 849 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
A Cross-Cultural Comparison of Attitudes toward 
Alcohol among French and United States College 
Students. 

ED 236 499 
A Cross-Cultural Comparison of Psychological 
Differences between College Students and Drug 
Addicts in New Orleans and San Juan. 

ED 234 319 
A Cross-Cultural Study of Imitation under Condi- 
tions of Ascribed and Racial Similari 

ED 237 588 
The cae 4 ‘ h: A Model for 

ite Performance Differences 

eo of IQ. 





ED 240 192 
Cultural Sight and Insight: with Diverse 
Viewpoints and Values. GPE Humanities Series. 
ED 237 429 


Sit ten tnd ne 
tion. No. 50. 

ED 234 000 
Face to Face with Giftedness. First Yearbook of 
the World Council for Gifted and Talented Chil- 


dren. Developed from Selected Presentations at 
the World Conference on Gifted and Talented 
Children (4th, Montreal, Canada, August 1981). 
ED 238 237// 
The Hispenic Handicapped: A Bibliographic Lis- 
ting of Relevant Attitudinal Research. 
ED 235 636 
Interpersonal Perception in International Busi- 
ness Negotiations: An Up-Date. 
ED 235 531 
An Investigation of the Relationship of Achieve- 
ment Motivation with Achievement in Mathe- 
matics for Students in the United States and 


Japan. 

ED 235 886 
Issues Regarding the Use of Interpreters and 
Translators in a School Setting. 

ED 239 454 

From the Treasures: Acting Techniques 

from the Classic Japanese Theater and Their Rela- 
tionship to the West. 

ED 236 712 
The Mexican-American in the Health Care Sys- 
tem. 


ED 235 944 
Outlook on Science. Learning in Science Project. 
Working Paper 50. 

ED 236 028 
Pilot Project for Potentially Gifted Minority Stu- 
dents - Grade 3-4 (Alternative Education). 
Project Evaluation (3rd Year). 

ED 234 564 
A Planning Process to Implement Community 
Based Education, Fort McDowell, Arizona 

ED 235 955 
Possible Sources of Culture Bias in the Validation 
of ETS Language Tests. 

ED 235 504 
Problem Definition and Problem Solving among 
the Five Major Ethnic Groups in Hawaii. 

ED 234 443 
Project to Incorporate Anthropological Concepts 
of Human Diversity in Secondary School Social 
Studies Curricula (Project Anthropology). Final 
Report, 2/1/80 to 1/31/82. 

ED 233 941 
Removing Bias: Guidelines for Student-Faculty 
Communication. 

ED 235 535 
Social Influences on the Participation of Mexi- 
can-American Women in Science. Final Report. 

ED 234 944 
Youth Organizations as a Third Educational En- 
vironment Particularly for Minority Group 
Youth. Final Report to the National Institute of 
Education. 


ED 240 194 


Cultural Ecology 
A Catalog of Educational Resources in Communi- 


cation Arts, Cultural Ecology, and Environmental 
Studies for the Small High chool Teacher. Cur- 
riculum Resources for the Alaskan Environment. 

ED 233 843 


Cultural Education 


Case Study on P Culture in Cassis 
(France). The CDCC’s Project No. 7.: “The Edu- 
cation and Cultural Development of Migrants”. 

ED 235 938 
Cognitive Dissonance as Activities in Teaching 
French Values and Culture. 

ED 239 487 
The Cultural Instruction Component of Title IV, 
Part A Programs in Public Schools. Monograph 2. 

ED 237 278 
Doing the Unthinkable in the Second-Language 
Classroom: A Process for the Integration of Lan- 
guage and Culture. 

ED 238 269// 

Easy for You to Say: The Great Primacy of 
Speech Fallacy. 

ED 233 568 
The Evaluation of the Impact of the Part A Enti- 
tlement Program Funded under Title IV of the 
Indian Education Act. Final Report. 

ED 237 276 
The Foreign Language Classroom: New Tech- 
niques. Report of Central States Conference on 
the Teaching of Foreign 

ED 238 272 


German Cinema as a Vehicle for Teaching Cul- 
ture, Literature and History. 


ED 239 500 


Subject Index 


Louisiana’s French Language Instruction: Ap- 
praisal and Recommendations. A Report to the 
Governor and the Louisiana Legislature from the 
Commission on French as a Second Language. 

ED 238 287 
Native American Education Program, 1981-82: 
O.E.E. Evaluation Report. 

ED 233 868 
The Navajo Way of Life: A Resource Unit with 
Activities for Grades 4-6. 

ED 235 962 
Teachers Guide to Social Studies in the Junior 
High School. 

ED 235 272 


Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 
Teaching Culture. Strategies for Intercultural 
Communication. 

ED 238 292// 

Television for CuJtural Affirmation: An Approach 
to Formative Research. 

ED 233 401 
Teton Sioux Culture through Literature and Writ- 
ing. 

ED 233 872 


Cultural Enrichment 
Motivational-Cultural Experiences. Disadvan- 
= a Program Fund. Evaluation Report, 
ED 236 293 
Teacher’s Supplement to Accompany the 
Yup’ik-as-a-Second Language Curriculum. 
ED 238 290 
Using a Native American Language as a Class- 
room Teaching Tool: Teaching Shoshoni Poetry. 
ED 235 954 


Cultural Ex: 
Intercultural Relevance and Technological Trans- 
fer: A Communicative Competence Approach. 
ED 238 035 


Cultural Images 

Afro-Caribbean Women in the United States: Im- 
ages and Reality. 

ED 240 180 
Changing Images of China: Grades 5-12. Interna- 
tional Understanding Series. 

ED 238 798 
Depression and Acculturation in Mexican-Amer- 
ican Women. 

ED 236 510 


Cultural Influences 

Abstracts: The Sixteenth Annual Convention of 
the Association of Black Psychologists (Washing- 
ton, DC, August 9-14, 1983). 

ED 237 600 
A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
Dimensions of Value Diversity among Lower 
Class Mexican Americans from South Texas: A 
Metropolitan-Nonmetropolitan Comparison. 

ED 233 858 
Epistemology and Adult Literacy: An Experien- 
tialist, Pragmatic Perspective. 

ED 236 326 
Factors Influencing the Teaching of Amish Stu- 
dents in the Public School. 

ED 233 835 
The Hispanic Handicapped: A Bibliographic Lis- 
ting of Relevant Attitudinal Research. 

ED 235 636 
Home-School-Community Linkages: A Study of 
Educational Opportunity for Punjabi Youth. Final 
Report. 

ED 236 276 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 

ED 236 419 
Literacy in Historical Perspective. 

ED 237 942 
Mathematics Learning Styles of Chinese Immi- 
grant Students. Final So. omar Report. 

ED 237 340 
The Mexican-American in the Health Care Sys- 
tem. 


ED 235 944 
Seventh-Graders’ Conceptions of Teachers: A 
Cultural Analysis. 





Subject Index 


ED 234 065 
Social Work Practice with Native American Fam- 
ilies: A Handbook. 
ED 239 812 
Some Social Dimensions of Entrepreneurship. 
ED 236 351 


Cultural Interrelationships 
Diversity in the Classroom: A Multicultural Ap- 
proach to the Education of Young Children. Early 
Childhood Education Series. 
ED 237 508// 
Multiculturalism for a Global Society: Together 
We Can. 
ED 233 952 
Teaching Culture. Strategies for Intercultural 
Communication. 
ED 238 292// 
Teaching, Learning and Curriculum (TLC): Put- 
ting It All Together for Improved Teaching and 
Intercultural Relationships. 
ED 240 175 


Cultural Isolation 

The Cultural-Distance Approach: A Model for 
Analyzing Black-White Performance Differences 
on Measures of IQ. 


ED 240 192 


Cultural Pluralism 
Child Welfare in Canada. 

ED 234 893 
Cognitive Dissonance as Activities in Teaching 
French Values and Culture. 

ED 239 487 
Cultural Pluralism, Physical Activity, and Youth 
Sports. 

ED 235 117 
Multiculturalism Film and Video Catalogue-1982 
= Repertoire des films et videos sur le multicul- 
turalisme-1982. 

ED 240 198 
School Characteristics and Assimilation; The Di- 
lemma of Desegregation Revisited. 

ED 233 865 
Teaching Culture. Strategies for Intercultural 
Communication. 

ED 238 292// 


Cultural Relevance 

Intercultural Relevance and Technological Trans- 

fer: A Communicative Competence Approach. 
ED 238 035 


Cultural Traits 
Culture and the Attribution Process: Techniques 
for Tapping the Cognitive Bases of Culture. 

ED 235 527 
The Indochinese Refugees: An Introduction to 
Their Cultures. 

ED 240 176 
The Ozarks Elementary Curriculum Project. 

ED 238 800 
What Counselors, Educators and Psychologists 
Should Know about the Hispanic Culture in Order 
to Work More Effectively with Hispanic Excep- 
tional Students and Their Parents. 

ED 238 623 


Culture 
The Japan of Today, 1982. 
ED 238 731 
Social Studies Scope and Sequence. Grade 6. 
ED 236 271 


Culture Conflict 
The American Welfare State and Future Chal- 
langes to Black Education in the Age of Science 
and Technology. 

ED 234 111 
Culture-Shock and Reverse-Culture Shock: Impli- 
cations for Juniors Abroad and Seniors at Home. 

ED 233 268 
Historical Aspects of Bilingualism in the United 
States. 

ED 235 293 


Culture Contact 
Beyond Reading: Developing Visual Literacy in 
French. 

ED 238 278// 
A Comparison of School and Non School Se- 
lected Knowledge Acquisition as Perceived by El- 
emen School Children of Australia and the 
United States. 

ED 237 405 

Real Language: A Gateway to Cultural Identifica- 


Current Popula 


tion. 
ED 238 277// 


be a — 


id General Purpose Learning Potential Ex- 
pr sew for Inter-Cultural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 


ED 237 268 
Nonbiased Assessment. 

ED 236 863 

Techniques 

Science Syllabus for Middle and Junior High 
Schools. Living Systems: Block C, Micro-Organ- 
isms. 

ED 236 053 


Current Events 


Current Issues. 1983/84 Edition. 


ED 237 408 
Perspectives. 1983 Edition. 


The Washington Notebook. 


ED 237 409 


ED 237 410 


tion Survey 
Demography and Disability. A Chartbook for Re- 
habilitation. 


ED 236 338 

Labor Force Status and Other Characteristics of 

Persons with a Work Disability: 1982. Current 

a Reports. Special Studies. Series P-23, 
‘o. 127. 


ED 235 360 


Curricular 


Debate 
Minimum Competency Testing: A Curricular De- 
bate. 
ED 234 063 


Curriculum 


An Analysis of Reports on the Status of Educa- 
tion in America: Findings, Recommendations, 
and Implications. 

ED 240 182 
Assess Your Goals to Set Priorities. 

ED 235 555 
The Contribution of Distance Education in Pro- 
viding Education for a Just Social Order. 

ED 237 073 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
Curriculum: The Board’s Role. 

ED 239 418 
Education for a High Technology Future: The 
Debate over the Best Curriculum. 

ED 233 482// 

Lib Schools and Other Training Aspects Sec- 
tion. Education and Research Division. Papers. 

ED 239 633 
The Makah Language Program Curricular Code. 

ED 233 851 
Microcomputers in E2“cational Settings: A Cate- 
gorization of ERIC ED Documents through De- 
cember 1982. 


ED 237 080 
Moffett’s Structural Curriculum and the No- 
tional-Functional Syllabus. 

ED 236 937 
Needs in Smaller Schools of the United States: A 
Study. Research Monograph No. 3. 

ED 238 626 
Oral and Written Communications Framework. 

ED 234 463 
Pilot Project for Potentially Gifted Minority Stu- 
dents - Grade 3-4 (Alternative Education). 
Project Evaluation (3rd Year). 

ED 234 564 
A Report of Small/Rural School Districts in Illi- 
nois Compared to School Districts of Similar Size 
Nationwide. 

ED 237 292 
A Research Report of Small/Rural School Dis- 
tricts in Iowa Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 293 
A Research Report of Small/Rural School Dis- 
tricts in Kansas Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 294 
A Research Report of Small/Rural School Dis- 
tricts in Nebraska Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 295 
A Research Report of Small/Rural School Dis- 
tricts in New Mexico Compared to School Dis- 


Curriculum Development 103 


tricts of Similiar Size Nationwide. 

ED 237 296 
A Research ig or of Small/Rural School Dis- 
tricts In North Dakota Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 297 
A Research Report of Small/Rural School Dis- 
tricts in Oklahoma mg to School Districts 
of Similiar Size Nationwide. 

ED 237 298 
A Research Report of Small/Rural School Dis- 
tricts in Oregon Compared to School Districts of 
Similar Size Netionwide. 

ED 237 299 
A Research Report of Small/Rural School Dis- 
tricts in Texas Compared to School Districts of 
Similar Size Nationwide. 

ED 237 300 
A Research Report of Small/Rural School Dis- 
tricts in W Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 301 
Resource Catalogue for Teachers of Severely 
Handicapped Students. Program Assistance Re- 
port No. 10. 

ED 236 855 
The Secondary School Curriculum: A Handbook 
for Administrators. 

ED 234 489 
Special Needs in Education (E241): A Special 
Curriculum? Unit 5/6. 

ED 235 615 
Virginia Curriculum Management Guide. 

ED 233 142 


Curriculum 


Achieving Curriculum Alignment in Schools. 
ED 239 379 
Centering on Independent Study. 


Curriculum Style and English 
vestigation into Current Practices in the Teaching 
of English Language in Australian Schools. 
ACER Research Monograph No. 19. 

ED 233 391 
Education for Business in Iowa: Curriculum and 
Reference Guide. 

ED 239 350 
English Curriculum Guide 7-12. 

ED 239 302 
Integrating Subject Areas in Primary Education 
Curriculum: A Joint Innovative Project. Report of 
the Finalization Meeting (Bangkok, Thailand, 
December 9-15, 1981). 

ED 238 536 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 

Alcoholism Counseling Education 

(PACE): A Curriculum and Instructional Re- 
source Guide. 

ED 233 245 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part V: Business French. 

ED 239 497 
Schools and Computers: What to Do and What to 
Expect. 

ED 238 878 
A Scope and Sequence Curriculum (K-12) for 
Computer Literacy. 

ED 235 792 
Social Studies for Georgia Schools: Early Child- 
hood and Middle Grades. 

ED 237 436 
Some Essential Learner Outcomes in Communi- 
gone Language Arts. Curriculum Bulletin No. 

1. 


ED 235 501 
Students’ Cognitive Processes While Learning 
from Teaching. Final Report: Appendices. (Vol- 
ume Two). 

ED 237 498 
Training for Training: Preparing Students for 
Work in Organizational Training. 

ED 236 519 
What Every Child Should Know...Social Studies. 
= urs of Study, Criteria for Textbook Selection. 


ED 237 416 


Curriculum Dev 


elopment 
The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Studies 





ad Curriculum Development 


Curriculum Development & Evaluation. No. 
42. 
ED 234 008 
Adjusted “ee (Academic) Guide. Introduc- 
tion: Sociai Studies. Curriculum Development 
Teaching Guide #63. 
ED 240 029 
Administrative Arrangements and a Curriculum 
for a University Training Programme for Adult 
Educators in Hong Kong. 
ED 236 312 
Advances Made toward Computer Literacy. 
ED 240 069 
The American Welfare State and Future Chal- 
langes to Black Education in the Age of Science 
and Technology. 
ED 234 111 
An Analysis of Institutional Response and Envi- 
ronmental Constraints with Respect to the Pat- 
terns of Institutional Enrollment Decline in 
American Higher Education. ASHE 1983 Annual 
Meeting Paper. 
ED 233 652 
Analysis of the Technical Writing Profession 
through the DACUM Process. 


ED 239 259 
Animal, Plant, Living: Notes for Teachers. Learn- 
ing in Science Project. Working Paper No. 30. 

ED 236 013 
Animals. Learning in Science Project. Working 
Paper No. 22. 


ED 235 030 
Application of the DACUM Process in Allied 
Health Education: The Development of a Dental 
Assisting Curriculum. 

ED 236 405 
An Approach to Designing Training and Devel- 
opment Programs. 

ED 239 320 


Arkansas Foreign Language Handbook: A Guide 
for Teachers and Administrators. 

ED 236 913 
Assessment for All. 

ED 240 157 
Basic Skills: Basic Goals and a Course of Study in 
Citizenship - The Other Three R’s. 

ED 237 415 
Basic Training Course in Systematic Curriculum 
Development. Course One: General Background 
to Curriculum Development in Africa. 

ED 237 476 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 

ED 237 477 
Before “English Journal” There was “English 
Journalism”: A Study of Methods of Teaching 
English Presented in Educational Periodicals 
from 1886 to 1917. 

ED 233 338 
Burning. A Resource Unit for Teachers. i 
in Science Project. Working Paper No. 36. 

ED 236 019 
Challenging Adults to Read Effectively. 

ED 233 310 
Chemical Change. Learning in Science Project. 
Working Paper No. 27. 

ED 236 010 

The Child Development Curriculum and Its Rele- 
vance to Job Competencies Expected in the Field. 

ED 234 888 
Children’s Views and Classroom Experiences. 
Learning in Science Project. Working Paper 43. 

ED 236 023 
Children Writing through the Composing Pro- 
cess: What Kids and Teachers Can Do Together. 

ED 236 685 
Classic and Romantic in Irish Curriculum Devel- 
opment. 

ED 235 106 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 

ED 234 367 
) ~ ace, Courses for Engineering Stu- 

ts. 


ED 239 287// 
Competency Based Instructional Resource 
Guide. Sample Format. Welding. 
ED 233 140 
Composition Handbook for Decatur Teachers. 
ED 234 404 
Computerized Testing and Feedback for Faculty 


and Curriculum Development. 
ED 235 853 
Computer Literacy. Part I-A Manager’s Guide. A 
Staff Development Publication. 
ED 239 081 
Computers, Schools, and Society: American Edu- 
cation in an Information Age. 
ED 233 685 
Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 
ED 234 042 
Continued Development of Curriculum for Inter- 
preter Training Pro; in Vocational Educa- 
tion. Final Report, July 1, 1980 - June 30, 1981. 
ED 234 230 
Curricula for Health Planning, Policy, and Mar- 
keting: Conference Papers 1981-82. 
ED 238 310 
Curriculum Change: Old Wine in New Bottles. 
ED 235 119 
Curriculum Development and Research. 
ED 240 090// 
Curriculum Development at the Foreign Service 
Institute. 
ED 238 267// 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 
ED 239 819 
Curriculum Development for the Tourism Option 
of the Hospitality, Restaurant Management Pro- 
gram. Final Report. 
ED 234 219 
Curriculum Efforts in Pre-Collegiate Global Per- 
spectives Education: An Analytical Review. 
ED 240 000 
Curriculum in English II: Planning an Integrated 
Unit. 
ED 233 373 
Day Care Management. Final Report. 
ED 236 341 
Deaf/Blind Students-They Can’t What? 
ED 235 626 
Decision Oriented Evaluation in Education: The 
Case of Israel. 
ED 238 894 
Developing Gifted Programs in Science. 
ED 236 837 
Developing More Effective Curriculum Via “Ba- 
sic Stuff.” 
ED 233 984 
A Developmental Mapping Program Integrating 
Geography and Mathematics. 
ED 238 796 
Development of Performance Based Education 
for Architectural Curricula: Instructional Pro- 
g for Light Commercial Architectural Draft- 
ing. 
ED 235 305 
Development of Social Studies Curriculum Con- 
tent for Zambian Junior Secondary Schools. Afri- 
can Studies in Curriculum Development and 
Evaluation No. 72. 
ED 236 085 
Diffusing Curriculum Changes within a School: 
Strategies and Structure. 
ED 236 797 
The Dilemma of Determining Essential Planning 
and Decision-Making Skills for Beginning Educa- 
tors. 
ED 237 457// 
Direct Curriculum Development. Module LT-B-1 
of Category B-Instructional Management. Com- 
petency-Based Vocational Education Administra- 
tor Module Series. 
ED 236 383 
Doing the Unthinkable in the Second-Language 
Classroom: A Process for the Integration of Lan- 
guage and Culture. 
ED 238 269// 
DPMA Model Curriculum for Undergraduate 
Computer Information Systems Education. 
ED 239 584 
Economic Education Experiences of Enterprising 
Teachers. Volume 20. A Report Developed from 
the 1981-82 Entries in the International Paper 
Company Foundation Awards Program for the 
Teaching of Economics. 
ED 235 087 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and Technology Education for All American 
tary and Students So That 
Their Achievement Is the t in the World by 


Subject Index 


1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
Educating for World Cooperation. 

ED 235 086 
Education for Business in Iowa: Curriculum and 
Reference Guide. 

ED 239 350 
The Education of Gifted and Talented Children in 
Quebec in the Short and Medium Term. 

ED 233 505 
Electric Current. Learning in Science Project. 
Working Paper No. 25. 

ED 236 008 


Elementary Social Studies Program. 

ED 240 027 
Empire State College/State University of New 
York Center for Distance ing. A Case 
Study. DERG Papers Number 7. 

ED 235 772 
Energy. Learning in Science Project. Working Pa- 
per No. 17. 

ED 235 025 
English Needs of Community College Students: 
A Faculty Survey. 

ED 233 359 
Entrepreneurship in Voc Ed: A Guide for Pro- 
= Planning. Leadership Training Series No. 

ED 233 217 
Environmental Education: A Sourcebook for Pri- 
mary Education. 

ED 236 086 
Environmental Education: A Sourcebook for Sec- 
ondary Education. 

ED 236 087 
Environmental Education in Transvaal Second- 
ary Schools and its Relation to the Teaching of 
Biology and Geography. 

ED 234 992 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (K-3). 

ED 240 001 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (4-6). 

ED 240 002 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (7-9). 

ED 240 003 
Evaluating a School-Based Behavior Curriculum 
for Adolescents: An Attempt to Produce Both 
Affective and Cognitive Growth. 

ED 235 416 
EXETRA Perspectives: Concepts in Therapeutic 
Recreation. 

ED 234 532 
Face to Face with Giftedness. First Yearbook of 
the World Council for Gifted and Talented Chil- 
dren. Developed from Selected Presentations at 
the World Conference on Gifted and Talented 
Children (4th, Montreal, Canada, August 1981). 

ED 238 237// 

Feasibility Study and Development of a Program 
to Train Visually Impaired Students in Computer 
Programming. Final Report. 

ED 234 173 
Focus on Attitudes. Learning in Science Project. 
Working Paper No. 9. 

ED 235 019 
Focus on Classrooms. Learning in Science 
Project. Working Paper No. 10. 

ED 235 020 
Focus on Experiments. Learning in Science 
Project. Working Paper No. 2. 

ED 235 012 
Focus on Knowledge. Learning in Science 
Project. Working Paper No. 3. 

ED 235 013 
Focus on Process Skills. Learning in Science 
Project. Working Paper No. 7. 

ED 235 017 
Focus on the Learner. Learning in Science 
Project. Working Paper No. 6. 

ED 235 016 
Focus on the Syllabus. Learning in Science 
Project. Working Paper No. 8. 

ED 235 018 
Focus on the Teacher. Learning in Science 
Project. Working Paper No. 5. 

ED 235 015 
Focus on Topics. Learning in Science Project. 
Working Paper No. 4. 

ED 235 014 





Subject Index 


Focr's on Written Resources. Learning in Science 
Project. Working Paper No. 11. 

ED 235 021 
Force, Friction, Gravity: Notes for Teachers. 
_ in Science Project. Working Paper No. 
33. 


ED 236 016 
Force. Learning in Science Project. Working Pa- 
per No. 16. 

ED 235 024 
Foreign Languages and International Studies As- 
sessment in Colorado Schools K-12 Programs and 
Higher Education. Final Report. 

ED 238 293 
The Framework: Toward Action Research. 

in Science Project. Working Paper No. 

28. 


ED 236 011 
Friction. Learning in Science Project. Working 
Paper No. 19. 

ED 235 027 
General Education Today. A Critical Analysis of 
Controversies, Practices, and Reforms. 

ED 236 947// 

George W. Wingate High School Bilingual Dem- 
onstration College Preparatory Program, 1981- 
1982. O.E.E. Evaluation Report. 

ED 238 992 
Gifted/Talented Magnet School: Program 
Model/Curriculum Guide, 1983-1984. 

ED 239 429 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 

ED 236 033 
Gravity. Learning in Science Project. Working 
Paper No. 20. 

ED 235 028 
A Guide for Curriculum Planning K-12. Fourth 
Edition. 

ED 235 130 
A Guide for Prevocational Education Programs in 
South Carolina. 

ED 235 386 
Health Care Financial Management: Curriculum 
Objectives and Bibliography. 

ED 238 305 
Heating and Cooling. A Resource Unit for Teach- 
ers. Learning in Science Project. Working Paper 
No. 38. 

ED 236 021 
Identification of a Core Curriculum in Gerontol- 
ogy for Allied Health Professionals. Final Report. 

ED 234 190 
I Know What I’m Doing, I Just Don’t Know What 
to Call It. 

ED 237 190 
Illinois Plan for the Arts in General Education: 
Fiscal Years 1984-1988. 

ED 238 771 
An Implementation Project to Complete the Inte- 
gration of an Interdisciplinary General Education 
Model Predicated on Certain Humanistic As- 
sumptions. 

ED 235 846 
Improvement of Curriculum Standards in Japan - 
Revision and Enforcement of the Course of 
Study. 

ED 236 065 
Improving Clinical Teaching: The ADN Experi- 
ence. Pathways to Practice. 

ED 238 389 
Increasing Use of Microcomputers in Business 
Education. 

ED 239 096 
Information Skills for the Information Age. 

ED 238 491 
An Initial Framework. Learning in Science 
Project. Working Paper No. 1. 

ED 235 011 
Innovations: The Social Consequences of Science 
and Technology. Final Evaluation Report. 

ED 239 846 
In Opposition to Core Curriculum. Alternative 
Models for Undergraduate Education. Contribu- 
tions to the Study of Education, Number 4. 

ED 236 976// 

Integrating Women’s Studies in Teacher Educa- 
tion: Some Recommended Strategies. 

ED 233 995 
The Interrelationship of Pennsylvania’s Quality 
Goals of Education. 


ED 238 146 
Into the 80s: Our Schools and Their Purposes. 


ED 238 129 
Issues of Language Assessment. Volume II: Lan- 
guage Assessment and Curriculum Planning. 

ED 236 911 
Leadership and Management Education and 
Training (LMET) Course Requirements for Re- 
cruit Company Commanders and “A” School In- 
structors. Technical Report 154. 

ED 237 777 
The Learner’s Way and the Teacher’s Way. A 
Whole-Staff Workshop on Student Learning Dif- 
ficulties. Learning in Science Project. Working 
Paper No. 55. 

ED 236 030 
Learning and Teaching Languages for Communi- 
cation: Applied Linguistics Perspectives. 

ED 238 291 
A Learning-Centered Approach to Middle School 
Social Studies Developed around a Semi-Contrac- 
tual Modular Format. 

ED 237 404 
Library and Information Science Education in the 
Americas: Present and Future. Papers from a 
— held in Austin, Texas, February 14, 

ED 237 088 
Light. Learning in Science Project. Working Pa- 
per No. 23. 

ED 236 006 
Linking Law to Learning: Instructional Strategies 
Manual. 

ED 233 954 
Living. Learning in Science Project. Working Pa- 
per No. 15 

ED 235 023 
Looking towards the Future in the Health Occu- 
pations. Recommendations of the Statewide 
Health Occupations Education Review Commit- 
tee. 

ED 237 640 
Mastery Learning: A Statewide Initiative Imple- 
mented through Local Effort. 

ED 233 486 
Mathematics for Georgia Middle Grades. 

ED 237 328 
Merging the Liberal Arts with Work Experiences. 
CSCC Bulletin; Issue 9, 1983 

ED 237 124 
Microcomputers: Applications in Vocational Ed- 
ucation. 

ED 239 052 
Microelectronics in the Curriculum-The Science 
Teacher’s Contribution. 

ED 239 854 
Middle Grades Physical Education: Grades 5-8. 

ED 237 486 
Midwest Radio Survey: Management Identifica- 
tion of Vocational Needs and Perceptions of En- 
try-Level Skills and Long-Term Success 
Characteristics. 

ED 234 457 
ee Curriculum. Overview: ERIC Fact Sheet 
No. 2 

ED 237 790 
Minimum Competency Testing: A Curricular De- 
bate. 

ED 234 063 
Modifications in the DACUM Process of Curric- 
ulum Development at Daytona Beach Commu- 
nity College. 

ED 235 844 
Mountains. Science Education Research Unit. 
Working Paper No. 202 

ED 236 032 
Moving Forward in Times of Adversity: Proceed- 
ings of the Annual Rural and Small Schools Con- 
ference (4th) and the Kansas Community 
Education Association Conference (Manhattan, 
Kansas, November 15-16, 1982). 

ED 235 947 
My Students Use Computers: Learning Activities 
for Computer Literacy. 

ED 237 060 
Native American Education Program, 1981-82: 
O.E.E. Evaluation Report. 

ED 233 868 
New Technologies and Implications for Curricu- 
lum. Technology Education Symposium IV, Con- 
ference Proceedings (Normal, Illinois, October 
22-23, 1982). 

ED 237 676 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 


Curriculum Development 105 


ED 234 153 
Oral and Written Communications Framework. 

ED 234 463 
The Parent Tutorial Curriculum: A Home Instruc- 
tion Program of Family Life Education for Clients 
of a Child Welfare Agency. 

ED 237 666 
Particles. Learning in Science Project. Working 
Paper No. 18. 

ED 235 026 
Perception and the Practical Arts. 

ED 233 922 
Perceptions of the Relation between Curriculum 
Theory and Practice: A Survey of ASCD Curricu- 
lum Leaders. 


ED 233 488 
Philosophy of Education and the Psychology of 
Learning. 


ED 233 990 
Physical Change. Learning in Science Project. 
Working Paper No. 26. 

ED 236 009 
Plants. Learning in Science Project. Working Pa- 
per No. 24. 

ED 236 007 
“A Plumbers’ Manual on General Education”: 
Must Reading for Curriculum Committees. 

ED 236 950 
Portraying Children’s Classroom Experiences. 
aon in Science Project. Working Paper No. 


ED 236 022 
The Principal’s Role in Elementary School Sci- 
ence. Handbook II. Project for Promoting Science 
among Elementary School Principals. 

ED 236 002 
Procedures for Developing an Inservice Indus- 
try/Education Exchange Program: Planning and 
Implementation Guide. 

ED 237 128 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part VI: Business German. 

ED 239 498 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part VII: Business Spanish. 

ED 239 499 
Proficiency Projects in Action. 

ED 238 271// 

Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 

ED 239 820 
Program Expansion and Collaboration with Other 
Programs and Departments. 

ED 234 694 
A Program in American and Pennsylvania Stud- 
ies. 

ED 236 069 
Program of Studies. Social Studies, K-8. Revised. 

ED 235 092 
Project to Incorporate Anthropological Concepts 
of Human Diversity in Secondary School Social 
Studies Curricula (Project Anthropology). Final 
Report, 2/1/80 to 1/31/82. 

ED 233 941 
Promoting Foreign Language Study Outside the 
Foreign Language Classroom. 

ED 239 5i5 
Prospects for Comprehensive Curriculum Re- 
form: A Personal View. 

ED 236 792 
Putting Humpty Dumpty Together Again: Inte- 
grating the Language Aits. The Talking and Writ- 
ing Series, K-12: Successful Classroom Practices. 

ED 233 381 
Reactions. Learning in Science Project. Working 
Paper No. 37. 

ED 236 020 
Recent Research into Distance Education [Vol- 
ume I and Volume II]. 

ED 235 781 
Recommended English Language Arts Curricu- 
lum Guides, K-12. 

ED 236 673 
Reconsidering the Framework. Learning in Sci- 
ence Project. Working Paper No. 14. 

ED 235 022 
Reducing the Odds-Talent Development Activi- 
ties for the Young Black Child. 

ED 234 566 
Remodelling of a Lycee in Grenoble. Programme 
on Educational Building 14. 





106 Curriculum Development 


ED 235 590 
A Revised and Intensified Science and Technol- 
ogy Curriculum Grades K-12 Urgently Needed 
for Our Future. Recommendations of the 


“12 (W 
Columbia, March 11-13, 1983) 


ED 239 847 
Robotics and Industrial Arts. 

ED 237 781 
Rocks and Minerals. Science Education Research 
Unit. Working Paper No. 204. 

ED 236 034 


The Roles of Science and Technology in General 
and Continuing Education. 


leges (W: District of Columbia, Decem- 
ber 16-18, 19 9). 

ED 239 853 
Science Activities: Specific me Solu- 
tions. Learning in Science Project. Working Paper 


No. 48. 
ED 236 026 
Science Activities: The Problem. Learning in Sci- 
ence Project. Working Paper 47. 
ED 236 025 
Science Activities: Wider Issues-Some Consider- 
Learning in Science Project. Working Pa- 


ED 236 027 
The Science Program at Rex Putnam High 
School. 


ED 238 186 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 
The — ED 238 837 
Curriculum: A Handbook 
ie Secondary Schoo! iculum 


ED 234 489 
Semiotics. Fact Sheet. 
ED 234 339 


Severe Behavior Disorders of Children and 
Youth. Monograph i in Behavioral Disorders. Sum- 


mer, 19: 
ED 239 = 
Shaping Counselor Education Programs in 
ve Years: An Experimental eatin 4 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference ot the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 3. 1983). 
ED 237 867 


Social Studies: A Maryland Curricular Frame- 
work. 


ED 237 433 
Social Studies Curriculum Guide: Grade One- 
Grade Seven. [Revised.] 

ED 236 076 


Social Studies for Elementary Grade Levels. Cur- 
riculum Development Teaching Guide No. 77. 


ED 239 939 
Soils. Science Education Research Unit. Working 


Paper 20i. 

ED 236 031 
— State of the Schools: Oregon, 1983. Text of 

the Annual State of the Schools Address 

Portland, Oregon, September 15, 1983). 

ED 239 752 
Structuring the Undergraduate Computer Liter- 
acy Curriculum for 4th Year Teacher Education 
Majors. 

ED 238 882 
Studio in Art. A Comprehensive Foundation 
Course. Revised Edition. 

ED 238 787 
A Study Concerning Fessnations of Public School 
Teachers and Principals Regarding Curriculum Is- 
sues in Middle T: 

ED 238 172 
A Study of Management Concerns in Human Ser- 
Se tions: Their Implications for Edu- 
cal 


ED 233 650 
A Study of Some Aspects of ASEP during Its First 
Year of Availability. CDC Professional Series. 
ED 236 042 
Subject Curriculum Modifications Occurring in 
Stable Enrollment a a Based Testing 
-— Non-Competency-Based Testing Pubiic Se- 
nior High Schools between the School Years 
1974-75 and 1978-79. 
ED 235 224 
Summary of State-Administered Program Im- 
provement Projects in FY 1983. 


ED 239 092 
Survey of Teacher Education: Perceptions of 
Methods for Improvement. 

ED 235 134 
Symposium III Proceedings (Muncie, Indiana, 
October 23, 1981). 

ED 237 648 


A Systems Approach to the Preparation and Con- 
duct of Trade and Industrial Training. 

ED 234 162 
Teacher Preparation in Small Colleges: Regular 
Educators and the Education of Handicapped 
Children. 


“ ED 234 046 
Teaching about Animal, Plant, Living. Part 1. 
pen Science Project. Working Paper No. 
31. 


ED 236 014 
Teaching about Force. i in Science 
Project. Werking Paper No. 34. 
ED 236 017 
Teaching about Giobal Issues. ERIC Fact Sheet 
No. 4. 


ED 233 926 


ED 236 146 

Teaching Ethnic Psychology to Undergraduates: 

Course Development, Delivery, and Evaluation. 

. oten ED 237 908 

, th - 

Be TRA ACTPL Porign Langunte Envostion Se 
Ties. 


Teaching Archery. 


ED 238 264 

T Living Skills to Youth. 
by ae for Action i in “Béucation and Work, Issue 3. 
ED 233 238 
Teaching Social Problems Through Critical Rea- 


soning. 

ED 238 782 
Teaching Speaking and Listening Skills in the Ele- 
mentary and Secondary School. Resources for 
Schools #19. 

ED 234 440 


Teaching the ee of Technology. Past, Pres- 
ent, and Future. 





ED 234 019 
Think It Older. A Guide to a Career in Gerontol- 
ogy. A Comprehensive Model for the Develop- 
ment of Training Coordinators. Final Report. 
ED 236 415 
Toward a Model of Higher Order Thinking Skills. 
ED 234 897 
Toward Solutions: The Work of the Activities Ac- 
tion-Research Group. in 


Subject Index 


proval of Academic Degree Programs. Exhibit III: 
Approval of New Academic Degree Programs. 

ED 233 619 
Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 

ED 236 029 
Vocational Education for the Handicapped in Ru- 
ral Areas. LINCpaper 814. 

ED 236 884 


Weather. Learning in Science Project. Working 


Paper No. 21. 
ED 235 029 
A hee an Drive: Source for an Interdisciplinary 
jnit. 


Teac! 
ED 235 076 
What Should = Bs Teaching in the Social Stud- 


ies? Fastback 
ED 236 083 
Women’s Studies as an Inquiry into Gender Rela- 


tions. 

ED 237 421 
Wyoming Standards of Excellence for the Social 
Studies. 


ED 240 020 
The ZIM-SCI Project. Zimbabwe Secondary 
School Science Project. Progress Report No. 2. 
ED 239 871 
is Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 
ED 239 290 
Curriculum Embedded Tests 
Differences among Teachers in Their Use of Cur- 
ee Tests. Research Series No. 


ED 237 505 


Coping With Curriculum. P d Proceedings 
ping Wi ic = apers ani 

of the National Workshop on Distance Education 

(2nd, Perth, Western Australia, July 13-15, 1983). 

ED 237 302 

Curriculum Diversity in a Small Secondary 


School. 
ED 238 602 
A Survey Course in Mythology: Is It aged 
ED 235 872 
Turning the Tide: An Agenda for Saodioane | in 
Pennsylvania Public Schools. 


Curriculum Evaluation 
demic Public Relations Curricula: How They 


ED 238 572 





Project. Working Paper 46. 
ED 236 024 
Toward Solutions: bo Work of the Biology Ac- 
tion-Research Grou; Learning Science 
Project. Working Paper No. 29. 
ED 236 012 
Toward Solutions: The Work of the Chemistry 
Action-Research Group. in Science 
Project. Working Paper No. 35. 
ED 236 018 


Toward Solutions: The Work of the Physics Ac- 
tion-Research Group. in Science 
Project. Working Paper No. 32. 

ED 236 015 


Traditional Occupational Analysis and Contem- 
porary CBVE Instruction. 
ED 239 075 


Truthfulness in the Curriculum: A Case for In- 
cluding Ethics. 

ED 237 448 
An Undergraduate Pr in Human Factors: 
The Need, the Problems, and the Outlook. 

ED 234 330 
The Underserved: Our Young Gifted Children. 

ED 235 645 
Unfinished Business in New Mexico Education. 
ne epememaaeenl of Quality Education Confer- 
ence 3. 

ED 238 823 
Updating Content in Secondary Business Educa- 
tion. National Business Education Association 

Yearbook, No. 19. 

ED 234 139 
Using Your Testing Program in Curriculum De- 
velopment and Instructional Improvement. 

ED 236 168 
Vermont State Colleges. Manual of Policy and 
Procedures. Exhibit I: Classification of Academic 
Degree Programs. Exhibit II: Criteria for Ap- 


pss with the Bateman-Cutlip Commission 
Standards. 

ED 233 355 
Achieving Curriculum Alignment in Schools. 

ED 239 379 
English Curriculum Guide 7-12. 

ED 239 302 


English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 


Evaluating a School-Based Behavior Curriculum 
for Adolescents: An Attempt to Produce Both 
Affective and Cognitive Growth. 

ED 235 416 
Evaluation Report on Three New Instruction Pro- 
grams: Help One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
A Guide for ee Industry-Sponsored Edu- 
cational Materials. 

ED 236 119 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 

ED 233 890 
Integrating Subject Areas in Primary Education 
Curriculum: A Joint Innovative Project. Report of 
the Finalization Meeting (Bangkok, Thailand, 
December 9-15, 1981). 

ED 238 536 
Principals’ and Social Studies Teachers’ Percep- 
tions of the High School Social Studies Curricu- 
lum in Mississippi. 

ED 238 777 
Recommended English Language Arts Curricu- 
lum Guides, K-12. 

ED 236 673 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 





Subject Index 


ED 236 996 
The ZIM-SCI Project. Zimbabwe Secondary 
School Science Project. Progress Report No. 2. 

ED 239 871 


Curriculum Guides 
a Education Manual for Grades I to 
' ED 237 348 
ey Curriculum. Overview: ERIC Fact Sheet 
0. 2. 


ED 237 790 
Oral Communication Curriculum. 

ED 236 735 
Test Taking Skills: Incorporating Them into the 
Curriculum. 

ED 235 200 
Training School Administrators: Registration Re- 
port to the Massachusetts | Board of Education. 
Book II: School Principalship P; 





~ ED 239 366 
Training School Administrators: Registration Re- 
port to the Massachusetts Board of Education. 
Book I: Supervisor/Directer Pro > 

ED 239 365 


Cw: viculum Organization and Program 
Evaluation 
COPEing With Environmental Education Pro- 
gram Development and Infusion into the Global 
Studies Curricula of Rural Schools. 
ED 238 652 
Curricuium Problems 


Behind “A Nation at Risk: The Imperative for 
Educational Reform.” 
ED 238 797 


What Should We Be Teaching in the Social Stud- 


ies? Fastback 199. 
ED 236 083 
Curriculum R 


esearch 
Curriculum Development and Research. 
ED 240 090// 
Curriculum Style and English Language: An In- 
vestigation into Current Practices in the Teaching 
of English Language in Australian Schools. 
ACER Research Monograph No. 19. 
ED 233 391 
Perceptions of the Relation between Curriculum 
Theory and Practice: A Survey of ASCD Curricu- 


lum Leaders. 
ED 233 488 


Prospects for Comprehensive Curriculum Re- 
form: A Personal View. 
ED 236 792 


Speech and Theatre Programs in Two Midwest 


Consortia. 
ED 238 054 


Curriculum Test Overlap 
Subject Curriculum Modifications Occurring in 
Stable Enrollment Competency-Based Testing 
and Non-Competency-Based Testing Public Se- 
nior High Schools between the School Years 
1974-75 and 1978-79. 
ED 235 224 
Teacher/Student Perceptions of Minimum Com- 
petency Instruction. 
ED 237 551 
Curriculum Theories 
Perceptions of the Relation between Curriculum 
Theory and Practice: A Survey of ASCD Curricu- 
lum Leaders. 


ED 233 488 


Cutback Management 
ESEA Title I Program. Interim Report, 1982. 
ED 238 966 


Cutting Scores 

Criterion-Referenced Standard-Setting in Certifi- 
cation and Licensure: Defining the Minimally 
Competent Candidate. 

ED 236 208 
Relationships among NTE Cut-Scores, Not Valid 
Items, NTE Tests and Curriculum Match and 
Minimally Competent Examinees. 

ED 240 144 
Setting a Standard for Standard Setting. 

ED 235 226 
Sources of Error in an Angoff Type Standard Set- 
ting Process. 

ED 237 550 


Cuyahoga Community College OH 


SAT/ACT Preparation Program: A Team Ap- 
proach. NCCSCE Working Paper Series. 
ED 234 861 
Cybernetics 
The Conver; 
pers of the 
No. 18. 


ence Model of Communication. Pa- 
t-West Communication Institute, 


ED 234 448 
— Technology and Education. Report 
2. 


ED 233 701 


Cytology 

Life, Beginning and Growing. Study Guide. Unit 
El. "ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 884 
Life, Beginning and Growing. Teacher’s Guide. 
Unit E1. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 885 


lovakia 

Aspects of Education and Training for Librarian- 
ship and Information Work in Czechoslovakia. 
Report on a Visit, May 16-29, 1982. 

ED 235 834 
Scientific and Technical Education in Czechoslo- 
vakia. 

ED 238 089 

DACUM 

Application of the DACUM Process in Allied 
Health Education: The Development of a Dental 
Assisting Curriculum. 

ED 236 405 


Modifications in the DACUM Process of Curric- 
ulum Development at Daytona Beach Commu- 


nity College. 
ED 235 844 
Daily Living Skills" 
Competency Education for Adult Literacy. Over- 
view: ERIC Fact Sheet No. 10. 
ED 237 798 


Education for Adulthood: A Curriculum for the 
Mentally Retarded Who Need a Better Under- 
standing of Life’s Processes and a Training Guide 
for Those Who Will Teach the Curriculum. 

ED 235 606 
Final Report of the Haitian/English Language 


Project. 

ED 238 252 
First Steps to Personal Money Management. 
BANK-ED I: Personal Money Management Se- 
nies. 

ED 237 441 
Kids and Manners - A Ticket to Success. Kinder- 
garten-6th. 

ED 235 112 
Life Skills Competency Checklist. 

ED 236 439 
Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 

ED 237 829 


Prevocational Skill Development for Handi- 
capped Students. 
ED 234 582 


Project OMNI: | a a _& Mobility for 
Need A Pre isite Orienta- 
tion and Mobility Skills Docdonnans Curricu- 
lum 





ED 235 602 
Setting Goals and Getting There: Planning To- 
morrow Today. BANK-ED II: Personal Money 
Management Seri 

ED 237 442 


Target: Communication Skills. K-12 Curriculum 
Guide. 


ED 237 987 
Teaching Independent Living Skills to Youth. 
Ideas for Action in Education and Work, Issue 3. 

ED 233 238 
Technology, Free Enterprise, and Careers 
through Industrial Arts. A Competency Based 
Curriculum Guide Designed to Meet High School 
Graduation Requirements. 

ED 236 361 


A Three Phase Approach to Independent Apart- 
ment Living for Lesnar yy me Disabled 
Adults: Westwick Supervised Apartment Pro- 


gram. 

ED 235 673 
Vocational Services to High Need Clients: The 
Importance of Need Determination and Per- 


Data Analysis 107 


son-Environment Match. 

ED 234 583 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 

ED 233 536 

Dairy Cattle Production 

Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section II. Introduction to Livestock Pro- 
duction. 

ED 236 336 

Farmers 

Feeding & Management of Dairy Calves & Heif- 
ers. Teacher’s Guide. 

ED 236 350 


Dallas County Community College District 
TX 


Air Conditioning aad Refrigeration Program Ar- 
ticulation, 1981-1982 
ED 234 200 


Dallas County Community Colleges TX 
Emerging Directions: Student Development in 
the DCCCD. A Result of the Work of DCCCD 
Student Services Staff and Many Colleagues. 

ED 234 317 


Dallas Independent School District TX 
Interpretive Analysis of System-Wide 
Achlonemean Data, 1981-82. 
ED 235 181 
An Interpretive Analysis of the Implementation 
of the System-Wide Testing Program, 1981-82. 


ED 237 538 


Dance 
Dance Directory. Programs of Professional Prep- 
aration in American Colleges and Universities. 
Twelfth Edition. 
ED 236 133 
h in Dance. 


ED 233 987 


The Value of Bi 





Dance Education 
Dance Directory. Programs of Professional Prep- 
aration in American Colleges and Universities. 

Twelfth Edition. 
ED 236 133 


Dartmouth Rassias Method 


Miami University’s Language Courses in Luxem- 


bourg. 
ED 236 926 
Darts (Clothing) 
The Single Needle Lockstitch Machine. [Con- 
structing Darts.] Module 3. 
ED 233 190 
Data 


New Data A 
nal Surveys. 


ilable for the National L 


ED 234 064 





Data Analysis 
AOVNI: Discussion and Listing of a Computer 
Fugen for the Analysis of Variance in the N=1 


ED 238 944 
An Application of a Multidimensional Extension 
of the Two-Parameter Logistic Latent Trait 
Model. 

ED 240 168 
Characteristics of the Time-Series Data Collected 
through Curriculum-Based Reading Measure- 
ment. 

ED 236 197 
Decisions about Mathematics. Student Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 

ED 238 521 
Decisions about Mathematics. Teacher’s Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 

ED 238 520 
Evaluating a Complex Program: Where to Start 
and How to Finish. 

ED 234 747 
Factors Influencing the Agreement between Vi- 
sual and Statistical Analyses of Time Series Data. 

ED 236 194 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 


Graded SPSS Exercises. 


ED 238 115 
ED 240 143 





108 Data Analysis 


High School and Beyond: Issues Regarding the 
Language File, Bilingual Participation and Tests. 

ED 234 644 
Investigations of Supervisory Behavior: A Sympo- 
sium. 

ED 238 203 
National Assessment Analysis Procedures. 

ED 236 250 
On-Line Catalog Evaluation Project. Data Analy- 
sis Plan, Version 2.2. 

ED 234 783 
Paralleiogram Scaling of Binary Items. 

ED 238 924 
Postsecondary Education Plans and Choices: Re- 
view of the Literature and Design for Analysis of 
the Parents Data. 

ED 233 255 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
Project on Secondary Analysis, 1979-82. Final 
Report. Report No. A-95. 

ED 238 916 
The Relation between Categories of Description 
and an Interview Protocol in a Case of 
Phenomenographic Research. [Report] 1983:02. 

ED 234 078 
Schools and Computers: What to Do and What to 
Expect. 

ED 238 878 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
A Study of the Validity of the Restructured GRE 
Aptitude Test for Predicting First-Year Perfor- 
mance in Graduate Study. 

ED 240 122 
Testing in the Nation’s Schools: Collected Papers. 
Research Into Practice Project. 

ED 238 945 
Three Approaches to Descriptive Research. 

ED 238 947 
The Use of Content Analysis of Critical Events in 
Program Evaluation. 

ED 236 187 


Visual Analysis of Time Series Data: Factors of 
Influence and Level of Reliability. 
ED 236 190 
Data Collection 
~ Application of Social Ecological Principles to 
the Assessment of Inner-City Black Communi- 
ties. 
ED 240 191 
Assessing Time-On-Task: Measurement Prob- 
lems and Solutions. 
ED 237 574 
Fey sone Literacy: Definition and Survey Items 
for Assessment in Schools. 
ED 238 895 
A Content Analysis of the VEDS Data Coliection 
and Reporting Procedures Used by the 57 State 
Boards for Vocational Education. 
ED 238 925 
Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Two (Spring) Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 
ED 240 169 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report 
ED 234 814 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 
ED 238 115 


Gifted and Talented Program, 1982-83. Final 
Technical Report [and Appendixes]. 

ED 235 230 
A Guide for Surveying Archival and Records 
—_— Systems and Services: A RAMP 


ED 234 815 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 


Introductory Data Collection and Analysis. 
ED 234 819 
MiSIS gael Student Information System) 
Activities Man 
MiSIS (Michigan Student Inf oe ae os 
it Information m) 
Procedures Manual. — 


ED 234 832 
Performance Measures in Illinois Special Librar- 
ies. Illinois Library Statistical Report No. 8. 
— ad Planning 

for Evaluating an 

for Vocational Education in Oregon. Second Edi- 
tion. 

ED 236 382 
Practical Hints for Observational Research. 

ED 236 234 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
Present and Future Computer Applications in 
Special Education Research, Evaluation and 
Planning. 

ED 236 239 


Project on eg my 7 Analysis, 1979-82. Final 
Report. Report No. A-95. 

ED 238 916 
Questionnaires: Their Development and Use. 

ED 236 204 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 

ED 234 793 
Sources of Variation That Affect the Reliability of 
Reading Classroom Observation Measures. In- 
structional Research Laboratory Technical Series 
#R83004. 

ED 236 545 
Statistics Section. Management and Technology 
Division. Papers. 

ED 239 647 
Study Design and Methods Used for “The Evalu- 
ation of the Impact of the Part A Entitlement 
Program Funded under Title IV of the Indian Ed- 
ucation Act.” Monograph 3 

ED 237 279 
Summarizing High School Supervised Occupa- 
tional Experience Program Records for Better 
Use in the Classroom Situation. Final Report. 

ED 236 360 
Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 

ED 233 699 
The Use of Existing Data Bases in Program Evalu- 
ation and School Improvement. Methodology 
Project. 

ED 238 946 


Data Dicti 


Data Base Directions: Information Resource 
Management - Strategies and Tools. Proceedings 
of the Workshop of the National Bureau of Stan- 
dards and the Association for Computing Ma- 
chinery (Ft. Lauderdale, Florida, October 20-22, 
1980). 


ED 233 686 


Data Interpretation 


Characteristics of the Time-Series Data Collected 
through Curriculum-Based R Measure- 
ment. 

ED 236 197 
Factors Influencing the Agreement between Vi- 
sual and Statistical Analyses of Time Series Data. 

ED 236 194 
Testing in the Nation’s Schools: Collected Papers. 
Research Into Practice Project. 

ED 238 945 
Visual Analysis of Time Series Data: Factors of 
Influence and Level of Reliability. 

ED 236 190 


Data 


Attributes of Communication between Clients 
and Staff of High Capacity Computer Data Pro- 
cessing Centers. 

ED 233 679 
Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 

ED 234 151 
Computing i in Higher Education: A Planning Per- 
_— for Administrators. CAUSE Monograph 


ED 236 974 
Data Base Directions: Information Resource 
Management - Strategies and Tools. Proceedings 
of the pose ge of the National Bureau of Stan- 
dards and the Association for Computing Ma- 
roid (Ft. Lauderdale, Florida, October 20-22, 


ED 233 686 


Subject Index 


Fundamental Fortran for Social Scientists. 

ED 233 914 
Illinois Public Library Annual Reports: Technical 
Processing. 


ED 234 796 
Library Automation as a Source of Management 
Information. Papers presented at the Clinic on 
Library Applications of Data Processing (19th, 
Urbana, IL, April 25-28, 1982). 

ED 237 102 


Schools and Computers: What to Do and What to 
Expect. 
ED 238 878 


Data Transmission 


Libraries and Cable TV: Plans, Proposal, and 
Study to Explore Ways of Serving the Commu- 
nity’s Information Needs Using the Data Trans- 
mission Capabilities of the Institutional 
Commemshaeliiie Network (ICN) of Storer Cable 
in the 1980's and 1990's. 


ED 235 800 


Databases 


The ALIS Online Circulation Control System of 
Danmarks Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 

ED 237 096 
Sy Satie Data Bases in Your Library’s Fu- 
ture 


ED 233 714 
Art Libraries Section. Special Libraries Division. 
Papers. 

ED 239 651 
The Challenges, Rewards and Pitfalls in Teaching 
Online Searching. 

ED 235 811 
Data Base Directions: Information Resource 
Management - Strategies and Tools. Proceedings 
of the Workshop of the National Bureau of Stan- 
dards and the Association for Computing Ma- 
1980. (Ft. Lauderdale, Florida, October 20-22, 

0 

ED 233 686 
DIALOG for Electrical Engineers. CTHB Publi- 
kation Nr 29 (1982). 

ED 233 721 
Electronic Technology, Automation, and Librar- 
ies: A State-of-the-Art-Review. 

ED 235 818 
Interchange. November 1972-July 1983. 

ED 233 745 
An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 

ED 235 701 
An Inventory of Research Units in Pennsylvania, 
June 1983. The Technical Report. 

ED 235 700 
MARC Database Statistics: An Aid to BSDP Par- 
ticipants Covering Volumes 1 through 8 of the LC 
MARC Database BOOKS ALL. Final Report. 

ED 234 782 
More Bang from Your Bytes: Using Special Edu- 
cation Data Base Information. 

ED 236 237 
Multidimensional Mapping of Libraries Based on 
Shared Holdings in the OCLC Online Union Cat- 
alog. Research Report. 

ED 235 802 
ODIN. Online Database Information Network: 
ODIN Policy & Procedure Manual. 

ED 237 094 
Official Publications Section. Collections and Ser- 
vices Division. Papers. 

ED 239 630 
Present and Future oom Applications in 
Special Education R Evaluation and 
Planning. 





ED 236 239 
oa of State and Area Agencies on Aging - 
1981. 


ED 239 139 
Project SEEK, 1979-1982. Final Report. 

ED 237 090 
A Quality of Life Approach to Assessing Videotex 
in the New Age. 

ED 233 351 
Research Goes To School: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 

ED 235 828 
Strategies for Increasing the Use of Statistical 





Subject Index 


Data. Occasional Paper Number 158. 

ED 233 733 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research Report. 

ED 235 807 
The Use of Existing Data Bases in Program Evalu- 
ation and School Improvement. Methodology 
Project. 

ED 238 946 
Using Data Bases in Social Studies. ERIC Fact 
Sheet No. 5 

ED 233 927 
The Value of the Energy Data Base. 

ED 234 811 
Will the New Technologies Kill the Public Li- 
brary? 

ED 237 115 


Dating (Social) 
Violence in College Students’ Dating Relation- 
ships. 


ED 233 289 
Davies Speeded Reading Test English Lan- 


A Validity Study of an Editing Cloze Proficiency 
Test for Students of English as a Second Lan- 
guage. 

ED 236 217 

Day Care 

The Bananas’ Manual on Event Child Care. 

ED 238 556 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 

ED 239 744 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
Their Parents. Preliminary Final Report. Volumes 
I and II. 

ED 235 901 
Child Care Services Curriculum Guide. 

ED 239 112 
Child Guidance for Child Caregivers: Instructor’s 
Guide. 

ED 235 352 
Child Guidance for Child Caregivers: Student 
Laboratory Manual. 

ED 235 353 
Day Care Management. Final Report. 

ED 236 341 
Directing a Child Care Program: A Course for 
Administrators. 

ED 235 918 
Early Childhood Services for Aboriginal Chil- 
dren. 

ED 239 795 
Guidelines for Comprehensive Child Develop- 
ment Instruction and Services Programs. 

ED 238 482 
The Inequities of Salary Reduction as National 
Child Care Policy: Where Do We Go from Here. 

ED 234 904 
Intergenerational Education: Young and Old 
Learning Together. 

ED 239 775 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food Pro- 
gram. 

ED 237 245 
Parent Involvement in the Lady Gowrie Child 
Centre, Adelaide, 1981: An Exploratory Study 
into Why Parents Become Involved to Differing 
Degrees in Their Children’s Early Childhood 
Centre. 

ED 238 538 
Program Delivery in Distance Education—One 
Successful Strategy. 

ED 235 884 
The Range and Consistency of Preschoolers’ Re- 
union Responses in Day Care 

ED 235 892 
Training in Administration and Staff Develop- 
ment. 

ED 238 575 
USAFE Child Care Training Guide. 

ED 239 779 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 

ED 233 798 


Day Care Centers 
As the Twig Is Bent: A Review of Research on the 
Consequences of Day Care with Implications for 
Caregiving. 


ED 238 594 

Child Care Services Curriculum Guide. 

ED 239 112 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 1: Alabama - Illinois. Revised 
Edition 1981. 

ED 237 218 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 2: Indiana - Nebraska. Revised 
Edition 1981. 

ED 237 219 
Comparative Licensir.z Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 3: Nevada - South Carolina. Re- 
vised Edition 1981. 

ED 237 220 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 4: South Dakota - “Vyoming. 
Revised Edition 1981. 

ED 237 221 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Family Day 
Care Homes. Volume 5: Alabama - Wyoming. Re- 
vised Edition 1981. 

ED 237 222 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Group Day 
Care Homes and Summary Tables. Volume 6. Re- 
vised Edition 1981. 

ED 237 223 
Day Care Management. Final Report. 

ED 236 341 
Effects of Group Day Care in the First Two Years. 

ED 233 805 
Infant Day Care: Effects at 2, 4, and 8 years. 

ED 233 806 
Making the “Child Safe” Environment “Adult 
Safe”: Occupational Health and Safety Concerns 
for Child Care Programs. 

ED 239 761 
The Measurement of Social Behavior of Infants 
and Toddlers in Groups. 

ED 237 186 
Model Child Care Licensing Standards for Indian 
Reservations. 

ED 235 953 
Preparing Food for Preschoolers: A Guide for 
Food Service Personnel. 

ED 239 737 
The Role of Adults in Infant Development: Impli- 
cations for Early Childhood Educators. 

ED 238 533 
Salary Surveys: How? Why? Who? When? Where? 
How to Conduct One in Your Community. 

ED 238 571 


Day Pr 


ograms , 
Day Treatment for Adolescents: A Five-Year Sta- 
tus Report. 


ED 237 825 


Dayton Miami Valley Consortium OH 


Resource Sharing of Printed Materials among 
Dayton-Miami Valiey Consortium Libraries in 
1982: A Descriptive Study. 

ED 235 826 


De Anza Reading Center CA 


Futureprint. California Demonstration Program 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 

ED 240 154 
Futureprint. Evaluation Handbook: De Anza Ju- 
nior High School. 


ED 240 155 


Deaf Blind 


Deaf/Blind Students-They Can’t What? 

ED 235 626 
Needs Assessment of Services to Deaf-Blind Indi- 
viduals. Final Report. 

ED 235 666 
Pre-Placement Program for Severely Multi-Hand- 
icapped Deaf-Blind Children, 1980-1981. Final 
Evaluation Report. 

ED 235 635 
Project SCS (Special Communication Services). 

ED 238 392 
Teaching Research Infant and Child Center 
[Newsletter]. 

ED 234 595 
Vocational Options for Deaf-Blind Youth 


Debate 109 


Through eee Training. Project 
ADVANCE 


ED 233 543 


Deaf Inte: 


Continued Development of Curriculum for Inter- 
preter Training Pro; in Vocational Educa- 
tion. Final Report, July 1, 1980 - June 30, 1981. 

ED 234 230 


Continued Development of Curriculum for Inter- 
preter Training Programs in Vocational Educa- 
tion. Final Report, July 1, 1980 - June 30, 1981. 

ED 234 230 
Deafness in Rural Asia. 

ED 236 877 
Deaf Readers Ability to Analyze Morphological 
Regularities. 

ED 239 425 
Evaluation of the Alberta School for the Deaf. 

ED 236 820 
cro Training Institute for Service to the Deaf. 

Proceedings (California State University Fuller- 

ton, California, July 31-August 11, 1978). 

ED 234 781 
Predictive Validity of the SAT on Two Handi- 
capped Groups: The Deaf and the Learning Dis- 
abled. 

ED 238 893 
Preservice Education and Leadership Training. 

ED 233 514 
Reflection-Impulsivity and Creativity in Deaf and 
Hearing Children. 

ED 236 874 
The Role of Phonological Recoding for Deaf 
Readers. 

ED 236 875 
What Deaf Individuals Bring to the Reading Task: 
A Focus on Word Identification Strategies. 

ED 239 424 


The Dean of Nursing: A Descriptive Survey with 
Comparisons between Nursing and Social Work 
Deans. 
ED 239 522 
Deans Grant Project 
Dean’s Grant Projects: Challenge and Change in 
Teacher Education. 
ED 237 471 
Dearborn Public Schools 
Summary of the 1981-82 Dearborn Students on 
the American College Tests (ACT). Bulletin No. 
1210. 
ED 234 068 
Dearborn Public Schools MI 
Dearborn 1981-82 Achievement Test Scores 
(Fifth Annual Report). 
ED 234 081 


Death 


A Comparison of Cognitive and Affective Instruc- 
tion on Coping Ability Toward Death. 

ED 237 540 
Death Education in the Home and at School. 

ED 233 253 
The Development and Refinement of the Coping 
with Death Scale. 

ED 237 542 
Euthanasia of Severely Handicapped Infanis: Eth- 
ical Issues. 

ED 233 534 
The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1 

ED 238 537 
Resources for Helping Young Children Deal with 
Death. 


ED 233 254 


Debate 


Academic Debate Paradigms: An Examination 
from a Rules Perspective. 

ED 234 434 
An Analysis of the Research Concerning Debate 
Training and Critical Thinking Improvements. 

ED 238 058 
Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts Internaticnal,” 
July on December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 238 076 





110 Debate 


Argument in Lye 
mer Conference 
Utah, July 28-31, “983). 


ings of the Sum- 
tation (3rd, Alta, 


ED 234 459 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 

ED 238 080 
Coping with Information Overload: Generic Ar- 
gument as the Least Common Denominator. 

ED 234 431 
Language Arts Curriculum Guide. Grades 7-9 

ED 235 288 

of Unresponsive Others: Attribu- 

tions, Attraction, Understandability, and Mem- 
ery of Their Utterances. 

ED 239 327 
Political Campaign Debates: Reconciling Public, 
Media, and Candidate Needs. 

ED 238 055 


Political Debate Formats: The Next Step. 

—, 239 318 
Towards an Audience Centered Deba' 
digm: An Examination of Some Existing Models. 
National Conference on the Development of For- 
ensics: An Examination of the Last Decade in 
Forensics Viewed from the Perspective of the 
Recommendations of Sedalia. 

ED 236 739 


Debate Format ; 
Political Campaign Debates: Reconciling Public, 
Media, and Candidate Needs. 

ED 238 055 


Debate Formats 
Political Debate Formats: The Next Step. 
ED 239 318 


Debate Tournaments 
Towards an Audience Centered Debate Para- 
digm: An Examination of Some Existing Models. 
National Conference on the Development of For- 
ensics: An Examination of the Last Decade in 
Forensics Viewed from the Perspective of the 
Recommendations of 


ED 236 739 


Debt (Financial) 

Facilities Financing and the Department of Edu- 
cation. Viewpoint from the Campus. 

ED 238 390 
Oversight on Student Loan Collections. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 

ED 234 686 


Aids 
Classifying Bugs Is a Tricky Business. 
ED 237 053 
MENO-II: An AI-Based Programming Tutor. 


P ROUS T : Knowledge-Based P Togram Under- 
standing. 


ED 237 055 

Decade Study Test 
Student Achievement in Illinois, 1970 and 1981. 
ED 238 921 


(Psychological) 
Towards Resolution of the Confusion among the 
Concepts bpp % “Role-Taking,” “Perspec- 
tive Taking,” and “Decentering.” 
ED 236 748 


Decentralization 
a. Libraries in ARL Institutions. SPEC Kit 


ED 239 617 
Classic and Romantic in Irish Curriculum Devel- 
opment. 


ED 235 106 

La Capacitacion de Docentes en el Marco de la 
Educativa (In-Service Teacher 

Training within Educational Regional Planning). 
ED 239 811 


Making 

Acceptability of Behavioral Interventions Used in 
Classrooms: The Influence of Amount of Teacher 
Time, Severity of Behavior Problem, and Type of 
Intervention. 

ED 234 575 
Activities Using a Restaurant Theme. 

ED 239 927 
The Business Environment. Instructor’s Guide 


[and] Student Materials. Business Issues in the 
Ciassroom. Revised. 

ED 238 804 
CARISPLAN Abstracts. 07-001-07-377. Carib- 
bean ame eg sy tem for Economic and So- 
cial Planning. No. 

ED 238 432 


Child Custody in Divorce: Parents Describe Their 
Decisions. 


ED 234 310 
Choices in the Marketplace: A Basic Unit on Con- 
sumer Economics. 

ED 238 739 
The Cincinnati School-Based Management Infor- 
mation System. 

ED 233 441 
A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
College Admissions Counseling. A Handbook for 
the Profession. 

ED 233 618// 

Communication eh 7 Dual-Career Couple: A 
Literature 

ED 236 747 
A Comparison of the Responsibilities of Univer- 
sity and Corporate Presidents. 

ED 233 657 
The Computer in Educational Decision Making. 
An Introduction and Guide for School ‘Adminis. 
trators. 

ED 234 495 
Consumer Education Curriculum. 

ED 239 084 
Decision Cixiented Evaluation in Education: The 
Case of Israel. 

ED 238 894 
Developing Effective Instructional Planning and 
Decision-Making Skills: Are We Training Teach- 
ers or Technicians? 

ED 240 105 
The Dilemma of Determining Essential Planning 
and Decision-Making Skills for Beginning Educa- 
tors. 

ED 237 457// 

Discrepancy between Ideal and Reality: An Over- 
view of Regular Educators’ Perceptions of Their 
Role in the Special Education Decision Making 
Process. 

ED 234 530 
District Program Review Process. 

ED 238 911 
Dynamics of Small Group Policy Bodies. 

ED 236 474 
Education North Evaluation (1978-1982) and Al- 
ternative Programs Source Book. Summary. 
ED 234 941 
Education Policy Making in Australia. 

ED 233 487 
The Effect of Decision Training on Career Deci- 
sion-Making Competence. Technical Report 487. 

ED 235 357 
The Effect of Information Display Format on De- 
cision Strategies. 

ED 235 424 
Essential Performance Objectives for Career De- 
velopment. 

ED 239 033 
Evaluation of Communication about Groups: The 
Hydra Phenomenon. 

ED 233 406 
Evaluator Concerns Arising from Ideal Displace- 
ment. 

ED 237 544 
7 Future of the Pacific Basin: A Keynote Ad- 

ess. 


ED 235 091 
Group Discussion as a Rhetorical Process: The 
Influence of the Small Group Setting on the Pro- 
cess of Accedence. 

ED 238 056 
The Hamburger War. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
toom. Revised. 

ED 238 807 
Instructional Decision Making and Readi 
Teacher Effectiveness. Occasional Paper No. 69. 

ED 237 936 
Instructional Strategies Grades K-6. Career De- 
velopment Assessment Series. 


ED 239 034 


Subject Index 


Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 
ED 239 035 


Insuring ity in Student Selection under Chap- 
ter 1. dep Evaluation Program. Paper and 
Report Series No. 84. 

ED 237 567 
Integrating Research into Decision Making: Pro- 
viding Examples for an Informal Action Research 
Model. Research Report No. 83-24. 

ED 239 674 
An Introduction to Benefit-Cost Analysis for 
Evaluating Public Expenditure Alternatives. 
Learning Packages in the Policy Sciences, PS-22. 

ED 238 312 
Is a Doctorate for Me: A Workbook for Decision 
Making. 


ED 236 490 
Issue Management by School Superintendents: 
Final Report. Part II 

ED 238 126 
Knowledge Use Capacity in the Public Schools. 

ED 238 133 
Leadership and Decision Making for Effective 
Educational Change. 

ED 233 461 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 

ED 233 226 
Making Decisions: Our Global Connection. Les- 
sons for Teaching Citizenship Skills and Concepts 

Using Local Involvement in World Affairs: 
Grades 8-12. 

ED 238 788 
Michigan Educational Assessment Program Stu- 
dent Assessment Booklets for Career Develop- 
ment. Test Number 31, Grade 4. Test Number 61, 
Grade 7. Test Number 62, Grade 7. Test Number 
91, Grade 10. Test Number 92, Grade 10. Test 
Number 93, Grade 10. 

ED 239 036 
Modeling Hospital Discharge and Placement De- 
cision Making: Whither the Elderly. 

ED 237 897 
pd Turn: A Woman’s Guide to Returning to 
School in the New Haven Area. 

ED 237 738 
Neustadt’s “Presidential Power” and University 
Governance: A Case Study Analysis. 

ED 234 688 
Novice and Expert Knowledge of Individual Stu- 
dent’s Achievement. 

ED 233 985 
Postsecondary Education Plans and Choices: Re- 
view of the Literature and Design for Analysis of 
the Parents Data. 

ED 233 255 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 

ED 237 566 
Role and Relationship Grid: Board/Superinten- 
dent. 

ED 234 471 
School Psychologists and Clinical Judgment: Pat- 
terns of Data Utilization. 

ED 233 250 
Self-Referent Decision Making: A Multidimen- 
sional Representation. 

ED 236 506 
The Southern Youth Study: 1966-1979. A Re- 
gional Survey of Young Adults from Rural Areas 
and Small Towns in the South. 

ED 239 833 
State Legislative Voting and Leadership: The Po- 
litical Economy of School Finance. 

ED 238 094 
A Study of Communication Expectations of Black 
Graduate Students at a State University. 


ED 238 081 
A Study of the Relation between Locus of Control 
and Risk Taking for Graduate Students in Educa- 
tion. 

ED 233 246 
The Suasory Functions of Communication in the 
Process of Group Decision-Making: Necessity 
and Paradox. 

ED 238 (668 
Support Systems and Teacher Decision Making: 
An Exploratory Study. 

ED 237 492 
A Theoretical Foundation for the a of Infer- 
ential Error in Decision-Making Groups. 





Subject Index 


ED 235 513 
a oe Students to Assess Accurately 
What y Know and Don’t Know. 
ED 238 337 
Understanding Career Choices. Grade 8. Revised. 
ED 237 700 
The University as an Organisation: System and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 
ED 238 369 
The Use of Different Rules to Allocate Reward 
and Punishment. 


ED 235 449 
Values Clarification for Introducing Theatre Stud- 
ies. 

ED 238 040 
What To Do Till the Book Salesmen Come or 
Making Basal Reader Adoptions Work. 

ED 236 550 
When You Don’t Know What’s Important: Revi- 
talizing Decision-Making in the Native American 
School. 

ED 239 816 


Decision Making Skills 
Adolescent Development and Sexuality. Adoles- 
cent Decisions Curriculum. 

ED 236 444 
Creative Problem Solving in Quality Circles. 

ED 238 112 
Decisions about Drug Use. Adolescent Decisions 
Curriculum. 

ED 236 443 
Decisions about Language. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 519 
Decisions about Language. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 518 
Decisions about Mathematics. Student Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 

ED 238 521 
Decisions about Mathematics. Teacher’s Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skilis in the Middle School. 

ED 238 520 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middie School. 

ED 238 524 
Decisions about Roles. Student Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 Ba 
Decisions about Roles. Teacher’s Guide. 
Play: Developing Self-Concept and nl 
Making Skills in the Middle School. 

ED 238 516 
Decisions about Science. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 523 
Decisions about Science. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 522 
Decisions about Work. Adolescent Decisions 
Curriculum. 

ED 236 — 
Decisions and You. Student Guide. Fair cs ora 
veloping Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 515 
Decisions and You. Teacher’s Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 514 
Essential Performance Objectives for Career De- 
velopment. 

ED 239 033 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. Imple- 
mentation Handbook. 

ED 238 513 
How to Teach Small Group Decision-Making in 
a Basic Business Communication Class. 1981 
American Business Communication Association 
National Committee Report. Unit III. Research 
and Methodology. Teaching Methodology and 
Concepts Committee-Subcommittee-3. 

ED 234 441 


Deducticn 
Beyond Critical 
Use Their Knowledge in Academic Writing. 
ED 237 999 
Reading Comprehension hy ore Cognitive 


Juvenile Law: Decisions and Alternatives. Ado- 
lescent Decisions Curriculum. 

ED 236 447 
Leadership and Decision Making for Effective 
Educational Change. 


Making Decisions in Quality Circ 
— 238 116 


People and the Government. Adolescent Deci- 
sions Curriculum. 


— 233 461 


ED 236 445 
— Manual. Adolescent Decisions Curricu- 
lum. 


ED 236 446 
The Relationship of Trait Indecisiveness to Voca- 
tional U; ity, Career Indecision, and Inter- 
personal Characteristics. 
ED 233 291 
Succeed in the World of Work. A Handbook to 
Motivate the Teaching of Career Education. 
ED 235 326 


Decision 


Sciences 
The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 
Monograph. 


ED 234 145 


Decision 


Support Systems 
The Administrator’s Use of Microcomputer Sys- 
tems. 


ED 234 729 


Enrollment 
An Analysis of Institutional Response and Envi- 
ronmental Constraints with Respect to the Pat- 
terns of Institutionai Enrollment Decline in 
American Higher Education. ASHE 1983 Annual 
Meeting Paper. 
ED 233 652 


A Background Paper on Rural Education in the 
Province of Saskatchewan. 

ED 234 932 
Consequences of 1983-84 Budget Cuts for Cali- 
fornia Community Colleges. 

ED 238 492 
Enrollment Decline as a Cause of RIF’s in Educa- 
tion. 

ED 234 044 
Managing Enrollment Decline: Current Knowl- 
edge and Future Applications. 

ED 233 450 
New England College Tries to Adjust to Fewer 
Students, Teachers, and Dollars. 

ED 236 956 
The Political Nature of the Neighborhood School 
Community in an Enrollment Decline. 

ED 238 101 
Predicting Succession under Conditions of En- 
tollment Decline. 

ED 234 470 
—_ School Enrollment, United States, Fall 


ED 233 462 
School Governance in an Era of Retrenchment. 
[Final Report]. 

ED 236 810 
The Structure of College Choice. 

ED 235 747 


(Reading) 
What Deaf individuals Bring to the Reading Task: 
A Focus on Word Identification Strategies. 
ED 239 424 


Thinking: Teaching Students to 


Processing Mec! and Deductive Reason- 
ing in Bilinguals. Final Report. 
ED 236 944 


Recognizing Cause and Effect Relationships 
(Grades 4-8). 
ED 239 206 
Structure 
The “Pro-Drop” Parameter in Adult Second Lan- 
guage Acquisition. 
ED 239 490 


Defensiveness 


Children’s Emotional Attributions to Themselves 
and Others: A Measure of Children’s Defensive- 
ness. 


Degrees (Academic) 111 
ED 238 581 


Deferred Maintenance 
Caring for the Campus Physical Plant. 


ED 239 373 
School Facilities and Deferred Maintenance. Is- 
suegram 43. 

ED 234 5i7 


Deficit 


Universities, Public Priorities, and the Future of 
Ontario. A Brief to the Standing Committee on 
Social Development of the Legislature of Ontario. 
Publication No. 83-9. 


ED 238 327 


Definitions 
Criteria for Identifying LD Students: Definitional 


Problems Exemplified. 

ED 236 841 
Educational Administration Terminology = Ter- 
minologie de l’Administration de l’Education = 
Terminologia de la Administracion de la Educa- 
cion. 

ED 234 792 
A Glossary of Initialisms, Terms, Acronyms, 
a etc. 2nd ed. Publication ? No. 17 (Re- 


ED 237 086 
Is a Concept a Class of Particulars Having Attri- 
butes in Common or Not? 

ED 237 438 
Learning Disabilities: Issues on Definition. A Po- 
sition Paper Prepared by the National Joint Com- 
mittee on Learning Disabilities. 

ED 235 639 
Resource Catalogue: Educating Behaviorally Dis- 
ordered and Emotionally Disturbed Pupils. Pro- 
gram Assistance Report No. 11. 

ED 235 648 
A Review of the Definition of Rural. 

ED 238 667 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 

ED 235 611 
State Board of Education Rules for Handicapped 
Students (Including Federal Regulations and 
State Law). 

ED 238 234 
A Way To Define. 

ED 236 608 


Definitions of Success Scale 


Fear of Success, Sex-Role Orientation, and Defi- 
nitions of Success: A Correlational Study. 
ED 237 835 


Degree Requirements 


Academic Public Relations Curricula: How They 
Compare with the Bateman-Cutlip Commission 
Standards. 

ED 233 355 
College Curriculum: Shape, Influence, and As- 
sessment. Background Briefing Paper for a Special 
Panel of The National Commission on Excellence 
in Education (Kingston, Rhode Island, August 
27-28, 1982). 

ED 237 027 
Computer Assisted Degree Progress Reporting. 

ED 234 652 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 
1982-1983. 

ED 238 779 
Individualized Degree Program Student Hand- 
book. 

ED 234 852 
Student Patterns in Completing General Educa- 
tion Requirements. 

ED 239 572 


Degrees (Academic) 


Communication Industry Needs and Higher Edu- 
cation Programs: What Are We Doing Now to 
Prepare for 1990? 

ED 237 001 


Comparative Information on Higher Education, 
1983. 


ED 235 748 
Dance Directory. Programs of Professional Prep- 
aration in American Colleges and Universities. 
Twelfth Edition. 

ED 236 133 
A a Postsecondary Education: FactFinder, 
1983. 





112 Degrees (Academic) 


ED 235 746 
Higher Education Fields of Study and Profes- 
sional Employment: Trends in Sex Segregation 
during the 1970s. 

ED 237 606 
The International Institutionalization of Educa- 
tion. 


ED 233 444 
Major Gains and Losses. Recent Shifts in Popu- 
larity of Academic Disciplines as Fields of Con- 
centration. Commission Report 83-25. 
ED 235 728 
Participation in Postsecondary Education in New 
York State by Racial and Ethnic Categories. 
ED 238 998 
Participation of Black Students in Higher Educa- 
tion: A Statistical Profile from 1970-71 to 
1980-81. Special Report. 
ED 236 991 
Postsecondary Certificates and Degrees in the 
State of Alaska. 
ED 239 539 
Statistics on Social Work Education in the United 
States: 1982. 
ED 234 677 
Vermont State Colleges. Manual of Policy and 
Procedures. Exhibit I: bg ag of i 
E it II: Criteria for Ap- 
ome od Acedomt cademic Degree Programs. Exhibit III: 
Approval of New Academic Degree Programs. 
ED 233 619 
1981-82 Graduate Student Survey. AIP Report. 
ED 233 637 
Deinstitutionalization (of Delinquents) 
Implementation of Community-Based Programs: 
Current Difficulties and Future Issues. 
ED 239 140 
(of Disabied) 
Attitudes ds Deinstitutionalization Held by 
Family Members of Institutionalized Mentally 
Retarded Persons. 





ED 239 422 
Factors Contributing to Dropout in a Psychoso- 
cial Rehabilitation Program for the Chronically 

i ly Disabled. 

ED 233 271 
Perceived Needs of Developmentally Disabled 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Non-institu- 
tionalized Peers. 

ED 237 665 
P.L. 89-313 Supplementary Services for Previ- 
ously Non-Public-School Institutionalized Stu- 
dents, 1982-1983. O.E.E. Evaluation Report. 

ED 238 991 
A Proactive Program Planner’s Guide to Commu- 
nity Services Development from an Ecological 
Point of View. 

ED 233 544 
Teaching Research Infant and Child Center 
[Newsletter]. 


A Three Phase Approach to Indep Apart- 
ment Living for Developmentally Disabled 
Adults: Westwick Supervised Apartment Pro- 
gram. 


ED 234 595 





ED 235 673 


Deictic Particles in Samoan Child Language. 
ED 233 584 
Delaware (New Castle County) 
Test Scores in New Castle County, DE.—Before 
and After Busing. 
ED 236 260 


Effect 
Strategies to Use and to Avoid When Collecting 
Attitudinal Data on a Delayed Basis. 


ED 237 526 
Delay of Gratification 
The Effects of Instructor Expectation and Perfor- 


mance on Child Comprehension and Perfor- 
mance. 


ED 239 772 


ed Speech 
West Clay Preschool Curriculum. ESEA Title 
IV-C Project. 


ED 235 630 


Delinquency 
Cognitive and Learning Profiles of Delinquent 


and Learning-Disabled Adolescents. 

ED 237 896 
Community Residential Treatment of MR Ado- 
lescent Offenders. 

ED 233 549 


Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 

ED 237 857 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 

ED 236 075 
Face to Face with Giftedness. First Yearbook of 
the World Council for Gifted and Talented Chil- 
dren. Developed from Selected Presentations at 
the World Conference on Gifted and Talented 
Children (4th, Montreal, Canada, August 1981). 

ED 238 237// 

Juvenile Firesetter and School Arson Prevention 
Programs. 

ED 239 941 
Needs Assessment Study of Institutional Library 
Services in the Maryland State Department of 
Health and Sivetel Epgiene. 

ED 233 728 
Normative Data from Rorschach (Exner) and 
MMPI Tests for Students Assessed in an Alberta 
Government Youth Assessment Center. 

ED 240 137 
Predicting Self-Reported Delinquency Level in a 
General Youth Sample via the HEW Youth De- 
velopment Model’s Youth Needs Assessment In- 
strument. 

ED 237 859 
Predicting Wanton Assault in a General Youth 
Sample via the HEW Youth Development Mod- 
= Community Program Impact Scales, Age and 

x. 

ED 233 261 
Prediction of Recidivism in Juvenile Offenders 
Based on Discriminant Analysis. 

ED 235 406 
Remediating the Deficit: Social Skills Training 
with Juvenile Offenders. 

ED 235 446 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Repori. 

ED 234 131 


uency Prevention 

Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 

ED 233 928 
Improving the Quality of Youth Work: A Strategy 
for Delinquency Prevention. 

ED 235 393 
Innovative Community-Based Career Explora- 
tion for Disadvantaged Youth. Final Report. 

ED 234 176 
Juvenile Firesetter and School Arson Prevention 
Programs. 

ED 239 941 
Law-Related Education Evaluation Project, Final 
Report. Phase II, Year 2. 

ED 237 393 
Rural Intervention Project: An Empirical Assess- 
ment. 

ED 235 949 
The School Action Effectiveness Study: Second 
Interim Report. Part I. Report No. 342. 

ED 237 892 


Delinquent Rehabilitation 

Implementation of Community-Based Programs: 
Current Difficulties and Future Issues. 

ED 239 140 
Innovative Community-Based Career Explora- 
tion for Disadvantaged Youth. Final Report. 

ED 234 176 
Vocational Education in Correctional Institutions 
in Ohio. 

ED 233 218 

Delivery Systems 

Analysis of Determinants Impacting on Educa- 
tional Services of Handicapped Papago Students. 
Final Report. 

ED 239 468 
Assuring the Effective Delivery of Student Finan- 
cial Assistance. Report No. 6. 

ED 234 733 
Catalyst for Interorganizational Collaboration: 
The Partnership for Rural Improvement. Working 
Paper Series. 

ED 237 272 


Subject Index 


Chemeketa Community College Telecommunica- 
tions Network: A Proposal to the Chemeketa 
Community College Board. 

ED 234 854 
Child Abuse and Neglect: A Resource Demon- 
stration Program for Region IX. Final Report. 

ED 238 547 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 3, May/June 1982. 

ED 235 649 
Computer Assisted Rehabilitation Service Deliv- 
ery. 


ED 237 743 
Coping With Curriculum. Papers and Pr i 
of the National Workshop on Distance Education 
(2nd, Perth, Western Australia, July 13-15, 1983). 

ED 237 302 
Counseling for Career Change. Searchlight Plus: 
Relevant Resources in High Interest Areas. 24+. 

ED 237 868 
Creating Conditions for Successful Collaboration. 

ED 237 475 
Critical Issues in College System Management: 
Conference Proceedings (Toronto, Ontario, Oc- 
tober, 1981). 

ED 235 841 
Delivering Technical Education in Wisconsin in 
the Information Age. 

ED 237 752 
Dissemination and Utilization Product Database 
Feasibility Study. 

ED 239 115 
Enhancing Services to the Rural Elderly through 
Primary Care Centers. 

ED 237 866 
Evaluation of Telecommunications Demonstra- 
tion Projects and Recommendations to the 
DHEW Telecommunications Demonstration 
Program. Final Report. Executive Summary and 
Summary Report. #146-01/02. 

ED 237 056 
An Evaluation of the Nutrition Services for the 
Elderly. Volume II. Analytic Report. 

ED 234 015 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 

ED 234 016 
Homebased Computer Assisted Adult Education 
Project—Phase III. Final Project Report, Septem- 
ber i, 1982, through August 31, 1983. 

ED 234 181 
The Information Technologies: Telidon and Edu- 
cation-Perspectives and Possibilities for a New 
Information Technology and Its Impact on Edu- 
cation. 

ED 234 770 
Intervention in Child Maltreatment. 

ED 237 878 
Issues in the Delivery of Educational Services to 
Individuals with Learning Disabilities. A Position 
Paper of the National Joint Committee on Learn- 
ing Disabilities. 

ED 235 640 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 

ED 237 765 
Long Term Care: Report to the Secretary. Service 
Delivery Assessment, Office of the Inspector 
General, December 1981. 

ED 239 179 
The Medical Center’s Impact as a Vital Force in 
a Network to Sustain the Aged in the Community. 

ED 237 882 
Model Adult Protective Services Law. 

ED 239 180 
National Council on the Handicapped. [Third] 
Annual Report. 

ED 234 155 
New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 

ED 233 535 
An Overview of the New Job Training System. 
Survey Report I. 

ED 239 088 
Perspectives on Dissemination and Knowledge 
Utilization. Report of a Symposium Presented to 
the Mid-South Educational Research Association 
(November 1980). 

ED 238 191 
PINS Jurisdiction in New York State Today: Cri- 
tique and Recommendations. 

ED 237 828 
Potential Applications and Impact of Microelec- 





Subject Index 


tronic and Telecommunication Technology in 
Health Care Delivery. Final Report. 

ED 239 588 

ction: Improving In- 

e Current Status of Pri- 


Prevention of Marital 
timate Relationships. 
mary Prevention. 

ED 236 473 
Providing Services for Handicapped Persons in 
Rural/Sparsely Populated Areas. 


ED 237 287 
Quick Reference: A Key to Co’ i 


ED 234 336 
R ing and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 

ED 236 451 
A Resource Guide for Providing Vocational Edu- 
cation for Handicapped Students in Missouri. 
LINCpaper 82i. 

ED 236 885 
Respite Care Which Meets Community Needs. 

ED 233 548 
Rural Rehabilitation. A State of the Art. 

ED 233 838 
Rural Special Education. 

ED 236 889 
Strategies for Institutionalizing Telecommunica- 
tions Demonstrations: A Review of Innovation 
Barricrs and Program Alternatives. Final Report 
# 145-04. 

ED 237 058 
Tailoring Staff Development to Meet Teachers’ 
Needs. 


ED 237 506 

Technological Delivery Systems. 
ED 237 303// 

Vocational Education for the Handicapped in Ru- 
ral Areas. LINCpaper 814. 

ED 236 884 
The Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 

ED 239 023 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 

ED 233 873 
Wyoming Vocational Education Special Needs 
Program Guidelines. 

ED 239 128 


Demard Occupations 

Identification and Analysis of Emerging Occupa- 

tions in Vocational Agriculture. Final Report. 
ED 234 188 


Democracy 
A Philosophical Approach to the Subject Matter 
Preparation of Teachers of History. 
ED 237 377 
Reconstruction: The Promise and Betrayal of De- 
mocracy. 
ED 236 078 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 
ED 236 079 
Democratic Values 
Democracy in Evaluation: The Evolution of an 
Art-Science in Context. 
ED 240 093// 
Democratic Education in Schools and Class- 
rooms. National Council for the Social Studies 
Bulletin No. 70. 
ED 238 769 


Demography ; 
Characteristics of the Population Below the Pov- 
erty Level: 1981. Consumer Income. Current 
Population Reports, Series P-60, No. 138. 

ED 237 583 
Comparisons of Subscribers and Non-Subscribers. 
An NRC Mining Company Report. American 
Newspaper Publishers Association (ANPA) 
News Research Report No. 39. 

ED 239 291 
The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 

ED 236 993 
a Trends and Drug Abuse, 1980- 
1995. NIDA Research Monograph 35. 

ED 237 843 
An Environmental Scan of Northern Alameda 
County. 

ED 239 695 


Farm Population of the United States: 1982. 
ED 238 659 
The Hi ic Population: A Demographic and Is- 
sue le. Hearings before the Subcommittee on 
Census and Population of the Committee on Post 
Office and Civil Service. House of Representa- 
tives, “5"5-y. First Session (Sep- 


tember 13- 

ED 240 211 
Hispanics in the Pacific Northwest. 

ED 237 305 
How To Give ’Em What They Want: Assessment 
Basics for Commuters. 

ED 236 951 
Information and the Economy: Policy Issues for 
Educators. 

ED 237 071 
Limited-English Proficieat Students: A Review of 
National Estimates. 

ED 235 676 
Louisiana Statewide Assessment and Data Man- 
agement System for Hearing Impaired, Visually 
Impaired, and Deaf-Blind Students. Final Report, 
1981-82. 

ED 233 520 
Needs Assessment of Services to Deaf-Blind Indi- 
viduals. Final Report. 

ED 235 666 
Not Working: Unskilled Youth and Displaced 
Adults. A Look at the Demographic, Technologi- 
cal, and Educational Causes of Youth and Adult 
Unemployment and at Some Program Responses 
of the Ford Foundation. A Working Paper. 

ED 236 332 
Planning for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues Report. 

ED 236 773 
The TOEFL Native Country File: Detailed Data 
on Candidate Populations, 1977-79. 

ED 237 511 


Demonstration 


Breathing Local Life into a National Strategy for 
Educational Equity. 

ED 233 949 
Career Planning and Placement Strategies for 
Postsecondary Students with Disabilities. 

ED 238 226 
Child Abuse and Neglect: A Resource Demon- 
stration Program for Region [X. Final Report. 

ED 238 547 
The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 

ED 233 524 
The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 

ED 239 087 
The Early Childhood Model Parenting Program. 

ED 238 526 
Educational Voucher Demonstration Archive: 
Project-Level Documentation. 

ED 239 371 
Enhancing the State Role in Lifelong Learning. 
Case Studies of the Six Pilot States. 

ED 235 343 
Evaluation of Project School to Work: A Mono- 
graph. 

ED 237 594 
Evaluation of Telecommunications Demonstra- 
tion Projects and Recommendations to the 
DHEW Telecommunications Demonstration 
Program. Final Report. Executive Summary and 
Summary Report. # 146-01/02. 

ED 237 056 


An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 
Exemplary Pupil Personnel Services Programs in 
Illinois, School Year 1981-1982. 

ED 235 426 
A Final Review of the Connection Program: Serv- 
ing High-Risk Adolescents in the Secondary 
School. 

ED 240 197 
The First Year of the Education Voucher Demon- 
stration: A Secondary Analysis of Student 
Achievement Test Scores. 


ED 238 915 
Futureprint. California Demonstration Program 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 
Futureprint. Bvalustion Handbook: De Anza Jw 
int. uation Han: ~ lu- 
nior High School. 


Dental Hygienists 113 


ED 240 155 
Impacts from the Youth Incentive Entitlement 
Pilot Projects: Participation, Work, and Schooling 
Over the Full Program Period. 

ED 236 301 
An Interactive Approach to Infusing Equity: A 
Teacher Model. 

ED 233 948 


Lawrence Children’s Health Project/EPSDT. A 
Proposal to Integrate Health and Special Educa- 
tion Services for Children in a School-Based 
Demonstration Project. Final R: 
ED 236 257 
A Model Program for Sex my in Vocational 
ey Final Report from July 1, 1982 to June 
ED 233 161 
Nebraskans Serving Secondary Special Education 
Students: Case Studies of Successful Programs. 
ED 236 882 
Planning and Evaluating Telecommunications 
Demonstration Projects and Assessing the Costs 
of Telecommunications Demonstration Projects. 
Final Report # 146-03. 
ED 237 057 
Project SCS (Special Communication Services). 
ED 238 392 
Starting with Students: Notable Programs, Prom- 
ising Approaches, and Other Improvement Ef- 
forts in American Postsecondary Education. 
Volume I. 
ED 237 051 
Strategies for Institutionalizing Telecommunica- 
tions Demonstrations: A Review of Innovation 
Barriers and Program Alternatives. Final Report 
# 146-04. 
ED 237 058 
Summary of State-Administered Program Im- 
provement Projects in FY 1983. 
ED 239 092 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 
ED 233 775 
Teaching Research Infant and Child Center 
[Newsletter]. 
ED 234 595 
—_— g and Model Exchange Project, 1982- 
ED 236 812 
Travel Training for the Handicapped. Final Eval- 
uation Report, 07/01/81 to 09/30/82. 
ED 233 510 
Videotex in Libraries: An Assessment of the Brit- 
ish Experience and Directions for the Future. 
ED 237 093 
Demonstrations (Civil) 
Some Affects of Women’s Rights Demonstrations 
Upon Attitudes of Nonfeminist Mormons. 
ED 237 439 
Demonstrations (Educational) 
Demonstrate a Manipulative Skill. Second Edi- 
tion. Module C-16 of Category C-Instructional 
Execution. Professional Teacher Education Mod- 
ule Series. 
ED 236 356 
Denial (Psychology) 
MMPI Characteristics of False Negatives on the 
MacAndrew Alcoholism Scale. 
ED 237 898 


Denmark 
The ALIS Online Circulation Control System of 
Danmarks Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 
ED 237 096 
in Denmark 
(Professions/Trades). Education in Denmark. 
ED 235 348 


Vocational Education and Training 


Dental Assistants 
Application of the DACUM Process in Allied 
Health Education: The Development of a Dental 
Assisting Curriculum. 
ED 236 405 
Dental Assisting Course. Bilingual Vocational In- 
structional Materials. 
ED 234 208 
Dental Health 
Dental Care. Third World Science. 
ED 235 036 


Dental Hygienists 





114 Dental Hygienists 


Issues in Dental Hygiene Education and Practice: 
Perceptions and Concerns of Dental Hygiene Pro- 
gram Administrators. 


ED 238 488 


Dental Technicians 
National Apprenticeship and Training Standards 
for Dental Technicians. Revised. 
ED 236 328 


Dentistry 
Dental Cere. Third World Science. 
ED 235 036 


Department of Defense Authorization Act 
1983 


Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 


Department Of Education 

Facilities Financing and the Department of Edu- 
cation. Viewpoint from the Campus. 

ED 238 390 
Federal Influence = State and Local Govern- 
ment: The Case of Nondiscrimination in Educa- 
tion. 

ED 234 523 
Oversight on Student Loan Collections. “ton 
before the Subcommittee on ne sage, fe ju- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 

ED 234 686 
Rapid Assessment of the ED Institutional Eligi- 
bility and Compliance Monitoring Systems. Final 
Report. 

ED 233 661 
Rural Education and Rural Family Education 
Policy for the 80’s. 

ED 234 971 
A Rural Education Policy for the 80’s. 

ED 234 977 


Departments : 
Benefits of Program Review. 
ED 240 128 
Coordinating an Undergraduate Internship Pro- 
gtam in a Large Psychology Department. 


ED 235 751 
Directi 


ED 233 427 
Rebalancing the University: Will Physical Educa- 
tion Survive? 


ED 235 126 
Dependency (Personality) 
= Patterning of Social Behavior: Revi- 
si 
ED 237 231 


Dependents Schools 

Department of Defense Dependents Schools Spe- 
cial Education Dispute Management System. 

ED 235 668 

Resources 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 
ED 235 088 
to Reduction in a University Coun- 


wae and Related Services (Reading and Stud 
Skills) Center. d 


The Devel 


lopment of the Missouri Documents 
Depository System: 1971-1977. 
ED 239 622 


New York State Plan for Federal Depository Li- 
brary Service. 


ED 233 269 


ED 238 449 


(Economic 1929) 
Simple Macroeconomic Simulations and the 
Depression. Instructor’s Notes [and] A Stu- 
dent Guide [and] Basic Program. 


Depression (Psychology) 
Category Accessibility and Depression. 
Children of Depressed Moth Bpideniste cal 
ers: logical 
and Social Class Differenc<s. 
ED 237 237 


ED 235 099 


A Comparison of Three Cognitive Treatments in 
Alleviating Depression. 


ED 239 150 
Consistency of the Self-Schema in Depression. 
ED 237 847 


Depression and Acculturation in Mexican-Amer- 


ican Women. 

ED 236 510 
Early Interactions between Infants and Their 
Postpartum Depressed Mothers. 

ED 239 777 


A Factor Analytic Stud: Beck ee 
Inventory for andes rb bey Student 

ED 234 287 
Increased Challenge with the Elderly. 

ED 235 398 
Irrational Beliefs as Moderators of the Life 
Stress-Depression Relationship. 

ED 234 335 
The Lonely and Gifted Adolescent: Stress, De- 
pression and Anger. 

ED 236 495 


The pg rion “ Locus of Control and Attribu- 
tion to 

ED 236 461 
Screening Withdrawn and Depressed Students in 
Public Schoois: An Inservice Technique. 

ED 233 523 
A Self-Control Therapy Program for Depression: 
Six-Month Follow-Up. 

ED 237 849 


A Visitation/Training Program for Institutional- 
ized Elderly. 
ED 234 307 


Deregulation 


Social and dconomic Perspectives in Current 
Communications Policymaking. 


ED 236 616 


Des Moines Public 


Schools IA 

Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 

ED 236 229 
Chapter I Parent Involvement Component, 
1982-83. Report of Evaluation. 

ED 236 225 
Chapter I Reading Program, 1982-83. Report of 


Evaluation. 

ED 236 230 
Programs Fun be | Block Grants. Reports of 
Evaluations, 1982-8: 

ED 236 226 

eading/Mathematics Lab Program, Chapter II, 

ECIA. Report of Evaluation. 

ED 236 228 
Resource Room for Talented and Gifted at Ed- 
munds/Jefferson Attendance Center. Report of 
Evaluation, 1982-83. 

ED 236 227 


Deets Gene) 


Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 
ED 238 847 


ive Research 
Children’s Descriptions of Adults: A Develop- 
mental View. 

ED 237 236 
Three Approaches to Descriptive Research. 

ED 238 947 


Descriptive Wri 


Imagery: Activity 
ED 239 203 


Effects 
Blacks and “Brown”: The Effects of School De- 
segregation on Black Students. 


ED 239 001 
Computer Analysis of Classroom Social Struc- 
ture: Assistance for Teachers in Their Efforts to 
Enhance Integration. 

ED 236 283 
Desegregation and Educational Productivity. Fi- 
nal Report. 


ED 239 002 
Desegregation in Massachusetts, 1983 Annual 
Report. 


ED 240 221 
Dilemmas in en A . Reply to Reana- 
1? of the Desegr ievement Synthe- 





ED 238 999 
Effectiveness of Alternative Desegregation Strat- 


Subject Index 


egies: The Issue of Voluntary versus Mandatory 
Weisise ta Las Angee Pert 1979. Revised. 
ED 240 185 
Effective School Desegregation: Equity, Quality, 
and Feasibility. Sage Focus Editions 42 
ED 236 302// 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 
ED 238 996 


The Evidence on Desegregation and Black 
Achievement. 

ED 239 000 
Integration: Dead Horse for the Race? 

ED 238 995 
Integration Does Work: The Springfield Story. 

ED 236 282 
Report No. 2 to the United States District Court, 
District of Massachusetts, on Boston School De- 
segregation. Volume I. 

ED 240 222 
Report No. 2 to the United States District Court, 
District of Massachusetts on Boston School De- 
segregation. Volume II. 

ED 240 223 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume I. 

ED 236 277 
School Desegregation and Black Achievement: 
An Integrative Review. 

ED 239 003 
School Desegregation as a Social Reform: A 
Meta-Analysis of Its Effects on Black Academic 
Achievement. 

ED 239 005 
Test Scores in New Castle County, DE.—Before 
and After Busing. 

ED 236 260 
What Have Black Children Gained Academically 
from School Desegregation: Examination of the 
Metaanalytic Evidence. 

ED 239 004 


ion Li 
Desegregation, Litteation, and Resource Mobili- 
zation. 
ED 238 136 
Effective School Desegregation: Equity, Quality, 
and Feasibility. Sage Focus Editions 42 
ED 236 302// 
Federal Litigation Arising from Personnel Prac- 
tices of Southern School Boards from 1970 
through 1981 in the Fifth Circuit Court of Ap- 


ED 239 349 


tion Methods 

Chapter 636, Voluntary Integration in Massa- 
chusetts. Successful Programs of Choice. 

ED 240 220 
Effectiveness of Alternative Desegregation Strat- 
egies: The Issue of Voluntary versus Mandatory 
Policies in Los Angeles. Part 1: 1979. Revised. 

ED 240 185 
Integration Does Work: The Springfield Story. 

ED 236 282 
Multicultural Education: Content, Materials, 
Strategies and Behaviors. A Series of Seminars for 
School Districts in the Metropolitan St. Louis 
Area. 

ED 234 106 
Neighborhood Change: Theories, Realities, Pros- 
pects. 


ED 235 261 
The Portland Public School System: From Pana- 
cea to Battleground. 

ED 236 789 


tion Plans 
Neighborhood Schools: The New(?) Legal Re- 
sponse to Enrollment Decline and Desegregation. 
ED 233 451 


Art Libraries Section. Special Libraries Division. 


Papers. 

ED 239 651 
A Conceptual Approach to the Design of Man- 
agement Information Systems for State Voca- 
tional Rehabilitation Agencies. 

ED 235 313 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 

ED 239 297 
Vocational “CAD” Education at the Indian Val- 





Subject Index 


ley Vocational Center, Sandwich, Illinois. 
ED 236 353 


Design Crafts 
Navajo Arts and Crafts. 
ED 235 969 


Requirements 

Analysis of Use of a Micro-Computer Driven 
Classroom Display. Working Paper #82-30. 

ED 237 052 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 

ED 238 430 
Audio Teleconferencing. SAT Users Conference. 

ED 239 592 
A Comprehensive Process for Display Systems 
Development. 

ED 238 686 
Computers & Learning: A Compendium of Pa- 
pers. 


ED 239 591 
Developing Biology Courses for Distant Students. 

ED 233 673 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 

ED 237 075 
Distance Education: The Design of Study Materi- 
als. 2nd Edition. 

ED 237 076 
Learner Assessment Methods Using a Computer 
Based Interactive Videodisc System. 

ED 239 597 
A Method for Pragmatic Communication in 
Graphic Displays. 

ED 238 684 
Methods for Improving the User-Computer Inter- 
face. Technical Report. 

ED 234 771 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, December 14-16, 1982. 

ED 233 730 
The Outline Graphic. 

ED 238 413 
The PCP SYS IV Management System: Educa- 
tional Overview. 

ED 234 756 
The PCP SYS IV Management System: Technical 
Overview. 

ED 234 757 
Planning Barrier Free Libraries. A Guide for Ren- 
ovation and Construction of Libraries Serving 
Blind and Physically Handicapped Readers. 

ED 234 806 
Processes of Skill Performance: A Foundation for 
the Design and Use of Training Equipment. Final 
Report, June 1978-July 1982. 

ED 239 583 
Report of the Ad Hoc Task Force on Cable Tele- 
vision, Stanford University. 

ED 234 736 
Round Table Mobile Libraries Section. Libraries 
Serving the General Public Division. Papers. 

ED 239 641 
State of the Art in Play Environment Research 
and Applications. 

ED 237 474 
Teaching and Learning via Interactive Satellite-A 
Janus View. 

ED 235 791 
A Theory-Based Computer Tutorial Model. 

ED 234 755 
User Centered System Design: Papers for the CHI 
"83 erence on Human Factors in Computer 
Systems. 

ED 238 416 
Utilizing Interactive Features in the Design of 
Videodisc Materials. 

ED 233 703 
Videotex i in Education: Current Developments in 
fn Data Structure, and Access Con- 
tro! 


ED 234 739 
Visualizing the Verbal and Verbalizing the Visual. 
ED 238 417 


Public Schools MI 
Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 


ED 236 157 


Developed Nations 
Dislocated Workers and Midcareer Retraining in 


Other Industrial Nations. 

ED 236 369 
The Familial Road to Healthy Societies: New and 
Converging Modes of Re-Development. 

ED 234 924 
The Inte:national Institutionalization of Educa- 
tion. 

ED 233 444 
On the Subculture of Development Extension 
Agents from Overdeveloped Countries. 

ED 238 612 
Structural Changes in the Economy and Future 
Job Prospects. Occasional Paper No. 92. 

ED 239 107 
The Teaching-Learning Role of Media Centers/- 
Libraries. Background Paper No. 1. 

ED 239 616 
Why Educate? An Assault on Ostrich Behavior. 

ED 233 634 


Developing Exceptional Educational Po- 
tential 


Curriculum Handbook-Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 
ED 234 585 


Dee Institutions 
tomy of Institutional oneaeee for 
its 


Higher Education Institutions tuden 
from Low-Income Backgrounds. Executive Sum- 
mary. 

ED 238 321 
The Anatomy of Institutional ——— for 
Higher Education Institutions Serving Students 
from Low-Income Backgrounds. Final Report. 

ED 238 322 
Challenge Grant Amendments of 1983. Report to 
Accompany H.R. 2144. House of Representa- 
tives, Committee on Education and Labor, 
Ninety-Eighth Congress, First Session. 

ED 235 726 
Critical Issues Affecting Black Colleges and Uni- 
versities in the 1980’s and 1990's. 

ED 234 110 
Evaluation Report on the Austin Peay State Uni- 
versity Project: Title III, Strengthening Develop- 
ing Institution Program. 

ED 239 571 
Factors Associated with Successful Developmen- 
tal Investment in Title III Eligible Institutions: A 
Special Report to Program Managers in the U. S. 
Department of Education. 

ED 238 323 


ee tg ee Implications for Insti- 
tutions of Higher Education. 
ED 238 324 


Developing Mathematical 


Processes 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 
ED 236 049 


Developing Nations 


Accelerating Child Survival and Development in 
Dark Times. 

ED 235 881 
Adult Education for Zimbabwe. 

ED 238 090 
Africa Section. Regional Activities Division. Pa- 
pers. 


ED 239 648 
Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Asia Section. Regional Activities Division. Paper. 

ED 239 649 
Books and og in Kenya. Studies on Books 
and Reading No. 1 

ED 234 350 
CARISPLAN Abstracts. 07-001-07-377. Carib- 
bean Information System for Economic and So- 
cial Planning. No. 7. 

ED 238 432 


Carrying Loads on Heads. Third World Science. 
ED 235 033 
Charcoal. Third World Science. 
ED 235 034 
China, A Country Study. Area Handbook Series. 
Third Edition. 


Developing Nations 115 


ED 233 947 
Choosing Human Resource Interventions: A Ty- 
pology Linking Country Conditions and Educa- 
tional oo Strategies. Draft Report for 


ED 233 921 
Clay Pots. Third World Science. 

ED 235 035 
Computer Conferencing for the Third World: 
Roadmap for the Future. 


Co-operating for Literacy. 
tional Seminar (Berlin, 


ED 233 682 
Report of an Interna- 
tober 1983). 
ED 237 755 
Coping in a es Society: Academic Li- 
brarianshi; 


ip in In 

ED 233 720 
Dental Care. Third World Science. 

ED 235 036 
Designing with Care. A Guide to Adaptation of 
the Built Environment for Disabled Persons. 

ED 239 464 
Development Communication Report No. 42, 
June 1983. 

ED 233 709 
Development Communication Report, No. 43, 
September 1983. 


ED 235 = 
Development Education, Language 
Language Policy: An Overview of the Fields = 
Respect to the Teaching of E: 

ED 234 617 
Development Education: NGO Priorities for the 
Eighties. Development Education Paper No. 17. 

ED 235 877 
Development Ethics and Funding Communica- 
tions Projects: Some Critical Reflections. 

ED 235 512 
The Development of Information Manpower Re- 
source. 

ED 235 833 
Diffusion and Adoption of Innovations in Fertil- 
izet-Related Agricultural Production Technology 
in Developing Countries. 

ED 237 637 
Distillation. Third World Science. 

ED 235 037 
Educational Research Environments in the De- 
veloping World. 

ED 238 865// 

Energy Convertors. Third World Science. 

ED 235 038 
An Evaluation of the Effectiveness of Radio Pro- 
[ape tye seren feria a 5+ atm 

Pupils in Primary Schools in South Nyanza - 

Kenya. African Studies in Curriculum Develop- 
ment & Evaluation, No. 46. 

ED 235 788 
The Familial Road to Healthy Societies: New and 
Converging Modes of Re-Development. 

ED 234 924 
Farmers’ Functional Literacy Program in India. 

ED 234 147 
Fermentation. Third World Science. 

ED 235 039 
Fotonovelas and Comic Books-The Use of Popu- 
lar Graphic Media in Development. 

ED 239 806 
Game of Childhood Diseases. Technical Note 
No. 23. 


ED 238 608 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 

ED 238 330 
Housing. Third World Science. 

ED 235 040 
Improving the Status of Women in the Third 
World: A Challenge to Adult Educators. 

ED 235 349 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 

ED 235 088 
The International Institutionalization of Educa- 
tion. 


ED 233 444 
Iron Smelting. Third World Science. 

ED 235 041 
Issues in International Communications: Devel- 
opment Communications Research. 

ED 234 455 
Land and People, the Growing Pressure. 
ED 235 993 





Developing Nations 


i Formal and Non-Formal Education. The 
NFE Issue No. 23. 
ED 233 830 


Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 


ED 238 087 
Low-Cost Educational Materials: How to Make, 
How to Use, How to Adapt. Inventory. Volume 
I. 


ED 237 059 
Making Literacy Work: The Specific Literacy Ap- 
proach. 


ED 236 413 
Management of Library Associations Section. 
Management and Technology Division. Papers. 

ED 239 646 
Mass Media and Development in Indonesia. 

ED 235 775 
Meeting of Experts to Consider Ways and Means 
of Taking the Workers’ Interests into Consider- 
ation When Formulating and Implementing Adult 
Education Policies (Paris, France, April 25-29, 
1983). 

ED 236 310 
Methane Digestors. Third World Science. 

ED 235 042 
Methodological Issues in Researching Teacher 
Education in Developing Countries. 

ED 236 128 
Natural Dyes. Third World Science. 

ED 235 043 
On the Imbalance of International Communica- 
tion: An Analysis, a Review and Some Solutions. 

ED 235 520 
On the Subculture of Development Extension 
Agents from Overdeveloped Countries. 

ED 238 612 
Pacific Telecommunications Council Conference. 

and Proceedings of a Conference (Hono- 

lulu, Hawaii, January 7-9, 1980). 
ED 233 671 


A Perspective from Developing Countries. Back- 
ground Paper No. 3. 
ED 239 615 


Planning Methods, Models, and Organization: A 
— Study for ee eh Policy Making 
and Planning. 


. ED 233 = 
Planning Non-Formal Education Projects. The 
NFE Exchange, Issue No. 24. 

ED 233 829 
Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 

ED 238 833 
Plants and Medicines. Third World Science. 

ED 235 044 
Population Education Programme in Asia: What 
Research Says. Abstract-Bibliography, Series 4. 

ED 238 802 

Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 

ED 239 820 


paigning for Literacy (Udaipur, India, 
January 4-11, 1982). 

ED 237 730 

—_ Freiems Som Zombie. Thied World Sci- 

A Collection of Third Form Science 

Proj from Lubushi Seminary, Kasama, Zambia 

ritten and Drawn by the Pupils Themselves. 

ED 235 032 

Radio Learning Group Manual. How to Run a 

_— Learning Campaign. 2nd and Revised Edi- 


rg Aura age 

N 

Network Project: Operating a Clearinghouse on 
NFE Information (September 1981-August 1982) 
and Semi-Annual Reports of the NFE Network 
Project: Providing Technical Assistance in Creat- 

ing LDC National/Regional Information Centers 
198 1-Fetewsry, 1982; March 1982- 

August 1982). 

ED 235 776 


Road-to-Birth Game. Technical Note No. 24. 
ED 238 609 
Salt. Third World Science. 
ED 235 045 
School Media Centers at the International Level. 
ED 234 808 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Education 


Paper No. 23. 
Soap. Third World Science. 


ED 237 193 


Inequality and Access to Schooig ia the 
Social i ccess to ing in the 
Third W: ray heen lig Monograph 83-4. 

ED 236 788 


The Teaching-Learning Role of — Centers/- 
Libraries. Background Paper No. 
"ED 239 616 


Textbook Production in Developing Countries 
—Some Problems of Preparation, luction and 
corn Studies on Books and Reading No. 


ED 233 321 
To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 


ED 239 822 
Training of Local-Level Administrative Personnel 
in National Literacy Programmes. Methodologi- 
cal Report of a Training Workshop (Nazareth, 
Ethiopia, November 1981). 

ED 238 091 
UNESCO/IFLA Presession Seminar: Exchange 
of Experience Seminar for Developing Countries. 
University Libraries in Developing Countries— 
Structure and Function in Regard — Information 
Transfer for Sci and T 

“ED 239 655 


Vocational and Technical Training in Less Devel- 
oped Countries: The Informal Economic Sector. 
ED 237 780 
Why Educate? An Assault on Ostrich Behavior. 
ED 233 634 
Why They Drop Out of School: A Nigerian Per- 
spective. 





ED 236 259 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 

ED 239 821 


t 

Computers in Education: A Practical Guide for 
the School Administrator. 

ED 238 189 
Educators of Adults and Information Gaps (Liter- 
acy, Ability to Use Technology and Access to 
Information). 

ED 235 354 
Non-Formal Education and Agriculture: A Se- 
lected Annotated Bibliography. Annotated Bibli- 
ography #10. 

ED 237 697 
On the Subculture of Development Extension 
Agents from Overdeveloped Countries. 

ED 238 612 
Team-Building in Quality Circles. 

ED 238 118 


Development Communication 


Issues in International Communications: Devel- 
opment Communications Research. 
ED 234 455 


Development Education 
Act Locally; Think Globally: Some Comments on 


Pro-Social Behaviour, Information 
and Development Education. Development Edu- 
cation Paper No. 24. 

ED 237 194 
Development Education: NGO Priorities for the 
Eighties. Development Education Paper No. 17. 
Eval Devel Ti Pree IA 

valuating elopment Training Programs. 

Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 

ED 238 651 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Education 
Paper No. 23. 

ED 237 193 


Developmental Curriculum 
rt plc Curriculum for the Secondary 
hoo! 


ED 237 484 


Developmental Disabilities 
A Conversation with James E. Gilliam on Autism. 


ED 233 560 
The ey Disabled Child as a Victim 
of Child A 

ED = 545 
Development of Attenuation Patterns in the Con- 
trolling Communicative Function. 


Subject Index 
ED 239 489 


ED 236 870 
pp Families a Break: Strategies for Respite 


ED 235 664 
Groups for Parents with Developmental Disabili- 
ties. 


ED 233 546 
An Interdiscipli Curriculum to Meet the 
Needs of Developmentally Disabled Children. 

ED 234 bohm 
Perceived Needs of Sony Eee 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Non-institu- 

tionalized Peers. 


Evaluation of Advocacy Models. 


ED 237 665 
ae Assessment in Developmental Dis- 
ities. 


ED 238 238 
Reaching Out: Achieving Community Involve- 
ment with Developmentally Disabled Children: A 
Step by Step Approach. 

ED 238 229 


Respite Care Which Meets Community Needs. 
ED 233 548 
A Teacher’s Perspective of the Five P’s. The Five 
P’s: A New Handicapped Preschool Children’s 
Assessment Tool. 
ED 239 427 


Developmental Education Birth Through 
Two 
The DEBT Project: Early Intervention for Handi- 
capped Children and Their Parents. 
ED 236 833 
Developmental Patterns 
Children’s Understanding of Feelings: A Matter 
of Point of View. 
ED 238 582 
A Developmental Analysis of Children’s Under- 
standing of the Learning Process. 
ED 235 889 


Developmental Placement 
By Parents for Parents. A Pre-First Parent’s 
Guide to the Early Education Program in Eastern 
Lancaster County Schoo! District. 


Developmental Programs 
Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 


ED 239 736 


ED 233 678 
Comparative Assessment of College Student Per- 
formance in Developmental and Freshman En- 


glish Courses. 

ED 239 300 
Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 

ED 237 747 
Effects of Two Comprehension Treatments in a 
College Reading Laboratory. 

ED 236 577 


Fotonovelas and Comic Books-The Use of Popu- 
lar Graphic Media in Development. 

ED 239 806 
Reading and Study Skills and Instruction: College 
and Adult: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 237.952 
Technology, Innovation, and Regional Economic 
Development. Census of State Government 
Initiatives for High-Technology Industrial Devel- 
opment. Background Paper. 

ED 235 344 


Developmente! chology 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 

ED 234 927 
Life History Dimensions and Types between Age 
18 and 30. 

ED 235 451 


Devel tal Stages 
The Child and the Book; Exceptions and the Rule. 
ED 236 580 
Children’s Emergent Abilities to Read Favorite 
Storybooks. A Final Report. 
ED 236 557 
Coherence and Connectedness in the Develop- 





Subject Index 


ment of Discourse Production. 

ED 233 336 
The py: Aspects of the Writing Pro- 
cesses of Young Children: A Review of Related 
Research. Instructional Research Laboratory 
Technical Series #R83003. 

ED 236 674 
Developmental Differences in Responses to The 
Incredible Hulk: Using Piaget’s Theory of Cogni- 
tive Development to Predict Emotional Effects. 


ED 236 737 
The Development of Story Liking: Character 
Identification, Suspense, and Outcome Resolu- 
tion. Technical Report No. 291. 

ED 236 547 


Formal-Operational Thinking and the Role of 
raining. 


T 

ED 235 413 
The Impact of the Divorce Process on the Family. 

ED 233 277 
A Learning Framework for Development. 

ED 237 930 
= ‘Rap sposm-me Devdenmase of Conservation 

kills in Learning Disabled Chil 
ED 234 918 


A Longitudinal Study of Coherence in Children’s 
Written Narratives, March 31, 1981 - March 31, 


1982. 

ED 237 989 
Looking at Emotional Disturbance from a Devel- 
opmental Perspective: An Assessment and Treat- 


ment Model. 

ED 239 426 
Making Change... 

ED 236 126 


Mathematics Curriculum Guide for Kindergarten 
through 3rd Grade. ESEA Title VII Bilingual Pro- 
gram. Dysart Unified School District. 

ED 233 880 
Observing Troubled Children’s Interpersonal Ne- 
gotiation Strategies: Implications of and for a De- 
velopmental Model. 

ED 233 815 
Parent Helper: Handicapped Children Birth to 
Five. Cognition. 

ED 234 544 
Parent Helper: Handicapped Children Birth to 
Five. Communication. 

ED 234 542 
Parent Helper: Handicapped Children Birth to 
Five. Socialization. 

ED 234 543 
Patterns of Story Development in Children’s Re- 
sponses to Literature. 

ED 234 399 
The Relationship between Vocal Fundamental 
Frequency Characteristics and Developmental 
— of Language Acquisition in Young Chil- 

en. 


ED 238 253 
Relationships between Cognition of Teachers and 
Quality of Teaching Style in Elementary Science. 

ED 236 055 
Sex and Experienced Control throughout Adult- 
hood: A Non-Linear Model. 

ED 236 483 
Sex Differences in Intellectual and Ego Develop- 
ment. 

ED 236 503 
Social Comparison and Education. 

ED 236 469 
Style Characteristics of the Language Acquisition 
of Mentally Retarded Children. 

ED 239 443 
Unitary Operations: The Relationship between 
Level of Moral Development and Analytic Style. 

ED 234 325 
Vocational Self-Concepts—A Stratified U.S. Sam- 
ple, Grades 7-13. 

ED 237 837 
Writing Growth in Young Children: What We 
Are Learning from Research. The Talking and 
Writing Series, K-12: Successful Classroom Prac- 
tices. 

ED 233 389 


Developmen’ ies Programs 
A Bret Sur = of Evening Adult and Provisional 
Admission Students at an Urban Private Coilege. 


ED 238 385 
Equal Education Opportuni' 


Program Clientele: 
Characteristic, Needs, and Interest. Occasional 
Paper No. 1. 


sities ® ED 235 715 
olistic Teaching. 
ED 237 155 


Is Developmental Education Working? An Anal- 
ye of Research. NARDSPE Research Report, 


‘umber 2. 
ED 238 471 
Keeping the Door Open - A oe aa. 
D 234 847 
PEP IV Co: ound Colleges’s 
Fea 1982 — for Southeast Asian Stu- 


ED 235 744 
Platform for Excellence: A Review and Projection 
of Basic Skills, Developmental and Learning Sup- 
port Education. Task Force Reports from the 
Learning Assistance Support System Project. 

ED 238 499 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 

ED 233 669 
Retention and Academic Achievement in Higher 
Education: The General College PEP Program 
(PEP I, Il, Ill). 

ED 235 743 


Team-Teaching: Quality Circles for Teachers. 
ED 237 163 


ED 233 636 


Underprepared Learners. 


Developmental Wri: 


ting 
A Contextualized Perspective on Developmental 
Writing. 
ED 236 620 


Dewey (John) 


Adult Literacy Education: An Ethical Endeavor. 
ED 239 043 
Dewey and Kohlberg: A Comparative Analysis. 
ED 235 100 


Dewe 


'y Decimal Classification 
Who Was Melvil Dewey? [Revised]. 
ED 239 660 


Related Groups 
The Impact of Federal Legislation on Education 
in the Clinical Laboratory Sciences. 
ED 235 003 


ic Teaching 

Curriculum-Based Measurement: Effects on In- 
struction, Teacher Estimates of Student Progress, 
and Student Knowledge of Performance. 

ED 236 196 
The Effects of Training Teachers in the Use of 
Formative Evaluation in Reading: An Experimen- 
tal-Control Comparison. 

ED 236 189 
The Emergent Reading Level: A New Concept. 

ED 233 334 
A Flowchart Guide to Assist Educators in Their 
Selection of Appropriate Assessment Instru- 
ments. 

ED 238 208 
Helping Students Develop Reading Ability Com- 
mensurate with Their Potential. 

ED 239 ao 
A Performance Curriculum and Learning Ou' 
comes. 

ED 240 054 
Pupil Adjustment Project. ECIA Chapter 1. In- 
terim Evaluation Report, 1982-83. 

ED 237 619 
Reading Strategy Project. ECIA Chapter 1. Eval- 
uation Report, 1982-83. 

ED 237 616 
What Are Learning Disabilities? 

ED 235 169 

Tests 
An A Posteriori Examination of the Evaluation 
Scale of the Writing Assessment Test at the Ci 
+ of New York. Research Monograp! 
o. 3. 

ED 236 267 
The Application of Videodisc Technology to the 
Diagnosis of Math Skills. 

ED 237 317 


Assessment of Basic Competencies: A Functional 
Approach to the Assessment of Learning Disabili- 
ties. 

ED 235 651 
The Clinical Validity of the MMPI-168. 

ED 234 328 


Dictation 117 


Education Program and Guideline Booklet for 
The Severe/Profound, July 1976-June 1979. 
— on ED 234 529 
¢ Effects of Variations in Questions on 
the Writing Performance of “CUNY Freshmen 
Research Monograph Series No. 1 

ED 236 266 
The Emergent Reading Level: A New Concept. 

ED 233 334 
Evaluating Diagnostic Hypotheses. 

ED 238 933 
Item Bias in the PPVT-R for Anglo-American and 
Mexican-American Children. 

ED 236 212 
Item Structures for Diagnostic Testing. Method- 
ology Project. 

ED 238 935 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 

ED 239 914 


Optimal Measurement Considerations for Diag- 
nostic Tests. Methodology Project. 
ED 238 940 


A Proposal for Measuring Critical 

ED 237 399 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 

ED 234 312 


Source Book of Educational Materials for Diag- 
nostic Medical Ultrasound. Radiological Health 
Series. 

ED 239 860 
The Status of Projective Techniques: Or, ““Wish- 
ing Won’t Make It Go Away.” 


ED 239 134 


Dial Access Information Systems 
Characteristics of Cable Access Centers in the 
Top 100 Media Markets. 

ED 236 709 

Dialect Interference 
Tracing Errors to Their Sources: A Study of the 
Encoding Processes of Adult Basic Writers. 

ED 238 024 


Dialectic (Concept) 
Dialectics and Meaning: The Effects of Opposi- 
tion in Cognition and Learning. 
ED 239 154 


Dialectical Reasoning 
Educational Applications of the Dialectic: Theory 
and Research. 
ED 239 136 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 
ED 235 082 
Dialectical Thought 
Dialectics and Meaning: The Effects of Opposi- 
tion in Cognition and 
ED 239 154 


IALOG 
DIALOG for Electrical Engineers. CTHB Publi- 
kation Nr 29 (1982). 

ED 233 721 


Dialogs (Language) 
Hiligaynon Lessons. PALI Language Texts: Phil- 
ippines. 


ED 239 484 
Thinking Together: Language Interaction in Chil- 
dren’s Reasoning. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 379 


Diaries 
Studying Intrapersonal Communication through 
Memoirs and Journals. 
ED 236 751 


Dictation 

Forkner Shorthand Games. 

ED 239 130 
Machine Transcription. A Developed Course En- 
compassing the Competencies Identified in the 
Administrative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 873 
Shorthand I. A Developed Course Encompassing 
the Competencies Identified in the Administra- 
tive Area of the Secretarial Science Technology 
Task Analysis. 





ED 234 867 

Shorthand III. A Developed Course Encompass- 

ing the Competencies Identified in the Adminis- 

trative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 868 


Dictionaries 
Developing a Nonsense Dictionary. 

ED 239 255 
ago 4 Students’ Ability to Understand and 
Use Words. 

ED 234 423 
No Dull Lexicon. 

ED 239 295 
tees 6 Oe 6 ee eS 

ford Advanced Learner’s Dictionary,” the 
ae Dictionary of Contemporary 
‘Longman Lexicon of Contempory En- 


ED 238 294 


Dietetics 
Carbohydrate Loading. 
ED 233 982 


Individual and Group Differences in Intelligence 
and Speed of Information Processing. 
ED 237 624 
Differentiation 
Differentiating Programs for Academically Gifted 
Elementary Students. 
ED 233 813 


Level 
Children’s Summarization Behaviors. 
ED 234 071 
Cohesion, Comprehending and Comprehensibil- 


ity. 
ED 233 314 
Difficulty Level of Classroom Tests: Communi- 
cating with Teachers and Students. 
ED 235 235 
The Effects of Test Difficulty Level on Under- 
graduates’ Perception of Examination Difficulties 
and Their State Anxiety. 
ED 237 543 
The Nature of Inaccuracy among Readability 
Formulas. 
ED 236 200 
Readability of Vocational Horticulture Instruc- 
tional Materials. Summary of Research 31. 
ED 234 154 
The Upgrading of Basic Level Students to General 
Level Programs. A Report, 1981- 
1982. Research Service No. 170. 


ED 238 123 
Diffusion (Communication) 

Communicability of the Taxonomy of Educa- 

tional Objectives for the Cognitive Domain. 
ED 235 194 
AC ication-Based Theory of Instruction. 
ED 234 894 
poy bs Impatient Press: p Pears Biack Newspapers 

ray ee of Black Progress. 





ED 237 983 

Information Dissemination and Technology 
Transfer in Telecommunications. 

ED 239 582 

Report on the IBI Interstate Training Project: A 

through Section 143, Migrant 

Education Interstate and Intrastate Coordination 

Program. 


ED 238 666 
Steps toward a Technology for the Diffusion of 
Innovations. 


ED 237 855 

Diffusion (Physics) 
Particles in Action. Study Guide. Unit C2. 
ZIM-SCI, Zimbabwe Secondary School Science 

Project. 

ED 239 880 
Particles in Action. Teacher’s Guide. Unit C2. 
a Zimbabwe Secondary School Science 


ED 239 881 
Digestive System 


Health Occupations. Body Structure and Func- 
tion. [500 Series.] 
ED 234 226 


Computer Conference in Information Service. 
Research Report 191 


ED 238 433 


Facilities 
Activities Using a Restaurant Theme. 
ED 239 927 
Career Preparation Program Curriculum Guide 
for: ‘arrears Industry (Food Ser- 
vices 


ED 234 264 
Food Production & Service Curriculum Guide. 


ED 239 111 


Dinosaurs 


Dinosaurs. 
ED 239 928 


Assessment 
A Comparison of Standardized Achievement 
Tests and Direct Measurement Techniques in 
Measuring Pupil Progress. 
ED 236 198 


Direct 


Instruction 
Cemprehension Instruction: Perspectives and 
Suggestions. 
ED 233 313// 
Direct Teacher Explanation during Reading In- 
struction: A Pilot Study. 
ED 234 452 
Effect of a Direct Instruction Paradigm for Teach- 
— Grade Students to Comprehend Main 


ED 237 931 
Instructional Approaches and Levels of Practice 
in Working Fourth Grade Word Problems. 
ED 235 010 
Long-Term Academic Effects of Direct Instruc- 
tion Follow Through. Technical Report No. 299. 
ED 237 932 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 
ED 239 774 


Direct Instruction Follow Through Project 


The Later Effects of Direct Instruction Follow 
Through: Preliminary Findings. Draft. 
ED 236 162 


Direct 


Legislation 
Direct Legislation Campaigns and Parapolitical 
Organizations: A Case for Communications Anal- 
ysis. 
ED 235 529 


Direct Mail 


Applications of Direct Mail in Voter Turnout Ac- 
tivities. 
ED 233 402 


Reading Activity 
Effect of a Direct Instruction Paradigm for Teach- 
- Sixth Grade Students to Comprehend Main 


ED 237 931 
Direction Following 


Test of Picture-Text Amalgams in Procedural 
Texts. 


ED 236 665 


The Effects of Instructor Expectation and Perfor- 
mance on Child Comprehension and Perfor- 


mance. 
ED 239 772 


Disabilities 

Academic Library Service to Disabled Students: 
Today and Tomorrow. 

ED 235 653 
Access to the Science Laboratory and Classroom. 

ED 238 223 
Accommodating the Spectrum of Individual Abil- 
ities. Clearinghouse Publication 81. 

ED 236 879 
Acts of God and/or Rites of Families: Accidental 
Versus Inflicted Child Disabilities. 

ED 234 891 
Administrative Implications of an Empirical 
ee ee re Cee 
T in Implementing IEPs. 

ED 239 472 


Subject Index 


Adult Education for the Handicapped. Overview: 
ERIC Fact Sheet No. 23. 

ED 237 809 
Affirmative Action. Module Number 16. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 158 
Alliances in Health and Education: Serving 
Youngsters with Special Needs [and} Instructor’s 


ED od 883 
Alternatives in Evaluation and Grading of 
Needs Students. Missouri LINCpaper $23 

ED 236 887 
i of Determinants Impacting on Educa- 

25 of Handicapped Papago Students. 

Final Report. 

ED 239 468 
An Analysis of State Systems for Evaluating 
Handicapped and Disadvantaged Vocational Ed- 
ucation Programs and Services. 

ED 237 662 
An Approach for Identifying Language Minority 
Students with Exceptional Needs. 

ED 239 457 
Art and the Handicapped. 

ED 233 508 
Assessing Problems and Needs in Educating Mi- 
nority Handicapped Children. 

ED 234 565 
Attitudes towards Persons with Disabilities, Fol- 
lowing I.Y.D.P. (1981). With Suggestions for Pro- 
moting Positive Changes. 

ED 236 826 
Audiovisual Materials. 

ED 238 227 
Automobile Mechanic Assistant Work Sample. 

ED 236 421 
Automotive Work Sample. 


ED 236 422 
Bagger Work Sample. 


ED 236 423 

Bibliography of Books for Handicapped Children. 
Part II. Studies on Books and Reading No. 11. 

ED 233 324 
Bibliography of Books for Handicapped Children. 
Part I. Studies on Books and Reading No. 11. 

ED 233 323 
Bilingual Special Education: An Overview of Is- 
sues. Professional Papers. 

ED 238 232 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 

ED 239 744 
Bureau of Indian Affairs Advisory Committee for 
Exceptional Children. The Third Annual Report 
to the Department of the Interior. 

ED 235 992 
The Business-Rehabilitation Partnership. 

ED 236 337 
A Calendar of Activi for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 





ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 
ED 236 893 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 
ED 236 894 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Secondary. 
ED 236 895 
Career Development and Job Placement Survey 
Summary Report. Beyond Access: Meeting the 
Instructional Needs of Handicapped Students in 
Postsecondary Occupational Education. 
ED 235 332 
Career Planning and Placement Strategies for 
Postsecondary Students with Disabilities. 


ED 238 226 
Careers in Special Education. 


ED 236 857 
The Changing Nature of Assessment in Public 
Schools: Trends. 


ED 236 828 
Children’s Literature—For All Handicapped Chil- 


ED 234 541 
Clerical Machine Operator Work Sample. 
ED 236 424 
=o with Disabilities: A Resource 
Han Ik. 





Subject Index 


ED 233 504 

Color Discrimination Work Sample. 

ED 236 425 
Communication of IEP Goals and Student 
Progress among Parents, Regular Classroom 
Teachers, and Administrators Using Systematic 
Formative Evaluation. 

ED 236 842 
Competency Based Parent Training Project. Final 
Report. Working Papers in Developmental Dis- 
abilities. 

ED 235 671 
Computer Assisted Rehabilitation Service Deliv- 
ery. 


ED 237 743 
Computer Networking with Commercially Pre- 
pared Software. 


ED 235 599 


ED 239 434 
Computer Technology for the Handicapped in 
Special Education and Rehabilitation: A Re- 
source Guide. 


Computers in the Classroom. 


ED 233 522 
The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 

ED 233 524 
The Congruence between Reason for Referral and 
Placement Outcome. 

ED 236 850 
Connections: Developing Skills for the Family of 
the Young Special Child, 0-5. [and] A Coordina- 
tors Guide. 

ED 233 538 
Correlations of the WRAT and PIAT Reading 
Recognition Subtest Scores with the VMI And 
Bender Gestalt. 

ED 233 558 
Cross-National Issues Related to Labor and Lei- 
sure Participation of People with Disabilities. 

ED 238 210 
Data Based Program Modification: A Disk for 
Monitoring Student Progress. 

ED 234 534 
The DEBT Project: Early Intervention for Handi- 
capped Children and Their Parents. 

ED 236 833 
Demography and Disability: A Chartbook for Re- 
habilitation. 

ED 236 338 
Department of Defense Dependents Schools Spe- 
cial Education Dispute Management System. 

ED 235 668 
Designing with Care. A Guide to Adaptation of 
the Built Environment for Disabled Persons. 

ED 239 464 
Developing a Bilingual Individual Education Plan 
for Language Minority Students. 

ED 239 456 
Disabled Student Project Faculty Survey. Beyond 
Access: Meeting the Instructional Needs of 
Handicapped Students in Postsecondary Occupa- 
tional Education. Phase II. Final Report. 

ED 235 331 
Disciplining Handicapped Students. 

ED 238 187 
Discrepancy between Ideal and Reality: An Over- 
view of Regular Educators’ Perceptions of Their 
Role in the Special Education Decision Making 
Process. 

ED 234 530 
Do You Know a Child with a Handicap? Children 
with Handicaps Have a Right to an Education 
S and] Do You Know Someone with a Handicap? 

dividuals with Handicaps Have a Right to an 

Education = Conoce Usted a un Nino que Tiene 
Aiguna Desventaja? Los Ninos con Desventajas 
Tienen nee rd a Recibir Educacion [and] 
Conoce Usted Alguna Persona que Tenga Alguna 
Desventaja? Las Personas = ue Tienen Desven- 
tajas Tienen Derecho a Recibir Educacion. 


ED 236 906 
Drafting Work Sample. 


ED 236 426 
Drill Press Work Sample. 


ED 236 427 
Early Intervention Programs for Young Handi- 
capped Children in Australia, 1979-80. 

ED 236 822 
Educational Adjustment: A Model for Enhancing 
Vocational Special Needs Students’ Success. 


ED 239 041 
The Education of the Handicapped Adolescent: 


The Transition from School to Working Life. 
ED 237 213 
Educators’ Guide to Effective Special Education 
Materials. 1983-84 Edition (As Reported by 500 
Special Educators). 
ED 238 219 


The Effectiveness of Special Education: A Direct 
Measurement Approach. 

ED 236 846 
The Effect of Role Conflict and Role Ambiguity 
on ived Levels of Burnout Among Special 
Education T: 

ED 235 631 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 
1981-82. 

ED 234 124 
Electrical Wiring Work Sample. 

ED 236 428 
Electronics Assembly Work Sample. 


ED 236 429 


sentatives, Ninety: Eighth 
sion. 

ED 236 409 
Evaluation of a Competency-Based Inservice 
Training Program for Personnel Serving Disabled 
Preschoolers. 

ED 235 218 
An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Education Programs. 

ED 236 861 
The Exceptional Child: A New Challenge for Ex- 
ceptional People. 

ED 239 451 
EXETRA Perspectives: Concepts in Therapeutic 
Recreation. 

ED 234 532 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 

ED 234 527 
Extending Family Resources: A Project of Na- 
tional Significance. Second Edition. 

ED 233 541 
Facilitating Linking between Headstart and Pub- 
lic School’ Special Education Programs. 

ED 235 607 
Fact Sheet: Community Colleges and Handi- 
capped Students—Concerns and Resources. 

ED 235 873 
Fact Sheet: Financial Aid and Disabied Students. 

ED 237 172 
Federal Influence over State and Local Govern- 
ment: The Case of Nondiscrimination in Educa- 
tion. 

ED 234 523 
Federal Service Mandates in Education: A Pre- 
liminary ent. 


ED 238 161 
Feeding Management of a Child with a Handicap: 
A Guide for Professionals. 

ED 238 218 
Fetal Alcohol Effects in Children: Cognitive, Ed- 
ucational, and Behavioral Considerations. 

ED 235 601 
Finger Dexterity Work Sample. 

ED 236 430 
A Follow-Up Study on the Relationship between 
Vocational Evaluators’ Recommendations and 
Student Placement in Vocational Education Pro- 
grams. 

ED 233 129 
The Future of Education in the Microcomputer 
Revolution. 

ED 234 533 
A Guide for Working with Handicapped Students 
in Occupational Exploration. 

ED 234 172 
Handbook of Job for Reasonable Ac- 
commodation. Personn ement Series. 


ED 236 331 
Handbook on ee Haadicapped Stu- 
dents in Vocational Ed 


ED 233 221 
Handica: Children’s Performance on Stan- 
dard Adaptive Items of the Stanford-Binet 
Intelligence Scale tee Working Papers 
in Developmental 

ED 235 661 


Disabilities 119 


Handicapped Students in Regular Vocational Ed- 
ucation: Impact on Class Interaction and Instruc- 
tional Variables. Final Report. 

ED 234 183 
Hand-In-Hand: Parents and Educators Building a 
Partnership. 


The Hispanic Handi A Biblicgrephie Lis 
ie ic Handicapped: ‘ibliographic 
ting of Relevant Attitudinal a 
ID 235 636 

Historically Important Publications in a he Ed- 
ucation: A Bibliography. 

ED 238 217 
How to Streamline Your IEP: A Special Educa- 
tion Handbook on Computer-Assisted Individual- 
ized Education Programs. 

ED 236 859 
How to Utilize Various State and Federal 
Resources for Limited English Proficient 
with Exceptional Needs. 


on _ nu ED 239 459 
pact tate mprehensive Cooperative 
Agreements on Local Vocational Education Pro- 
grams for Handicapped Youth. 

ED 233 168 
Improving Peer Acceptance of Mainstreamed 
— Children by Teacher Training. Final 

eport. 


ED 239 474 
Individualized Education Programs: A Naturalis- 
tic Study of the Match between Intent and Prac- 
tice. Executive Summary. Final Report. 

ED 234 538 
An Individualized Instructional Management 
System for Vocational Educators of Special 
Needs Students...Or How Can I Be in 15 Places 
at Once? LINCpaper 822. 

ED 236 886 
Individual Service Plans. Increasing the Interface 
between Research and Service Provision. 


ED 233 539 

Individual Student Assessment Process: Lincoln 
Public Schools, 1982-83. 

ED 235 605 

a from HEATH, January/February 


ED 237 171 

Into the Christian Community: Religious Educa- 
tion with Disabled Persons. 

ED 239 448 
Labor Force Status and Other Characteristics of 
Persons with a Work Disability: 1982. Current 
Population Reports. Special Studies. Series P-23, 
No. 127. 

ED 235 360 
La Educacion Especial para Ninos con Im- 
pedimentos Desde Recien MNacidos Hasta Cinco 
Anos de Edad = Special Education for Handi- 
capped Children Birth to Five. 

ED 234 $28 
Library Services for the Physically Impaired at 
Northern Illinois University in DeKalb, Illinois. 

ED 234 587 
LIT PICKS: Literary Selections for Main- 
streamed Students in Content Area Subjects. 

ED 235 467 
A Longitudinal Study of Growth and Develop- 
ment and the Incidence of Physical Defects at 
Ages 9 and 10. A Progress Report to the Bernard 
van Leer Foundation on the Growth and Devel- 
opment Study of the Mt. Druitt Longitudinal 
Study. 

ED 238 555 
Mainstreaming a Multicultural Concept into Spe- 
cial Education: Guidelines for Special Education 
Teacher Trainers. 

ED 238 230 
Mainstreaming the Handicapped: The Research 
and Development of a Six-Module T: Pack- 
age. Final Report. September 1, 1978 through 
June 30, 1979. 

ED 234 167 
Making the Most of Your Opportunities! 

ED 238 225 
Management Systems for Gifted and Special Edu- 
cation Programs: A Manual for Cost-Effective 
Administration. 

ED 239 423// 

Manual Dexterity Work Sample. 

ED 236 431 
A Manual for Preparing Special Test Editions for 
the Handicapped. 

ED 234 055 





120 Disabilities 


ing Student Progress in the Classroom: A 

Guide to Testing and Evaluating Progress of Stu- 
dents with Disabilities. 

ED 235 874 


Medical and Social Problems of the Disabled. A 
Report Based on the Technical Discussions of the 
Regional Committee for Europe (31st Session). 
EURO Reports and Studies 73. 


_ ED 233 531 
Microcomputers in Special 
tional Issues. Microcomputers in the ten we 
plementation in Special Education. Information 
Product Number One. 


ED 238 221 
Microcomputers in the S is—I. ti 
in Special Education. — Study Report. 

ED 238 222 
The Milani Comparetti Motor Development 
Screening Test. 

ED 235 665 


Model Special Education Manpower Information 
and Management System. Final Report. 

ED 235 595 
Multicultural Nonsexist Education in Iowa 
Schools. School Administration. 





ED 238 204 
Multidisciplinary Education: Core Competencies 
for Meeting the Needs of Youngsters with Dis- 
abilities. 


ED 233 518 
National Council on the Handicapped. [Third] 
Annual Report. 

ED 234 155 
The Nature of Special Education: People, Places 
and Change. 


ED 235 610// 
Nebraskans Serving Secondary Special Education 
Students: Case Studies of Successful Programs. 
ED 236 882 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 
Paper. 


ED 237 764 
New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 
ED 233 535 
Nonbiased Assessment. 
ED 236 863 
The Non-Effect of Process-Product Variables in 
Resource Classrooms. 
ED 236 845 
Non Test-Based Assessment: Trainer Manual 
ED 236 864 
Obtaining Related Services through Local Intera- 
gency Collaboration. 
ED 239 439 
tion Development Strategies to Increase 
the oe of Instructional Supervision. 
ED 236 821 
pee of the Vocational Rehabilitation Act 
and the Education of the Handicapped Act, 1983. 
Hearings before the Subcommittee on the Handi- 
capped of the Committee on Labor and Human 
Resources, United States Senate, Ninety-Eighth 
Congress, First Session on Oversight on Reau- 
thorization of the Vocational esos ee Act 
and the Education of the Handicapped Act (Feb- 
Tuary 24, March 21 and 23, 1983). et — ‘98. 328. 
iii sine Pm 237 728 
erview Requirements of Special Edu- 
on (SB 1870) and Bilingual Education (AB 


ED 239 453 
Parent Helper: Handicapped Children Birth to 
Five. Cognition. 
Parent Helper: Handicapped Childe Birth to 
it to 
Five. Communication. 
ED 234 542 
Parent Helper: Handicapped Children Birth to 


ED 234 543 
Parent Involvement in the Multidisciplinary- 
Team Process. 
ED 235 670 
Preguntan a 


ED 239 440 


Parents Ask PACER = Los Padres 
PACER. 


Parent Surrogate Handbook. 
ED 236 816 
pie ay of People with Disabilities: An In- 
ternational Perspective. Selected Papers from the 


1980 World Congress of Rehabilitation Interna- 
tional (Winnipeg, Canada, June 22-27, 1980). 

ED 234 526 
Past and Present Child Care in Israel. 

ED 234 903 
Perspectives on Interagency Collaboration. 

ED 235 669 

erspectives on Special Education Services for 
P Students.] 

ED 239 461 
Perspectives on the Integration of Regular and 
Special Education: Eliminating the Knowledge 
Dichotomy at the Uni y Level. 

ED 233 540 
The Placement Handbook. A Guide for the Com- 
petitive Employment of the Handicapped. 

ED 234 170 
P.L. 89-313 Supplement Services for Previ- 
ously Non-Public-School Institutionalized Stu- 
dents, 1982-1983. O.E.E. Evaluation Report. 

ED 238 991 
Position Statement on Vocational Education for 
Students with Disabilities. 





ED 233 167 
Practical Implications of Research on Referral 
and Opportunity to Learn. Monograph No. 22. 

ED 236 840 
The Practice of Special Education. 

ED 235 609// 

Prevocational Skill Development for Handi- 
capped Students. 

ED 234 582 
Principal’s Desk Reference to the Education of 
Handicapped Children. 


ED 236 817 
Program Evaluation: Resource Manual. 

ED 236 827 
Program Planning for the Special Child. 

ED 236 866 
Project OMNI: Orientation & Mobility for 
Needed Independence. A Pre-Requisite Orienta- 
~ and Mobility Skills Development Curricu- 
jum. 


ED 235 602 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 
Providing Services for Handicapped Persons in 
Rural/Sparsely Populated Areas. 

ED 237 287 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
port, 1981-1982. Document Number 82-272-877. 

ED 233 513 
Reflections on the MEC Consortium: Classroom 
Teacher as Teacher Educator. 

ED 234 525 
Remediating Institutional and Individual Disabili- 
ties: The Law, the School and the Child. 

ED 234 581 
Report from the July 1982 Assessment Confer- 
ence (Eugene, Oregon, July 1982). 

ED 236 829 
Research-Based Answers to Questions about 
Stress and Burnout. 

ED 235 596 
Resource Catalogue: Comprehensive Services for 
Handicapped ildren-Interagency Collabora- 
tion, Personnel Development, Program Evalua- 
tion and Monitoring, Policy Development and 
Administration. Third and Final Edition. 

ED 235 647 
A Resource Guide for Providing Vocational Edu- 
cation for Handicapped Students in Missouri. 
LINCpaper 821. 

ED 236 885 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 

ED 235 643 
Review and Planning Report for Student Supp- 
port Services: P.L. 94-142 and P.L. 89-313 Feder- 
ally Funded Projects. 

ED 236 867 
The Role of Children’s Books in Integrating 
Handicapped Children into La ame Life. Stud- 
ies on Books and Reading No. 

ED 233 318 
Rural Rehabilitation. A State of the Art. 


ED 233 838 
Rural Special Education. 


Subject Index 


ED 236 889 
School Psychologists’ Use of Techniques for Non- 
discriminatory Assessment. 


ED 234 569 
Second Language eo Implications for 
Assessment and Placemen 
ED 239 455 
pov and | Special Populations Project Video- 
: Trainer’s ual. 
ig bend 233 503 
Sequential a of the Appraisal Process: A 
Training Mod 


ED 236 862 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 

ED 237 688 
A Single Model Counseling Group across All Spe- 
cial Needs Children. 

ED 237 923 
Small Parts Assembler Work Sample. 

ED 236 432 
Sourcebook: Disabled Student Services. 

ED 233 779 
Space Availability in Wyoming’s Vocational Edu- 
cation Facilities. 

ED 237 702 
Special Education and the Law. Issuegram 10. 

ED 236 904 
Special Education...Naturally. 

ED 235 174// 

Special Education Personnel Attrition in Kansas, 
1976 to 1982: A Summary of Attrition Rates and 
an Analysis of Reasons for Quitting. 

ED 238 231 
Special Education Program Evaluation: A Man- 
agement Tool. 

ED 235 627 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 

ED 235 628 
Special Education Programs in District 27: 
Teacher Activity, Student Activity, Student Time 
on Task, and Program Structure. 

ED 238 214 
Special Education Resource Teacher, Team Facil- 
itator and In-School Consultant: A Successful 
In-Service/Resource Teacher Model. 

ED 235 597 
Special Education RRC Program Assistance 
Products Catalog: 1980-1983. 

ED 236 832 
Special Needs in Education (E241): An Alterna- 
tive System: A Special Imagination, Unit 16. Sec- 
ond Edition. 

ED 235 625 
Special Needs in Education (E241): A Special 
Curriculum? Unit 5/6. 

ED 235 615 
Special Needs in Education (E241): Biology and 
Handicap, Unit 11. 

ED 235 620 
Special Needs in Education (E241): Education for 
Adult Life? Unit 4. 

ED 235 614 
Special Needs in Education (E241): Eradicating 
Handicap, Unit 14. 

ED 235 623 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 

ED 235 611 
Special Needs in Education (E241): Handicap Is 
Social, Unit 13. 

ED 235 622 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 

ED 235 619 
Special Needs in Education (E241): Origins, Unit 


ED 235 618 
Special Needs in Education (E241): Psychology 
and Special Education, Unit 12. 

ED 235 621 
Special Needs in Education (E241): Research and 
Progress in Special Education, Unit 15. 

ED 235 624 
Special Needs in Education (E241): Special Biog- 
pa Unit 1/2. 

ED 235 612 
Special Needs in Education (E241): The Powers 
That Be, Unit 8. 

ED 235 617 
Special Needs in Education (E241): The Profes- 
sionals, Unit 7. 





Subject Index 


ED 235 616 
The Special Needs Learner: A Guide for Profes- 
sionals in Employment-Related Training. 
ED 233 172 
The SpecialWare Directory: A Guide to Software 
Sources for Special Education. First Edition. 
ED 235 646 
Staff Development Needs in Special Education: A 
Lg — Study. Program Assistance Report 
0. 9. 
ED 236 854 
— for Library Services to Disabled Stu- 
ts. 


ED 236 835 
Starter: A Notebook for New Teachers. 

ED 239 431 
State Board of Education Rules for Handicapped 
Students (Including Federal Regulations and 
State Law). 

ED 238 234 
Strategies for Advising Disabled Students for 
Postsecondary Education. Fact Sheet. 

ED 236 890 
Strategies for Meeting the Needs of the Mildly 
Handicapped Black Adolescent. 

ED 233 516 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume II: Ten Case Studies. 

ED 233 185 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume I: Study Findings. 

ED 233 184 
A Study of Resource Specialists Who Received 
Waivers from the State Board of Education Dur- 
ing 1981-82. 

ED 238 207 
A Study of the Relationship of Vocational Educa- 
tion Systems to the Local Job Market for Individ- 
uals with Exceptional Needs. Employment and 
Training Opportunities for Handicapped Second- 
ary Students: A Special Study. 

ED 236 860 
Suspension and Expulsion of Handicapped Stu- 
denis: Prevalency in Major U.S. Cities. 

ED 234 579 
Teacher Preparation in Small Colleges: Regular 
Educators and the Education of Handicapped 
Children. 

ED 234 046 
Teacher’s Helper: Physical Fitness for Handi- 
capped Students. 

ED 234 545 
Teacher Stress and Burnout: A Review of Re- 
search Literature. 

ED 236 868 
Teacher vs. Student Selection of Instructional Ac- 
tivities. 


ED 236 843 
Teaching Activities: Newborn to 36 Months. 

ED 236 834 
Teaching and Testing Generic Special Education 
Concepts by Microcomputer. 

ED 233 515 
Teaching Mainstreamed Learners. A Module for 
Assisting Vocational Teachers in Meeting the 
Needs of Handicapped Students. 

ED 237 756 
Teaching Study Skills to the Exceptional Black 
Student. 

ED 235 603 
A Theoretical Framework for Bilingual Instruc- 
tion: How Does it Apply to Students in Special 
Education? 

ED 239 452 
—_— and Model Exchange Project, 1982- 

ED 236 812 
Training Bilingual Parents as Career Educators 
for Handicapped Youth. 

ED 236 825 
Travel Training for the Handicapped. Final Eval- 
uation Report, 07/01/81 to 09/30/82. 

ED 233 510 
Understanding and Observing Children with Spe- 
cial Needs. A Student Worktext. Child Develop- 
ment 32:': Introduction to the Special Child. 

ED 236 865 
The Unsheltered Workshop: A Guide to Work 
Stations in Industry. 

ED 235 663 
The Utilization of V-TECS Catalogs with Handi- 


capped Students: Implementation Manual. 

ED 237 757 

eee ¢ Job Training Partnership Act Funds 

for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 

ED 237 754 
Validation Studies of the Five P’s. The Five P’s: A 
New Handicapped Preschool Children’s Assess- 
ment Tool. 

ED 239 428 
Vocational Appraisal System for Handicapped 
Students. 


ED 234 171 
Vocational Assessment of Students with Special 
Needs: A Manual for Implementation in the Pub- 
lic Schools. Project VOC-AIM. 

ED 234 187 
Vocational Education for the Handicapped in Ru- 
ral Areas. LINCpaper 814. 

ED 236 884 
Vocational Rehabilitation Program. Hearing be- 
fore the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 236 410 
Vocational Rehabilitation Services. A  Post- 
secondary Student Consumer’s Guide. Fact 
Sheet. 

ED 236 891 
We Are Not Alike: Policies for Responsible Edu- 
cation. Revised 1982. 

ED 239 465 
When Handicapped Children Grow Up. 

ED 239 441 
Work Experience Education for Individuals with 
Exceptional Needs at the Secondary Level in Cal- 
ifornia. Summary. 

ED 234 584 


Disabled Parents 


Intellectually Handicapped Mothers: Problems 
and Prospects. Working Papers in Developmental 
Disabilities. Draft. 

ED 235 657 


Disadvantaged 


An Analysis of State Systems for Evaluating 
Handicapped and Disadvantaged Vocational Ed- 
ucation Frograms and Services. 

ED 237 662 
The Design and Implementation of an Urban 
Adult Basic Education Program. 

ED 237 657 
Educational Adjustment: A Model for Enhancing 
Vocational Special Needs Students’ Success. 

ED 239 041 
The Effects of Small Group Counseling Using 
Structured Activities on the Self-Concept of Dis- 
advantaged Post-Secondary Students. 

ED 234 143 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 

ED 239 024 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 

ED 236 419 
An Inservice Staff Development Program for Vo- 
cational Teachers Working with Disadvantaged 
Students. 

ED 239 068 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 
Prepare Exceptional Students for Employability. 
Module L-12 of Category L-Serving Students 
with Special/Exceptional Needs. Professional 
Teacher Education Module Series. 

ED 234 261 
The Special Needs Learner: A Guide for Profes- 
sionals in Employment-Related Training. 

ED 233 172 
Statement on the Fiscal Year 1984 Education 
Budget. United States Commission on Civil 
Rights Clearinghouse Publication 79. 

ED 235 562 
A Study to Conduct an Analysis of Fall Out 
among Low-Income Head of Household Women 
Seeking Employment. Final Report. 

ED 234 201 


taged Schools 
An Analysis of the Rural-Urban Balance for Edu- 
— in Developing Countries: A Case Study of 


Disadvantaged Youth 121 
ED 234 976 


Disadvantaged Youth 


The Career Intern Program: A Serious Solution to 
Youth Unemployment. A Decade of Difference: 
1972-1982. 

ED 236 256 
Children in Residential Schools. ECLA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 622 
Computer Assisted Instruction as an Enhancer of 
Remediation. 

ED 236 262 
Development and Field Testing of an Inservice 
and Preservice Needs Assessment Instrument for 
Vocational Educators Who Teach and Work with 
Disadvantaged Students in Florida. Final Report, 
October 17, 1980 to June 30, 1982. 

ED 234 073 
Direct Instruction: A Project Follow 
Success Story. Technical Report No. 302. 

ED 239 220 
Education for Tomorrow’s Jobs. 

ED 236 418 
The Effectiveness of Upward Bound in Preparing 
Disadvantaged Youth for Postsecondary Educa- 
tion. 

ED 235 262 
The Effects of Participation in CVAE and Work 
Experience on the Basic Employment Skills and 
Work Attitudes of Disadvantaged High School 
Youth. 

ED 237 761 
Evaluation of Project ALERT (Atlantans Learn- 
ing Emplo .\ Responsibilities Together) Sum- 
lh Youth Employment Program. Report No. 

ED 238 918 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
The Influence of Sex Roles on the Life Plans of 
Low-SES Adolescents. 

ED 235 434 
A Longitudinal Study of Growth and Develop- 
ment and the Incidence of Physical Defects at 
Ages 9 and 10. A Progress Report to the Bernard 
van Leer Foundation on the Growth and Devel- 
opment Study of the Mt. Druitt Longitudinal 
Study. 

ED 238 555 
Long-Term Academic Effects of Direct Instruc- 
tion Follow Through. Technical Report No. 299. 

ED 237 932 
Past and Present Child Care in Israel. 

Ev 234 903 
Peninsula Academies Program. 

ED 239 608 
Pilot Projects. Disadvantaged Pupil Program 
Fund. Evaluation Report, 1982-83. 

ED 236 292 
Portland Public Schools Supported Private Alter- 
native School Programs: Albina Youth Opportu- 
nity School, Lents Education Center, 
Meadow Learning Center. Administrative Sum- 
mary, 1982-83. 

ED 236 801 
A Prototype Occupational Choice Mode! for Dis- 
advantaged Youth in Rural Schools. Final Report. 

ED 234 177 
Reading and Math through the Community as 
Classroom, Summer 1982. Annual Evaluation Re- 
port. E.S.E.A. Title I. 

ED 234 129 
Removing Barriers to CETA/ Education Collabo- 
ration. 

ED 237 596 
Summer Youth Employment: The Corporate Ex- 
perience. Research Bulletin Number 141. 

ED 237 753 
A Survey of Evaluations of Educational Interven- 
tion Programs Sponsored by Project Renewal. 
Publication No. 90. 

ED 238 969 
Upward Reach. Disadvantaged Pupil Program 
Fund. Final Evaluation Report, 1982-83. 

ED 236 288 
The Use of Computers in Instruction Supported 
under Chapter 1 of the Education Consolidation 
and Improvement Act. 


ED 238 404 





122 Disadvantaged Youth 


1982 Maths Investigation: Technical Report. Mt. 
Druitt Longitudinal Study. 
ED 239 743 


ing of Security and Disarmament 

(Paris, France, April 12-20, 1983). Final Report. 

ED 238 780 

Nuclear Nuclear Weapons Proliferation, 
and the Arms 


ED 233 911 
Nuclear Weapons and Nuclear War. Papers Based 
Se 
of the American Physical Society, (Wash- 

ington, D.C., April 1982). 


ED 233 910 
Potential Nuclear Conflict: Attention Adult Edu- 
cators. 


== $11 
Ss Proceedings of the Congress terna- 
fk cde for the Prevention of Nuclear 
War (ist, Airlie, Virginia, March 20-25, 1981). 


Ss 


tional 
War (nd Camby poe day England, 
ED 233 895 


The United Nations Peace and Security. Confer- 
ence on the United Nations of the Next Decade 
(18th, Burgenstock, Switzerland, June 25-30, 


1983). 

ED 235 097 
What About the Children? The Threat of Nuclear 
War and Our Responsibility to Preserve this 
Planet for Future Generations. 

ED 238 531 


Discipline 
Any Teacher Can! Practical Strategies for Effec- 
tive Classroom Management. 
ED 238 877// 

Attitudes of Selected Groups toward Issues in Ju- 
nior High/Middle School Classroom Manage- 
ment. 

2 enn ood 481 
Classroom Disruption in English Comprehensive 
Schools. 


ED 235 124 
Corporal Punishment Handbook. 

ED 236 770 
Discipline. 

ED 236 522 
English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 
Grandmothers’ and Mothers’ Rewarding and 
Punishing of Their Children. 

ED 235 893 


Guidelines for the Appraisal of Policies and Pro- 
cedures Governing Discipline and the Control of 
Violence and Vandalism. 
ED 239 359 
The Perceived Effectiveness of French and Ra- 
ven’s Five Power Bases for Vocational High 
School Teachers and Students. 
ED 237 677 
A Positive Approach to Assertive Discipline. 
sate ED ve 058 
ew t item 
ot A gle Management Sys 
ED 240 082 
Suspension and Expulsion of Handicapped Stu- 
dents: Prevalency in Major U.S. Cities. 
ED 234 579 


ate hay 
's for Parents. A Guide to NYC Schools = 
Senne ae Patees. Cals os tes costes de 


3 ED 240 184 
Assessing Recent Efforts to Reduce Student Be- 
havior Problems. 


ED 233 440 
Corporal Punishment: An Overview. 

ED 233 478 

ED 236 770 


ED 236 522 


Disciplining Handicapped Students. 
ED 238 187 
[Educational Reform and Discipline Policy Ad- 
vertisemert.] 
ED 238 105 
The Evolution of Discipline: Alternative to Sus- 
pension 
ED 233 443 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 
ED 234 527 
Guidelines for the Appraisal of Policies and Pro- 
cedures Governing Discipline and the Control of 
Violence and Vandalism. 
ED 239 359 
Police Your Policies on Student Discipline. 
ED 236 790 
Positive Approach to Self-Discipline. 
ED 239 343 
Positive Attendance for Secondary Schools. 
ED 239 334 
ta Maria Joint Union High School Handbook. 
tudent Behavior Code.] 
ED 237 920 
Student Discipline and Instructionally Effective 
Schools. 
ED 235 257 


Problems 

Classroom Management Guidelines for Teacher 
Education. 

ED 237 507 
Pedagogical Dialogs in Primary School Mathe- 
matics. 

ED 238 729 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 

ED 235 584 
What Do You Do When...? A Handbook for 
Classroom Discipline Problems with Practical and 
Positive Solutions. 

ED 234 013 


Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 

ED 237 857 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
Exemption 6: Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
Freedom of Scientific Information. Science Infor- 
mation Peper No. 19. 

ED 233 722 
Pentagon After Action Reports: The Jack Taylor 
Debate. 


ED 233 424 
School Student Records Mandate: A Report and 
Preliminary Recommendations. 

ED 238 158 
Selection Procedures for College and University 
Presidents: Search and Destroy Missions? 

ED 234 690 


Affective Implications of Metaphor and Simile in 
Discourse. Technical Report No. 301. 
ED 237 953 
An Analysis of Homiletics Textbooks. 
ED 235 537 
Cohesion: Problems With Talking about Text: A 
Brief Commentary. Technical Report No. 298. 
ED 236 566 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Pa; 
(15th, Hayward, California, May 9, 1980). 
ED 234 462 
Discourse Analysis as a Pedagogical Tool. 
Disco Sensi M Fie 
urse- itive Measurement o! e 
Development in Childrer. 
ED 234 636 
tion, and Themes in 
ys: An Analysis of Dis- 


Frames, Content 
Student Expository 
course Structure. 
ED 235 482 
Getting the Damn Parts to Fit gpa Strate- 
gies in Writing a Science of Politics. 
ED 237 981 
in 


Lexical Collocation and Topic 
Well-Written Editorials: A Study in Form. 


Subject Index 
ED 236 621 
A Longitudinal S of Coherence in Children’s 
= Narratives, h 31, 1981 - March 31, 
ED 237 989 
Medical Argument and Field Theory: The Lae- 
trile Case. 
ED 236 708 
Negotiation Competence: A ization of 
the Constitutive Rules of Negotiation Interaction. 
ED 236 736 
Sociolinguistics and Language Acquisition. 
ED 239 503// 
Stories: The Function of Structure. 
ED 238 247 
Topical Structure and Writing Quality: A Study of 
the Argumentative Texts of College Writers. 
ED 233 345 
Discourse Mode 
Revision ap ody of Students at Three Grate 
Levels. Final Ri 
ED 238 009 


Discourse Modes 
Effects of Discourse Type on Recall by Young, 
Middle, and Old Adults with High and Average 
Vocabulary Scores. 
ED 237 970 
Getting the Damn Parts to Fit Together: Strate- 
gies in Writing a Science of Politics. 
ED 237 981 


Discovery Learning 
Centering on Independent Study. 

ED 236 130 
Official Learning Center Contract for Gifted and 
Talented Education. 

ED 236 898 
uaa and the Art of Questioning. Fastback 


ED 235 133 
Discovery Processes 
Inventors and Inventions. 
ED 239 973 
Using Visual Models as Pre-Reading Exercises in 
Teaching Literature. 
ED 233 362 


Evaluation Model 
Evaluation of a Competency-Based Inservice 
Training Program for Personnel Serving Disabled 
Preschoolers. 


ED 235 218 


Discriminant Analysis 

Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectucal Functioning. Finai 
Report: Volume Two. 

ED 239 915 
Practitioner Representations of Environmental 
Uncertainty: An Application of Discriminant 
Analysis. 

ED 234 391 
Prediction of Recidivism in Juvenile Offenders 
Based on Discriminant Analysis. 

ED 235 406 


Discriminant Validity 
Exploring the Convergent and Discriminant Va- 
lidity of Children’s Ethnic Attitude Measures: 
The Relationships between Ethnic Attitude and 
Egocentrism Measures. 


ED 233 825 


Discrimination Learning 
The Infant’s a. of His Parents in the 
First Six Months of 


ED 238 550 


ion 
Reform of Reaction? An Experimental Analysis 
of the Effectiveness of “Power-Based” Strategies 
for Eliminating Sex Bias in California Schools. A 
Report. 
/Geinisitadiiasin in ED 238 127 
“There o Liberty...” port on Congressio- 
nal Efforts to Curb the Federal Courts and to 
Undermine the Brown Decision. 


ED 236 254 


Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 

ED 234 042 
Discussion Starters. Technical Note No. 25. 
ED 238 610 





Subject Index 


Discussion (Teaching T: 
Discussing Racial Topics in 

ED 237 160 
Focus on the Verb: Practical Suggestions for a 
German Conversation Class. 

ED 238 261 
oa Childhood Diseases. Technical Note 

0. 23. 


ED 238 608 
Go-Pher These Main Ideas. 

ED 239 212 
Group Discussions: Settings for Educational 
Analysis and Evaluation. 

ED 237 561 
A Handbook for Group Discussion Leaders: Al- 
= to Lecturing Medical Students to 
Dea 


ED 233 623// 

Handling Difficult Questions and Situations. 

ED 237 162 
Human Relations. Discussion Topics and Activi- 
ties. 

ED 239 983 
Road-to-Birth Game. Technical Note No. 24. 

ED 238 609 
Some Aspects of Classroom Discourse in English. 

ED 233 365 





Songs in the Academic Cl 

ED 236 606 
Student Group Analyses: Exercising Relevant 
Thinking and Communications through Guided 
Discovery. 

ED 239 709 
gaa and the Art of Questioning. Fastback 
194, 


ED 235 133 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 

ED 236 681 
Using Oral Language to Learn in a Grade Five 
Classroom. 

ED 234 378 


Discussion Groups 
The Art of Citizenship: Public Issue Forums. 

ED 237 771 
Feminist Research Methodology Groups: Ori- 
gins, Forms, Functions. 

ED 237 394 
Student —— Analyses: Exercising Relevant 

and Communications through Guided 

Discovery. 

ED 239 709 
Disease Control 
Infection Control in the Long Term Care Facility. 

ED 236 440 
Introductory Epidemiology. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 
Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 
Science Syllabus for Middle and Junior High 
Schools. Living Systems: Block C, Micro-Organ- 
isms. 

ED 236 053 
Staying Healthy. A Bibliography of Health Pro- 
motion Materials. 

ED 234 040 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 

ED 238 859 
Disease Incidence 
The New Epidemiology-A Challenge to Health 
Administration. Issues in Epidemiology for Ad- 
ministration. 

ED 238 306 
Diseases 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 7- 
Medical Emergencies. Revised. 

ED 239 060 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
Introductory Epidemiology. An instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 


Making the “Child Safe” Environment “Adult 
Safe”: ey ang see Health and Safety Concerns 
for Child Care Programs. 

ED 239 761 
Normal Aging and Linguistic Decrement. 

ED 238 302 
Selective Preservation of Syntax in Alzheimer’s 
Dementia. 


ED 238 303 


Disengagement (Gerontology) 
Are the Elderl: Retired from Active Life? A 


Cross-Cultural Comparison. 


ED 236 072 


Dislocated Workers 


The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 

ED 239 087 
Dislocated Workers and Midcareer Retraining in 
Other Industrial Nations. 

ED 236 369 
Dislocated Workers and the American Flex- 
iconomy. Research Paper. 

ED 236 370 
Employment and Training Pro to Reduce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 

ED 236 373 
Government’s Role in the Job Transitions of 
America’s Dislocated Workers. A Statement be- 
fore the Committee on Science and Technology 
and the Committee on the Budget, U.S. House of 
Representatives. 

ED 236 374 
Hearings on Job Creation Proposals. Hearings be- 
fore the Subcommittee on Employment Opportu- 
nities of the Committee on Education and Labor, 
House of Representatives, Ninety-Eighth Con- 
gress, First Session on H.R. 116, H.R. 777, H.R. 
1036, H.R. 1046, and H.R. 1060 (New York, New 
York, February 28; Washington, DC, March 3, 7, 
and 17, 1983). 

ED 237 767 
Northwesterners Out of Work: The Human Costs 
of Unemployment. Ideas for Action in Education 
and Work, Issue 7. 

ED 237 785 
Not Working: Unskilled Youth and Displaced 
Adults. A Look at the Demographic, Technologi- 
cal, and Educational Causes of Youth and Adult 
Unemployment and at Some Program Responses 
of the Ford Foundation. A Working Paper. 

ED 236 332 
Reemployi: z Dislocated Workers—Five Strate- 
gies for Pennsylvania. A Statement before the 
House of Representatives Committee on Appro- 
priations, Legislature of the Commonwealth of 
Pennsylvania. 

ED 236 368 
The Role of Training in a Changing Economy. 

ED 237 679 
Where Do We Go from Here? A National Model 
for Meeting the Informational Needs of the Un- 
employed. 

ED 237 706 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 
Transformation. Research Paper. 


ED 236 371 


Dismissal (P: 


ersonnel) 
Administrator Tenure Statutes and Other Legisla- 
tive Protection of Position. 
ED 238 149 
The Exit Interview as Monitor for Change: A Re- 
view of Literature. 


ED 236 743 


Displaced Homemakers 


Vocational Support Services for Displaced Home- 
makers and Re-entry Women. Final Report from 
7/1/82 -6/30/83. 


ED 233 163 


Display Aids 


[District “Information Centers” Display Bro- 
chures About District Services.] 
ED 239 946 
National Apprenticeship and Training Standards 
= Sign, Display, and Allied Workers Industry. 
evised. 


ED 236 329 
Sourcebook of Teaching “aya ss a Post- 
ers & Pamphlets for Educators. 4th Edition. 


Disruptive 


Distance Education 123 
ED 234 825 


Display Systems 


A Comprehensive Process for Display Systems 
Development. 


ED 238 686 


Behavior 
Punishment Handbook. 

ED 236 770 
Handling Difficult Questions and Situations. 

ED 237 162 

Management and Organization in Science Class- 
rooms. 
ED 233 881 


Dissent 


Cycles of Protest in West Germany: Experiences 
from Three Decades. 


ED 236 101 


Distance 


Education 
Changing the Role of Adult Education Programs 
in Latin America. 
ED 235 093 
Computer Conferencing for the Third World: 
Roadmap for the Future. 
ED 233 682 
The Continuing Professional Education Interac- 
tive Satellite Interface. 
ED 239 548 
The Contribution of Distance Education in Pro- 
viding Education for a Just Social Order. 
ED 237 073 
Coping With Curriculum. Papers and Pr: 
of the National Workshop on Distance Education 
(2nd, Perth, Western Australia, July 13-15, 1983). 
ED 237 302 
Developing Biology Courses for Distant Students. 
ED 233 673 
Distance Education. 
ED 239 594 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 
ED 237 075 
Distance Education: The Design of Study Materi- 
als. 2nd Edition. 
ED 237 076 
Distant Education in 2001: Accreditation & Qual- 
ity. The Accrediting Commission Looks at the 
Evolving Forms of Correspondence Instruction. 
ED 234 743 
Empire State College/State University of New 
York Center for Distance . A Case 
Study. DERG Papers Number 7. 
ED 235 772 
Evaluating a Complex Program: Where to Start 
and How to Finish. 
ED 234 747 
Introducing the Personal Tutor/Counsellor in the 
System of Distance Education. Project Report 1: 
Experiment Description. 
D 235 774 
Learning without Going There: Education via 
Computer Tele/Conferencing. 
ED 233 655 
Program Delivery in Distance Education—One 
Successful Strategy. 
ED 235 884 
Recent Research into Distance Education [Vol- 
ume I and Volume II]. 
ED 235 781 
Serving Learners at a Distance: A Guide to Pro- 
gram Practices. ASHE-ERIC Higher Education 
Research Report No. 5, 1983. 
ED 238 350 
The Teacher-Student Role in Instructional Tele- 
communications. 
ED 239 792 
Teaching and Learning via Interactive Satellite-A 
Janus View. 
ED 235 791 
Technological Delivery Systems. 
ED 237 303// 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
Project Evaluation. 
ED 234 761 
Two-Way Radio in Schools (or, The Loneliness of 
the Long Distance Learner). An Evaluation of a 
High Frequency Short Wave, Two-Way Radio 
Trial. 


ED 238 634 
The University of the Air Foundation-The Aim of 
the Establishment of the University and Its Pro- 





124 Distance Education 


gramme. NIER Occasioual Paper 04/82. 
ED 237 063 


Distillation (Science) 
Distillation. Third World Science. 
ED 235 037 
Distinctive Features (Language) 
The Effect of Semantic Feature hen ig he on the 
Reading Comprehension of Learning Disabled 


Students. 

ED 237 969 
A Stylistic Content Analysis of Speeches of Black 
College Students. 

ED 236 731 


Distributive Education 
Bagger Work Sample. 
ED 236 423 


Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing Programs. 

ED 234 189 
Introduction to Retail Security. 

ED 234 194 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 

ED 236 355 
Marketing and Distributive Education Curricu- 
lum Planning Guide. Revised. 

ED 235 376 


Professional Dress for the 80’s. Marketing and 
Distributive Education Program, Professional 
Dress Unit. Instructor’s Guide. 

ED 236 343 
Starting and Managing Your Own Business in the 
80’s. Marketing and Distributive Education. En- 
trepreneurship. Instructor’s Guide. 

ED 234 237 
Study Guide for TCT in Distributive Education. 

ED 235 141 
Virginia Curriculum Management Guide. 

ED 233 142 


Distributive Education Teachers 
Study Guide for TCT in Distributive Education. 
ED 235 141 


District of Columbia 

The Capitol Experience in Washington, D.C. 

ED 239 954 
Improvements in Certain District of Columbia 
Public Schools’ Administrative Operations. Re- 
port to the Superintendent of the District of Co- 
lumbia Public Schools. 

ED 238 131 
The Washington Notebook. 

ED 237 410 


District of Columbia Public Schools 
Assessment of Services Provided by Paraprofes- 


ED 240 205 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 


Young. 

ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 

ED 236 893 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 

ED 236 894 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Secondary. 

ED 236 895 
Comprehensive Education Plan: “Improving the 
ba A of Teaching and Learning.” School Year 


ED 234 054 
Evaluation of Outcomes 1981-82: An Evaluation 
System Report on Reading and Mathematics Pro- 
grams and Student Achievement. 

ED 238 912 
Evaluation of the ESEA Title I Program. Final 
Evaluation Report, 1980-81 and 1981-82. 

_ ED 240 206 


Subcommittee on Judiciary and Education of the 
Committee on the District of Columbia, House of 
io a Ninety-Seventh Sec- 
Session. Serial No. 97-12. 
ED 234 273 


Diversity (Groups) 
Hispanics in the Pacific Northwest. 
ED 237 305 
Diversity (Institution) 
Georgia Postsecondary Education: An Assess- 
ment of Achievement of Statewide Goals and Ob- 
jectives. Assessment Report on Diversity and 
Geographic Availability of Postsecondary Pro- 
grams and Institutions (Objectives 2a and 2c). 
ED 238 371 


Diversity (Student) 
Quality from the Students’ Point of View. 
AASCU Studies 1983-1. 
ED 235 765 


Diving 
Competitive Swimming and Diving. Official 
Rules, Officating. August 1983-August 1984. 
NAGWS Guide. 

ED 237 450 


Division 
Processes and Strategies in Solving Elementary 
Verbal Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Memory Ca- 
pacity Skills and Rational Number = Ratkaisu- 
prosessit ja Strategiat Perustavissa Sanallisissa 
Kerto-ja Jakolaskutehtavissa: Tutkimus Kerto-ja 
Jakolaskutaitojen Yhteyksista Piaget-Kyk:ihin, 
Muistikapasiteettiin, Lukujono-taitoihin Seka Ra- 
tionaalilukukasitteeseen. Tampereen Yliopiston 
ee Opettajankoulutuslaitos Juikaisu 

o. 11. 
ED 239 906 


Division of Labor 
Origins of the Sexual Division of Labor. 
ED 238 789 


Divorce 

Child ¢ Custody in Divorce: Parents Describe Their 
Decisions. 

ED 234 310 
Children of Divorce in the Elementary School 
Classroom. 

ED 233 808 
Children’s Participation in Divorce. Discussion 
Paper Number 10 

ED 233 264 
CRISP-Psychometric Assessment of Postdivorce 
Stress/Adjustment in Children. 

ED 236 235 
Determinants of Successful Divorce Settlement 
Cutcomes. 

ED 239 173 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 
Factors Influencing Adjustment to Late-Life Di- 
vorce. 

ED 239 170 
Grandparents: The Other Victims of Divorce and 
Custody Disputes. Hearing before the Subcom- 
mittee on Human Services of the Select Commit- 
tee on Aging. House of Representatives, 
Ninety-Seventh Congress, Second Session (De- 
cember 16, 1982). 

ED 236 515 
Impact of Family Support Systems on Children’s 
Academic and Social Functioning after Parental 
Divorce. 

ED 235 887 
The Impact of the Divorce Process on the Family. 

ED 233 277 
The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1. 

ED 238 537 
Once a Parent, Always a Parent. 

ED 236 523 
Some Correlates of Child-Rearing Attitudes. 

ED 235 907 
Yours, Mine or Ours: Child Custody Decisions. 
Revised. 

ED 233 818 


Doctoral Degrees 
Climbing the Ladder: An Update on the Status of 
Doctoral Women Scientists and Engineers. 
ED 239 861 
Halls: Changing Employment 


Departing the Ivy 
Situations for tx eer Ph.D.s. 

ED 238 391 
Graduate Study in Education: An Analysis of In- 


Subject Index 


stitutions and Degree Awards, 1971-1981. 

ED 240 064 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
Summary Report, 1982. Doctorate Recipients 
from United States Universities. 

ED 234 682 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 


Doctoral Dissertations 


Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 


through 6). 

ED 238 076 
Bilingual, Bicultural, and Bidialectal Studies Re- 
lated to Reading and Communication Skills: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
i December 1983 (Vol. 44 Nos. 1 antag 

ED 238 018 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
. December 1983 (Vol. 44 Nos. 1 throu 

ED 238 017 
Education in Puerto Rico and of Puerto Ricans in 
the U.S.A.: Abstracts of American Doctoral Dis- 
sertations, Volume 2. 

ED 238 786 
English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
. December 1983 (Vol. 44 Nos. 1 | 

ED 238 016 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Language Use, Language Ability, and Language 
Development: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts Inter- 
national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 014 
Literature, Literary Response, and the Teaching 
of Literature: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 013 
Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 
toral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 946 
Reading and Study Skills and Instruction: College 
and Adult: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 througi: 6). 

ED 237 952 
Reading and Study Skills and Instruction: Pre- 
school and Elementary: Abstracts of Doctoral 
Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 948 
Reading and Study Skills and Instruction: Sec- 
ondary: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Absiracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 951 
Reading and Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 237 950 
Reading, Comprehension, and Memory Pro- 
cesses: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 





Subject Index 


ED 237 944 
Remedial and Compensatory Reading Instruc- 
tion: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 945 


Research in Institutional Advancement: A Se- 
lected, Annotated Compendium of Doctoral Dis- 
sertations. 

ED 234 713 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
through December 1983 (Vol. 44 Nos. 1 thro’ 
6). 

ED 238 078 
Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. i through 6). 

ED 238 077 
Teacher Characteristics and Teacher Education 
in Reading and English Language Arts Instruc- 
tion: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 947 


Teaching of Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 238 012 
Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 237 949 
Theatre and Oral Interpretation: Abstracts of 
Doctoral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 073 
Written Language and Writing Abilities: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” July 
a December 1983 (Vol. 44 Nos. 1 through 


ED 238 019 


Doctoral Programs 
Directory of Theatre Programs. 

ED 233 418 
The Effects of Doctoral Study on Marriage and 
Family: An Ethnographic Study. 

ED 233 283 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 
1982-1983. 

ED 238 779 
Health Services Administration Education, 
1983-85. 

ED 238 309 
Is a Doctorate for Me: A Workbook for Decision 
Making. 


ED 236 490 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 

ED 234 312 
State Level Review of Doctoral Programs in 
Texas. 

ED 239 544 


Document Delivery Service 
Prospects for Improving Document Delivery. 
Minutes of the Semiannual Meeting (101st, Ar- 
lington, Virginia, October 13-14, 1982). 

ED 234 785 
The Use of the Journal Access Service and Its 
Implications for Journal Selection at the Center 
for Research Libraries. 

ED 234 810 


Documentation 
— Documentation: Present and Future. 
of an International Meeting (Flor- 
pe Italy, May 31-June 4, 1982). 
ED 235 840 
Educational Voucher Demonstration Archive: 
Project-Level Documentation. 


Dogmatism 


ED 239 371 


An Instrument to Measure Self-Righteousness. 
ED 237 872 


Dogrib (Tribe) 
A Dogrib History. Grade 1-3. 


ED 238 632 
A Dogrib History. Grade 4-6. 
ED 238 633 


Corporate Support of Higher Education, 1981. 

ED 234 679 
Facts on Grants, 1982. A Report on Grant-Mak- 
ing. 


ED 235 707 
Targeting Your Phonathons to Alumni. 


ED 234 695 


Downs 


A Comparison of Toy Selection and Play Behav- 
ior between Preschool Children with Down’s Syn- 
drome and Preschool Children with No Mental 
Retardation. 

ED 233 547 
Development of Size Judgement Ability among 
Down Syndrome and Normal Children. 

ED 238 949 


Registration 
Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 
ED 235 727 


Drafting 
Assignment Book in Print Reading for Machine 


Shop. 


Drafting. A Bilingual Text = 
Un Texto Bilingue. 


Drafting Work Sample. 


ED 239 106 
Dibujo Mecanico. 


ED 235 299 


ED 236 426 
An Evaluation of the Effectiveness of a Compe- 
tency Based Vocational Education Drafting Pro- 


gram. 

ED 236 392 
Machine Shop. Block iI. Print Reading. 

ED 239 105 
Review and Update Contents of Drafting Curricu- 
lum Guides. Final Report. 

ED 234 218 
Vocational “CAD” Education at the Indian Val- 
ley Vocational Center, Sandwich, Illinois. 

ED 236 353 


Background and Foreg:ound: Audience Educa- 
tion from Theory to Practice 

ED 234 447 
Drama as a Catalyst for Establishing New Modes 
of Classroom Interaction: An Anthropologist’s 
Assessment. 

ED 238 049 
The Element of Drama in Strategic Interaction. 

ED 238 284 
English Teachers’ Journal (Israel), Number 28. 

ED 233 565 
In Search of a Poetic Drama for the Post-Modern- 
ist Age. 

ED 236 720 
Introductory Dramatics Guide for Grade 9. (Re- 
vised). 


ED 236 722 
Models in the Teaching of Playwriting. 

ED 234 453 
Professionals on Campus: Bridging the Gap with 
“The Fortress” and a Grant. 

ED 235 526 
Some Curriculum Implications of Teaching 
Drama. 


ED 233 400 
A Sourcebook of Interdisciplinary Materials in 
American Drama: George Aiken, “Uncle Tom’s 
Cabin” (1 (1852). Suomen American Drama. 

ED 236 724 
A Sourcebook of eetenaions Materials in 
American Drama: J. K. Paulding, “The Lion of 
the West.” Showcasing “American Drama. 

ED 236 723 
Theatre I & II Instructional Guide. 

ED 238 067 
Values Clarification for Introducing Theatre Stud- 
ies. 


Drinking 125 
ED 238 040 


Drama Workshops 


Training Popular Theater Trainers: A Case Study 
of Nigeria. Occasional Paper #10. 
ED 234 950 


Dramatic Play 


The Effect of Dramatic Play on the Story Retell- 
ings of Second Grade Children. 

ED 233 812 
ae Day Care: Guidelines Designed to En- 

hance Cognitive Learning within the Home Envi- 

ronment Based on Piagetian Theory. 

ED 234 905 
Learning through Improvisational Games. 

ED 237 161 
Some Curriculum Implications of Teaching 
Drama. 

ED 233 400 


Dramatics 


Experiential Learning: Drama for Middle 
School/Junior High. 

ED 236 742 
A Guide to Hosting a Theatre Festival. 

ED 233 429 
Introductory Dramatics Guide for Grade 9. (Re- 
vised). 


ED 236 722 
Professionals on Campus: Bridging the Gap with 
“The Fortress” and a Grent. 

ED 235 526 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 

ED 239 971 
Theatre and Oral Interpretation: Abstracts of 
Doctoral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 073 


Dramatistic Criticism 


The Executive Woman: Rhetorical Visions in 
“Management Review,” 1951-1981. 

ED 238 057 
Gay Studies in a Rhetoric of Social Movements 
Course. 


ED 237 994 


Dreams 
Students’ Knowledge of “Things That Go Bump 
in the Night.” 

ED 234 315 
Waking and Dreaming Need Profiles: An Explor- 
atory Study of Adaptive Functioning. 

ED 237 888 


Drills (Practice) 


An Adaptive Feedback and Review Paradigm for 
Computer-Based Drills. 

ED 234 754 
Collaborative Research as a Means of Disseminat- 
ing Models to Improve Learning. 

ED 240 076 
The Effects of Variable and Specific Practice on 
Response Time to Individual Letters and on 
Overall Speed and Accuracy in Typewriting. 

ED 237 650 
The KICS Model: Evaluation Studies. 

ED 235 629 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 

ED 238 736 


Drinking 
Alcohol Use among Migrant Laborers. Final Re- 


port. 

ED 234 937 
Alcohol Use as a Function of Self-Consciousness 
and Academic Performance. 

ED 237 915 
The Covariation and Factor Structure of Sub- 
stance Use and Other Health-Related Behaviors 
in Two Samples. 

ED 237 907 
A Cross-Cultural Comparison of Attitudes toward 
Alcohol among French and United States College 
Students. 

ED 236 499 
Defensive Tips in the War against Drunk Drivers. 

ED 235 175 
Expectancies vs. Background in the Prediction of 
Adult Drinking Patterns. 

ED 237 904 
A Test of the Abstinence Violation Effect. 





ED 239 164 


ED 234 285 


Advanced Competencies for School Bus Drivers. 

ED 235 359 
Basic ws Driver’s Manual - Teacher’s Guide. 
(As Basic Iowa Driver’s Training Manual - Stu- 


ED 239 976 
The Communicative Effects of a Rewritten Driver 
Manual. 

ED 237 941 
Defensive Tips in the War against Drunk Drivers. 

ED 235 175 
Hallways to Highways. Driver Education 1982. 

ED 239 960 
Keys Please! [Revised]. 

ED 239 217 
Qhio Citizens Survey on Driver Education Tech- 
nical Report. 

ED 237 734 

Driver Performance 

Hallways to Highways. Driver Education 1982. 

ED 239 960 


Attitudes 
Barriers to Student Completion of Vocational 
Programs. Final Report. 
ED 237 686 


Factors Contributing to Dropout in a Psychoso- 
cial Rehabilitation Program for the Chronically 
Emotionally Disabled. 


ED 233 271 
High School Dropouts: Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 
ED 236 366 
ing Vocational Choices: A Study of Voca- 
tional Attrition in New Hampshire. 
ED 236 335 
A Prototype Occupational Choice Model for Dis- 
advantaged Youth in Rural Schools. Final Report. 
ED 234 177 
Study of Students Leaving Cerritos College, 
Spring 1983. 
ED 233 762 
of Students Who Withdrew from Courses at 
the Hawthorne and Northeast Centers, 1981- 
1982. Volume XII, No. 8. 
ED 233 765 


Dropout Interviews: Summer, 1982, Final Tech- 
nical Report. 


ED 236 233 
Dropout Prediction. 
ED 233 282 


Effective Programs for the High School 
Student. Fastback 197. a 

ED 235 132 
High School Dropouts: Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 


ED 236 366 


ee oe 
tional Attrition in New Hampshire. 


ED 236 335 
puiee and Helping High School Dropouts and 
tial School Leavers. Final Report. Project 

Ner DVE 2-1F11. 


ED 236 451 


ED 236 488 
Study of we Leaving Cerritos College, 


Spring 198. 

ED 233 762 
Why They Drop Out of School: A Nigerian Per- 
spective. 


ED 236 259 


Despont Frovention 
ocacy and the Link between Research and 
Practice. 


ED 235 559 
Alternative Schools Towa. “Reach- 
= _ to Help People.” 1983-84 State Direc- 


ED 233 489 


Barriers to Student Completion of Vocational 
Programs. Final Report. 
ED 237 686 


The Career Intern Program: A Serious Solution to 
Youth Unemployment. A Decade of Difference: 
1972-1982. 
ED 236 256 
Effective for the Marginal High School 
Student. Fas’ 197. 

ED 235 132 
FINS: A Guide to the LaConner School District’s 
Program In Fishing Industry Specialization. 

ED 235 965 
Impacts from the Youth Incentive Entitlement 
Pilot Projects: Fuaicipeten, Work, and Schooling 
Over the Full Program Period. 

ED 236 301 


Portland Public Schools Internal Alternative 


Schools. 

ED 236 800 
Portland Public Schools Supported Private Alter- 
native School Programs: Albina Youth Opportu- 
nity School, Lents Education Center, Open 
Meadow Learning Center. Administrative Sum- 


mary, 1982-83. 

ED 236 801 
A Prototype Occupational Choice Model for Dis- 
advantaged Youth in Rural Schools. Final Report. 

ED 234 177 
Seventh and Eighth Grade a in Ohio: Re- 
search on Who They Are, They Leave and 
How School Districts Count 2 then. 

ED 236 488 
St. Mary’s University of San Antonio. 1982-1983 
Report of Student Retention Task Force. 

ED 234 689 
A Study to Conduct an Analysis of Fall Out 
among Lowtoeians Head of Household Women 
Seeking Employment. Final Report. 

ED 234 201 
Teaching/Learning Styles and Preferences: Rele- 
vance and Relatedness to Health Occupations Ed- 
ucation. 

ED 237 664 
Why They Drop Out of School: A Nigerian Per- 
spective. 

ED 236 259 


Reaching and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 

ED 236 451 
Testimony Before The National Commission on 
Excellence in Education. (Public Hearing, Den- 
ver, Colorado, September 16, 1982). 

ED 237 032 


Rate 

Chicanos in the California Community Colleges: 
Declining Basic Skills, Early High School Gradu- 
ation and the Decline of Quality High School Ed- 
ucation. 

ED 233 848 
Fall 1982 Retention Study. 

ED 239 692 
High School Dropouts: Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 

ED 236 366 
Native College Success in the Seventies: Trends at 
the University of Alaska at Fairbanks. ISER Oc- 
casional Paper No. 15. 

ED 239 814 
Research Synopsis: Spring 1983 Retention. 

ED 239 693 
Why They Drop Out of School: A Nigerian Per- 
spective. 

ED 236 259 


Dropout Research 


Dropout Interviews: Summer, 1982, Final Tech- 
nical Report. 

ED 236 233 
A Prototype Occupational Choice Model for Dis- 
advantaged Youth in Rural Schools. Final Report. 

ED 234 177 
Retaining Adult Students. Overview: ERIC Fact 
Sheet No. 12. 

ED 237 800 
The Role of Institutional Research in Student Re- 
tention and Campus Renewal. 


Dropouts 


ED 240 150 


Subject Index 


Towa. “Reach- 
983-84 State Direc- 


Alternative Schools and 
ing Out to Help People.” 
tory. 

ED 233 489 
An Analysis of Success Rate of Non-High School 
Graduates. Research Report No. 83-22. 

ED 239 697 
Factors Contributing to Dropout in a Psychoso- 
cial Rehabilitation for the Chronically 
Emotionally Disabled. 


ED 233 271 
High School : Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 

ED 236 366 


Literacy and New York City’s High School Aged 
Youth. Final Report. a 


ing Vocational Ch A mg gon 
ices: of Voca- 
onal tapes Attrition in New Hempebive. 
ED 236 335 
ace and Helping High School Dropouts and 
School Leavers. Final Report. Project 
No. DVE 2-1F11. 
ED 236 451 
Recruitment Barriers to Vocational Education 
as Perceived by Students, Teachers, 
Counselors and Administrators. 
ED 239 102 
Seventh and Eighth Grade Dropouts in Ohio: Re- 
search on Who They Are, Wh = Leave and 
How School Districts Count 
“ED 236 488 
Study of Students Leaving Cerritos College, 
Spring 1983. 
ED 233 762 


Study of Students Who Withdrew from Courses at 
the Hawthorne and Northeast Centers, 1981- 
1982. Volume XII, No. 8. 


ED 233 765 


Abuse 

Alternatives Drug and Alcohol Prevention Pro- 
gram. Self Evaluation, 1981-82. 

ED 234 286 
Annotated Resource Guide for Alcohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 

ED 235 431 
Defensive Tips in the War against Drunk Drivers. 

ED 235 175 
Demographic Trends and Drug Abuse, 1980- 
1995. NIDA Research Monograph 35. 

ED 237 843 
Differential Prediction of Alcohol vs. Hard Drug 
Use Levels in a General Youth Sample via the 
HEW Youth Development Model’s Community 
Youth Program Impact Scales, Age, and Sex. 

ED 236 441 
Drug Abuse in the High Schools (Ohio). Hearing 
before the Select Committee on Narcotics Abuse 
and Control. House of Representatives, Nine- 
ty-Seventh Congress, Second Session. 

ED 235 401 
Drug Abuse Prevention for You and Your 
Friends. 

ED 235 427 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 8-Cri- 
sis Intervention, Drug-Related Problems. Re- 


ED 239 061 
Federal Strategy for a of Drug Abuse 


Treatment Act of 1972. 

ED 234 289 
General and Specific arcs id Role Induc- 
tion with Substance Abusing Clients. 

ED 237 833 
7 Survey on Drug Abuse: Main Findings 


ED 237 844 
Perspectives on Family Research. Report of a 
Workshop. 

ED 234 290 
Preventing Drug Abuse in the Workplace. Drug 
Abuse Prevention Monograph Series. 

ED 234 291 
Public Health Issues and Drug Abuse Research. 
Research Issues 30. 

ED 234 292 
School Programs to Prevent Drug Abuse. Issue- 
gram 18. 





Subject Index 


ED 236 509 
Student Drug Use, Attitudes, and Beliefs: Na- 
tional Trends 1975-1982. 

ED 237 822 
This School Drug Search Made a Point: We Care 
Enough To Get Tough with Kids. The Endpaper. 

ED 236 757 
Women Reaching Women. Volunteer Coordina- 
tor’s Training Program. 

ED 239 013 


Drug Addiction 

A Cross-Cultural Comparison of Psychological 
Differences between College Students and Drug 
Addicts in New Orleans and San Juan. 


ED 234 319 


Education 

Alcohol/Drug Education Services in Treatment. 

ED 235 128 
Alternatives Drug and Alcohol Prevention Pro- 
gram. Self Evaluation, 1981-82. 

ED 234 286 
Annotated Resource Guide for Alcohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 

ED 235 431 
Chemical y Unit: One Aspect of the 
Program for Student Assistance of Bryan Sr. High 
School. Teacher Manual. 

ED 235 423 


Decisions about Drug Use. Adolescent Decisions 
Curriculum. 

ED 236 443 
Drug Abuse Prevention for You and Your 
Friends. 

ED 235 427 
“Mountain Education”: The Answer to the “3 
D’s.” Drinking, Driving & Drugs. A Communica- 
tion Manual for Parents. 

ED 235 435 
Personal Safety. Cooperative Occupational Edu- 
— Unit 18. Instructor Material and Student 


ED 234 257 
School Programs to Prevent Drug Abuse. Issue- 
gram 18. 

ED 236 509 


Drug Advertising and the FDA. 
ED 238 063 


Public Health Issues and Drug Abuse Research. 
Research Issues 30. 


ED 234 292 


Rehabilitation 
Public Health Issues and Drug Abuse Research. 
Research Issues 30. 


ED 234 292 


Drug Therapy — 
Schizophrenia in the Mentally Retarded. 


ED 233 554 


Use 
Attitudes of Selected Groups toward Issues in Ju- 
nior High/Middle School Classroom Manage- 
ment. 
ED 237 481 
A Comparison of High School and College Stu- 
dent Attitudes toward Recreationally-Used 


ED 234 281 
The Covariation and Factor Structure of Sub- 
stance Use and Other Health-Related Behaviors 
in Two Samples. 

ED 237 907 
Decisions about Drug Use. Adolescent Decisions 
Curriculum. 

ED 236 443 
Differential Prediction of Alcohol vs. Hard Drug 
Use Levels in a General Youth Sample via the 
HEW Youth Development Model’s Community 
Youth Program Impact Scales, Age, and Sex. 

ED 236 441 
Plants and Medicines. Third World Science. 

ED 235 044 
Student Drug Use, Attitudes, and Beliefs: Na- 
tional Trends 1975-1982. 

ED 237 822 


Dual Career Family 
Communication and the Dual-Career Couple: A 
Literature Assessment. 


ED 236 747 


Dyslexia 
Dyslexia and Severe Reading Disabili 


Dual Career Families and the Parental Roles They 
Assume with Their Young Children. 

ED 237 233 
Evaluating Dual Career Guidance Programs for 
High School and College Students. Final Report. 
i No. 2-2F11 from July 1, 1981 to June 30, 

ED 236 450 
Role Sharing: Factors Influencing Increased In- 
volvement of Husbands in Family Tasks. 

ED 233 244 


Enrollment 
The DeKalb High ‘ crane Needs Assessment 
for Gifted Studen 
ED 233 760 


Due Process 


Administrator Tenure Statutes and Other Legisla- 
tive Protection of Position. 

ED 238 149 
Department of Defense Dependents Schools Spe- 
cial Education Dispute Management System. 

ED 235 668 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 

ED 236 075 


Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 

ED 234 527 
A Fair Tribunal: Governing Board Bias and the 
Power to Decide. 

ED 233 490 
Federal Litigation Arising from Personnel Prac- 
tices of Southern School Boards from 1970 
through 1981 in the Fifth Circuit Court of Ap- 
peals Area. 


ED 239 349 


ED 238 495 
Oklahoma State Board of Education Policies and 
Procedures for Teacher Due Process Hearings. 
(Implementations of Senate Bill No. 249 and As 
Amended by Senate Bill No. 308). Revised. 

ED 239 393 
Preparing School Psychologists to Testify at Due 
Process Hearings. 


Hiring and Evaluation. 


ED 235 456 
Your Personal Life and the Law. Cooperative Oc- 
cupational Education, Unit 19. Instructor Mate- 
rial and Student Material. 


ED 234 258 


Dyes 
Natural Dyes. Third World Science. 


ED 235 043 


A Controlled Single Subject Research Design Uti- 
lizing a Sensory Motor Intervention System. 
ED 235 637 


ity. 
ED 235 168 


E Z Cassette Pla: 


yer 
Evaluation of the E-Z Cassette Player. Report No. 
16-RD-83. 


ED 234 767 


Early Admission 


A Case for Educational Restructuring. Confer- 
ence at Simon’s Rock of Bard College (Great Bar- 
rington, Massachusetts, January 1981). 

ED 236 123 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 1, January/February 1982. 

ED 234 588 


Early Adolescents 


Conference Series on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-T Behav- 
ior and Young Adolescents; [and] Understanding 
Early Adolescence: An Overview. 

ED 238 530 
Early Adolescent Sexuality: Resources for Par- 
ents, Professionals, and Young People. 

ED 238 584 
Educating Young Adolescents: A Resource List. 

ED 238 585 
General Reading on Early Adolescence. 

ED 238 583 


Early Childhood Education 


Earth Science 127 


Center for Studies in Child Development and 
Early Childhood Education: Focus on Issues and 
Consens of Develaging Counttins. 


ED 237 187 
Early Childhood Bilinguai Education: A Hispanic 
Perspective. 

ED 235 680// 
Early Childhood Services for Aboriginal Chil- 


ED 239 795 
Education in Maryland. esource Guide - 
Teaching Children Ages 4, “s, and? and 7. 

ED 238 525 
The National Ed- 


Laboratory on Early Childhood 
eeuthete ok Sdedid of Utescibems Wamendh ond 
Development. 

ED 234 717 


Past and Present Child Care in Israel. 
__ ED 234 903 
Childhood. 


Understanding the Multicultural ue 
in 

Early Childhood Education. 
ED 238 560// 


Study Guide for TCT in Early 


rly Experience 
Li Resources: How Preschoolers Interact 
with Written Communication. Final Report. 
ED 237 227 


Early Intervention 


Programs 
Early Intervention Methods for Child Abuse Pre- 
vention. 


ED 235 890 


Parenthood 
Early Intervention Methods for Child Abuse Pre- 


vention. 

ED 235 890 
Education for Parenthood. Final Evaluation Re- 
port. 


ED 238 540 
The Games Children Play. 


ED 234 922 
Values of Children in Adolescent Mothers. 


ED 237 865 


ee — for Emergent Reading. 


ED 233 327 
Toward a Theory of How Children Learn to Read 
and Write “Naturally”: An Update. 

ED 239 245 


Retirement 
Early Retirement Is Not the Cat’s Meow. The 


Endpaper. 
ED 236 762 
Early Retirement of Washington Community 
College Employees: A Study of the Statutory 
re | Retirement Program of May-December, 
82. 


ED 238 494 


Earth 


Science 

Activities in Planetary Geology for the Physical 
and Earth Sciences. 

ED 239 921 
Earth-Sun Relationships: Latitude, Longitude and 
Time. 

ED 236 061 
English-Vietnamese Scientific Terminology for 
High School and Junior College Students. Book 3: 
cone phy = Danh Tu Khoa Hoc Anh-Viet 

Cho Hoc Sinh Trung Hoc Va Sinh Vien 

Nam Thu Nhat Dai Hoc. Quyen 3: Dia Ly Hoc. 

ED 238 691 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 


Junior High School Science. 


ED 236 033 


ED 235 276 
Mountains. Science Education Research Unit. 
Working Paper No. 202. 

ED 236 032 
Rocks and Minerals. Science Education Research 
Unit. Working Paper No. 204. 

ED 236 034 

ience Syllabus for Middle and Junior _ 

Schools Block D, The Earth’s Changing Surface. 

ED 236 054 
Scope and Sequence. Life Sciences, Physical Sci- 
ences, Earth and Space Sciences. A Summer Cur- 
ticulum Development Project. 

ED 237 357 
Senior High School Earth Sciences and Marine 





Earth Science 


Sciences. 
ED 235 274 
Soils. Science Education Research Unit. Working 


ED 236 031 


Skills Development in the Academic Set- 


ED 235 810 

yam Aa and Information Science Ada- 
fonal ACS ited by State (TEA), Re- 
_. CS), and National (NCATE) 
Accrediting Associations. 


ED 239 624 


Hopping into Economics: First Graders Learn 
about Economics through an Easter Theme. 
ED 238 750 


Eastfield College TX 
Assessment of Entering Student Writing Skill in 

the Community College. 
ED 235 845 


Disorders 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 


The of Frequent Binge Eating and Bu- 
limia in a Non-Clinical College Sample. 

ED 233 266 
Working with the Pregnant Teenager: A Guide 
A - eramees Educators. Program Aid Number 


ED 233 265 


Method 
Vocational Evaluator Competencies and Mini- 
mum Competency Standards for Vocational Eval- 
uation: A Validity Study. 


ED 237 552 


Social Settings to Design a Preventive 
Consultation. 

ED 239 165 

A Community Service for a Rural High School. 

ED 235 982 


Ecology : 
The Beach-A Natural Protection from the Sea. 
ED 237 312 
Biology Regents Syllabus. Revised. 
ED 236 052 
In Wilderness is Our Self Preservation. 
ED 234 961 
Living Things and Their Food. Study Guide. Unit 
G2. ZIM-SCI, Zimbabwe School Sci- 
ence Project. Year 2. 
ED 239 895 
Living Things and Their Food. Teacher’s Guide. 
Unit G2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 
ED 239 896 
and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 
ED 237 337 


able 2 
Unit. Student Learning Activity Module. 

ED 237 338 
Marine and Estuarine Ecology. Man and the Gulf 
of Mexico. 


ED 239 870 
Marine Habitats. Man and the Gulf of Mexico 
Series. 


ED 239 869 
Plant Study Guide. 

ED 237 308 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal : The Gulf of ete 

a oa Study. Report of a Workshop on 
+t ere (Naples, Italy, March Pare 10, 
ED 233 893 
— Conservation—Ecology. Bulletin No. 


: ED 238 712 
Solid Waste/Energy Curriculum. 
ED 237 355 


Tidal Marshes: The Boundary between Land and 
Ocean. 


ED 237 313 
United Nations Environment Programme. An- 
nua! Review 1981. 

ED 238 730 
Wet Worlds: Explore the World of Water. Marine 
and Fresh Water Activities for the Elementary 
Classroom. 


ED 239 839 


Economic Change 
Automation: An Illustration of Social Change. 


ED 237 401 
Canadian Families: Victims or Vehicles of Social 
Change. 


ED 234 926 
A Discussion Platform for the Futuring of Voca- 
tional Education. 

ED 233 166 
The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 

ED 239 087 
Economics and Financing of Education. 

ED 238 175 
Preparing for the *90s: Thrust for Quality in 
Higher Education [and] Thrust for Quality in 
Public Schools. 

ED 239 749 
Relative Autonomy Reconstructed. Revised. 

ED 237 378 
The Rich Get Richer and the Poor Get Federal 
Budget Cutbacks. 

ED 233 869 
Strategies of Self-Reliance, Co-Reliance and 
Self-Sufficiency and Their Meaning for Rural 
Families in the 1980's. 

ED 234 925 
Structural Changes in the Economy and Future 
Job Prospects. Occasional Paper No. 92. 

ED 239 107 
Technology and Your Future. 

ED 236 074 
USSR: Measures of Economic Growth and De- 
velopment, 1950-80. Studies Prepared for the Use 
of the Joint Economic Committee, 97th Congress, 
Second Session. 

ED 237 314 


Economic Climate 
The Big Squeeze on Tax Revenues for the Public 
Cnh 1, The LALA eo % 8 ’ 


in the 19) 





ED 238 121 

Close Up Special Focus: The Economy. 

ED 237 411 
College Costs: Recent Trends, Likely Future. Pol- 
icy Brief. 

ED 234 703 
An Environmental Scan of Northern Alameda 
County. 

ED 239 695 
Georgia State University Spending Patterns and 
the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 

ED 234 712 
Partnership for Rural Improvement: The Manage- 
ment for Transition. Annual Report 1981-1982. 

ED 235 984 


Economic Development 

Alberta. Reference Series No. 26. 

ED 235 052 
Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Awareness to Action. 

ED 237 733 
British Columbia. Reference Series No. 25. 

ED 235 051 
CARISPLAN Abstracts. 07-001-07-377. Carib- 
bean age — for Economic and So- 
cial Planning. N 

ED 238 432 


China under the Four Modernizations: Part 2. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 
ED 235 108 
The Community College and the Human Re- 
sources Development Council: Toward a Na- 
tional Training Strategy for the United States. 
: ED 238 459 
Community Participation: Current Issues and 


Subject Index 


Lessons Learned. 

ED 235 878 
Community Response to an Oil m. 
ED 233 863 
The Contribution of Education to Economic Pro- 
ductivity. Schooling in a Technological Society. 

ED 233 432 
Co-operating for Literacy. Report of an Interna- 
tional Seminar (Berlin, October 1983). 

ED 237 755 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 

ED 234 159 
Education for Economic Growth. Issuegram 13. 

ED 234 501 
Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 

ED 237 747 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
Industrial Policy: Implications for American Edu- 
cation. Delivered by Dr. Robert M. Worthington 
on Behalf of Dr. T. H. Bell, U.S. Secretary of 
Education. 

ED 237 642 
An Inventory of Research Units in Pennsylvania, 
June 1983. The Technical Report. 

ED 235 700 
Job Creation through Economic Development: 
The Role of Private Industry Councils. Private 
Industry Council Guide Number 2. 

ED 239 021 
The Land of the Yakimas. 

ED 233 834 
Manitoba. Reference Series No. 28. 

ED 235 054 
National Survey of Training Services to Business 
and Industry through Vocational Education. 

ED 237 773 
New Brunswick. Reference Series No. 31. 

ED 235 057 
New Challenges for Rural Economic Develop- 
ment. Working Paper No. 400. 

ED 235 979 
Newfoundland. Reference Series No. 34. 

ED 235 060 
The Northwest Territories. Reference Series No. 
35. 

ED 235 061 
Nova Scotia. Reference Series No. 32. 

ED 235 058 
Ontario. Reference Series No. 29. 

ED 235 055 
Planning and M: Technology Programs: A 
Challenge to Higher Education. 

ED 237 050 
Prince Edward Island. Reference Series No. 33. 

ED 235 059 
Quebec. Reference Series No. 30. 

ED 235 056 
RE-DeC, A Unique Private/Public Partnership 
-A Strategy Design for the °80s. 

ED 237 745 
The Role of Training in a Changing Economy. 

ED 237 679 
Saskatchewan. Reference Series No. 27. 

ED 235 053 
— and Community Education. Courier 

o. 28. 


ED 236 339 

Small Business and Economic Development in 
Macomb County. 

ED 233 183 
Strategic Planning for Economic Development. 

ED 236 394 
Structural Changes in the Economy and Future 
Job Prospects. Oc~ :sional Paper No. 92. 

ED 239 107 
Technology, Innovation, and Regional Economic 
Development. Census of State Government 
Initiatives for High-Technology Industrial Devel- 
opment. Background Paper. 

ED 235 344 
USSR: Measures of Economic Growth and De- 
velopment, 1950-80. Studies Prepared for the Use 
of the Joint Economic Committee, 97th Congress, 
Second Session. 

ED 237 314 
VTAE Economic Development Project. Final Re- 
port. 





Subject Index 


ED 235 361 
Economic Factors 

Basic Training Course in Systematic Curriculum 
Development. Course One: General Background 
to Curriculum Development in Africa. 

ED 237 476 
The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
Economics - A Puzzle: The People Power Solu- 
tion. 


ED 239 934 
Educational Research Environments in the De- 
veloping World. 
ED 238 865// 
The Familial Road to Healthy Societies: New and 
Converging Modes of Re-Development. 
ED 234 924 
Information and the Economy: Policy Issues for 
Educators. 
ED 237 071 
Learning to Love Your Computer: A Fourth 
Grade Study in the Use of Computers and Their 
Economic Impact on the World Today. 
ED 239 936 
Methodological Issues in Researching Teacher 
Education in Developing Countries. 
ED 236 128 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 
ED 237 331 
The Role cf Education in the Information Society. 
ED 235 705 
Sampling Bias and Limitations in Generalizations 
in Reporting Scores on Standardized and Crite- 
tion Referenced Reading Tests. 
ED 239 230 
A Threat to Excellence: The Preliminary Report 
of the Commission on Higher Education and the 
Economy of New England. 
ED 239 758 
What’s Ahead for Higher Education? 
ED 236 983 
Workers without Jobs: A Chartbook on Unem- 
ployment. Bulletin 2174. 
ED 237 725 
Economic Growth 
Governors and New Economic Challenges. A 
Background Paper. 
ED 237 678 
Economic Impact 
The Direct Economic Impact of Brookdale Com- 
munity College. 
ED 233 753 
The Direct Economic Impact of New Jersey’s 
Community Colleges. 
ED 233 774 
The Economic Impact of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 
Economy. 
ED 238 502 
Georgia State University Spending Patterns and 
the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 
ED 234 712 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 
ED 233 754 
Umpqua Community College: Its Economic Im- 
pact on Douglas County. 
ED 239 683 
Economic Impact Studies 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 
ED 233 755 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 Re- 
vised Edition). 
ED 237 137 
Economic Opportunities 
Women’s Career Choice Equity Legislation. 
Hearing before the Subcommittee on Social Secu- 
tity and Income Maintensnce Programs of the 
Committee on Finance. United States Senate, 
Ninety-Eighth Congress, First Session. 
ED 236 412 


Economic Progress 


Education and eos People’s Republic of 
China, 1983: Document of a Lecturer. 

ED 239 964 
Governors and New Economic Challenges. A 
Background Paper. 

ED 237 678 


Research 

Education, Unemployment and Productivity. 

ED 235 570 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 

ED 233 755 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 Re- 
vised Edition). 

ED 237 137 


Status 
Farm Population of the United States: 1982. 
ED 238 659 
The Impact of Reagan Economics on Aging 
Women: Oregon. Hearing before the Subcommit- 
tee on Retirement Income and Employment of 
the Select Committee on Aging. House of oe. 
sentatives, a Congress, Second 
Session, Portland, Oregon. 
ED 235 400 
Linking Employment Problems to Economic Sta- 
tus. Bulletin 2169. 


ED 237 724 


Econo! 


mically Disadvantaged _ 
Backs against the Wall: Urban-Oriented Colleges 
and Universities and the Urban Poor and Disad- 
vantaged. 
ED 234 101// 

Characteristics of the Population Below the Pov- 
erty Level: 1981. Consumer Income. Current 
Population Reports, Series P-60, No. 138. 

ED 237 583 
Child Survival/Fair Start. A Look at the Factors 
Threatening the Survival, iiealth, and Cognitive 
Dovdaaana of the World’s Disadvantaged Chil- 
dren, and the Ford Foundation’s New Program to 
Help These Children Get a Fair Start in Life. 
Working Paper. 

ED 234 135 


A Decent Home...A Report on the Continuing 
Failure of the Federal Government to Provide 
Equal Housing Opportunity. 

ED 235 255 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 

ED 234 159 
Effects of the Administration’s Fiscal Year 1984 
Budget on Children and Youth. Hearing before 
the Task Force on Entitlements, Uncontrollabies, 
and Indexing of the Committee on the Budget. 
House of Representatives, Ninety-Eighth Con- 
— Session (March 9, 1983). Serial No. 


ED 235 260 
English Teachers’ Journal (Israel), Number 28. 

ED 233 565 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 
An Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practices in Follow 
Through Classrooms.” 

ED 234 907 
Hispanics Access to Higher Education. Hearing 
before the Committee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 234 685 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Linking Formal and Non-Formal Education. The 
NFE Exchange, Issue No. 23. 

ED 233 830 
An Overview of the New Job Training System. 
Survey Report I. 

ED 239 088 
Sampling Bias and Limitations in Generalizations 
in Reporting Scores on Standardized and Crite- 
tion Referenced Reading Tests. 

ED 239 230 
Socioeconomic Origins and Educational Back- 
ground of an Entering Class at CUNY: A Com- 


Economics Education 129 


parison of Regular and Special Program Enroli- 
= 1980 Freshman Cohort Study: Report 
0. 
ED 234 701 
The Southern Youth Study: 1966-1979. A Re- 
gional Survey of Young Adults from Rural Areas 
and Small Towns in the South. 

ED 239 833 
pe omen se Work Experience om —— ~— 
Occupational Accessing: Strategies for 

ploying Disadvantaged Youth. Final Report. 

ED 240 188 
Testimony Before The National Commission on 
Excellence in Education. (Public Hearing, Den- 
ver, Colorado, September 16, 1982). 

ED 237 032 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 

ED 233 798 


China under the Four Modernizations: Part 2. Se- 
lected Papers Submitted to the Joint Econcmic 
Committee. Congress of the bree States, 
Ninety-Seventh Congress, Second Session. 

ED 235 108 
Education, Unemployment and Productivity. 

ED 235 570 
The Frontier Newspaper Community: A Com- 
puter Profile. 

ED 235 484 
The Japan of Today, 1982. 

ED 238 731 
Normalization Re-Examined. Proceedings of a 
National Conference on Normalization and Con- 
temporary Practice in Mental Retardation. Ad- 
vancing Your Citizenship Series Number 5. 

ED 236 856 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 

ED 237 331 
USSR: Measures of Economic Growth and De- 
velopment, 1950-80. Studies Prepared for the Use 
of the Joint Economic Committee, 97th Congress, 
Second Session. 

ED 237 314 


Economics Education 

Alternative Resources for Curriculum Balance in 
Nutrition, Economics, Energy, Environmental, 
Consumer & Citizenship Education. 

ED 233 931 
Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Choices in the Marketplace: A Basic Unit on Con- 
sumer Economics. 

ED 238 739 
City Planning Unit: Grade 6. 

ED 238 754 
Close Up Special Focus: The Economy. 

ED 237 411 
Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 808 
The Development of Children’s Economic Rea- 
soning. 


ED 236 099 
Economic Education. Curriculum Guide. Kinder- 
garten-12. Revised Edition. 
ED 235 110 
Economic Education Experiences of Award Win- 
ning Alaska Teachers. 
ED 235 977 
Economic Education Experiences of En’ 
Teachers. Volume 20. A Report Developed from 
bone 1981-82 Entries in the International Paper 
y Foundation Awards Program for the 
Toocking of Economics. 





ED 235 087 
Economic Education Projects: Abstracts from the 
1979-80 Competition. 

ED 238 745 
Economic Education Projects: Abstracts from the 
1980-81 Competition. 

ED 238 746 
Economic Education to Arrest Juvenile Delin- 
quency. 

ED 238 756 
Economic Promises and Challenges of Productive 
Resources: A Study of Man’s Use of Productive 
Resources over the Ages (From the Stone Age to 





130 Economics Education 
the Space Age). 
ED 239 935 


Economics (A High School One Semester 
Course). Instructional Materials/Resources for 
Social Studies. 

ED 238 793 
Economics - A Puzzle: The People Power Solu- 
tion. 


ED 239 934 

Economic Simulation Game: A Two Day Simula- 
tion for Grades 9-12. 

ED 238 759 

of Energy: A Teaching Kit 


iC National 
Economic Understanding and BEC 

Level Students. Research Papers in Economics 
Education. 


ED 237 381 
Energy Efficient Economists. 


Federal Reserve Glos’sa-ry. 


ED 238 749 


The Free En ise S A Middle School 
Seminar for Soskonss ~¢ woh 7-9. 

ED 238 758 
Gaming and Simulations in 

ED 240 036 
Harriet Martineau: Principal Economic Educator. 

ED 235 113 
Hopping into Economics: First Graders Learn 
about Economics through an Easter Theme. 

ED 238 750 


International Trade: U.S./U.S.S.R. Instructor’s 
eee 
the Classroom. 


ED 238 819 
through Creating a Country: 


ED 238 755 
Learning to Love Your Computer: A Fourth 
Grade Study in the Use of Computers and Their 
Economic Impact on the World Today. 

ED 239 936 
Mommy, Buy Me a China Doll: A Kindergarten 
Economics Project. 


Learning Economics 
A Fifth Grade Unit. 


ED 238 751 
No City Is an Island: The Study of Interdepen- 


ED 238 757 
Preservice Economic Education: The Environ- 
ment for Preservice Teacher Education. 

ED 240 038 
Projects by Concept, Economic Education 
Awards. 

ED 238 747 


Sold to Dominic for 1 Troy and 3 (24) Fin: An 
Economic Money System. 


Specializati 
Strategies Unlimited. 


ED 238 761 
ED 238 762 


ED 239 991 
A Theoretical Model of Concept Learning in Eco- 
nomics. Studies in Economic Education, No. 10. 
Revised Edition. 


Truth in Leasing. 
ED 235 072 


Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A Stu- 
dent Guide [and] Basic Program. 

ED 235 099 


Using Social Studies Skill Lessons to Teach Eco- 
nomic Concepts and Economi=: Analysis. 


ED 236 063 


ED 239 937 
A Voyage to Economic Literacy: A Year Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 

ED 238 752 
What Arc the Major jor Aspects of Jordan’s Econ- 
omy? (A Learning Activity Package). 

ED 235 075 
What Is Your Cobra E.Q.? 

ED 238 760 
The Wide World of Economics: A Sixth Grade 

* * ((aaaszsssaata ena 
ED 238 753 


The Education Game. Technical Note 14. 
ED 238 603 


Editing 
Dialogue: The Key to Professionalism in Techni- 
cal Communication. 

ED 239 278// 


The Foreign Language Newsletter: Function, 
Value, and wr Ber mg 
ED 238 283// 
Guide for the Preparation of Scientific Papers for 
Publication. Second Edition. 
ED a 820 


Managing the Editing Function on Large Pul 
tion Tasks with Short Flow Times. 

ED 239 277// 
Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 
Minorities. 

ED 236 68° 

Subdividing Text: Headings, Content and Com- 
munication. 

ED 239 276// 
oa g Technical Editing: A Structured Ap- 
proach. 


Training the Technical Editor 


ED 239 283// 
ED 239 284// 


Editorials 
Continuity and Change in Mexican Press Com- 


mentary on Government: 1951-1980. 

ED 233 361 
Lexical Collocation and Topic Occurrence in 
Well-Written Editorials: A Study in Form. 

ED 236 621 


Editors 


Dialogue: The Key to Professionalism in Techni- 
cal Communication. 
ED 238 278// 


Edmonton Public Schools (Canada) 
Evaluation of the Bilingual (English-German) 


Program, 1982-83. 
ED 239 521 


Education 
ERIC Clearinghouse Publications, 1982. An An- 


notated Bibliography of Information Analysis 
Products and Other Major Publications of the 
ERIC Clearinghouses, January-December 1982. 

ED 237 098 
Factors Related to the Postbaccalaureate Careers 
of Black Graduates of Selected Four-Year Institu- 
tions in Alabama. 

ED 235 740 
Guidebook to Hispanic Organizations and Infor- 
mation. 

ED 237 613 
Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 

ED 238 914 


Education 976 
Summary of State-Administered Program Im- 
provement Projects in FY 1983. 
ED 239 092 


Education Consolidation and Improvement 
Act 1981 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 
Guidelines for Local Educational Agencies for the 
Participation of Private Schooi Students in ECIA, 
Chapter 1 Programs. 

ED 239 414 
A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1981 on 
SEA and LEA Evaluation. Paper and Report Se- 
ries No. 79. 

ED 235 183 


Education Consolidation Improvement Act 
1 


ED 235 574 


ED 238 979 
Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 


Chapter I Handbook. 


ED 236 229 
Chapter I Parent Involvement Component, 
1982-83. Report of Evaluation. 


Subject Index 


ED 236 225 

Chapter I Reading Program, 1982-83. Report of 
Evaluation. 

D 236 230 


E 
ECIA Chapter 1 Migrant: 1982-83 Final Techni- 
cal Report. 


ED 235 212 
ECIA Chapter 1 Program: 1982-83 Evaluation 
Report. Report No. 11:06:82/83:108 wp:5899. 

ED 235 213 
ECIA Chapter 1. 1982-83 Final Technical Re- 


port. 

ED 235 211 
Insuring Equity in Student Selection under Chap- 
ter 1. Research on Evaluation Program. Paper and 
Report Series No. 84. 

ED 237 567 
Testing Students for Chapter 1 Eligibility: ECIA 
Chapter 1. 


ED 237 524 
The Use of Computers in Instruction Supported 
under Chapter 1 of the Education Consolidation 
and Improvement Act. 


ED 238 404 


Education Consolidation Improvement Act 


Chapter 2 
Chapter 2-Discretionary. Final Technical Report. 


ED 235 207 
Chapter 2 Formula. 1983-84 Final Technical Re- 
port. 

ED 235 208 
Getting Your Fair Share of Block Grant Money: 
First Year of Chapter 2 Block Grants. 

ED 238 145 
Implementing the Education Block Grant. Issue- 
gram 32. 


ED 234 513 
Kaleidoscopes. Emerging Patterns of Response 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 

ED 240 202 
A Research and Evaluation Plan for the Elemen- 
tary and Secondary Education Block Grant: 
Background, Issues, Plans. 

ED 235 178 


Education Courses 


Learning Style, Achievement, Aptitude, and Atti- 
tudinal Variables Related to Preservice Teachers’ 
Performance on Criterion-Referenced Tests in 
Reading. 


ED 237 496 


Education for All Handicapped Children 
Act 


A Convergence of Two Cultures in the Implemen- 
tation of P.L. 94-142. 

ED 238 193 
The Cycie of Special Education Policy: Implica- 
tions for Policy Research. 

ED 238 199 
Disciplining Handicapped Students. 

ED 238 187 
Parent Guide to Special Education Rights and 
Responsibilities. 

ED 234 596 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
port, 1981-1982. Document Number 82-272-877. 

ED 233 513 
Public Law 94-142: What Does It Mean for the 
Classroom Teacher? For Your Information. 

ED 236 901 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 

ED 237 688 
Special Education and the Law. Issuegram 10. 

ED 236 904 
Speculation Upon the Implementation of P.L. 
94-142 in New Mexico’s Rural School Districts. 

ED 235 975 
Technical Assistance Papers. A Series on PL 
94-142 and Related Oregon Laws. Specific Learn- 
ing Disabilities, Technical Assistance Paper 4. 

ED 236 815 


Education Majors 
The Art of Applying the Science of Education. 


ED 240 094// 

Assessment of Preservice Teachers in Six Penn- 
sylvania Colleges and Universities. 

ED 240 115 

A Comparison of Educational Research Attitudes 





Subject Index 


and Achievement of Students in Five Certifica- 
tion Areas. 

ED 238 928 
Contexts Affecting Methods Instruction in Se- 
lected Teacher Education Institutions. 

ED 240 081 
Current Attractions of Teaching As Perceived by 
Preservice Students. 

ED 235 582 
The Ecology of Field Experience: Toward an Un- 
derstanding of the Role of Field Experiences in 
Teacher Development. 

ED 240 111 
Follow-Up Evaluation Studies and Procedures, 
College of Education, Bowling Green State Uni- 
versity, Bowling Green, Ohio. 

ED 240 083 


Graduate Study in Education: An Analysis of In- 
stitutions and Pepe Awards, 1971-1981. 

ED 240 064 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Secondary. 

ED 235 121 
An Inquiry into Student Recruitment Efforts and 
Attitudes of 245 Schools, Colleges and Depart- 
ments of Education from Three of Institu- 
tions and of Four Sizes. 

ED 237 407 
Learning Style, Achievement, Aptitude, and Atti- 
tudinal Variables Related to Preservice Teachers’ 
Performance on Criterion-Referenced Tests in 
Reading. 


ED 237 496 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 

ED 238 863 
New Teachers in the Job Market: 1981 Update. 

ED 234 041 
A Resource Module to Develop Elementary Pres- 
ervice Teacher Competency in Communicatirg 
with Parents and Other Adults. 

ED 236 141 
Should Teacher Training Institutions Be Con- 
cerned about the Reading and Writing Skills of 
Future Teachers? 

ED 236 579 
The Status of the Profession: Selected Character- 
istics of Teacher Education and Teaching. 

ED 233 988 
Student Teacher Perceptions of Teaching Compe- 
tencies Related to Educational Media. 

ED 235 793 
What Undergraduate Students Expect from Pres- 
ervice Field Experiences. 

ED 237 473 


Education North Pro 
Building School-Community Relationships in 
Northern Commur‘ties: A Sourcebook of Policy 
Alternatives and Recommendations. 

ED 237 283 
Education North Evaluation (1978-1982) and Al- 
ternative Programs Source Book. S' 4 

ED 234 941 


Education Service Centers 

An Approach to the Continuing Professional De- 

velopment of Science and Mathematics Educa- 

tors. Technical Report 8. Technical Report Series. 
ED 233 891 

Burwood Education Centre: A Multi-Campus 

Service. 


ED 234 031 
The Education Service Agency-Where Next? 

ED 235 583 
Hearing on National Centers for Personal Com- 
puters in Educstion. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Educa- 
tion Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 

ED 238 393 
Michigan Dissemination Capacity Building 
Project. Final Report. 

ED 238 200 
Education Work Relationship 

Academic Technical Communication Programs: 


Education Work Relationship 131 


Meeting Changing Demands. 
ED 239 286// 


American Productivity Center Computer Confer- 
ence on Training and Productivity for the White 
House Conference on Productivity (Washington, 
D.C., September 22-23, 1983). Final Report. 

ED 234 179 
Analysis of the Technical Writing Profession 
through the DACUM Process. 

ED 239 259 
Are Academia and Indus’ inking Alike: Does 
Hand Is 


eV it the 


ED 239 282// 
ip. 
ED 236 337 


The Business-Rehabilitation 


Careering after College: Establishi 
f Abilities Learned in College for 
ing and Professional Performance. 
Overview Summary. 

ED 239 556 
Careering after Suen Pempenive on Lifelong 

ing and Career elopment. Final Report, 

Research Report Number Eight. 

ED 239 564 
Careers in an Information Society. Education for 
the Future: Proceedings of the Bradford Confer- 
ence (Bradford, England, July 1981). 

ED 235 836 
Communication Industry Needs and Higher Edu- 
cation Programs: What Are We Doing Now to 
Prepare for 1990? 

ED 237 001 


Communication Training Needs in Organiza 
tions: A Competency/ Proficiency Based Study. 
ED 233 411 
The Community College and the Human Re- 
sources stony sn Council: Toward a Na- 
tional Training Strategy for the United States. 
ED 238 459 
The Contribution of Education to Economic Pro- 
ductivity. Schooling in a Technological Society. 
ED 233 432 
Current Problems in Vocational Education in 
Switzerland: Report on a National Research Pro- 
gram. Occasional Paper No. 93. 
ED 239 108 
The Development of an Interviewing Course. 
ED 239 273// 


ED 236 794 
Education and Work: The Role of Postsecondary 
Institutions. Statement to the National Commis- 
sion on Excellence in Education. (Public Hearing, 
Denver, Colorado, September 16, 1982). 

ED 237 034 
Education for a Productive Role in a Productive 
Society. Presentation to the National Commission 
on Excellence in Education. (Public Hearing, 
Denver, Colorado, September 16, 1982). 

ED 237 033 
Education for a Productive Society. Remarks to 
the National Commission on Excellence in Edu- 
cation. (Public Hearing, Denver, Colorado, Sep- 
tember 16, 1982). 


Education and Work. 


ED 237 035 
Emerging Trends in Secondary Education. 
E izing Professionalism: FR hg 
m ofessi : Approaches in 
Busmess and Technical Writing 
ED 239 264// 
External Evaluation of Student Projects in Indus- 
try and Academia. 


Functional Advertising. 


ED 239 270// 


ED 233 352 
Higher Ecucation and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
Impacts from the Youth Incentive Entitlement 
Pilot Projects: Participation, Work, and Schooling 
Over the Full Program Period. 

ED 236 301 
inne Clinical Teaching: The ADN Experi- 
ence. Pathways to Practice. 

ED 238 389 


Individualized Report Assignments via Com- 


puter. 
ED 239 269// 
Integrating Effective Writing Skills in the Ac- 
counting iculum. 
ED 236 688 
Job Prospects and Educational /Training Require- 


ments of Kansas City Area Business and Industry. 
The Labour Market Impacts of High Technology: 
ur pacts i 8 

Implications for the Universities. 
ED 238 328 


Liberal Learning and Careers Conference Report. 

ED 234 668 
Liberal Learning and Careers Update. 

ED 238 370 
A Longitudinal Follow-Up Survey of Students 
from Career/Technical in British Co- 
lumbia Community Colleges and Institutes. Tech- 
nical Report. 

ED 238 472 
Meeting Lawyer Needs through Assessment: 
What Is Important *o Attorneys. 

ED 236 732 


Midwest Radio Survey: ent Identifica- 
tion of Vocational Needs and Perceptions of En- 
wens _ Skills and Long-Term Success 


tics. 

ED 234 457 
National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 

ED 233 169 
National Clearinghouse on Transition from 
School. Newsletter Part 1 and Part 2. Vol. 2. No. 
4. 


ED 237 672 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 1. 

ED 233 170 
New Technology and the Human Response: The 
Issues Facing Vocational Education in the 1980's. 

ED 239 671 
An Overview of Clarkson’s Technical Communi- 
cations Program. 

ED 239 285// 

Partners for Youth Employability: An Ideabook 
for Educators and Employers. 

ED 234 270 
The Peer Tutor as Principal Benefactor in the 
Writing Center or It’s Not Just for English Teach- 
ing Anymore. 

ED 234 407 
Persistence and Achievement: A Profile of Grad- 
uates from The City University of New York. 

ED 237 002 
Planning and Managing Technology Programs: A 
Challenge to Higher Education. 

ED 237 050 
Proceedings: International Technical Communi- 
cation Conference (30th, St. Louis, Missouri, May 
1-4, 1983). 

ED 239 263 
Program Review Data: Enrollment, Completion, 
and Placement Data for M-DCC Occupational 
Programs as Reported to the State of Florida. Re- 
search Report No. 83-31. 

ED 239 676 
Putting America Back to Work: Phase II. 

ED 238 460 
A Rationale for Developing Communication 
Training Programs: Issues and Resources for Cur- 
ticulum Development. 

ED 238 070 
Recommendations of Center Study Group for Ed- 
ucational Policy. 

ED 236 998 
The Relationship between Education and Em- 
ployment in Spain. Reports Studies C.98. 

ED 237 645 
Reviews of National Policies for Education: New 
Zealand. 


ED 235 101 
The Role of Communication in the Professional 
Socialization Process. 

ED 235 514 
The Role of Education and Training in Relation 
to the Employment and Unemployment of Young 
People. 

ED 237 217 
The Role of Education in the Information Society. 

ED 235 705 
Skills Training for School Leavers: Some Alterna- 
tive Approaches. Current Issues Brief No. 2. 

ED 237 729 
Special Needs in Education (E241): Education for 
Adult Life? Unit 4. 

ED 235 614 
Speechwriting: The Business Perspective. 

ED 239 331 
Striking a Balance: The Speechwriting Educator’s 





132 Education Work Relationship 


Perspective. 
ED 236 730 


Student Perspectives on Liberal Learning at Al- 
verno College: Justifying Learning as Re!evant to 
Performance in Personal and Professional Roles. 
Final Report, Research Report Number Seven. 
ED 239 563 
Teaching Effective Interviewing Techniques. 
ED 239 272// 
Teaching the a of Technical Communi- 
cation Transfer. 
ED 239 289// 
Teaching Writing for the Computer Industry. 
ED 239 267// 
The Terrain of Postsecondary Education. 
ED 235 722 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 


ED 237 017 
Training Techniques to Be Better Communica- 
tors. 


ED 239 266// 
When Handicapped Children Grow Up. 
ED 239 441 
Young People in Transition. Report of the 
VCM-TEAC Study. 
ED 237 776 


Educational Administration 

Boards, Departments, Chiefs and State Education 
Policy. Issuegram 42. 

ED 234 516 
College Is Not for Everyone. 

ED 238 566 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 

ED 234 495 
The Destruction of an Undergraduate Library Sci- 
ence Instructional Program: A Case History. 

ED 235 817 
Don’t Be Duped by Industry’s Mystique. The 
Endpaper. 

ED 236 756 
Educational Administration Terminology = Ter- 
minologie de !’Administration de l’Educztion = 
Terminologia de la Administracion de la Educa- 
cion. 

ED 234 792 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Educational Governance in the States: A Status 
Report on State Boards of Education, Chief State 
School Officers, and State Education Agencies. 

ED 234 496 
Education Policy Making in Australia. 

ED 233 487 
An Effective Time and Management Strategy in 
Quality Circles. 

ED 238 113 


Florida Extern Leadership Training Program for 
Local Administrators of Vocational Education. 
1982-1983 Final Report. 

ED 237 682 
For Effective School Leadership, Keep Your 
Management Team on the Right Track. The End- 
paper. 


ED 236 759 
Georgia Teacher Certification Testing Program: 
Administration and Supervision Test. Study 
Guide and Information Handbook. 

ED 235 163 
Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 


port. 

ED 237 683 
Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community Colleges: Results of a Com- 
mission Survey. Commission Report 83-28. 

ED 234 857 
- we sry for Preparing Women for Careers in 

tional Administration. Final Report from 

linives to 6/30/83. 

ED 233 164 
Leadership as Praxis: Issues in Administration. 

ED 233 473 
Management Uses of Microcomputers. The Best 
4 ERIC on Educational Management, Number 


ED 234 480 


Managerial Applications of the Microcomputer 
for Special Education Teachers. For Your Infor- 
mation. 

ED 236 900 
Managing Quality Circles Effectively. 

ED 238 117 
Microcomputers in the Schools. An Educatoi’s 
Guide. 

ED 237 081 
A National Survey of Departmental Organization 
in “Educational Administration.” 

ED 239 390 
The Preparation of Educational Leaders: What’s 
Needed and What’s Next? 

ED 239 386 
Public Schools and Weberian Bureaucracy: A 
Summary. 

ED 235 581 
Recent R h into Dist: Education [Vol- 
ume I and Volume II]. 





ED 235 781 
Resource Allocation in the Government Schools 
of Australia and New Zealand. A Summary of the 
Reports of the Staffing and Resources Study. 
ACER Research Monograph No. 15. 

ED 235 591 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 

ED 234 519 
Role and Relationship Grid: Board/Superinten- 
dent. 

ED 234 471 
School Improvement. Keys to School Boardsman- 
ship. A Program of Continuing Education for 
School Board Members. 

ED 233 469 
Schools of Progress: Where We Are and Where 
We’re Going. An Open Letter to the People of 
Tulsa. 


ED 239 747 
Some “Yes, Buts” and Educational Administra- 
tion. A UCEA Occasional Paper. 

ED 233 466 
Supervised Occupational/Recent Work Experi- 
ence Program. A Component of the Florida Ex- 
tern Leadership Training Program for Local 
Administrators of Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 

ED 237 681 
The Tasks of UCEA for the ’80’s. 

ED 239 385 
What Has Been Significant in UCEA’s Efforts to 
Prepare Educational Administrators? 

ED 239 387 


Educational Anthropology 


Eleven Propositions for Innovative Research in 
Social Studies: An Anthropological Approach to 
Learning and Teaching. 

ED 236 105 


Educational Assessment 


The Academic Achievement of Young Ameri- 
cans. Fastback 196. 


ED 236 205 
Analysis of Post Secondary Educational Pursuits 
of the Jicarilla Apaches of New Mexico. 

ED 237 261 
An Analysis of State Systems for Evaluating 
Handicapped and Disadvantaged Vocational Ed- 
ucation Programs and Services. 

ED 237 662 
Assessig Children’s Speaking, Listening, and 
Writing Skills. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 389 
Assessment for All. 

ED 240 157 
Assessment Procedures and Enrollment Patterns 
of Cuban-Americans, Mexican-Americans, and 
Puerto Ricans in Special Education and Gifted 
Programs. 

ED 235 238 
Behind “A Nation at Risk: The Imperative for 
Educational Reform.” 

ED 238 797 
Citizenship and Social Studies Achievement of 
Young Americans: 1981-82 Performance and 
Changes between 1976 and 1982. 

ED 236 247 
Closing the Math and Science Gap. 

ED 235 265 
Connecticut Application of Item Response The- 


Subject Index 


ory to Large Scale Assessments. 

ED 236 171 
Contributions of Alternative (Nonformal) Educa- 
tion in Developing Countries. 

ED 233 447 
Counselors and Testing: Academic Assessment. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. 14+. 

ED 237 869 
A Creative Approach to Planning That Works. 

ED 239 354 
The Current Status of Excellence in American 
Public Education. 

ED 238 095 
Democracy in Evaluation: The Evolution of an 
Art-Science in Context. 

ED 240 093// 

The Development of Goals for Fiscal Year 1983. 

ED 234 855 
Economic Understanding and BEC National 
Level Students. Research Papers in Economics 
Education. 

ED 237 381 
The Educator’s Digest of Reform: A Comparison 
of Fs Recent Proposals for Improving America’s 

ools. 

ED 236 153 
The Effectiveness of Upward Bound in Preparing 
Disadvantaged Youth for Postsecondary Educa- 
tion. 

ED 235 262 
Effective School Research: Will It Play in the 
Country? 

ED 235 561 
The Excellence Report: Using It to Improve Your 
Schools. 


ED 236 774 
Exemplary Schools and Their Identification. 

ED 236 754 
Georgia Postsecondary Education: An Assess- 
ment of Achievement of Statewide Goals and Ob- 
jectives. Assessment Report on Diversity and 
Geographic Availability of Postsecondary Pro- 
grams and Institutions (Objectives 2a and 2c). 

ED 238 371 
How Well Can Students Read and Write? Issue- 
gram 9. 

ED 234 352 
Illinois Inventory of Educational Progress, Grade 
11. [11th Grade Test]. 

ED 240 162 
Illinois Inventory of Educational Progress, Grade 
4. [4th Grade Test]. 

ED 240 160 
Illinois Inventory of Educational Progress, Grade 
8. [8th Grade Test]. 

ED 240 161 
The Impact of Teacher Shortage and Surplus on 
Quality Issues in Teacher Education. 

ED 238 890 
—_— of Quality Schools: II. User’s Guide. 


ED 239 404 
Indicators of Quality Schools: Instrument to As- 
sess the Educational Quality of Your School. 

ED 239 406 
Indicators of Quality Schools: I. Overview. 

ED 239 403 
Mathematics Released Exercises from the 
1981-82 Assessment. 

ED 237 546 
National Assessment Analysis Procedures. 

ED 236 250 
National Assessment in Australia: An Evaluation 
of the Australian Studies in Student Performance 
Project. 

ED 240 164 
National Assessment of Educational Progress Re- 
considered: A New Design for a New Era. 

ED 236 156 
National Assessment of Education Progress, 
1969-1983: A Bibliography of Documents in the 
ERIC Database. 

ED 234 097 
Performance Funding in Higher E“cation: Pana- 
cea or Peril? 

ED 236 980 
Planning for Progress. Evaluating and Planning 
for Vocationai Education in Oregon. Second Edi- 
tion. 

ED 236 382 
Postsecondary Program Review. Issuegram 40. 

ED 234 666 





Subject Index 


Priorities for the Nation’s Schools. National Is- 
sues Forum. 

ED 238 563 
Problems in Assessing Listening Skills. 

ED 239 332 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 

ED 238 606 
Resolving Conflicting Results from Quantitative 
and Qualitative Methodologies: A Case Study of 
a Magnet School. 


ED 238 195 
The Role of Community Action in Improving 
Schools. 


ED 238 137 
The Role of Formative Evaluation in Externaliy 
Mandated Program Reviews in Higher Educa- 
tion. 

ED 237 044 
The Scottish Development-Towards a System of 
Positive Grade Related Assessment and Report- 
ing for All. 

ED 238 926 
State and District Report of Results, 1981-1982. 

ED 240 124 
The Status of Educational Attainment and Perfor- 
mance of Adult American Indians and Alaska Na- 
tives. 

ED 237 249 
The Status of Secondary Social Studies Education 
in Selected Rhode Island Public High Schools. 

ED 236 097 
Student Achievement: Final Report 1982-1983. 

ED 236 181 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
Training in Administration and Staff Develop- 
ment. 

ED 238 575 
Trends in Canadian Provincial Reading Assess- 
ments. Revised Version. 

ED 236 240 
Vocational Education and Excellence for the 
1980s: Challenges, Responses, and Issues. 

ED 237 703 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
Training Materials. Presentation Plans and Over- 
heads. 

ED 233 174 
What Do We Expect of Education? Selected Pa- 
pers from the Annual Conference of the Austra- 
lian College of Education (24th, Sydney, 
Australia, ie 15-20, 1983). 

ED 238 836 
What We Know and Don’t Know: Needed Re- 
search in Writing Assessment. 

ED 236 242 
Writing across the Curriculum: Designing an Ef- 
fective Model. 

ED 238 025 


Educational Assistance Test Program 
Enlistment Effects and Policy Implications of the 
Educational Assistance Test Program. 

ED 240 147 


Educational Attainment 
Adolescent Sexuality, Masculinity-Femininity, 
and Educational Attainment. 

ED 237 395 
An Analysis of Characteristics Which Most En- 
able Low Income Heads of Household Women to 
Complete Technical Training Programs. Final Re- 
port. 

ED 234 196 
Determinants of Schooling Attainment and En- 
rollment Rates in the Philippines. 

ED 235 981 
The Effect of Schooling Abroad on the Socioeco- 
nomic and Language Patterns of First Generation 
Hispanics and East Asians. 

ED 234 642 
Evaluating the Payoffs of College Investments for 
= White, and Hispanic Students. Report No. 


ED 235 733 
Immigration, Education and Asian-Americans: A 
Cohort Analysis. 

ED 236 091 
Latinos in Metropolitan Chicago: A Study of 
Housing and Employment. Monograph 6. 

ED 240 179 


Minorities in Higher Education. Second Annual 
Status Report. 

ED 240 207 
Phonological Variation: Educational Taxonomy 
for Adults. 

ED 235 675 
The Status of Educational Attainment and Perfor- 
mance of Adult American Indians and Alaska Na- 
tives. 

ED 237 249 


Educational Attitudes 


Career and Educational Interests of Johnson 
County High School Students, Spring 1983. 

ED 238 485 
Community Colleges and Higher Education. Ne- 
braska Annual Social Indicators Survey, NA- 
SIS-82, #3. 

ED 237 149 
Continuing Education Needs and Interests of 
Kansas Adults. A Statewide Survey. Winter 
1979/80. 

ED 239 029 
Determining Goals for Vocational Education. Oc- 
casional Paper No. 96. 

ED 239 109 
Baar Organization of Citizen’s Educational Be- 

iefs. 

ED 234 481 
A Plan for Conducting a Local Community Edu- 
cational Opinion Poll. 

ED 236 252 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 

ED 239 046 
What Do We Expect of Education? Selected Pa- 
pers from the Annual Conference of the Austra- 
lian College of Education (24th, Sydney, 
Australia, May 15-20, 1983). 

ED 238 836 


Educational 


und 

The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 
tic Classroom. 

ED 237 318 
Presidential Passages: Former College Presidents 
Reflect on the Splendor and Agony of Their Ca- 
reers. 

ED 238 381// 

Six Immigrant Groups in Queens: A Pilot Study. 

ED 237 598 
Social Inequality and Access to Schooling in the 
Third World: An African Case. Monograph 83-4. 

ED 236 788 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 

ED 237 990 
Socioeconomic Origins and Educational Back- 
ground of an Entering Class at CUNY: A Com- 
parison of Regular and Special Program 
Enrollees. Fall 1980 Freshman Cohort Study: Re- 
port No. 1. 

ED 234 701 


Educational Beliefs System Inventory 


Perceptual Baseline Supervision: Beliefs/Practice 
Congruency. 
ED 233 248 


Educational Benefits 


The Class of 1975: A Retrospective Look at the 
Mission of IUPUI at Columbus. A Report to Indi- 
ana University-Purdue University at Indianapolis, 
Columbus Campus. 

ED 238 318 
The Clinical Model in Rehabilitation and Alterna- 
tives. 

ED 239 086 
Discussion with Students. [DePaul Breakfast. Re- 
port to the National Commission on Excellence in 
Education.] 

ED 237 024 
The Educational Value of Esperanto Study: An 
_— View. Esperanto Documents, Number 

1A. 

ED 236 924 
Evidence Continues to Mount on Benefits of Pre- 
school. 

ED 234 886 
The Teaching-Learning Role of Media Centers/- 
Libraries. Background Paper No. 1. 

ED 239 616 
Women, Class and Adult Education. 

ED 234 156 


Educational Change 133 


Youth Organizations as a Third Educational En- 
vironment Particularly for Minority Group 
Youth. Final Report to the National Institute of 
Education. 


ED 240 194 


Educational Brokerage 


A Consortium Involving Business, Industry, 
Post-secondary and Vocational Institutions: Plan- 
ning for Statewide High Technology Training 
Programs. Final Technical Report. 
ED 237 705 
Marketing: A How-to Book for VR. 
ED 237 741 
The Regional Learning Service. An Experiment in 
Freeing Up Lives. 
ED 234 163 


Educational Certificates 

Feasibility of Requiring and Delivering Certifica- 
tion for ABE Teachers in Pennsylvania. Final Re- 
port and Recommendations. 

ED 239 071 
Minimum Requirements for State Certificates. 

ED 236 129 
Postsecondary Certificates and Degrees in the 
State of Alaska. 

ED 239 539 
Requirements for Teacher Education and Certifi- 
cation. 


ED 234 033 


Educational 


Action Research on Change in Schools: A Collab- 
orative Project. 

ED 235 192 
Adult Retraining~An Investment in People. 

ED 237 707 
Are American Schools Working? Disturbing Cost 
and Quality Trends. Policy Analysis No. 26. 

ED 235 885 
Assessment for All. 

ED 240 157 
Behind “A Nation at Risk: The Imperative for 
Educational Reform.” 

ED 238 797 
A Challenge for Action: National Leadership & 
Involvement in Education. 

ED 239 376 
Changing Conceptions of “Public” and “Private” 
in American Educational History. 

ED 237 406 
Civic Education in America. 

ED 233 939 
Comparison of Recommendations from Selected 
Education Reform Reports. 

ED 238 595 
Competencies for Teaching Multiculturally. 

ED 240 219 
Compulsory Schooling in a Changing World. 

ED 233 459 
Computing and Mathematics. The Impact on Sec- 
ondary School Curricula. Report of a Conference 
Sponsored by the National Science Foundation 
(College Park, Maryland, October, 1982). 

ED 239 864// 

Cooperation and Competition in the Learning So- 
ciety. 

ED 238 474 
— of Student Improvement in the Basic 


ED 236 799 
Critical Issues in College System Management: 
Conference Proceedings (Toronto, Ontario, Oc- 
tober, 1981). 

ED 235 841 
Cultural Crises and Educational Change in 
Teacher Education: Challenge of the Eighties and 
Nineties. 

ED 238 832 
Curriculum Change: Old Wine in New Bottles. 

ED 235 119 
Curriculum Efforts in Pre-Collegiate Global Per- 
spectives Education: An Analytical Review. 

ED 240 000 
Diffusing Curriculum Changes within a School: 
Strategies and Structure. 

ED 236 797 
A Discussion Platform for the Futuring of Voca- 
tional Education. 

ED 233 166 
Economic and Political Dimensions of Recurrent 
Education. Policy Paper No. 83-C2. 

ED 235 572 





134 Educational Change 


Educating for World Cooperation. 

ED 235 086 
Education in New Jersey: A Blueprint for Re- 
form. 


ee 
The Educator’s Digest of Reform: i 
Stites tadh te tone kee 


ED 236 153 
An Examination of the Causes of the Low Perfor- 


ED 238 141 


ED 237 698 
Flood Tides and Aging Swimmers: An Explore- 
ea ther ey pe ty men 

ED 240 084 
From the Beginning: Commencement Addresses 
and Selected Papers. 

ED 239 523 


Futuring: Where Do We Go From Here? 
ED 239 110 
Generalist Teaching Policy and Practice. 
ED 239 400 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 


ED 234 675 
An Immodest Proposal: From Critical Theory to 
Critical Practice for School Renewal. 

ED 235 095 
Information Skills for the Information 

ED 238 491 
Information aed Challenges Education. Issue- 
gram No. 17. 

ED 235 799 
Information Technology: Its Impact on and Impli- 
cations for Education in Montana. A Critical Is- 


sues Paper. 

ED 238 394 
In Opposition to Core Curriculum. Alternative 
Models for Undergraduate Education. Contribu- 
tions to the Study of Education, Number 4. 

ED 236 976// 

An Interactional on eta for Resistance to Change 
in Educational Institu 

ED 234 917 
The Interdependence of Computers, Robots, and 


ED 237 659 
Inventing the Future: Options and Strategies for 
Educators. 


ED 240 119 
Knowledge Use Capacity in the Public Schools. 
ED 238 133 
Leadership and Decision Making for Effective 
Educational Change. 
ED 233 461 


lan - nt Bdocstinn 
ion 
Implatios or Program Project Report. 
Mainstreaming Multicultural Pt aal oa 
a ¢ into 
Teacher Education: Guidelines for Teacher Train- 
ers. 


ED 240 173// 

Moving Education and Its Administration into 
the Microelectronic Age. 

ED 239 389 

Nailing Jello to the Wall. Forum: What Progress 

nn aeiing in blieting Higher Sime 
tion Reform? 

ED 235 757 

pee Schools in Pluralist America, 

1870-1940. Final Report. 


ED 239 348 


ED 233 612 

a Symposium to 
(November 1980). 

ED 238 191 


A Place Called School. Prospects for the Future. 
ED 236 137// 
“A Plumbers’ Manual on General Education”: 
Must Reading for Curriculum Committees. 
ED 236 950 
Progressing from Vocational Preparation towards 
a Solution. 
ED 234 160 
Recurrent Education and the Teaching Role. A 


inar on Recurrent Education and the Teaching 
Role (Monash University, Melbourne, Australia, 
November 1980). 


ED 238 892 
The Reform of Teacher Education: A Review of 
Current Proposals. 


ED 233 989 
Response to the Need for Quality: The School of 
Education at Radford University. 

ED 237 510 
Review and Update Contents of Drafting Curricu- 
lum Guides. Final Report. 

ED 234 218 
Reviews of National Policies for Education: New 
Zealand. 


cing Tex Beinn te Ba 
pea ees emp lucation in the Mid Eight- 
of the peed age Workshop of the 
North Central tion of Colleges and 
eo (38th, Flagstetl pon July ens 


1983). 

ED 236 152 
Social Change and New Profiles of Educational 
Personnel. National Studies—India, Nepal, Philip- 
pines, Republic of Korea. 

ED 237 264 
Status of Impacts of the Reforms Which Have 
Been Initiated at Miami-Dade Community Col- 
lege during the Past Five Years. Research 
No. 83-13. 

ED 237 136 
A Status Report on the Comprehensive Educa- 
— Reform of Miami-Dade Community Col- 
lege 


ED 238 481 
Studying Change and dary 
Schools in Belgean, aad = etherlands. 

ED 233 439 
A Survey of AACTE Member Institutions Re- 

e in Teacher Education Practice to 

Improve the Quality of Graduates. 

ED 237 494 
Teacher Education Quality Initiatives Wide- 
spread. 


ED 238 589 
[Teachers’ Views on Excellence in Education. Six 
NEA Booklets.] 

ED 238 588 
Technology and Your Future. 

ED 236 074 
Technology Is Ready-But Are We? Manage- 
ment’s Challenge. ACCCA Management Report, 


1983-4/1. 

ED 235 852 
Underprepared Learners. 

ED 233 636 


The University as an Organisation: System and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 

ED 238 369 


¢ of Vocational Education and 
Appreatcesi ; A Factor Analytic 
y: 
ED 239 069 
The Business-Rehabilitation ip. 
ED 236 337 
The Career Intern Program: A Serious Solution to 
Youth Unemployment. A Decade of Difference: 
1972-1982. 
Collabora' Lifelong Learning. Puan = 
tion in Li port on 
the Airlie House Lifelong Learning Leaders Re- 
treat (November 29 - December 1, 1982). 
ED 236 362 
Collaboration Wears a Layered Look. 
ED 238 128 
Consortium Involving Business, Industry, 
Fesvencendany and Vocational Institutions: Plan- 
ning for ~~ > | scot Training 


ED 237 705 
Curriculum Articulation as a Means of Meeting 


Subject Index 

the High Technology Challenge. 
ED 239 101 
Don’t Abandon Inner-City Schools. The Endpa- 


per. 

ED 236 761 
Educational Resource Sharing. Conference Re- 
port. 


ED 239 026 
Education and Business Prospering Together: 
Methods Which Work in the Collaborative Pro- 
cess. 

ED 235 356 
The Educatior Service Agency-Where Next? 

ED 235 583 
Electrical Occupations Partnership Guide. De- 
bee and Implement Model Electrical Cluster 


Program. 

ED 239 079 
A Guide to Hosting a Theatre Festival. 

ED 233 429 
Illinois Projects and Research in Composition. 

ED 236 684 
Impact of State Comprehensive Cooperative 

ts on Local Vocational Education Pro- 

grams for Handicapped Youth. 

ED 233 168 


Industrial Arts Works with Vocational Education. 
A Statement on the Purposes and Roles of Indus- 
trial Arts in Relation to Vocational Education and 
on the Potential in Increased Cooperative Work. 
ED 239 045 
Industry and Education...Partners in Ag Mecha- 
nization. Pr (Moline, Illinois, Novem- 

ber 1-3, 1982). 


ED 236 376 
The Link Course Programme: Proposals for Pol- 
icy Development. Discussion Paper. 

ED 237 696 
A Manual for Developing Successful Projects. 
Company School Collaboration. 

ED 236 323 
A Model for Linking Vocational Education and 
Industry. 

ED 239 070 
New Ways of Planning for New Realities: The 
Collaborative Option. 

ED 238 198 
Past, Present, Future: Developing Linkages 
Around the Pacific Rim. Proceedings of the An- 
nual Conference of the Pacific Rim Association 
for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 

ED 235 732 

Regular Coordination Activities. Module Num- 

ber 12. Work Experience Program Modules. Co- 
ordination Techniques Series. 

ED 233 154 
School District’s Policy Cultivates Student 
Growth. 


ED 238 104 
School Learning and Corporation-School Alli- 
ances. ERIC/CUE Fact Sheet Number 16. 

ED 234 103 
Statement of T. H. Bell, Secretary of Education, 
before the Senate Committee on Labor and Hu- 
man Resources, Subcommittee on Education, 
Arts, and the Humanities. Science and Mathemat- 
ics Education (March 9, 1983). 

ED 233 877 
Strategies for the Coherence and Co-Ordination 
of Formal and Non-Formal Population Educa- 
tion. Report of a Regional Seminar on the Coher- 
ence oe Formal and Non-Formal Population 
Educa Programmes (Bangalore, India, May 
16-23, 1983). 


ED 237 398 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 

ED 237 111 


Counseling: A Crucial Function for the 1980s. 
New Directions for Community Colleges, Num- 
ber 43. 

ED 235 865 
Historical and Contempo Perspectives on 
Community College Student ices. 

ED 233 771 
The Regional Learning Service. An Experiment in 
Freeing Up Lives. 

ED 234 163 
“START”: A Computer-Assisted Management 
Model for Student Testing, Advisement Reten- 
tion, Tracking. 





Subject Index 


ED 235 868 
Training Mentors as Educational Advisors for 
Adult Learners. Process Manual. 

ED 235 394 


Educational Demand 

Review of the University of Alaska FY 1985 Op- 
erating and Capital a Submitted to the 
Governor and the Thirteenth Alaska State Legis- 


lature. 
ED 239 540 


Educational Developmen’ 

Choosing Human + roma Interventions: A Ty- 
pology Linking Country Conditions and Educa- 

tional a Strategies. Draft Report for 


ED 233 921 
Comparative Higher Education. 

ED 234 676 
Educational Research Environments in the De- 
veloping World. 

ED 238 865// 

Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 


ED 238 087 
Organizing Schools in Pluralist America, 
1870-1940. Final Report. 

ED 239 348 
Progress Report of the Tasmanian Education and 
Local Development Project. 

ED 233 832 
Regional Consultation Meeting on the Asian Pro- 
gramme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 


Role of Research, Planning and Resource Devel- 
opment Functions in Postsecondary Vocational 
Education. Report of a Study of Selected Commu- 
nity Colleges, Technical Colleges, and Technical 
Institutes. 
ED 237 647 
Social Inequality and Access to Schooling in the 
Third World: An African Case. Monograph 83-4. 
ED 236 788 
The Standard of Education in Japan. 
ED 236 064 
of School Improvement, 1983: A 
urvey. Working Paper No. 1. 
ED 238 596 
Swedish Research on Higher Education: Publica- 
Ps ?. English. R&D for Higher Education, 


State Pro, 
50-State 


ED 233 656 
UNICEF and the Sudan. 
ED 237 196 
Universal Primary Education in Tanzania. 
ED 237 191// 


Educational Diagnosis 
Adult as Disabilities. Overview: ERIC 

Fact Sheet No. 9. 

ED 237 797 
Characteristics of Adult Students’ Writing. 

ED 233 392 
Evaluating Children’s Disabilities with 
an Apple II Personal Computer or Tempting Poor 
Learners with an Apple. 

ED 237 078 
Evaluating Diagnostic Hypotheses. 

ED 238 933 
Report on the District Testing Programs 1981-82. 
Publication No. 413. 

ED 234 067 
School Psychologists and Clinical Judgment: Pat- 
terns of Data Utilization. 

ED 233 250 
Screening: From “At Risk” to Educational Man- 
agement Review of Social Emotional Behavior. 


ED 236 462 
What Are Learning Disabilities? 

ED 235 169 
Educational Discrimination 
Accommodating the Spectrum of Individual Abil- 
ities. Clearinghouse Publication 81. 

ED 236 879 
A Diagnostic Analysis of the Education System in 
Namibia. 

ED 238 088 
The Education Game. Technical Note 14. 

ED 238 603 


ED 235 256 


A Study of Children At-Risk. 


The Big 
Schools: 


ueeze on Tax Revenues for the Public 
Midwest in the 1980s. 
ED 238 121 

The Contribution of Education to Economic Pro- 
ductivity. Schooling in a Technological Society. 

ED 233 432 
The Direct Economic Impact of Brookdale Com- 
munity College. 

ED 233 753 
The Direct Economic Impact of New Jersey’s 
Community Colleges. 

ED 233 774 
Economics and Financing of Education. 
ED 238 175 


ED 236 794 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 


Education and Work. 


ED 233 755 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 

ED 233 754 


Educational En 


vironment 

Choice of Friends over the Life Span: Develop- 
mental and Environmental Influences. Report 
No. 345. 

ED 239 149 
The Context of Clinical Preservice Teacher Edu- 
cation: The Student Teaching Experience. Clini- 
cal Teacher Educat'»n — Preservice Series. 

ED 240 098 
Democratic Educ’ sion in Schools and Class- 
rooms. National -ouncil for the Social Studies 
Bulletin No. 70. 

ED 238 769 
Designing Learning Environments for the En- 
hancement of Self-Directed : A Personal 
Approach to Integrating Theory and Practice. 

ED 239 028 
A Diagnostic Analysis of the Education System in 
Namibia. 


ED 238 088 
Evaluation of Public Fundamental Schools in 
Hampton, Virginia. 
ED 234 058 
An Exploratory Contingency Model for Schools. 
ED 238 132 
Family Day Care: Guidelines Designed to En- 
hance Cognitive Learning within the Home Envi- 
ronment Based on Piagetian Theory. 
ED 234 905 
Highlights from Research on Effective Schools. 
ED 234 479 
Highlights from Research on School and Class- 
room Ecology. 
ED 234 476 
Improving the Climate in Rural Schools through 
an Individualized Staff Development Program. 
ED 234 968 
Indicators of Quality Schools: Instrument to As- 
sess the Educational Quality of Your School. 
ED 239 406 
Mastery Learning: Easier Said than Done. 
ED 239 339 
Middle School Evaluation Final Report Technical 
Appendix. 
ED 239 382 
Multicultural Nonsexist Education in Iowa 
Schools. School Administration. 
ED 238 204 
tional Environment, Structure, Leader- 
ship, and Effectiveness: An Exploratory Model. 
ED 238 174 
Peer Group Contextual Factors and Hispanic Stu- 
dent’s Attitudes toward Their Own Ethnic Group. 
ED 233 866 
A Playground that Extends the Classroom. 
ED 239 802 
Problems of Prekindergarten Teachers: A Basis 
for Examining Teacher Education Practices. 
ED 235 911 
Qualitative Research-Another Way of Knowing. 
ED 240 092// 
The Relationship of School Racial Context and 
Students Background Characteristics upon Anglo, 
Black, and Hispanic Secon School Student’s 
Educational Aspirations and Expectations. 
ED 233 864 
Rural Teachers and Community Schools in 
Alaska. 


- the Principal: 
Volume III, Methodology and Instrumentation. 

ED 239 609 
School Characteristics and Assimilation; The Di- 
lemma of Desegregation Revisited. 

ED 233 865 
A School Program for a Healthier America: Edu- 
cator’s Guide. 

ED 233 837 
a ~ gg and Technical Education in Czechoslo- 
vi 


ED 238 089 
a Determinants of Teacher and Principal 
or! 
ED 235 563 
A ae tenner the — of Computers on the Pre- 
school 


ED 234 898 
Successful Schools for Young Adolescents. 
ED 240 209// 
To Facilitate or Impede? The Impact of Selected 
of Secondary 


ED 233 501 
Validity of Assessment Center apes for the 
Prediction of Performance Ratings and School 
Climate of School Administrators. 

ED 236 777 
What Recent Research Says about Effective 
Schools and Effective Classrooms. 

ED 234 493 


Educational EQuality Project 
What Students Need to Know and Be Able to Do 

On Leaving School for College. 
ED 238 927 


Educational Equipment 
Bulletin Board Ideas for Business Education. 
ED 234 051 
Processes of Skill Performance: A Foundation for 
the Design and Use of Training Equipment. Final 
Report, June 1978-July 1982 
ED 239 583 


Educational Equity (Finance) 
Access and Choice: Equitable eens of Post- 


secondary Education. Report No. 

"~ 234 734 
The Decline and Fall of School Finance Reform 
in Illinois. A Study of the Politics of School Fi- 
nance: 1973 to 1983. 

ED 236 775 
Deriving Appropriate Educational Program Costs 
in Illinois. 

ED 236 786 
Desegregation, Litigation, and Resource Mobili- 
zation. 

ED 238 136 
Economics and Financing of Education. 

ED 238 175 
Financing Schooling in Alberta: Report of the 
Minister’s Task Force on School Finance, 1982. 

ED 236 781 
Financing Schooling in Alberta. Summary Report 
of the Minister’s Task Force on School lens. 

ED 236 782 
Getting Your Fair Share of Block Grant Money: 
First Year of Chapter 2 Block Grants. 

ED 238 145 
The Inequities of Salary Reduction as National 
Child Care Policy: Where Do We Go from Here. 

ED 234 904 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 
Retrenchment Policies and Their Organizational 
Consequences. 

ED 233 452 


School Finance Equity. Issuegram 25. 
ED 234 507 
School Finance Litigation. Issuegram 27. 

ED 234 509 
School Finance Reform in the States: 1983. 

ED 235 589 
School Finance Reform: Past, Present and Future. 
Issuegram 26. 


ED 234 508 


Educational Experience 





136 — Educational Experience 


Making Good Boys Better: Nonformal Education 
in Boy Scouts. 


ED 239 815 


Facilities 
Alternative Uses for Surplus School Facilities. 
ED 239 411 
Burwood Education Centre: A Multi-Campus 
Service. 


ED 234 031 


Computerized Management of Physical Plant 
Services. 
ED 236 787 
Directory of Interpretive Curricula in the United 
States and Canada. 
ED 238 695 
An Evaluation of the Schools of Choice ; 
Progress Report [and) Executive Summary. 
ED 240 136 
eS ee 
tive Implementation Agriculture Curriculum in 
Secendary Schools in Uganda. African Studies in 
Curriculum Development & Evaluation. No. 41. 
am BD 234 007 
ii i Iniversities Fact 
Book, ‘Volume Ill, Public Colleges) Graduate 
Schools. 
ED 239 554 
Book. Volume Ui, Prvte Colleges| Gradua 
Book. V Private Colleges/Graduate 


ED 239 553 

Historically Black Colleges and Universities Fact 
Book. Volume I, Junior & Community Colleges. 
ED 239 552 

Programs, 


Minimum Standards for Instructional 
Faculty and Facilities. 
ED 234 864 


Remodelling of a Lycee in Grenoble. Programme 
on Educational Building 14. 

ED 235 590 
School Facilities and Deferred Maintenance. Is- 
suegram 43. 

ED 234 517 
Space Availability in Wyoming's Vocational Edu- 
cation Facilities. 


ED 237 702 


Béncational Facilities Design 
pony reer tor fhe i. |. ratte 


ED 235 590 
Educational Facilities Improvement 
eon Quality Restoration Program, 1979- 
ED 235 585 
Buildings and Grounds Committee. AGB Stand- 
ing Committee Series [No. 1]. 
ED 238 374 
Caring for the Campus Physical Plant. 
ED 239 373 
Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 
ED 234 468 
Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 
ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 
ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 
ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 
ED 234 469 
a ey Facilities Planning 
Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 

ED 238 351 
Instructional Space Utilization “3 the University 
of Alaska. Volume I, Volume II, V. Ill. 

ED 239 537 


Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 


Park, Bergen County, New Jersey. 


Master Plan for Educational Facilities: Saddle 


Educational Finance 
Annotated Code of 


Brook, Bergen County, New Jersey. 

ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 


ED 234 469 

Remodelling of a Lycee in Grenoble. Programme 

on Educational 14, 

ED 235 590 
ting En- 


Seattle’s Small-Area h to F 
collments at the Schost Level. 





ED 239 378 
Student Housing Market Analysis: Ketchikan 
Community College. 


ED 239 670 


land ye Article: 
Title 16, Community of 
Maryland —.” Title 13C, ao Bond for 
Community Colleges. 

ED 234 862 
Annual Report to the Governor, 1982-1983. State 
Board of Directors for Community Colleges of 


D 239 663 
An Approach to Quantitative Fiscal | 
Phase I Report. 
ED 239 551 
The Big ze on Tax Revenues for the Public 
Schools: The Midwest in the 1980s. 
ED 238 121 
College & University Business Administration. 
Fourth Edition. 
ED 233 621// 


Community College Funding Alternatives and 
Strategies. 

ED 238 493 
A Comparison of the University of land with 
Its Peer Institutions. Postsecondary Education 
Research Reports. 

ED 239 541 


The Condition of Teaching. A State By State 
Analysis. A Carnegie Foundation Technical Re- 
port. 


ED 238 869 
Coordinating Australian University Develop- 
ment: A Study of the Australian Universities 
Commission, —— of Queens- 


land Press Scholars’ Lil 

ED 235 694 
The Cost of Reform: Fiscal Implications of “A 
Nation at Risk.” 

ED 239 771 
Critical Issues in College System Management: 
Conference Pr (Toronto, Ontario, Oc- 
tober, 1981). 

ED 235 841 
Data Needs for Financial Planners. 

ED 238 154 
Early Retirement of Washington Community 
College Employees: A Study of the Statutory 
| Retirement Program of May-December, 


ED 238 494 
Economics and Financing of Education. 

ED 238 175 
Educational Governance in the States: A Status 
Report on State Boards of Education, Chief State 
School Officers, and State Education Agencies. 

ED 234 496 
Education by Voucher: Private Choice and the 
Public Interest. 

ED 234 492 
Estimating the Full Cost of Family-Financed 
Time Inputs to Education. 

ED 234 494 
Factors That Influence the Financing and Cost of 
Medical Education. 


ED 235 713 
The Failure of Our Public Schools: The Causes 
and a Solution. 

ED 234 899 
Federal Involvement in Education: In Pursuit of 
Equity and Quality. 

ED 239 375 
Fifty Percent Law Review. 

—— ED 239 672 

Finance Committee. tanding Committee 
Series (No. 3]. 

ED 238 375 
Financial Trends and > A Developing Cri- 
sis in Elementary and Secondary Schools. Techni- 
cal Report No. 4. 


Subject Index 


ED 234 488 
Financing Adult Learning: Spotlight on the 


ED 235 387 
Financing Public Education in Oregon. Summary 
Report. 


ED 234 484 
Financing Rural Schools in New York State. The 
Facts & Issues. Cornell Information Bulletin 182. 


ED 238 391 


Financing Schooling in Alberta. 
Minister's Task Force on School Finance. ‘Aden. 
dum. 


6 783 
Financing Schooling in Alberta: pam of the 
Minister’s Task Force on School Finance, 1982. 

ED 236 781 


ling in Alberta. S' Report 
of the Minister's Tesk Force on School Finance, 


ED 236 782 
Financing Traditionally Black Institutions of 


Higher Education. 
ED 234 113 


The Firsi Year of the Education Voucher Demon- 
stration: A Secondary Analysis of Student 
Achievement Test Scores. 

E 238 915 
Funding Practices and Alternatives for Voca- 
tional Education in Kansas. 
ED 234 236 


Funding to Meet the Need for Community Col- 
lege Education in Baltimore City. 

ED 235 858 
Government Finance of Higher Education in the 
United States of America in the 1980s: Some Pre- 
dictions and Perspectives. 

ED 236 981 


A Guide to Education Finance in Oregon. Tech- 
nical Report No. 2. 
ED 234 486 


Higher Education Financial Statistics, 1981-82. 
ED 233 666 

How States Compare in Financial Support of Pub- 

lic Higher Education, 1983-84. Seventh Edition. 


ED 239 577 
How to Decide What to Cut. 

ED 238 176 
How Will Higher Education Fare in State Appro- 
priations During a Period of Fiscal Conservatism? 

ED 236 982 
Idea Cards - Factual Information on Public Edu- 
cation. 

ED 239 335 
Illinois Public School Finance Project. Technical 
Advisory Panel Report. A Comprehensive Sys- 
tem for Financing Illinois Public Education. 

ED 238 151 
Indian Education Act-Title IV. Hearing Before 
the Subcommittee on Elementary, Secondary and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First S 





ED 239 817 
Interprovincial Comparisons of University Fi- 
nancing. Fifth Report of the Tripartite Committee 
on Interprovincial Comparisons. 

ED 239 525 
Managing Decline in School Systems: A Hand- 
book. Final Draft. 

ED 238 163 
Marginal Costs and Formula-Based Funding. 

ED 240 148 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 
Oregon Education: Views of Oregon Opinion 
Leaders. Technical Report No. 3. 

ED 234 487 
Oregon’s Education System: An Overview. Tech- 
nical Report No. 1. 


ED 234 485 


Fe nee | Schools in Pluralist America, 
1870-1940. Final Report. 


ED 239 348 
Oversight of Vocational Education, 1983. Hear- 
ings before the Subcommittee on Education, Arts 
and Humanities of the Committee on Labor and 
Human Resources, United States Senate, Nine- 
ty-Eighth Congress, First Session on Examination 
of the Federal Role in Future Reauthorization of 
2s i903) Education (February 23-24, March 


ED 235 346 





Subject Index 


Policy Alternatives for Financing California Com- 
munity Colleges in 1983-84: A Staff Report. Com- 
mission Report 83-30. 

ED 234 858 
Private-Sector Funding—Handle with Care 

ED 236 778 
Programs for Special Student Populations. Issue- 
gram 28. 


ED 236 899 
Prospects for Public School Revenues and Local 


School District Reorganization in Illinois in the 


1980s. 

ED 238 627 
Public Elementary and Secondary Education in 
the United States, 1980-81: A Statistical Compen- 
dium. 

ED 233 497 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and oo Summary: Description of Five Pro- 


esearch Centers 
ED 236 995 


Recurrent Education: Investing in a Lifetime of 
Learning. 


Working and 

ED 236 795 
Revenue Bonds to Finance College and Univer- 
sity Programs. Hearing and Markup before the 
Subcommittee on Fiscal Affairs and Health and 
the Committee on the District of Columbia. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session on H.R. 6010 and H.R. 
6276 to Amend the Revenue Bond Section of the 
Home Rule Act for the Purpose of Providing for 
Student Loans. (May 26 and June 23, 1982). 

ED 234 657 
School Finance Litigation. Issuegram 27. 

ED 234 509 
School Finance Reform: Past, Present and Future. 


Issuegram 26 

ED 234 508 
The State Legislative Voting Process in Educa- 
tion. Issuegram 3 

ED 234 512 


State, Local, and Federal Financing for Illinois 
Public Schools, 1983-1984. Revised. 
ED 239 412 


Statement on the Fiscal Year 1984 Education 
Budget. United States Commission on Civil 
Rights Clearinghouse Publication 79. 

ED 235 562 
State Plan and Annual Report: Tenth Annual 
Community College Plan. 

ED 233 766 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44. 

ED 238 477 
A Summary of Twelve National Reports on Edu- 
cation and Their Implications for Teacher Educa- 
tion. 

ED 238 889 
Trends in Medical Education in the South: Enroll- 
ments and Financing. 

ED 235 714 
Vocational and Technical Education Programs. 
Oversight Hearing on Vocational, Technical /Pro- 
fessional, Alternative Education, and Career De- 
velopment in the District of Columbia before the 
Subcommittee on Judiciary and Education of the 
Committee on the District of Columbia, House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. Serial No. 97-12. 

ED 234 273 
What’s Ahead for Higher Education? 

ED 236 983 


Educational Games 
Canoeing. 
Ding-A-Ling [Revised]. 

ED 239 218 
The Education Game. Technical Note 14. 

ED 238 603 
Elementary Resource Classroom Packet. 


ED 233 294 
Feudal Nexus. 


ED 238 636 


ED 233 943 
Forkner Shorthand Games. 

ED 239 130 
Game of Childhood Diseases. Technical Note 
No. 23. 

ED 238 608 
Gaming and Simulations in Economics. 

ED 240 036 


Go-Pher These Main Ideas. 
ED 239 212 


INFOQUEST: A Research Strategy Approach to 
Locating Information. 
ED 237 101 


Introductory Dramatics Guide for Grade 9. (Re- 
vised). 


ED 236 722 
Learning through Improvisational Games. 


ED 237 161 
Picked-Pict: A Multi-Purpose Echo Riddle. 


ED 234 604 
The Propaganda Game in the ESL Classroom. 


ED 234 608 
The Puzzle Design Activity. 
ED 236 118 
Road-to-Birth Game. Technical Note No. 24. 
ED 238 609 


ED 240 134 


Schoolympics. 


Social Studies Games on Parade. 
ED 239 987 


ED 237 368 


Why Chess in the Schools. 


Educational Gerontology 
Field Placement in Social Gerontology. 


ED 236 095 
Identification of a Core Curriculum in Gerontol- 
ogy for Allied Health Professionals. Final Report. 


ED 234 190 


Assess Your Goals to Set Priorities. 
ED 235 555 


Educational Goals Assessment 


Educational 


Academic Excellence and Public Service: A His- 
tory of University Extension in California. 

ED 239 531// 
Accreditation and Licensing: Origins and Current 


Status. 

ED 238 853 
Applied Sociology and Social Work. 

ED 237 390 
Assessment of Cognitive Skills in the USSR: His- 
torical Trends and Current Developments. 

ED 235 191 
Basic Training Course in Systematic Curriculum 
Development. Course One: General Background 

to Curriculum Development in Africa. 

ED 237 476 
Before “English Journal” There was “Engli 
Journalism”: A Study of Methods of Teaching 
English Presented in Educational Periodicals 
from 1886 to 1917. 

ED 233 338 
Changing Conceptions of “Public” and “Private” 
in American Educational History. 

ED 237 406 
Competency in Teaching. A Review of Compe- 
tency and Performance Based Staff Development. 
A Staff Development Publication. 

ED 234 211 
A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
Curriculum Change: Old Wine in New Bottles. 

ED 235 119 
Dr. Clarke vs. the “Ladies”: Coeducation and 
Women’s Roles in the 1870's. 

ED 233 959 
Education in Malaysia: 1980. 

ED 236 077 
Highlights in the History of the Education of 
Women. 

ED 237 417 
Historical and Contempo erspectives on 
Community College Student a 

ED 233 771 
Historically Black Colleges and Universities Fact 
Book. Volume II, Private Colleges/Graduate 
Schools. 

ED 239 “ae 
How the PhD Came to Britain. A Cen 
Struggle for Postgraduate Education. S 4 
Monograph 54. 

ED 234 675 
Lawyers v. Educators. Black Colleges and Deseg- 
regation in Public Higher Education. Contribu- 
tions in American Studies, Number 61. 

ED 233 616// 

The National Laboratory on Early Childhood Ed- 


Educational Improvement 137 


ucation: A Model of Educational Research and 


Development. 
ED 234 717 


Neighborhood Schools: The Nea Legal Re- 
sponse to Enrollment Decline and Desegregation. 
ED 233 451 


Noah Webster and William Holmes McGuffey: 
The Men and Their Contributions to R: 


ED 239 232 
Oral Reading Instruction: A Century of Contro- 


versy (1880-1980). 
ED 239 237 
Organizi: ee 5 al in Pluralist America, 
1870-1940. Final R. 
ED 239 348 
Physicians i in the Making: | Personal, Academic, 
id Socioeconomic Characteristics of Medical 


Students from 1950 to 2000. 
ED 238 314// 


The Portland Public School System: From Pana- 
cea to Battleground. 
ED 236 789 


The Reading Methods Textbook - Changes and 


Trends. 
ED 233 330 


Report of the Ci 'y Purpose. 
ED 233 615 


The Rhetoric of Explanation. 
ED 236 623 
Rural One-Room Schools of Mid-America. Re- 





ED 239 824 
Schools, Religion and Language among 
Catholics of St. Peter’s Colony, Sedteadhowen 


1903-1918. 
ED 240 024 
A Short History of the Relationship Between the the 


velopment Cameo and t the | National Institute at 
Education. 





ED 234 725 
Sound and Video Recordings-E. S. Bird Library. 


Syracuse University Resources for Educators of 
Adults, MSS 23. Revised. 
ED 236 363 


Special Training Schools in Japan. NIER Occa- 
sional Paper 05/83. 
ED 237 635 


Teaching the Heritage of Technology. Past, Pres- 
ent, and Future. 
ED 234 019 


U.S. Medical Students, 1950-2000. A Companion 
Factbook for “Physicians in the Making.” 





in 


ED 238 336// 


Educational Improvement 


The Academic Achievement of Young Ameri- 
cans. Fastback 196. 

ED 236 205 
Achieving Excellence. The Indiana State Board of 
Education 1984 Legislative Program. 

ED 239 764 
Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 

ED 235 588 
Actions for Business, Industry and Labor. 

ED 235 543 
Actions for Chief State School Officers. 

ED 235 549 
Actions for Governors. 

ED 235 550 
Actions for Legislators. 

ED 235 548 
Actions for Local Boards of Education. 

ED 235 545 
Actions for Principals. 

ED 235 547 
Actions for State Boards of Education. 

ED 235 546 
Actions for Superintendents. 

ED 235 544 
Addressing the Crisis in Precollegiate Mathemat- 
ics and Science Education. 

oiiiia ED 235 — 

Addressing the Report of the mmission on Ex- 
cellence in Education...from the Rural Perspec- 
tive. 

ED 234 939 
Allegheny Conference Education Fund: Five 
Year Report. 

ED 239 748 
A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 





138 Educational Improvement 


the Report of the National Commission on Excel- 
lence in Education: A Nation at Risk. 

ED 239 750 
Collaborative for Alabama Urban School Educa- 
tors. Final Report. 


College Is Not for Everyone. 


ED 240 190 


ED 238 595 
Continuing Education and Aging: What’s Going 
On? Where Are We Going? 

ED 236 317 
The Cost of Reform: Fiscal Implications of “A 
Nation at Risk.” 

ED 239 771 

“Informed Interest” in Education. The 

Editor’s Page. 

ED 236 768 
Curriculum and re mm for Equity. A Training 
— for Promoting Sex Equity in the Class- 


ED 235 104 
Curriculum Articulation as a Means of Meeting 
the High Technology Challenge. 


ED 239 101 
Curriculum Assessment and Development 
Project: Task Force Report. 


ED 239 
Determining Goals for Vocational Education. Oc- 

i Paper No. 96. 

ED 239 109 
for ao Set Century: A 


1995. A'Repor to the American People end the 
National Science 

ED 233 913 
Education for Economic Growth. Issuegram 13. 

ED 234 501 

Education in New Jersey: A Biueprint for Re- 
form. 

ED 238 564 
Effective Schools: What Research Tells Us. 

ED 235 254 
Effective Teachers in Effective Schools. 


Emergency i 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, Nine- 


ty-eighth Congress, First Session (February 17, 
1983). Rept. 98-6, Part 1. 
ED 237 336 


Essential Knowledge for Beginning Educators. 

ED 237 455 
An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 
The Failure of Our Public Schools: The Causes 
and a Solution. 

ED 234 899 
Finding and Founding Peer Coaching: An Interim 
Report of the Application of Research on Faculty 
Relations to the Implementation of Two School 

t Experiments. 


ED 238 141 
Future Issues in Rural Education. 


ED 238 643 
Futurism and Education: Some Perspectives for 
+ eee Educators. Occasional Papers Series, No. 


ED 237 422 
Hearings on Mathematics and Science Education 
(Part 2). Hearings Before the Committee on Edu- 
cation and Labor. of 


and Science, 

Ganuary 26-28, 31, 1983). 

ED 233 888 
The Houston Plan for Educational Excellence. 
ED 239 767 
How Can We Help Students Prepare for Tomor- 
row? Improving Student Performance in Califor- 
nia: A Guide to Community Involvement. 

ED 239 759 
Improving Education: The Paradox of Risk. 


ED 237 165 
Improving Schools with Limited Resources. ECS 


Issuegram. 
ED 235 250 


Indicators of Quality Schools: I. Overview. 

ED 239 403 
Industrial Policy: Implications for American Edu- 
cation. eee > Robert M. Worthington 
on Behalf of Dr. T. H. Bell, U.S. Secretary of 


Education. 

ED 237 642 
pg ag or Chailenges Education. Issue- 
gram No. 

ED 235 799 
Item Structures for Diagnostic Testing. Method- 
ology Project. 

ED 238 935 
La Capacitacion de Docentes en el Marco de la 

Regionalizacion Educativa (In-Service Teacher 
Training within Educational Regional Planning). 

ED 239 811 
Leadership for Reform and Renewal of American 
Education. 

ED 239 753 
Low-Cost School Improvement. Issuegram 5. 

ED 234 498 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 

ED 234 999 
Meeting the Challenge: Recent Efforts to Im- 
prove Education across the Nation. A Report to 
the Secretary of Education. 

ED 240 114 
National Evaluation of the PUSH for Excellence 
Project. Final Report. 

ED 240 225 
New Research: Changing Schools, Innovation Up 
Close, Improving Research Methods. 

ED 234 100 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 
Opening Remarks by Senator Dan Quayle (Na- 
tional Forum on Excellence in Education, Indian- 
apolis, Indiana, December 6, 1983). 

ED 238 567 
Opinions of Michigan Citizens about Recommen- 
dations of the National Commission on Excel- 
lence in Education. A Summary. An Overview of 
Findings from a Statewide Public Opinion Survey 
of a Cross-Section of 400 Michigan Adults; Inter- 
viewed by Telephone, June 23-30, 1983. 

ED 239 766 
An Opportunity for Excellence: The Mississippi 
Education Reform Act of 1982. A Report. 

ED 238 170 
— and Evaluating Recommenda- 
tions). 


ED 238 909 
A Place Called School. Prospects for the Future. 
ED 236 137// 
Preparing for the '90s: Thrust for Quality in 
Higher Education [and] Thrust for Quality in 
Public Schools. 
ED 239 749 
Preservice Economic Education: The Environ- 
ment for Preservice Teacher Education. 
ED 240 038 
Productivity, A Priority for Industrial Arts. 
ED 237 782 
Proposed Action Plan to Improve Elementary 
and Secondary Education Results in New York. 
Revised. 
ED 238 168 
Read, Educate and Develop-The READ Project 
in South Africa. 
ED 238 981 
Remarks by David Pierpont Gardner, Chair of the 
National Commission on Excellence in Education 
(National Forum on Excellence in Education, In- 
dianapolis, IN, December 7, 1983). 
ED 239 756 
Remarks by Dr. Fred C. Davison, President of the 
University of Georgia, at the General Assembly 
on “The Teaching Profession” (National Forum 
on Excellence in Education, Indianapolis, Indi- 
ana, December 6-8, 1983). 
ED 239 755 
the Secretary on the Regional Forums 
Z a ineel lence in Education. 
ED 239 769 
Response to the Need for Quality: The School of 
Education at Radford University. 
ED 237 510 


Subject Index 
Revitalization of Basic Business Education at All 


ED 234 140 
peat ers Fame Education in the Mid Eight- 
> y bent — | coe ~—e 


Scheie Gh Flagatafl ee, Jul: vite a ome 


ED 236 152 


ED 237 781 
The Role of the Business Community in Improv- 
ing the American Education System. 

ED 238 565 
San Diego County Effective Schools Program. 
ED 239 337 
Schools Can Improve: Local Strategies Need 
State Backing. 


Robotics and Industrial Arts. 


ED 235 252 
: Where We Are and Where 
Open Letter to the People of 


Schools of Pr 
We're Going. 
Tulsa. 


ED 239 747 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 
ED 234 982 
Science, Math, and Technology. A Crisis in 
American Education. 
ED 237 365 
The Sourcebook: A Directory of Resources for 
Small and Rural School Districts. 
ED 234 978 
Speech to National Forum on Excellence in Edu- 
cation (Indianapolis, Indiana, December 6, 1983). 
ED 238 568 
Statement of T. H. Bell, Secretary of Education, 
before the Senate Committee on Labor and Hu- 
man Resources, Subcommittee on Education, 
Arts, and the Humanities. Science and Mathemat- 
ics Education (March 9, 1983). 
ED 233 877 
The State of the Schools: Oregon, 1983. Text of 
the Annual State of the Schools Address (7th, 
Portland, Oregon, September 15, 1983). 
ED 239 752 
State Programs of School Improvement. Issue- 
gram 11. 
ED 234 499 
of School Improvement, 1983: A 
urvey. Working Paper No. 1. 
ED 238 596 
States Move toward School Improvement. 
ED 235 251 
Striving for Excellence: Applications of Success- 
ful Business Principles. Ideas for Action in Educa- 
tion and Work. 


State Pro; 
50-State 


ED 239 126 

A Survey of AACTE Member Institutions Re- 
garding Change in Teacher Education Practice to 

Tae the Quality of Graduates. 

ED 237 494 
Talk by Governor Robert Graham of Florida (Na- 
tional Forum on Excellence in Education, Indian- 
apolis, IN, December 7, 1983). 

ED 239 754 
Teacher Education Quality Initiatives Wide- 
spread. 

ED 238 589 
[Teachers’ Views on Excellence in Education. Six 
NEA Booklets.] 

ED 238 588 
A Threat to Excellence: The Prelimi Report 
of the Commission on Higher Education and the 
Economy of New England. 

ED 239 758 
Turning the Tide: An Agenda for Excellence in 
Pennsylvania Public Schools. 

ED 238 572 
Universities Moving to Raise Quality of Educa- 
tion Schools. 

ED 236 958 
Updating Content in Secondary Business Educa- 
tion. National Business Education Association 
Yearbook, No. 19. 

ED 234 139 
The Upgrading of Basic Level Students to General 
Level Programs. A hg mag | Report, 1981- 
1982. Research Service No. 17: 

ED 238 123 





Subject Index 
Upgrading School Quality. 
ED 235 253 


Using R & D to Improve Local Schools. 

ED 236 784 
Vocational and Technical Training in Less Devel- 
oped Countries: The Informal Economic Sector. 

ED 237 780 
Vocational Education and Excellence for the 
1980s: Challenges, Responses, and Issues. 

ED 237 703 
Vocational Education in the Comprehensive Hi 
School. Highlights of the Hearing Held by the 
Board of Directors of the American Vocational 
ma (St. Louis, Missouri, December 2, 
1982). 

ED 233 159 
We Must Make All Students Literate. 

ED 236 698 
The Wesleyan Papers: Keeping the Child in 
Childhood, Volume I, Number 1. 

ED 239 739 
Where To Find Summaries of Recent Reports on 
Education. 

ED 238 774 
1983 Science and Technology Posture Hearing 
with Director Office of Science and Technology 
Policy. Hearing before the Committee on Science 
and Technology. U.S. House of Respresentatives, 
Ninety-Eighth Congress, First Session. 

ED 238 704 
1984 Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 

ED 239 290 


Educational Information 
Dissemination Management Project. Final Re- 
port. 

ED 235 839 


Eéucational Innovation 
Analysis of Teacher-Directed Experimentation. 
Project No. 6169. 
ED 240 071 
Celebrating Teaching Excellence. Proceedings of 
the National Conference on Teaching Excellence 
and Conference of Presidents. (Austin, Texas, 
May 24-27, 1983). 
ED 237 122 
Children’s Computer Drawings. 
ED 238 562 
Computers and Very Young Children: Educa- 
tional Promise and Problems. 
ED 235 897 
Critical Issues Affecting Black Colleges and Uni- 
versities in the 1980’s and 1990's. 
ED 234 110 
Education for Fatherhood: Developing the Nur- 
turing Potential of Boys and Men. 
ED 234 919 
Education in New Jersey: A Blueprint for Re- 
form. 
ED 238 564 
Effective Learning: A Study of Innovative Public 
Humanities Programs. Publication Number 5-80. 
ED 235 706 
Equal Opportunities and Vocational Training. A 
Survey on Vocational Training Initiatives for 
Women in the European Community. 
ED 237 740 
Finding and Founding Peer Coaching: An Interim 
Report of the Application of Research on Faculty 
Relations to the Implementation of Two School 
Improvement Experiments. 
ED 238 141 
High School With Options. An Analysis of the 
Data for 1973-74. 
ED 233 828 
The Implementation of Disseminated Educa- 
tional Innovations: Is the Modified RD&D Model 
Viable? 
ED 235 177 
Improving Education: The Paradox of Risk. 
ED 237 165 
Innovations in Continuing Education. 1983 
Award-Winning New Programs. 
ED 237 816 
Institutional Strategies for Providing Innovation 
to the Community. 
234 148 
Knowledge Use Capacity in the Public Schools. 
ED 238 133 
Managing Change: How Managers Describe 
Their Roles and Concerns. 


ED 233 749 
Mapping the Terrain in Adult Learning: A Focus 
on Growth Areas and Innovative Practices-The 
Non-Traditional University. 

ED 234 149 
A New Computer! Can I Use it? 

ED 238 570 
No Dull Lexicon. 

ED 239 295 
Patterns of School Organization: Resources and 
Responses in Sixteen Schools. Staffing and Re- 
sources Study Report No. 3. ACER Research 
Monograph No. 18. 

ED 235 594 
Perspectives on Dissemination and Knowledge 
Utilization. Report of a Symposium Presented to 
the Mid-South Educational Research Association 
(November 1980). 

ED 238 191 
Program Delivery in Distance Education—One 
Successful Strategy. 

ED 235 884 
R & D Speaks: Effectiveness of Microcomputers 
in Educational Applications. Conference Pro- 
ceedings (Austin, Texas, September 27-28, 1983). 

ED 238 569 
Recent Developments in Graduate Programs. 
New Opportunities through Versatility: Broaden- 
ing the Mold. Mie ne eery te! Conference /Work- 
shop of the Council of uate Schools in the 
United States and the Graduate Record Examina- 
tions Board (Minneapolis, Minnesota, October 
13, 1982). 

ED 234 660 
A Report of Innovative Rural School Programs In 
the United States. 

ED 238 663 
Report on the IBI Interstate Training Project: A 
Program Funded through Section 143, Migrant 
Education Interstate and Intrastate Coordination 
Program. 

ED 238 666 
Robotics and Industrial Arts. 

ED 237 781 
Schools: The Great American Success Story, Crit- 
ics Who Have Challenged the Validity of the 
Story, and a Proposed Synthesis of the Two Posi- 
tions in the New Continuing Education. 

ED 237 760 
Skills Training for School Leavers: Some Alterna- 
tive Approaches. Current Issues Brief No. 2. 

ED 237 729 
State Programs of School Improvement. Issue- 
gram 11. 

ED 234 499 
Students, Structures, Spaces: Activities in the 
Built Environment. 

ED 233 796 
Studying Change in Primary and Secondary 
Schools in Belgium and the Netherlands. 

ED 233 439 
A Study of the Effect of Computers on the Pre- 
school Environment. 

ED 234 898 
Talk by Governor Robert Graham of Florida (Na- 
tional Forum on Excellence in Education, Indian- 
apolis, IN, December 7, 1983). 

ED 239 754 
Undergraduate Political Science Instruction 
within Non-Traditional Educational Settings. 

ED 240 032 
Vocational Education for the Handicapped in Ru- 
ral Areas. LINCpaper 814. 

ED 236 884 
You Are Special: A Study of Innovative Teachers. 

ED 236 149 


Educational 


Leadership 
The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 
Monograph. 
ED 234 145 


Educational 


Legislation 

Annotated Code of Maryland Education Article: 
Title 16, Community Colleges [and] Code of 
Maryland Regulations: Title 13C, State Board for 
Community Colleges. 

ED 234 862 
Basic Skills Assessment Program: Questions and 
Answers. 

ED 237 $17 
California Achievement Test Results. Grades 1-6. 
1981-1982. Tech Memo. 


Educational Legislation 139 


ED 234 069 
A Compilation of Federal aie Laws. Vol- 


Deceube 1 1902 Prone Prepared for the forthe Ue of the 


Committee on Education and Labor. H 
——- Ninety-Eighth feasen Piet 
ion. 


ED 234 684 

A Compilation of State Statutes That Include Ed- 
ucation/Training Benefits for Senior Citizens. 

ED 236 365 
A Content Analysis of the VEDS Data Collection 
and Reporting Procedures Used by the 57 State 
Boards for Vocational Education. 

ED 238 925 
Creating “Informed Interest” in Education. The 
Editor’s Page. 


ED 236 768 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 
The Emergency Vietnam Veterans Jobs Training 
Act of 1983. Hearings before the Subcommittee 
on Education, Training and Employment of the 
Committee on Veterans’ Affairs. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 
ED 236 409 
Evaluation and Accountability in the Years 
Ahead. Perspectives from the Department of Ed- 
ucation. 
ED 237 704 
Extend the Vocational Education Act. Hearings 
before the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the Committee 
on Education and Labor, House of —— 
- Ninety-Eighth Congress, First Session 
H.R. 14 (March 17, May 18, and a 14, 1983). 
ED 237 769 
Florida State Board of Education Administrative 
Rules for the Operation of Florida’s Community /- 
Junior Colleges, Chapter 6A-14. 1982 Edition. 
ED 237 132 
Hearing on National Centers for Personal Com- 
puters in Education. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Educa- 
tion Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 
ED 238 393 
Job Training Partnership Act: An Analysis. 
ED 237 675 
The Law and the Teacher of Basic Skills. 
ED 236 556 
— Responsibility for Curriculum in the Basic 
Skills: Whose Job Is It? 
ED 237 960 
Legal Rules for Student Competency Testing. Is- 
suegram 36. 
ED 234 089 
Manual for the Evaluation of Occupational Edu- 
cation Programs. For Use by School Districts. 
ED 237 563 
Minimum Competency Graduation Testing Pro- 
grams and the Law. 
ED 236 163 
Oversight of Vocational Education, 1983. Hear- 
ings before the Subcommittee on Education, Arts 
and Humanities of the Committee on Labor and 
Human Resources, United States Senate, Nine- 
ty-Eighth Congress, First Session on Examination 
of the Federal Role in Future Reauthorization of 
Vocational Education (February 23-24, March 
2-3, 1983). 
ED 235 346 
Proposals to Establish a New Educational! Assist- 
ance Program for Veterans and Members of the 
Armed Forces, and Review of the Veterans Edu- 
cational Assistance Program (VEAP). Hearing 
before the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
Congress, First Session. 
ED 233 233 


Public Law 94-142: What Does It Mean for the 
Classroom Teacher? For Your Information. 
ED 236 901 
State Policies and Programs in Support of Adult 
: A Survey of Selected States. 
ED 235 389 





140 Educational Legislation 


A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1981 on 
SEA and LEA Evaluation. Paper and Report Se- 
ries No. 79. 

ED 235 183 
Testing Students for Chapter 1 Eligibility: ECIA 
Chapter 1. 


ED 237 524 
Vocational Rehabilitation Program. Hearing be- 
fore the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 236 410 


Educational Marketing 

A College Marketing Plan That’s Working: Final 
Report. CASE Certification Program in Execu- 
tive Management. 

ED 233 751 
A Five-Stage Marketing Typology for Commu- 
nity Colleges. 

ED 239 688 
Marketing Plan 1983-1984. Northern Virginia 
Community College. 

ED 234 839 


Media 

Adult Learning and Television. [and] Adult 
Learning and the Overhead Projector. [and] Us- 
ing Media with Adults. 

ED 235 796 
Basic Training Course in Systematic Curriculum 
Development. Course Three: Instructional Media 
L 


ED 237 478 
Chemeketa Community College Telecommunica- 
tions Network: A Proposal to the Chemeketa 
Community College Board. 


ED 234 854 
Computer Cataloguing and Indexing Survey. 
Summary. 


ED 233 741 
Computers and Curriculum: What’s the Fuss? 

ED 237 068 
Distance Education. 

ED 239 594 
District Level Instructional Media Programs in 
Wisconsin Public Schools, 1982. A Status Report. 
Bulletin No. 2416. 

ED 233 689 
Evaluation of Technology for the Vocational 

m. 

ED 239 113 
Fotonovelas and Comic Books-The Use of Popu- 
lar Graphic Media in Development. 

ED 239 806 
Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Monograph No. 1). 

ED 234 769 
High Technology in the Vocational Agriculture 
Classroom. 


ED 239 114 
The Information Technologies: Telidon and Edu- 
cation—Perspectives and Possibilities for a New 
Information Technology and Its Impact on Edu- 
cation. 

ED 234 770 
A Learner-Based Evaluation of Microcomputer 
Software. 


ED 233 693 
dary Art (8-12). 

ED 236 084 
Meeting of Experts on Co-operation among Re- 
gional Communication Training Institutions. Fi- 
nal Report. Paris, France, April 19-22, 1983. 

ED 237 067 

Potential Roles for Public Television Stations in 
the Emerging Interactive Videodisc Industry. An 
Evaluation. 


Media R Ss 





ED 239 589 
Research Index for NAEB Journals: NAEB Jour- 
nal, Educational Broadcasting Review, Public 
Telecommunications Review, 1957-1979. 

ED 236 728 
Serving Learners at a Distance: A Guide to Pro- 
~ Practices. ASHE-ERIC Higher Education 

esearch Report No. 5, 1983. 

ED 238 350 
Student Teacher Perceptions of Teaching Compe- 
tencies Related to Educational Media. 

ED 235 793 


Educational Methods 


Noncategorical versus Categorical Issues in Pro- 
gramming for Behaviorally Disordered Children 
and Youth. National Needs Analysis/Leadership 
Training Project. 

ED 234 537 


Educational Needs 


Advances Made toward Computer Literacy. 

ED 240 069 
An Analysis of Skills Update Needs of Teachers 
in High Technology Programs in Georgia. 

ED 236 358 
Applied Sociology and Social Work. 

ED 237 390 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 

ED 238 974 
Bilingual Education: Meeting the Needs of the 
Eighties. 

ED 238 256 
Changing the Role of Adult Education Programs 
in Latin America. 

ED 235 093 
Civic Education in America. 

ED 233 939 
Collaboration in Lifelong Learning. A Report on 
the Airlie House Lifelong Learning Leaders Re- 
treat (November 29 - December 1, 1982). 

ED 236 362 
Community Educational Needs Assessment. Of- 
fice of Planning & Development Research Paper. 

ED 234 836 
Community Goal-Setting Process. 

ED 239 346 
Computers and Very Young Children: Educa- 
tional Promise and Problems. 

ED 235 897 
Consumer and Homemaking Curriculum Analy- 
sis Based on the Needs of Secondary Graduates. 
Vocational Education Research Project. 

ED 237 772 
Consumer Education in Vocationai Homemaking 
Education in Texas. Summary Report. 

ED 234 185 
Continuing Education and Aging: What’s Going 
On? Where Are We Going? 

ED 236 317 
Continuing Education Needs and Interests of 
Kansas Adults. A Statewide Survey. Winter 
1979/80. 

ED 239 029 
Cooperation and Competition in the Learning So- 
ciety. 

ED 238 474 
Curriculum Articulation as a Means of Meeting 
the High Technology Challenge. 

ED 239 101 
Dawson Community College Needs Assessment 
Survey Analysis. 

ED 239 686 
Democratic Education in Schools and Class- 
rooms. National Council for the Social Studies 
Bulletin No. 70. 

ED 238 769 
Demography and Disability: A Chartbook for Re- 
habilitation. 

ED 236 338 
Determination of Appropriate Content for a 
Clothing and Textiles Specialized Course. Final 
Report. 

ED 234 193 
Determining Goals for Vocational Education. Oc- 
casional Paper No. 96. 

ED 239 109 
Education in New Jersey: A Blueprint for Re- 
form. 

ED 238 564 
Emergency Mathematics and Science Education 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, Nine- 
ty-eighth Congress, First Session (February 17, 
1983). Rept. 98-6, Part 1. 

ED 237 336 
Employment and Training Expectations of Em- 
ployers in Area Vocational, Technical and Adult 
Education District 4. 

ED 238 503 
Essential Knowledge for Beginning Educators. 

ED 237 455 
Evaluation and Identification of Policy Issues in 
the Cuban Community. 

ED 237 604 
Evaluation of MCPS In-Service Training. 


Subject Index 


ED 235 180 
Extend the Vocational Education Act. Hearings 
before the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the Committee 
on Education and Labor, House of Representa- 
tives, Ninety-Eighth First Session on 
H.R. 14 (March 17, May 18, and June 14, 1983). 

ED 237 769 
Federal Job Training Partnership Act for Veter- 
ans. Hearing before a Subcommittee of the Com- 
mittee on Government Operations, House of 
Representatives, Ninety-Eighth Congress, First 


ED 237 727 
The Final Report of the S Committee on 
American History and Citizenship Education. 

ED 237 414 
Foreign Languages and International Studies As- 
sessment in Colorado Schools K-12 Programs and 
Higher Education. Final Report. 

ED 238 293 
The Future: Implications for the Learner. 

ED 240 117 
The Humanities in a Global Perspective. 

ED 237 397 
Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 
port. 

ED 237 683 
Identification of a Core Curriculum in Gerontol- 
ogy for Allied Health Professionals. Final Report. 

ED 234 190 
Identification of Generalizable Skills in Second- 
ary Vocational Programs. 

ED 233 223 
Importance of Including Mathematical Concepts 
Instruction as a Part of the Vocational Agricul- 
tural Program of Study. 

ED 239 100 
The Individual, Education and the Future. 

ED 233 992 
Institutional Strategies for Providing Innovation 
to the Learning Community. 

ED 234 148 


International Models and Methods of Remote 
Sensing Education and Training. 

ED 233 937 
Issues in the Delivery of Educational Services to 
Individuals with Learning Disabilities. A Position 
Paper of the National Joint Committee on Learn- 
ing Disabilities. 

ED 235 640 
Leisure-A Criterion of Mental Health. 

ED 235 304 
Making Change... 

ED 236 126 
Making History Come Alive: The Place of His- 
tory in the Schools. Report of the History Com- 
mission. 

ED 237 384 
Mapping the Terrain of Continuing Allied Health 
Education. 

ED 234 150 
Meeting of Experts to Consider Ways and Means 
of Taking the Workers’ Interests into Consider- 
ation When Formulating and Implementing Adult 
Education Policies (Paris, France, April 25-29, 
1983). 

ED 236 310 
Meeting the Employment and Training Needs of 
Hispanics in Connecticut. Final Report. 

ED 236 381 
Native Hawaiian Educational Assessment 
Project. Final Report. 

ED 240 138 
Needs Assessment Project: FY83 Reverification 
Study. 

ED 238 919 
New Technologies and Implications for Curricu- 
lum. Technology Education Symposium IV, Con- 
ference Pr i (Normal, Illinois, October 
22-23, 1982). 

ED 237 676 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 
Paper. 

ED 237 764 
Not Working: Unskilled Youth and Displaced 
Adults. A Look at the Demographic, Technologi- 
cal, and Educational Causes of Youth and Adult 
Unemployment and at Some Program Respunses 
of the Ford Foundation. A Working Paper. 





Subject Index 


ED 236 332 
Opening Remarks by Senator Dan Quayle (Na- 
tional Forum on Excellence in Education, Indian- 
apolis, Indiana, December 6, 1983). 

ED 238 567 
Perception and the Practical Arts. 

ED 233 922 
PER (Prioritizing and Evaluating Recommenda- 
tions). 


ED 238 909 
Position Statement on Vocational Education for 
Students with Disabilities. 

ED 233 167 
Postsecondary Education in the U.S. Territories. 

ED 233 664 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 

ED 239 046 
A Profile of Colorado’s Adult Learning Needs 
and Resources. 

ED 239 093 
Public Law 94-142: What Does It Mean for the 
Classroom Teacher? For Your Information. 

ED 236 901 
Putting America Back to Work: Phase II. 

ED 238 460 
Recurrent Education and the Teaching Role. A 
Collection of Papers Prepared for the ERDC Sem- 
inar on Recurrent Education and the Teaching 
Role (Monash University, Melbourne, Australia, 
November 1980). 

ED 238 892 
Relations between Education and Technical 
Progress in Agriculture: Training of Specialists: 
The Sudanese Experience. 

ED 238 092 
Report on the Leadership Development Forum 
for Educational Technology (Palo Alto, Califor- 
nia, November 10, 1982). 

ED 233 710 
Review and Update Contents of Drafting Curricu- 
lum Guides. Final Report. 

ED 234 218 
Revitalization of Basic Business Education at All 
Instructional Levels. National Business Educa- 
tion Yearbook, No. 20. 

ED 234 140 
Strategic Planning for Economic Development. 

ED 236 394 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 

ED 236 248 
A Study to Conduct an Analysis of Fall Out 
among Low-Income Head of Household Women 
Sceking Employment. Final Report. 

ED 234 201 
A Summary of Twelve National Reports on Edu- 
cation and Their Implications for Teacher Educa- 
tion. 

ED 238 889 
Think It Older. A Guide to a Career in Gerontol- 
ogy. A Comprehensive Model for the Develop- 
ment of Training Coordinators. Final Report. 

ED 236 415 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
Towards the Electronic Office. An Overview of 
the Curricular Implications of New Technology 
for Office and Business Education and Training. 
An Occasional Paper. 

ED 237 646 
Traditional Occupational Analysis and Contem- 
porary CBVE Instruction. 

ED 239 075 
Updating Content in Secondary Business Educa- 
tion. National Business Education Association 
Yearbook, No. 19. 

ED 234 139 
Using New Methods to Determine Continuing 
Education Needs of Rural Women. 

ED 233 131 
Vocational and Technical Education Programs. 
Oversight Hearing on Vocational, Technical /Pro- 
fessional, Alternative Education, and Career De- 
velopment in the District of Columbia before the 
Subcommittee on Judiciary and Education of the 
Committee on the District of Columbia, House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. Serial No. 97-12. 

ED 234 273 
Vocational and Technical Training in Less Devel- 
oped Countries: The Informal Economic Sector. 


ED 237 780 
Vocational Education in Correctional Institutions 
in Ohio. 

ED 233 218 
Vocational Education in Rural America. Over- 
view: ERIC Fact Sheet No. 15. 

ED 237 803 
Vocational Education Reauthorization. A Time 
for Redirection. 

ED 239 048 
What Is Wrong with Research in Social Studies? 

ED 240 009 
“When Two Strong Men [or Women] Stand Face 
to Face...” 

ED 238 212 


Educational Objectives 

Achieving Curriculum Alignment in Schools. 

ED 239 379 
Adult Literacy Education: An Ethical Endeavor. 

ED 239 043 
An Analysis of Reports on the Status of Educa- 
tion in America: Findings, Recommendations, 
and Implications. 

ED 240 182 
Assess Your Goals to Set Priorities. 

ED 235 555 
Basic Skills: Basic Goals and a Course of Study in 
Citizenship - The Other Three R’s. 

ED 237 415 
Classics, Quilting and Computers. 

ED 237 156 
College Admissions and the Transition to Post 
Secondary Education. Testimony to The National 
Commission on Excellence in Education. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 036 
Communicability of the Taxonomy of Educa- 
tional Objectives for the Cognitive Domain. 

ED 235 194 
Community Goal-Setting Process. 

ED 239 346 
Comprehensive Education Plan: “Improving the 
Quality of Teaching and Learning.” School Year 
1983-84. 

ED 234 054 
Coordinating an Undergraduate Internship Pro- 
gram in a Large Psychology Department. 

ED 235 751 
Critical Issues Affecting Black Colleges and Uni- 
versities in the 1980’s and 1990’s. 

ED 234 110 
Critical Issues in College System Management: 
Conference Proceedings (Toronto, Ontario, Oc- 
tober, 1981). 

ED 235 841 
Determining Goals for Vocational Education. Oc- 
casional Paper No. 96. 

ED 239 109 
Developing an Effective School Budget in the 
Reservation School: PPBS and the School Philos- 
ophy. 

ED 234 946 
Developing More Effective Curriculum Via “Ba- 
sic Stuff.” 

ED 233 984 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and Technology Education for All American 
Elementary and Secondary Students So That 
Their Achievement Is the Best in the World by 
1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
Educational Computing in the Clarksville-Mont- 
gomery County Schools. A Five-Year Plan. Fall 
1983-Spring 1988. 

ED 237 077 
Education by Voucher: Private Choice and the 
Public Interest. 

ED 234 492 
Elementary Social Studies Program. 

ED 240 027 
English Language Arts K-12. Interim Guide 1981. 

ED 236 592 
7 Education Manual for Grades I to 


ED 237 348 
Essential Performance Objectives for Social Stud- 
ies. 

ED 240 048 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (K-3). 


Educational Objectives 141 


ED 240 001 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (4-6). 
ED 240 002 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (7-9). 
ED 24¢ 003 
Focus on the Syllabus. Learning in Science 
Project. Working Paper No. 8. 
ED 235 018 
Georgia Postsecondary Education: An Assess- 
ment of Achievement of Statewide Goals and Ob- 
jectives. Assessment Report on Diversity and 
Geographic Availability of Postsecondary Pro- 
grams and Institutions (Objectives 2a and 2c). 
ED 238 371 
Georgia Teacher Certification Testing Pro; " 
Administration and Supervision Test. Study 
Guide and Information Handbook. 
ED 235 163 
Handbook for the Student Teaching Semester. 
ED 235 122 
Health Care Financial Management: Curriculum 
Objectives and Bibliography. 
ED 238 305 
Health Education for Georgia Middle Grades. A 
Competency-Based Approach. 
ED 237 485 
High School English Curriculum Objectives. 
ED 236 682 
Improvement of Curriculum Standards in Japan - 
Revision and Enforcement of the Course of 
Study. 
ED 236 065 
Industrial Arts Works with Vocational Education. 
A Statement on the Purposes and Roles of Indus- 
trial Arts in Relation to Vocational Education and 
on the Potential in Increased Cooperative Work. 
ED 239 045 
In Honor of Teaching. 
ED 236 949 
Interdependence or Independence: the Aims and 
Functions of Adult Education. 
ED 237 654 
International Models and Methods of Remote 
Sensing Education and Training. 
ED 233 937 
The Interrelationship of Pennsylvania’s Quality 
Goals of Education. 
ED 238 146 
Into the 80s: Our Schoois and Their 3 
ED 238 129 
Kansas Goals for Adult Learning. 
ED 236 315 
Language Arts Curriculum Guide. 
ED 239 305 
Lifelong Learning in America: An Overview with 
Implications for Secondary Education. Education 
& Work Program Project Report. 
ED 235 324 
Literacy in the Open-Access College. 
ED 237 125// 
A Look at Graduate Teaching at UND: Faculty 
Perspectives. Instructional Development Report. 
ED 234 693 
Louisiana’s French Language Instruction: Ap- 
praisal and Recommendations. A Report to the 
Governor and the Louisiana Legislature from the 
Commission on French as a Second Language. 
ED 238 287 
Maintaining the Vision of the Grail. 
ED 238 483 
Mathematics. High School Curriculum Objec- 
tives. 
ED 237 354 
Mission, Goals, and Deeds: A Report to the Uni- 
versity President. 
ED 234 691 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 
Paper. 
ED 237 764 
On Leadership and the Future of Community 
Colleges. 
ED 233 759 
Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
tion. No. 60. 
ED 234 005 
The Organization of Citizen’s Educational Be- 
liefs. 





142 Educational Objectives 


ED 234 481 
see agg Expectations in American 


(Philadelphia, 
Pennsylvania, ‘April 30 30, 1982). 
ED 237 009 
Phase I Mandates Studies and Definition of 
Schooling. Fina! Staff Recommendations. 
ED 233 477 
A Planning Process to Implement Community 
Based Education, Fort McDowell, Arizona 
ED 235 955 
Problems in Assessing Listening Skills. 
ED 239 332 
Program of Studies. Social Studies, K-8. Revised. 
ED 235 092 
Proposed Action Plan to Improve Elementary 
and Secondary Education Results in New York. 


ED 238 168 

= of Education in —_ Colleges: Colleges 
of Pride, Determination and Optimism. A Study 
of The Brunswick Foundation’s Small College 
Program. 


ED 235 738 
Report of the Commission on University Purpose. 
ED 233 615 
Responding to Change: Goals for State Public Ed- 
ucation. Issuegram 29. 

ED 234 510 


The Responsibility of Colleges and Universities 
for Building Ethical and Moral Character in Their 
Students. 

ED 235 756 
A Rural Education Policy for the 80’s. 

ED 234 977 
Schools: The Great American Success Story, Crit- 
ics Who Have Challenged the Validity of the 
Story, and a Proposed Synthesis of the Two Posi- 
tions in the New Continuing Education. 

ED 237 760 
Science. Elementary and Middle School Curricu- 
lum Objectives. 

ED 237 353 
The Secondary School Curriculum: A Handbook 
for Administrators. 

ED 234 489 
Short-Cycle Higher Education: Purposes and Is- 
sues. 


ED 239 682 
Social Studies Curriculum Guide. 

ED 236 081 
Some Essential Learner Outcomes in Communi- 
Se Arts. Curriculum Bulletin No. 

ED 235 501 
Standards of Learning Objectives for Virginia 
Public Schools. Social Studies. 

ED 236 107 
Statement of Mission and Statewide Priorities. 

ED 234 865 
Study Guide for TCT for Reading Specialist. 


ED 235 154 
Study Guide for TCT in Agriculture. 


ED 235 137 
Study Guide for TCT in Art. 


ED 235 138 
Study Guide for TCT in Business Education. 

ED 235 139 
Study Guide for TCT in Communicative Arts. 

ED 235 140 
Study Guide for TCT in Distributive Education. 

ED 235 141 
Study Guide for TCT in Early Childhood. 

ED 235 142 
Study Guide for TCT in French. 


ED 235 143 
Study Guide for TCT in German. 


ED 235 144 
Study Guide for TCT in Health and Physical Edu- 
cation. 


ED 235 145 
Study Guide for TCT in Health Education. 

ED 235 146 
Study Guide for TCT in Hearing Impaired. 

ED 235 147 
Study Guide for TCT in Home Economics. 

ED 235 148 
Study Guide for TCT in Industrial Arts. 


ED 235 149 
Study Guide for TCT in Latin. 

ED 235 150 
Study Guide for TCT in Mathematics. 


ED 235 151 


ED 235 153 
Study Guide for TCT in School Counseling. 

ED 235 155 
Study Guide for TCT in School Psychome- 
try /School Psychology. 


Study Guide for TCT in Music. 


ED 235 156 
Study Guide for TCT in Science. 

= 235 157 
Study Guide for TCT in Social Studi 

ED 235 158 
Study Guide for TCT in Spanish Education. 

ED 235 159 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Study Guide for TCT in Special Education: Pro- 
fessional Knowledge. 

ED 235 161 
Study Guide for Teacher Certification Test for 
Media Specialists. 

ED 235 152 
Study Guide for Teacher Certification Test in 
Speech and Language Pathology. 

ED 235 162 


Survey of Basic Education in Eastern Africa. 
UNESCO/UNICEF Co-Operation Programme. 

ED 237 257 
Teaching Culture. Strategies for Intercultural 
Communication. 

ED 238 292// 

Teaching for Proficiency, the Organizing Princi- 
ple. The ACTFL Foreign Language Education Se- 
Ties. 

ED 238 264 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, IIli- 
nois, June 23, 1982). 

ED 237 017 
Thai Education in Brief, 1982. 

ED 233 955 
Theatre I & II Instructional Guide. 

ED 238 067 
Toward Achieving Excelience. 

ED 237 175 
Universal Primary Education in Tanzania. 

ED 237 191// 

Vocational Education Reauthorization. A Time 
for Redirection. 

ED 239 048 
Wanied: A Service Component in Public Educa- 
tion. 

ED 233 929 
What Do We Expect of Education? Selected Pa- 
pers from the Annual Conference of the Austra- 
lian College of Education (24th, Sydney, 
Australia, May 15-20, 1983). 

ED 238 836 
What Every Child Should Know...Social Studies. 
Course of Study, Criteria for Textbook Selection. 
Revised. 

ED 237 416 
What Is Social Studies? 

ED 236 060 
Kor We Teach: A Brief Course of Study [Grades 


ED 234 885 
When You Don’t Know What’s Important: Revi- 
— Decision-Making in the Native American 

hool 

ED 239 816 
Why Educate? An Assault on Ostrich Behavior. 

ED 233 634 
Working for Equity. Finding Equity Issues in the 
Schools. 


ED 237 723 
Wyoming Standards of Excellence for the Social 
Studies. 


ED 240 020 
The ZIM-SCI Project. Zimbabwe Secondary 
School Science Project. Progress Report No. 2. 

ED 239 871 
1983 Pedagogy in the People’s Republic of China: 
A Comparative Model. 

ED 240 025 


Opportunities 
Determinants of Schooling Attainment and En- 
rollment Rates in the Philippines. 
Equal Ed Opportunity Pr el 
lucation ‘ogram Clientele: 
Characteristic, Needs, and p bam ny Occasional 


Subject Index 
Paper No. 1. 
Flexible Learning Opportunities. 
ED 237 698 


Higher Education Opportunities for Minorities 
and Women. Annotated Selections, 1983 Edition. 

ED 239 555 
Higher Education Research & Development. Vol- 
ume 1, Number 2, 1981. 


ED 235 715 


ED 236 973 
The Interaction of Federal and Related State Edu- 
cation Programs. Summary Report of a Congres- 
sionally Mandated Study. 

ED 233 479 


The Interaction of Federal and Related State Edu- 
cation Programs. Volume I. 

ED 233 480 
The Interactions of Federal and Related State Ed- 
ucation Programs. Volume II: State Case Studies. 

ED 233 481 

> : A Woman’s Guide to Returning to 

School in the New Haven Area. 

ED 237 738 
Social Indicators of Education and the Model Mi- 
nority Thesis. 

ED 237 611 
Texas Equal Educational Opportunity Plan for 
Higher Education. Submitted by Governor Mark 
White for the State of Texas, June 15, 1981, As 
Amended through May 16, 1983. 

ED 234 698 
Vocational Education: Where Are the Minorities 
and Women? 

ED 237 669 
We Teach the Children: Computer Literacy as a 
Feminist Issue. 


ED 240 028 


Educational 


Philosophy 

Adult Literacy Education: An Ethical Endeavor. 

ED 239 043 
Andragogy Locked-Up: The Enigma of Adult Ed- 
ucation in Corrections. 

ED 237 667 
The Challenge of Integrating Students with Se- 
vere Disabilities. 

ED 236 831 
Curriculum Change: Old Wine in New Bottles. 

ED 235 119 
Curriculum in English II: Planning an Integrated 
Unit. 

ED 233 373 
Determining the Vocational Education Philoso- 
phies of School Districts in Wyoming. 

ED 237 701 
Dewey and Kohlberg: A Comparative Analysis. 

ED 235 100 
Educating Young Adolescents: A Resource List. 

ED 238 585 
Educators of Adults and Information Gaps (Liter- 
acy, Ability to Use Technology and Access to 
information). 

ED 235 354 
Factors Influencing the Teaching of Amish Stu- 
dents in the Public School. 

ED 233 835 
Findings and Trends in Adult Education in a Eu- 
ropean Perspective. 

ED 237 641 
Interdependence or Independence: the Aims and 
Functions of Adult Education. 

ED 237 654 
The Interpersonal Communication Unit in the 
Secondary Speech Course: A Personal View. 

ED 233 420 
Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
tion. No. 60. 

ED 234 005 
A Philosophical A h to the Subject Matter 
Preparation of Teachers of History. 

ED 237 377 
Philosophy of Education and the Psychology of 
Learning. 





ED 233 990 
Philosophy of ¥-ducation in the Curriculum. 

ED 236 140 
Some “Y«s, Ruts” and Educational Administra- 
tion. A UCEA Occasional Paper. 

ED 233 466 
Towards an Authentic Development: The Role of 
Adult Education. Report on the International 





Subject Index 


Council for Adult Education Conference (Paris, 
France, October 1982). 

ED 237 668 
What pe Child Should Know...Social Studies. 
Somes of Study, Criteria for Textbook Selection. 


ED 237 416 
Writing Matters. 
ED 234 412// 
Educational Planning 
Achieving Excellence. The Indiana State Board of 
Education 1984 Legislative Program. 
ED 239 764 
Administrator’s Guide to Vocational Education. 
Sharpen Your Skills. 
ED 236 344 
Adult Education for Zimbabwe. 
ED 238 090 
Agriculture in the Classroom. Plan for Action at 
the State Level. 
ED 233 178 
Applying Problem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 
ED 239 867 
Benefits of Program Review. 
ED 240 128 
Choosing Human Resource Interventions: A Ty- 
pology Linking Country Conditions and Educa- 
tional Development Strategies. Draft Report for 
Discussion. 
ED 233 921 
Comprehensive Needs Assessment. Revised. 
ED 238 111 
Computer Considerations for Vermont Schools. 
ED 239 593 
Computer Science Needs in the Public Schools of 
Oklahoma: Demands Exceed Supply. 
ED 238 420 
A Consortium Involving Business, Industry, 
Post-secondary and Vocational Institutions: Plan- 
ning for Statewide High Technology Training 
Programs. Final Technical Report. 
ED 237 705 
A Creative Approach to Planning That Works. 
ED 239 354 
Developing Vocational Education Indicators: 
Some Steps in Moving from Selection to Use. 
ED 235 385 
The Dilemma of Determining Essential Planning 
and Decision-Making Skills for Beginning Educa- 
tors. 
ED 237 457// 
Direct Curriculum Development. Module LT-B-1 
of Category B-Instructional Management. Com- 
petency-Based Vocational Education Administra- 
tor Module Series. 
ED 236 383 
District Program Review Process. 
ED 238 911 
Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
Meeting of the North East Association for Institu- 
tional Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 
ED 233 665 
Educational Administration Terminology = Ter- 
minologie de l’Administration de l’Education = 
Terminologia de la Administracion de la Educa- 
cion. 
ED 234 792 
Educational Computing in the Clarksville-Mont- 
gomery County Schools. A Five-Year Plan. Fall 
1983-Spring 1988. 
ED 237 077 
Empire State College/State University of New 
York Center for Distance . A Case 
Study. DERG Papers Number 7. 
ED 235 772 
Enhancing the State Role in Lifelong Learning: A 
Summary Report of a Project. 
ED 235 390 
Enhancing the State Role in Lifelong 
Case Studies of the Six Pilot States. 
ED 235 343 
Entrepreneurship in Voc Ed: A Guide for Pro- 
= Planning. Leadership Training Series No. 
ED 233 217 
Essential Elements of Teaching and Learning in 
Higher Education. Research and Development in 
Higher Education, Volume 4. Papers Presented at 


te Annast Coatennes of te Higher 

Research and Dev it Society of Austral- 

asia (7th, Melbourne, Victoria, May 9-12, 1981). 
ED 235 -" 

Financing Schooling in Alberta. Report of the 

Minister's Task Poree on School Finance. Adden- 

jum. 


ED 236 783 
Se Seah ot Seay A Teen ee 
p. 


ED 238 600 
Futuring: Where Do We Go From Here? 


ED 239 110 
Excellence. 


ED 239 767 
Identification of a Core Curriculum in Gerontol- 
ogy for Allied Health Professionals. Final Report. 

ED 234 190 
Into the 80s: Our Schools aud Their 

ED 238 129 
The Link Course Programme: Proposals for Pol- 
icy Development. Discussion Paper. 

ED 237 696 
— Literacy Work: The Specific Literacy Ap- 
proach. 


The Houston Plan for Educational 


ED 236 413 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 

ED 234 999 
Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 
Mathematics Education. 

ED 237 362 
Microcomputers and Mathematics in Schools. A 
Discussion Paper. 

ED 235 009 
New Technology and the Human Response: The 
Issues Facing Vocational Education in the 1980's. 

ED 239 671 
Planning and Administration of National Literacy 
Programmes: The Indian Experience. 

ED 238 093 
Planning for Progress. Evaluating and Planning 
for Vocational Education in Oregon. Second Edi- 
tion. 

ED 236 382 
Planning for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues Report. 

ED 236 773 
Planning Non-Formal Education Projects. The 
NFE Exchange, Issue No. 24. 

ED 233 829 


Putting America Back to Work: Phase II. 

ED 238 460 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 

ED 233 669 
Relations between Education and Technical 
Progress in Agriculture: Training of Specialists: 
The Sudanese Experience. 

ED 238 092 
Researchable Problems and Implications for T & 
I Education Drawn from the Vocational Educa- 
tion Study. 

ED 236 406 
Research on Teacher Planning: An Inventory of 
the Knowledge Base. 

ED 237 456// 

The Research Programme of the National Swed- 
ish Board of Education. 

ED 234 057 
Role of Research, Planning and Resource Devel- 
opment Functions in Postsecondary Vocational 
Education. Report of a Study of Selected Commu- 
nity Colleges, Technical Colleges, and Technical 
Institutes. 

ED 237 647 
The School Improvement Cluster: A Concept Pa- 
per. 


ED 239 402 
— up Blue Ribbon Commissions. Issuegram 


ED 234 503 

Standards of Performance for Community Based 
— Institutions: Self-Assessment Work- 
ED 235 862 

and Management for Voca- 
lucation on the Community 


Strategic i 

tional-Technical 

College Level. 
ED 237 129 


Education Pri 
16-23, 1983). 
ED 237 398 
Thai Education in Brief, 1982. 
os ui as al Bae 
() xes in 
hensive Planning and Participation. ail 
ED 233 449 
Why Communities Protest School Closings. 
ED 233 455 
be Pedagogy in the ~~ aa, 's Republic of China: 
A Comparative M 
ED 240 025 


Educational P: 


olicy 
Academic Affairs Committee. AGB Standing 
Committee Series [No. 2]. 
ED 238 373 
Adult Learning Innovations: Vehicles for Social 
and Economic Progress. 
ED 235 388 
Adult Vocational Education in Ohio. Serving the 
Economy and Personal Needs. A Study of Exem- 
ee! a and Practices of Adult Vocational 


ED 233 219 
Boards, Departments, Chiefs and State Education 
Policy. Issuegram 42. 

ED 234 516 

Busing in the New York Times: A Quantitative 
Case Study of Educational Public Policy Argu- 
mentation. 

ED 233 458 
Comments on Method in Comparative Higher 
Education. 

ED 237 007 
Competencies for Teaching Multiculturally. 

ED 240 219 
Curriculum Study: Foreign Languages. A Report 
from the Foreign Languages Curriculum Study 
Committee to the North Carolina State Board of 
Education. 

ED 235 681 
The Cycle of Special Education Policy: Implica- 
tions for Policy Research. 

ED 238 199 
Developing Your Gifted Program Manual: A 
Guide for Coordinators. #6 of a Series. 

ED 239 466 
A Diagnostic Analysis of the Education System in 
Namibia. 


ED 238 088 

Educational Administration and the Social, Pol- 
icy, and Administrative Sciences. 

ED 239 363 
Education and Federalism: Doctrinal, Functional, 
and Strategic Views. 

ED 235 569 
Education in Malaysia: 1980. 

ED 236 077 
Education in New Jersey: A Biueprint for Re- 
form. 

ED 238 564 
Education Policy Making in Australia. 

ED 233 487 
Enhancing the State Role in Lifelong Learning: A 
Summary Report of a Project. 

ED 235 390 
The Evaluation of California’s Migrant Education 
Program. Summary of the Study. 

ED 239 807 
External Constraints on Organizational Change: 
A Study of the New York City School System. 

ED 240 204 
Findings and Trends in Adult Education in a Eu- 
ropean Perspective. 

ED 237 641 
Generalist Teaching Policy and Practice. 

ED 239 400 
Guidelines and Quality Indicators for Vocational 
Education in California. 

ED 236 354 
Heritage Language Education: A Literature Re- 
view. 

ED 233 588 
Historical Aspects of Bilingualism in the United 

States. 

ED 235 293 

Improvement of Curriculum Standards in Japan - 





14g Educational Policy 


Revision and Enforcement of the Course of 
Study. 

ED 236 065 
Industrial Policy: Implications for American Edu- 
cation. Delivered by Dr. Robert M. Worthington 
on Behalf of Dr. T. H. Bell, U.S. Secretary of 
Education. 

ED 237 642 
Innovative Instructional Development in a Time 
of Reactionary Educational Policy. 

ED 238 418 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Anaiysis Paper. 
Discussion Draft. 


ED 235 552 
Intellectual Models and School Policy: Desegre- 
gation as a Method of Assimilation. 

ED 237 592 
Into the 80s: Our Schools and Their 


ED 238 129 
Japan’s High Schools. 
ED 237 343// 


Leadership for Reform and Renewal of American 
Education. 


ED 239 753 
Legal Responsibilities and Contractual Obliga- 
tions Imposed on a University by Its Catalog. 

ED 234 651 
Legitimizing Provision for Gifted Children: An 
Australian Perspective. Discussion Paper No. 12. 

ED 233 525 
Louisiana’s French Language Instruction: Ap- 
praisal and Recommendations. A Report to the 
Governor and the Louisiana Legislature from the 
Commission on French as a Second Language. 

ED 238 287 
Meeting of Experts to Consider Ways and Means 
of Taking the Workers’ Interests into Consider- 
ation When Formulating and Implementing Adult 
Education Policies (Paris, France, April 25-29, 
1983). 

ED 236 310 
Meeting the Foreign Language Crisis in the U.S.: 
Guidelines for Action. 

ED 234 630 
Minimum Competency Testing: A Curricular De- 
bate. 


ED 234 063 
National Clearinghouse on Transition from 
School. Abstracts [and Indexes: 1981-1983]. Vol. 
2. No. 4. 

ED 237 671 
National Clearinghouse on Transition from 
School. Newsletter Part 1 and Part 2. Vol. 2. No. 
4. 


ED 237 672 
National Ci ouse on Transition from 
Schoo! Newsletter. Vol. 2. No. 3, Part 1. 

ED 233 170 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 2. 

ED 233 171 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 


ED 237 764 
On Evaluation Policy in the United States and 
Israel. Report No. A-112. 
Oregon Ed Vi Or =~ Opinion 
lucation: Views of Oregon ion 
Leaders. Technical Report No. 3. 
ED 234 487 
Platform for Excellence: A Review and Projection 
of Basic Skills, Developmental and Learning Sup- 
port Education. Task Force Reports from the 
Learning Assistance Support System Project. 
ED 238 499 
Policies for Higher Education in the 1980s. Inter- 
‘ernmentai Conference of the Organisation for 
Co-Operation and Development (Oc- 
tober 12-14, 1981). 
ED 234 663 
A Policymaker’s Guide to Issues in Gifted and 
Talented Education. 
ED 233 528 
Policy ng Affecting Adult Learning Services 
in Colorado. Summary Report. 
ED 239 094 


Smee - rt mad in Japan. NIER Occasional 
Paper 04/83. 
ED 235 876 


Private Schools and National Policy: A Compara- 


tive Study of Australia and the United States. 

ED 239 351 
Progressing from Vocational Preparation towards 
a Solution. 

ED 234 160 
Recommendations cof Center Study Group for Ed- 
ucational Policy. 

ED 236 998 
Regional Consultation Meeting on the Asian Pro- 
gramme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 
The Relationship between Education and Em- 
ployment in Spain. Reports Studies C.98. 

ED 237 645 
Remediating Institutional and Individual Disabili- 
ties: The Law, the School and the Child. 

ED 234 581 
Retrenchment Policies and Their Organizational 
Consequences. 

ED 233 452 
Reviews of National Policies for Education: New 
Zealand. 


ED 235 101 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
Rural Education and Rural Family Education 
Policy for the 80’s. 

ED 234 971 
A Rural Education Policy for the 80’s. 

ED 234 977 
Schools of Progress: Where We Are and Where 
— Going. An Open Letter to the People of 

ulsa. 


ED 239 747 
Sex Equity in Public Education. Issuegram 35. 

ED 236 508 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 

ED 235 619 
Special Needs in Education (E241): The Powers 
That Be, Unit 8. 

ED 235 617 
State Board of Education Rules for Handicapped 
Students (Including Federal Regulations and 
State Law). 

ED 238 234 
State Governance of Education: 1983. 

ED 235 587 
State Policies and Programs in Support of Adult 
Learning: A Survey of Selected States. 

ED 235 389 
Survey of Magnet Schools. Analyzing a Model for 
Quality Integrated Education. Executive Sum- 
mary. Final Report of a National Study. 

ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 

ED 236 304 
Survey of States’ Teacher Policies. ECS Working 
Paper No. 2. 

ED 238 590 
Towards an Authentic Development: The Role of 
Adult Education. Report on the International 
Council for Adult Education Conference (Paris, 
France, October 1982). 

ED 237 668 
Urban Schools Bibliography 1982. Number 5. 

ED 237 614 
Vermont State Colleges. Manual of Policy and 
Procedures. Exhibit I: Classification of Academic 
Degree Programs. Exhibit II: Criteria for Ap- 
proval of Academic Degree Programs. Exhibit III: 
Approval of New Academic Degree Programs. 

ED 233 619 
Vocational Education and Defense Preparedness 
Seminar Proceedings (Arlington, Virginia, Sep- 
tember 29-October 1, 1982). 

ED 239 098 
Vocational Education in Correctional Institutions 
in Ohio. 

ED 233 218 
Vocational Education Reauthorization. A Time 
for Redirection. 

ED 239 048 
We Are Not yo * geal for Responsible Edu- 
cation. Revised 1 

ED 239 465 
Working for Equity. Finding Equity Issues in the 
Schools. 


Subject Index 


ED 237 723 
Youth Policies. A Report to the Honourable Ro- 
bert Fordham M.P., Minister of Education, Vic- 
toria. 

ED 238 205 
1983 Pedagogy in the ae 's Republic of China: 
A Comparative Mode! 

ED 240 025 


Educational Practices 


Adult Vocational Education in Ohio. Serving the 
Economy and Personal Needs. A Study of Exem- 
plary Policies and Practices of Adult Vocational 


Education. 

ED 233 219 
Analysis of Scores on Principles of Adult Learn- 
ing Scale for Part-Time Faculty and Recommen- 
dations for Staff Development Activities. 

ED 235 355 
Andragogy Locked-Up: The Enigma of Adult Ed- 
ucation in Corrections. 

ED 237 667 
Approaches to Technological Update of Voca- 
tional/Technical Teachers. 

ED 237 673 
An Assessment of Cooperative Vocational Educa- 
tion Programs Since the Education Amendments 
of 1976. 

ED 239 015 
A Canadian Social Studies. 

ED 238 781 
Comments on Method in Comparative Higher 
Education. 

ED 237 007 
Compulsory Schooling in a Changing World. 

ED 233 459 
Differentiating Programs for Academically Gifted 
Elementary Students. 

ED 233 813 
Education and Economics, People’s Republic of 
China, 1983: Document of a Lecturer. 

ED 239 964 
Education in Malaysia: 1980. 

ED 236 077 
Education in Puerto Rico and of Puerto Ricans in 
the U.S.A.: Abstracts of American Doctoral Dis- 
sertations, Volume 2. 

ED 238 786 
The Failure of Our Public Schools: The Causes 
and a Solution. 


Flexible Learning Opportunities. 
ED 237 698 


Foreign Area Studies in the USSR. Training and 
Employment of Specialists. 


ED 234 899 


ED 237 762 
Guidelines and Quality Indicators for Vocational 
Education in California. 

ED 236 354 
Irish Educational Studies, Vol. 2. Proceedings of 
the Annual Education Conference of the Associa- 
tion (7th, Belfast, Northern Ireland, April 1982). 

ED 235 105 
Japan’s High Schools. 

ED 237 343// 
Microcomputers: An Introductory Guide. Cen- 
tering On. 

ED 237 083 
Past and Present Child Care in Israel. 

ED 234 903 
The Revalidation of an Instrument to Measure 
Zones of Indifference of Teachers to Directives 
Issued by Administrators. 

ED 240 166 
Schools of Progress: Where We Are and Where 
We’re Going. An Open Letter to the People of 
Tulsa. 


ED 239 747 

Selected Bibliography of Educational Materials in 

Pakistan. Vol. 16, No. 1, January-March, 1982. 

ED 236 108 

-—— and Community Education. Courier 
0. 28. 


ED 236 339 
Special Training Schools in Japan. NIER Occa- 
sional Paper 05/83. 

ED 237 635 
The Standard of Education in Japan. 

ED 236 064 
Thai Education in Brief, 1982. 

ED 233 955 
Understanding the Multicultural Experience in 
Early Childhood Education. 





Subject Index 


ED 238 560// 

Urban Schools Bibliography 1982. Number 5. 

ED 237 614 
Using R & D to Improve Local Schools. 

ED 236 784 
What Is Social Studies? Student Teacher Perspec- 
tives. 

ED 240 033 
Women, Class and Adult Education. 

ED 234 156 
You Can Do It! Vocational Education. Volume 1: 
Planning Your Approach. 

ED 237 684 


You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 
ED 237 685 


Educational Principles 

A Conceptual Study of Knowledge Use in 
Schools. Final Report (Draft). 

ED 240 203 
The Development of Personality in Formal Edu- 
cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 

ED 237 185 
Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 

ED 233 928 
Mapping a Program for Teacher Examinations. 

ED 240 127 
Standards of Performance for Community Based 
Educational Institutions. 

ED 235 860 
What Is Social Studies? 

ED 236 060 


Educational Psychology 

Educational Applications of the Dialectic: Theory 
and Research. 

ED 239 136 
Overview of a Program of Research on Teachers’ 
and Students’ Routines, Thoughts, and Execution 
of Plans. 

ED 233 986 
Phenomenological Research with Children: 
Guidelines to Follow and Implications for the 
Practitioner. 

ED 237 228 
Philosophy of Education and the Psychology of 
Learning. 


ED 233 990 
State Level Review of Doctoral Programs in 
Texas. 
ED 239 544 
Teaching, Learning, and the Management of In- 
struction. 
ED 237 458// 


Educational ity 

Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 

ED 235 588 
Addressing the Report of the Commission on Ex- 
cellence in Education...from the Rural Perspec- 
tive. 

ED 234 939 
Are American Schools Working? Disturbing Cost 
and Quality Trends. Policy Analysis No. 26. 

ED 235 885 
Assuring Quality Control of Clinical Education in 
Multiple Clinical Affiliates 

ED 235 703 
As the Twig Is Bent: A Review of Research on the 
Consequences of Day Care with Implications for 
Caregiving. 

ED 238 594 
California’s Problems in Operationalizing the 
Quest for Quality in Teacher Education. 

ED 235 172 
A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 
the Report of the National Commission on Excel- 
lence in Education: A Nation at Risk. 

ED 239 Moe 
Celebrating Teaching Excellence. Proceedings of 
pen National Conference on Teaching Excellence 

id Conference of Presidents. (Austin, Texas, 

May 24-27, 1983). 

ED 237 122 
A Challenge for Action: National Leadership & 
Involvement in Education. 

ED 239 376 
Chicanos in the California Community Colleges: 


Declining Basic Skills, Early High School Gradu- 
ation and the Decline of Quality High School Ed- 
ucation. 

ED 233 848 
College Curriculum: Shape, Influence, and As- 
sessment. Staff Analysis of a Panel Discussion 
Conducted by the National Commission on Ex- 
cellence in Education (Kingston, Rhode Island, 
August 27-28, 1982). 

ED 237 028 
Differences and Implications of Legislator and 
Educator Perceptions of Quality Education. 

ED 237 142 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and T ee for All American 
Elemen dary Students So That 
Their Achievement Is the Best in the World by 
1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
[Educational Reform and Discipline Policy Ad- 
vertisement.] 

ED 238 105 
The Educator’s Digest of Reform: A Comparison 
of 16 Recent Proposals for Improving America’s 
Schools. 

ED 236 153 
Effective School Desegregation: Equity, Quality, 
and Feasibility. Sage Focus Editions 4 

ED 236 302// 

Effective Schools: What R h Tells. Us. 

ED 235 254 
An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 

ED 236 210 
Excellence in Vocational Education. 

ED 235 382 
The Excellence Report: Using It to Improve Your 
Schools. 





ED 236 774 
eee Special Edition on Testing. Spring 

ED 234 082 
From School to College. Testimony to the Ma- 
tional Commission on Excellence in Education. 
(Public Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 012 
Guidelines and Quality Indicators for Vocational 
Education in California. 

ED 236 354 
Guide to Magnet School Development. 

ED 236 305 
The Impact of Teacher Shortage and Surplus on 
Quality Issues in Teacher Education. 

ED 238 890 
Improving Schools with Limited Resources. ECS 
Issuegram. 

ED 235 250 
Indian Education Oversight. Hearing before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Seventh Congress, Second 
Session on Oversight of Indian Education (May 
18-19, 1982). 

ED 237 285 
Indicators of Quality Schools: II. User’s Guide. 
Draft. 


ED 239 404 
Indicators of Quality Schools: I. Overview. 

ED 239 403 
Integration: Dead Horse for the Race? 

ED 238 995 
Interdependence in Education. Proceedings of the 
Annual Convention of the Middle States ia- 
tion of Colleges and Schools (96th, Philadelphia, 
Pennsylvania, December 5-7, 1982). 

ED 238 329 
Low-Cost School Improvement. Issuegram 5. 

ED 234 498 
Meeting the Challenge: Recent Efforts to Im- 
prove Education across the Nation. A Report to 
the Secretary of Education. 

ED 240 114 
Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 

ED 238 719 
Organizational Changes in Public Schools. 

ED 238 628 
Panel on Performance Expectations in American 
Education. Summary Report. (Philadelphia, 
Pennsylvania, April 30, 1982). 

ED 237 009 


The Path to Excellence: Quality Assurance in 


Educational Quality 145 


Higher Education. ASHE-ERIC Hi, Educa- 
tion Research Reports, No. 1. Executive 


Summary. 

ED 235 697 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County Residents. 

ED 236 176 
A Place Called School. Prospects for the Future. 

ED 236 137// 

Preservice Economic Education: The Environ- 
ment for Preservice Teacher Education. 

ED 240 038 
A Principal’s Leadership in Developing the Char- 
acteristics of Excellent Schools. 

ED 233 446 
Quality Control in the Design and Production of 
Telecourses. 


ED 235 857 
Quality from the Students’ Point of View. 
AASCU Studies 1983-1. 


ED 235 765 
Quality of Education in Small Colleges: Colleges 
of Pride, Determination and Optimism. A Study 
of The Brunswick Foundation’s Small College 
Program. 

ED 235 738 
Response to the Need for Quality: The School of 
Education at Radford University. 

ED 237 510 
The School Improvement Cluster: A Concept Pa- 
per. 

ED 239 402 
Schools Can Improve: Local Strategies Need 
State Backing. 

ED 235 252 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 

ED 234 982 
Science, Math, and Technology. A Crisis in 
American Education. 

ED 237 365 
Self-Paced and Conventional Instruction in Navy 
Training: A Comparison on Elements of Quality. 
Technical Report 147. 

ED 233 182 
Starting with Students: Notable Programs, Prom- 
ising Approaches, and Other Improvement Ef- 
forts in American Postsecondary Education. 
Volume I. 

ED 237 051 
State Programs of School Improvement, 1983: A 
50-State Survey. Working Paper No. 1. 

ED 238 596 
Student Quality in the Humanities: Opinions of 
Senior Academic Officials. Higher Education 
Panel Report Number 59. 

ED 239 576 
Student Quality in the Sciences and Engineering: 
Opinions of Senior Academic Officials. Higher 
Education Panel Report Number 58. 

ED 239 575 
A Summary of Twelve National Reports on Edu- 
cation and Their Implications for Teacher Educa- 
tion. 

ED 238 889 
Survey of Magnet Schools. Analyzing a Model for 
Quality Integrated Education. Executive Sum- 
mary. Final Report of a National Study. 

ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 

ED 236 304 
Survey of the Damascus High School Class of 
1976. 


ED 234 059 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 

ED 236 994 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 019 
Understanding Accreditation: Contemporary 
Perspectives on Issues and Practices in Evaluating 
Educational Quality. 


Upgrading School Quality. 
ED 235 253 
Values in Higher Education: Conflict and Accom- 


ED 233 670// 





146 Educational Quality 
See. The Silas Lectee Rates Legeee 


ED 236 990 
Vocational Education and Excellence for the 
1980s: Challenges, Responses, and Issues. 


“ “is ED 237 703 
Sestves Beswstee te Comprehensive ys 
School. Highlights of the Hearing Held by 

Board of Directors of the American V 
(St. Louis, Missouri, December 2, 


ED 233 159 

We Must Make All Students Literate. 
ED 236 698 
What Do We Expect of Education? Selected Pa- 
SS SS 
College Education (24th, Sydney, 
y May 15-20, 1983). 
ED 238 836 


Where To Find Summaries of Recent Reports on 
Education. 


ED 238 774 
Working for Equity. Finding Equity Issues in the 
Schools. 


ED 237 723 


The Catalog of Mass Media College Courses: A 
ee ee ee 
ate Courses Available for Lease or 

Third Edition. 


ED 234 849 


ED 233 709 
An Evaluation of the Effectiveness of Radio Pro- 
to Class 


ment & Evaluation, No. 46. 


ED 235 788 

tate Radio in Schools (or, The Loneliness of 
the Long Distance Learner). An Evaluation of a 
= Frequency Short Wave, Two-Way Radio 


ED 238 634 
The University of the Air Foundation-The Aim of 
the Establishment of the University and Its Pro- 
gramme. NIER Occasional Paper 04/82. 


ED 237 063 


Academic Achievement, + ay Bae 
—— — Study i in oot Latia 
can Coun! 


ED 233 448 
Advancing the Art of Inquiry in School Desegre- 
gation Research. 


ED 236 279 
Adventures in Uncertainty: An Empirical Investi- 
gation of the Use of a Taylor’s Series Approxima- 
tion for the Assessment of Sampling Errors in 
Educational Research. 


ED 235 193 
Agricultural Education: A Look at the Profession. 
Proceedings of the Annual National Agricultural 
Education Research Meeti ene Anaheim, 
California, December 2, 1 


Applying Research to Teacher Education: The 
University of Utah’s Collaborative Approach. 
First Year Preliminary Report. 


nical io 7. Technical Report Series. 
peta 

iter ly on i ec! t 
[Report]. 


ED 236 999 
Cognitive Process Instruction. Research on 
Teaching Thinking Skills. 

ED 234 997 


A Collaborative Model to Identify and Implement 


of Research on Effective T: 
‘Steaddetaeene Teacher vie 
Gui the Use of Ri h i Gan hake 

ise esearch in fes- 
with Research in Education. 
ED 240 089// 
A Comparison of Educational Research Attitudes 
and Achievement of Students in Five Certifica- 
tion Areas. 


ED 238 928 
Computers in Education: Realizing the Potential. 


Report of a Research Conference, Pittsburgh, 
Pennsylvania, November 20-24, 1982. 
ED 235 784 


ing Kno AM Partici; 
Research in Development, "Participatory ‘Re 


tory Re- 
search Network Series No. 1. 
ED 235 373 


ED 239 108 
iy Childhood Services for Aboriginal Chil- 


ED 239 795 
Educational Research Environments in the De- 


veloping World. 

ED 238 865// 
An Evaluative Comparison of Language Arts 
Achievement Subtests and Language Arts Text- 
book Series. 

ED 238 000 
Exemplary Schools and Their Identification. 
ED 236 754 


ED 236 997 
Field-Experience Reading Interns Profile the Ef- 
fective/Ineffective University Supervisor. 


ED 237 964 
ychological 


and 
Research in Sweden: A Bibliograph 
tions in English, 1967-1980. Studia 
et Paedagogica. Series Altera LXIII. 
ED 234 308 
The Half-Full Glass: A Review of Research on 


Teaching. 

ED 246 091// 
Higher Education Research & Development, Vol- 
ume 1, Number 1, 1982. 


of Publica- 
chologica 


ED 233 640 
The Implementation of Disseminated Educa: 
wae sal nnovations: Is the Modified RD&D Model 


ED 235 177 
In Search of Relevant Information on Urban 
School Desegregation/Pairing: A Dilemma Fac- 
ing Public Education. 

ED 238 978 
Interactive Research and Development on 
Schooling: Antecedents, Purposes, and Signifi- 
cance for School Improvement 

ED 234 024 

Purposes and Functions: Issues for the 

Need tudy Group on Regional Educational 
Laboratories. 

. ED 234 721 
Learning in Interaction: Contributions to a Cogni- 
tive Science of Education. Oceanside School 
Project Concerned with the Effect of Differential 
Classroom Organization on the Learning of Class- 
room Discourse Rules and Cognitive Content. Fi- 
nal Report. 

ED 234 048 
Leasing to Spell: bony poner of Visual Memory. 
Researc’ 


Report 1/8 

ED 237 982 
Literature, Literary Response, and the Teaching 
of Literature: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 013 
Long-Term Academic Effects of Direct Instruc- 
tion Follow Through. Technical Report No. 299. 

ED 237 932 
Managing Enrollment Decline: Current Knowl- 
edge and Future Applications. 

ED 233 450 
Meeting Lawyer Needs through Assessment: 
What Is Important to Attorneys. 
ED 236 732 


on Transition from 
and Indexes: 1981-1983]. Vol. 


National 
School. Abstrac 
2. No. 4. 


tees ED 237 — 
ati Clearinghouse on Transition from 
a Newsletter Part 1 and Part 2. Vol. 2. No. 


ED vag a 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 1. 


ED 233 170 


Subject Index 


National Council on the Handicapped. [Third] 
Annual Report. 

ED 234 155 
New Research: Changing Schools, Innovation Up 
Close, Improving Research Methods. 

ED 234 100 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 
Obstacles to Conducting Curriculum Research in 
Bilingual Education: A Case Study. 

ED 236 916 
Office for Advanced Research in Hispanic Educa- 
tion: Project Activities and Accomplishments 
1979-1983. } Final Report. 

ED 239 803 


Organizational Changes in Public Schools. 
ED 238 628 
ization and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 
ED 239 014 
Overview of a Program of Research on Teachers’ 
and Students’ Routines, Thoughts, and Execution 
of Plans. 
ED 233 986 
Participatory Research: An Emerging Alternative 
Methodology in Social Science psa Partici- 
patory Research Network Series No. 2. 
ED 235 374 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3. 
ED 235 375 
Practical Hints for Observational Research. 
ED 236 234 
Qualitative Research-Another Way of Knowing. 
ED 240 092// 
Recent R h into Dist: Education [Vol- 
ume I and Volume II]. 





ED 235 781 
Recommendations of Center Study Group for Ed- 
ucational Policy. 

ED 236 998 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 
posed Research Centers. 

ED 236 995 
Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 

ED 234 716 
The Relationship of Graduate Education Stu- 
dents’ Achievement in Educational Research to 
Their Reading Attitudes, Attitudes toward Edu- 
cational Research, GPAs, and National Teacher 
Examinations. 

ED 238 929 
Research Goes To School: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draf* 

2D 236 996 
The Research on Higher Education Program. 
Swedish Research on Higher Education, 1983-1. 

ED 235 739 
The Research Programme of the National Swed- 
ish Board of Education. 

ED 234 057 
Role of Research, Planning and Resource Devel- 
opment Functions in Postsecondary Vocational 
Education. Report of a Study of Selected Commu- 
nity Colleges, Technical Colleges, and Technical 
Institutes. 

ED 237 647 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 

ED 238 837 
A Selected Bibliography of Recent Research and 
Trends in Evaluating Alternative Education: 
1975-1983. 

ED 235 551 
Specifying Determinants of Teacher and Principal 
Work. 

ED 235 563 
Studies on Immersion Education. A Collection 
for United States Educators. 

ED 239 509 
Survey of Educational Research in Norway 
1979-1980. 


ED 238 763 





Subject Index 


Swedish Research on Higher Education: Publica- 
tions in English. R&D for Higher Education, 
1983:3. 

ED 233 656 
Teacher Characteristics and Teacher Education 
in Reading and English Language Arts Instruc- 
tion: Abstracts of toral Dissertations Pub- 
lished in “Dissertation Abstracts Internati: e 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 947 
Three Approaches to Descriptive Research. 
ED 238 947 
h Questions in Health Edu- 
cation: A Delphi Study. 


Ur ed R 





ED 235 123 
Using Research in Preservice Teacher Education. 

ED 238 876 
Using What We Know about Teaching. 

ED 240 088 
What Is Wrong with Research in Social Studies? 

ED 240 009 
1984 Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 

ED 239 290 

Educational R 

Analogizing from Generative Linguistics to Com- 
position. 

ED 236 672 
A Mechanism for Increasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 

ED 234 945 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase Equal Participation in Educational Re- 
search. Final Performance Report. 

ED 233 874 


Educational Resources 

Basic Electricity / Electronics. Learning Guides. 

ED 237 744 
A Catalog of Educational Resources in Communi- 
cation Arts, Cultural Ecology, and Environmental 
Studies for the Small High School Teacher. Cur- 
riculum Resources for the Alaskan Environment. 

ED 233 843 
Computer Literacy. Part I-A Manager’s Guide. A 
Staff Development Publication. 

ED 239 081 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
Day Care Management. Final Report. 

ED 236 341 
Educational Resource Sharing. Conference Re- 
port. 

ED 239 026 
Elementary School Industrial Arts. ESIA Lesson 
Plans and Resources for Elemen( Classroom 
Teachers and Industrial Arts Consultants. 


ED 234 271 
Entrepreneurship in Voc Ed: A Guide for Pro- 
a Planning. Leadership Training Series No. 

ED 233 217 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

ED 236 398 
Guide to Vocational Education Materials and 
Practices. 

ED 237 644 
Home —_— Curriculum Guide. Energy 
and the Famil 

ED 236 396 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
Initiatives in Technical and Further Education. 
Number 6. 

ED 236 402 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 

ED 239 051 
Oral and Written Communications Framework. 

ED 234 463 
A Profile of Colorado’s Adult Learning Needs 
and Resources. 

ED 239 093 
Public Elementary and Secondary Education in 


Educational Freer soar | 
A Case for Educational Restruc 


the United States, 1980-81: A Statistical Compen- 
dium. 


ED 233 497 
Report of Rural Education Advisory Committee. 
ED 237 284 
Raseuens in Education (RIE). Volume 19, Num- 


ED 233 123 
Sees in Education (RIE). Volume 19, Num- 


ED 234 138 
on gees in Education (RIE). Volume 19, Num- 


ED 235 297 
Resources in Education (RIE). Volume 19, Num- 


ber 4. 

ED 236 306 
oy ye in Education (RIE). Volume 19, Num- 

ED 237 629 
os in Education (RIE). Volume 19, Num- 

ED 239 012 
The Sourcebook: A Directory of Resources for 
Small and Rural School Districts. 

ED 234 978 
Staying Healthy. A Bibliography of Health Pro- 
motion Materials. 


ED 234 040 
A Study of Culturally-Appropriate Instructional 
Resources in Native ey Hes eg Education: A De- 
Piction of the Regional Needs and Resources in 
the Pacific Northwest. 
ED 234 938 
Teaching the Holocaust through Film. 


ED 240 011 
Textiles & Clothing Curriculum Guide. Energy 
and the Family. 


ED 236 399 


Educational 


Responsibility 
Beyond the Ivory Tower. Social Responsibilities 
of the Modern University. 
ED 234 735// 

Improving the Status of Women in the Third 
World: A Challenge to Adult Educators. 

ED 235 349 
Leadership for Reform and Renewal of American 
Education. 

ED 239 753 
Potential Nuclear Conflict: Attention Adult Edu- 
cators. 

ED 238 511 
Stress Management. A Challenge for Adult Edu- 
cation. 

ED 232 130 
[Teachers’ Views on Excellence in Education. Six 
NEA Booklets.] 


ED 238 588 


turing. Confer- 
ence at Simon’s Rock of Bard College (Great Bar- 
rington, Massachusetts, January 1981). 

ED 236 123 


Educational Sociology 
The Paradigmatic Mentality: A Diagnosis 
ED 235 089 
Relative Autonomy Reconstructed. Revised. 
ED 237 378 
Women, Class and Adult Education. 


ED 234 156 


Status Comparison 

Detailed Occupation and Years of School Com- 
pleted by Age, for the Civilian Labor Force by 
Sex, Race, and Spanish Origin: 1980 Census of 
Population Supplementary Report. 

ED 238 648 
Minorities in Higher Education. Second Annual 
Status Report. 


ED 240 207 


Educational Strategies 
The ACTFL Proficiency Guidelines: A Historical 


Perspective. 
ED 238 265// 
The Clinical Model in Rehabilitation and Alterna- 
tives. 
ED 239 086 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 
ED 239 819 
Developing More Effective Curriculum Via “Ba- 


Educational Technology 147 


sic Stuff.” 
ED 233 984 
Doing the Unthinkable in the Second- 
Classroom: A Process for the Integration of Lan- 
guage and Culture. 
_ ED 238 269// 


Dyslexia and Severe Reading Disability. 
ED 235 168 


Educating for World Cooperation. 


ED 235 086 
Education North Evaluation (1978-1982) and Al- 
ternative Programs Source Book. Summary. 


ED 234 941 
Ethnographic Research on Reading Instructional 
Strategies for Adult Beginning Readers. 

ED 239 072 
Foreign e Arts in the Grades: A Concep- 
tual Approach A.G.). 

ED 238 281// 

Instructional Strategies for Vocational/Special 
Needs. Resource Paper No. 4. 


LIT PICKS: Li 
streamed Students in 


ED 234 592 
Selections for Main- 
tent Area Subjects. 

ED 235 467 
Managing Decline in Rural School Systems: Pro- 
gram Organization and Deiivery. 

ED 235 930 
Moving Forward in Times of Adversity: Proceed- 
ings oft the Annual Rural and Small Schools Con- 
ference (4th) and the Kansas Community 
Education Association Conference (Manhattan, 
Kansas, November 15-16, 1982). 

ED 235 947 
Multicultural Education: Content, Materiais, 
Strategies and Behaviors. A Series of Seminars for 
School Districts in the Metropolitan St. Louis 


ED 234 106 
Non-Formal Education and Radio: A Selected, 
— Bibliography. Annotated Bibliography 
ED 234 948 
Preservice and Inservice Teacher Training: Focus 
on Proficiency. 
ED 238 270// 
The Proficiency-Oriented Classroom. 
ED 238 266// 
A Resource-Allocation Theory of Classroom 
Management. 
ED 237 465// 
Scientific and Technical Education in Czechoslo- 
vakia. 
ED 238 089 
Teaching Chicano Literature: Changing Tides and 
Challenges. 
ED 235 986 
Teaching for Proficiency, the Organizing Princi- 
ple. The ACTFL Foreign Language Education Se- 
Ties. 


ED 238 264 


Educational Technology 
Adult Learning Innovations: Vehicles for Social 


and Economic Progress. 

ED 235 388 
Basic Training Course in Systematic Curriculum 
ones Course Three: Instructional Media 


ED 237 478 
Center Study Group on Learning & Development 
[Report]. 

ED 236 999 
College Curriculum: Shape, Influence, and As- 
sessment. Background Briefing Paper for a Speci 
Panel of The National Commission on E: 
in Education (Kingston, Rhode Island, August 
27-28, 1982). 

ED 237 027 
Colleges Enter the Information Society. 

ED 236 984 
Community College Pr with Business and 
Industry, Student Development, Academic and 
Administrative Use of Technology, and Unique 
College Programs: A Professional Development 
Report. 

ED 235 856 
The Computer: Extension of the Human Mind II. 
Pr of the Annual Summer Conference 
(Eugene, gon, July 20-22, 1983). 

ED 239 397 
Educational Considerations, Spring 1983. 

ED 235 787 
Educational Documentation: Present and Future. 





Tae Educational Technology 


Proceedings of an International Meeting (Flor- 
ence, Italy, May 31-June 4, 1982). 


ED 235 840 
Educational Technology: A Black Perspective. 

ED 240 213 
Evaluation of Technology for the Vocational 
Classroom. 


ED 239 113 
Foreign Language Instructional Technology Con- 
ference. Proceedings (3rd, Monterey, California, 
September 21-24, 1982). 

ED 236 910 


High Technology in the Vocational Agriculture 
Classroom. 


ED 239 114 
The Impact of New Informational Technology on 
Education in Wyoming. 

ED 238 377 
Information and the Economy: Policy Issues for 
Educators. 


ED 237 071 
ate Technology Needs in Rural Special 


ED 237 247 
Instructional Technology: Policy Issues for State 
Education Agencies. An Issues Analysis Paper. 
Discussion Draft. 

ED 235 552 
Inter-District Cooperation among Rural School 


4xE = Equitable Electronic Educational Excel- 
lence. 
ED 239 377 


Educational Telecommunications for 
Alaska Pro. 


ject 
The Use of Content Analysis of Critical Events in 
Program Evaluation. 
ED 236 187 


elevision 

Adult Learning and Television. [and] Adult 
Learning and the Overhead Projector. [and] Us- 
ing Media with Adults. 

ED 235 796 
The Catalog of Mass Media College Courses: A 
Selective Listing of Lower Division Undergradu- 
ate Courses Available for Lease or Purchase. 
Third Edition. 

ED 234 849 
Chemeketa Community College Telecommunica- 
tions Network: A Proposal to the Chemeketa 
Community College Board. 

ED 234 854 
Children’s Understanding of Television: Research 
on Attention and Comprehension. 

ED 237 203// 

Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
A _ 





In A Post-Industrial Society. Revised. 

ED 234 940 
Inventing the Future: Options and Strategies for 
Educators. 


ED 240 119 
Microcomputers: Some Basic Resources. 

ED 233 711 
Oversight on Educational Technology. Joint 
Hearing before the Subcommittee on Select Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 239 599 
A Quick Reference Glossary of Computer Termi- 
nology for School Officials and Teachers. ERS 
Information Aid. 

ED 233 485// 

Regional Consultation Meeting on the Asian Pro- 
gtamme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 
Report on the Leadership Development Forum 
for Educational Technology (Palo Alto, Califor- 
nia, November 10, 1982). 

ED 233 710 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
Rural Special Education. 

ED 236 889 
Schooling & Technology. Volume 1: State-Level 
Policy Initiatives. 

ED 235 575 
Schooling & Technology. Volume 2: The New 
— Student, Teacher, Unlimited Informa- 


ED 235 576 
poe of a Library and Information Science Ada- 
demic Program Accredited by State (TEA), Re- 
_, (SACS), and National (NCATE) 
iting Associations. 
ED 239 624 
Technological Delivery Systems. 
ED 237 303// 
Technology Is Ready-But Are We? Manage- 
ment’s Challenge. ACCCA Management Report, 
1983-4/1. 
ED 235 852 
Towards Determining and Developing an Appro- 
priate Video Programme for In-Service Training 
of Primary School Teachers in Kenya. African 
Studies in Curriculum Development & Evalua- 
tion. No. 52. 
ED 234 001 
ss and Model Exchange Project, 1982- 
ED 236 812 
pre the New Technologies i in I 


ED 233 378 
The Videodisc and Educational Research. 


ED 236 218 


ies sn 


ED 237 074 
EduCable. Evaluation of Station KUON-TV, Lin- 
coln, Nebraska. Cable Television Research Pro- 
gram Demonstration. CPB Technical Report 
#8006. 

ED 234 744 
Evaluation of Small-Format Videotape as a 
Source for Instructional Television Programming. 
CPB Technical Report #8004 

ED 234 748 
An Examination of Instructional Strategies Used 
with Two-Way Television. 

ED 238 407 
Pictures, Spoken Word and Electronic Print: A 
Combination of Presentation Modes in Educa- 
tional Television. 

ED 236 719 
The Project Team in Instructional Television. 

ED 235 780 
Reaching New Students through New Technolo- 
gies: A Reader. 

ED 238 456 
The Reshaping of an Innovation. ACSN-The 
Learning Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 

ED 238 398 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the Appalachian Community Ser- 
vice Network to the National institute of 
Education. 

ED 238 399 
Television for Cultural Affirmation: An Approach 
to Formative Research. 

ED 233 401 
Television Production. 

ED 239 611 
With Babies and Banners: Illustrated Historical 
Booklet. 

ED 235 048 
With Babies and Banners: ‘Serene Bookiet 
[and] Educator’s Guide. 

ED 235 047 


Educational T 


esting 
the Costs and Impacts of Managing 
T/E/I Systems: A Collection of Nine Papers. 
Evaluation Systems Project. 
ED 238 943 
Assessment Procedures, Spring, Summer, and 
Fall 1983: Semi-Annual Research Report-Part II. 
ED 239 702 
A Balance Sheet for Educational Item Banking. 
ED 235 209 
Confidence and Tolerance Intervals for True 
Scores. ACT Technical Bulletin, Number 42. 
The Con f Teaching and be oe 
e text of Teac! an 00! 
Effects and Teacher Effects. sect 
ED 237 461// 
be DeKalb REM Test and the SAT: Concurrent 


idity. 
ED 233 761 
The Development of a Comprehensive Student 


Subject Index 


Basic Skills Assessment Program at St. Louis 
Community College’s Florissant Valley Campus. 

ED 239 690 
vem. Special Edition on Testing. Spring 
1982. 


ED 234 082 
Maximizing Student Achievement through Test- 
ing. 


ED 236 213 
Measurement and Evaluation in Indiana Public 
Schools. 

ED 234 077 
Platform for Excellence: A Review and Projection 
of Basic Skills, Developmental and Learning Sup- 
port Education. Task Force Reports from the 
Learning Assistance Support System Project. 

ED 238 499 
The Role of Testing in the Process of College 

Admissions and Student Guidance and Place- 

ment. Testimony to the National Commission on 
Excellence in Education. (Public Hearing, Chi- 
cago, Illinois, June 23, 1982). 

ED 237 020 
Testing in Our Schools. Proceedings of the NIE 
Invitational Conference on Test Use (Washing- 
ton, D.C., June 2, 1980). 

ED 237 579 
Testing in the Nation’s Schools: Collected Papers. 
Research Into Practice Project. 

ED 238 945 


Educational Testing Service 


Career Information and Hispanic High School 
Students. 

ED 238 650 
A Manual for Preparing Special Test Editions for 
the Handicapped. 


ED 234 055 


Educational Theories 


Approaches to Prevention and Prescription/Cog- 
nitive: Orthodoxy and the Part-Whole Paradox. 
Draft. 


ED 236 536 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 

ED 234 367 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(15th, Hayward, California, May 9, 1980). 

ED 234 462 
The Development of Personality in Formal Edu- 
cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 

ED 237 185 
Every Child Can Write! Learning and Teaching 
Written Expression in the 1980s. 

ED 239 308 
Leadership as Praxis: Issues in Administration. 

ED 233 473 
Oral Reading Instruction: A Century of Contro- 
versy (1880-1980). 

ED 239 237 
The Relationship between Educational Research 
and Organization Theory. Uppsala Reports on 
Education 15. 

ED 238 084 
Revisioning Invitational Education. 

ED 234 283 
The Rhetoric of Explanation. 

ED 236 623 
The Writer’s Mind: Writing as a Mode of Think- 
ing. 


ED 233 366 
Writing Matters. 


ED 234 412// 


Educational 


onal Therapy Kom 
The Clinical Model in Rehabilitation and Alterna- 
tives. 
ED 239 086 


Educational Trends 


Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 

ED 235 588 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 


ED 238 974 
Basic Training Course in Systematic Curriculum 
Suede” Course One: General Background 
to Curriculum Development in Africa. 


ED 237 476 
A Canadian Social Studies. 





Subject Index 


ED 238 781 
The Changing Nature of Assessment in Public 
Schools: Trends. 
ED 236 828 
ae Reading Conference. Forty-Seventh 
k. Proceedings of the Claremont Reading 
cone (50th, Claremont, California, January 
14-15, 1983). 
ED 234 368// 
The Community College in the American Educa- 
tional System. 
ED 239 701 
A Comparative Graduate Profile for Miami-Dade 
Community College, 1981-82 and 1982-83. Re- 
search Report No. 83-34. 
ED 239 699 
Comparing Humanities Instructors. 
ED 237 152 
Competency Assessment of Teachers: 1980-1983. 
ED 238 858 
Competency in Teaching. A Review of Compe- 
tency and Performance Based Staff Development. 
A Staff Development Publication. 
ED 234 211 
The Condition of Teaching. A State By State 
Analysis. A Carnegie Foundation Technical Re- 
port. 
ED 238 869 
Cooperation and Competition in the Learning So- 
ciety. 


ED 238 474 
Demographic Change and the Quality of Rural 
Schools. 


ED 235 980 
The Development of Personality in Formal Edu- 
cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 

ED 237 185 
A Discussion Platform for the Futuring of Voca- 
tional Education. 

ED 233 166 
“The Dyslogic Syndrome”: Some Improbable Im- 
plications to Teacher Education. 

ED 233 557 
Emerging Trends in Secondary Education. 

ED 234 518 
Energy Education As We Leave It. Final Report. 


ED 237 345 
English in the Eighties. 


ED 233 390 
Financial Aid Administration. 

ED 235 847 
Findings and Trends in Adult Education in a Eu- 
ropean Perspective. 

ED 237 641 
Follow-Up Study of 1981 Harper Transfer 
Alumni. Volume XII, No. 13. 

ED 239 681 
Graduate Study in Education: An Analysis of In- 
stitutions and Degree Awards, 1971-1981. 

ED 240 064 
Higher Education Fields of Study and Profes- 
sional Employment: Trends in Sex Segregation 
during the 1970s. 

ED 237 606 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 

ED 238 330 
Highlights of Years of Growth, 1966-1983. 

ED 233 767 
How Well Can Students Read and Write? Issue- 
gram 9. 

ED 234 352 
Improving the Attractiveness of the K-12 Teach- 
ing Profession in California. 

ED 237 499 
Information Technology in Education: The Best 
of ERIC. 

ED 233 706 
Innovative Instructional Development in a Time 
of Reactionary Educational Policy. 

ED 238 418 
Inter-District Cooperation among Rural Schools 
In A Post-Industrial Society. Revised. 

ED 234 940 
——— ~ Future: Options and Strategies for 
Educato: 

ED 240 119 
Meeting the Challenge: Recent Efforts to Im- 
prove Education across the Nation. A Report to 
the Secretary of Education. 


ED 240 114 
Moving Education and Its Administration into 
the Microelectronic Age. 
= 239 389 


ED 235 999 
On the State of Speech Communication Research. 

ED 236 733 
Principals’ and Social Studies Teachers’ Percep- 
tions of the High School Social Studies Curricu- 
lum in Mississippi. 


Nuclear Radiation Damages Minds 


ED 238 777 
Program Review Data: Enrollment, Completion, 
and Placement Data for M-DCC Occupational 
Programs as Reported to the State of Florida. Re- 
search Report No. 83-31. 

ED 239 676 
Prospects for Comprehensive Curriculum Re- 
form: A Personal View. 

ED 236 792 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
Schooling & Technology. Volume 2: The New 
Education: Student, Teacher, Unlimited Informa- 
tion. 

ED 235 576 
Science, Math, and Technology. A Crisis in 
American Education. 

ED 237 365 
Science Subjects-An Evaluation of Student 
Achievement and Attitudes in International Per- 
spective. (IEA Science II). 

ED 237 321 
Shaping Counselor Education Programs in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 
Short-Cycle Higher Education: Purposes and Is- 
sues. 


ED 239 682 
Special Needs in Education (E241): Special Biog- 
raphies, Unit 1/2. 

ED 235 612 
State Plan and Annual Report: Tenth Annual 
Community College Plan. 

ED 233 766 
State Programs of School Improvement. Issue- 
gram 11. 

ED 234 499 
The Status of the Profession: Selected Character- 
istics of Teacher Education and Teaching. 

ED 233 988 
A Summary of Twelve National Reports on Edu- 
cation and Their Implications for Teacher Educa- 
tion. 

ED 238 889 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 
Survey of Educational Research in Norway 
1979-1980. 

ED 238 763 
Teaming, Staffing, and Improving Instruction. 

ED 235 554 
Technology Education in Europe. 

ED 234 020 
Towards an Authentic Development: The Role of 
Adult Education. Report on the International 
Council for Adult Education Conference (Paris, 
France, October 1982). 

ED 237 668 
“Toward the Year 2000.” An Examination and 
Discussion of Critical Multicultural Education Is- 
sues and Strategies Related to Washington State’s 
Preparation for Entry into the 21st Century and 
Its Increasing Multi-Ethnic Population. 

ED 240 218 
The Training and Utilization of Scientific and En- 
gineering Manpower in the People’s Republic of 
China. Science and Technology in the People’s 
Republic of China Background Study No. 5. 
Transmitted to the Committee on Science and 
Technology, U.S. House of Representatives, 
Ninety-Eighth Congress, First Session, Serial P. 

ED 238 714 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 

ED 237 111 
Undergraduate Political Science Instruction 


Educationally Disadvantaged 149 


within Non-Traditional Educational Settings. 
ED 240 032 
What Do the a) Hold for Speech and Theatre 
Programs in Illinois’ 
ED 233 430 
Working for Equity. Finding Equity Issues in the 
Schools. 


ED 237 723 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
ple. Report of a Regional Workshop 
Thailand, August 24 - September 2, 1982). 

ED 237 360 
Writing for Adults: A Course History of a Reme- 
dial Writing Course. 

ED 234 853 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 
1982-83 Texas College and University Real Es- 
tate Course Survey. 

ED 237 154 
1984 Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 


ED 239 290 


Educational Vouchers 


Educational Voucher Demonstration Archive: 
Project-Level Documentation. 

ED 239 371 
Education by Voucher: Private Choice and the 
Public Interest. 

ED 234 492 
The First Year of the Education Voucher Demon- 
stration: A Secondary Analysis of Student 
Achievement Test Scores. 

ED 238 915 
Hearing on the Equal Educational Opportunity 
Act of 1983, before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2397 (April 6, 1983). 

ED 240 212 


Educationally Disadvantaged 


American Indian Women and Mathematics: An 
Annotated Bibliography of Selected Resources. 

ED 234 970 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
to Local Education Agencies. Selected Mono- 
graphs in Educational Policy Research, Number 
2. 


ED 235 574 
Chapter I Handbook. 

ED 238 979 
Computer-Assisted Instruction in Mathematics. 
Disadvantaged Pupil Program Fund. Final Evalu- 
ation Report, 1982-83. 

ED 236 295 
ECIA Chapter 1 Program: 1982-83 Evaluation 
Report. Report No. 11:06:82/83:108 wp:5899. 

ED 235 213 
The Effectiveness of a Summer Prematriculation 
Program for Minority Medical Students. 

ED 233 667 
Elementary and Secondary Programs, ESEA Ti- 
tle I. Final Report, 1982. 

ED 238 965 
ESEA Title I Program. Interim Report, 1982. 

ED 238 966 
Evaluation of the Compensatory Reading and 
Mathematics Program Funded by Title I and 
CEP, 1980-81. Report No. 16-1. 

ED 237 605 
Hearing on the Equal Educational Opportunity 
Act of 1983, before the Subcommittee on Elemen- 

dary, and Vocational Education of the 

Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2397 “April 6, 1983). 

ED 240 212 
High School Reading Program, 1977-1978, 
Funded Under PL 81-874. Final Evaluation Re- 
port. 

ED 238 955 
Impact Evaluation of Adult Basic Education Pro- 
gram Outcomes. ABE Evaluation Project Final 
Report. 

ED 239 032 
Intensive Reading Instructional Teams, Evalua- 





150 — Educationally Disadvantaged 


tion Manual for Project Directors. 


Formal and Non-Formal 
Issue No. 23. 


ED 240 177 
ion. The 


ED 233 830 
Motivational-Cultural Experiences. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 


Raising Academic S' to Learn- 
ing Improvement. ASHEERIC/tligher Educa- 
tion Research Report No. 4, 1983. 


ED 233 669 
Reading wement Project. ECIA Chapter 1. 


Evaluation Report, 1982-83. 


enn 236 293 


ED 237 615 


i Project. ECIA Chapter 1. Eval- 
ny 982-83. 
ED 237 616 


——o 
The Right of Language Minority Students to a 
ee 


ED 238 181 

Seventh and Eighth Grade Dropouts in Ohio: Re- 

ee et They Leave and 
iow School Districts t Them. 


ED 236 488 
Area Indicators of Educational Need. A 


Social 
of the Use of Census Descriptions of School 
Neighbourhoods ta Guiding Decisions Concern- 


ae ete ay aay wee gr wd 
Disadvantaged Schools A ene ACER Re- 
search Monograph No. 2 


ED 237 379 
Summer Motivation and Retention. Fall 1978 
Freshman Cohort Study: Report No. 1. 
ED 234 700 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 
ED 237 018 
The Use of Cognitive and Metacognitive Strate- 
+ Good and Poor Readers at the College 


ED 239 243 
Effect Size 
Blacks and “Brown”: The Effects of School De- 
segregation on Black Students. 
ED 239 001 
Effects of Coaching Programs on Aptitude Test 


ED 235 195 

or ners agnor mene ad Effect Size 

Estimator with Application to Mastery Learning 
Experiments. Technical Report Series No. 3. 

ED 236 232 

A Reassessment of the Effects of Psychotherapy. 


ED 237 895 
What Have Black Children Gained Academically 
from School 


: Examination of the 
Metaanalytic Evidence. 
ED 239 004 
Effect Size Estimator (Glass G V) 
A Proposed Additional Index to Glass’ Effect Size 
Estimator with Application to Learning 
Experiments. Technical Report Series No. 3. 
ED 236 232 
Effective School Research 
Effective School Research: Will It Play in the 
Country? 
ED 235 561 


Effective Schools Research 
Effective Teachers in Effective Schools. 
pee ED 236 796 
Conflicting Results en 
wet Oueitative Methodologies: A Case of 
2 Magnet School. ened 
ED 238 195 
it: Research-Based Compo- 
for Effective Schools. 
ED 239 396 


School 
nents and 


Efficiency 
College Is Not for Everyone. 


me ED 238 566 
R , t Pol i Their O ceionel 
Consequences. 


ED 233 452 


Taylor-Made Education: The Influence of the Ef- 
ee 


ED 239 247 


Effort 
Effort versus Ability: Preferences and Affective 
Reactions in Achievement 
ED 237 917 


Egg Production 
isiting An “Egg Factory” on the Farm: A Re- 
source Unit. 
ED 239 794 


Ego Development Theory 
Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 
ED 234 313 


An Objective Instrument for Assessment of Erik- 
son’s Developmental Conflicts. Presentation 
Summary. 

ED 238 922 
Sex Differences in Intellectual and Ego Develop- 
ment. 

ED 236 503 


ond Egocentrism: Developing Symbolic Uses 
of Spatial Information. 
ED 234 900 
Exploring the Convergent and Discriminant Va- 
lidity of Children’s Ethnic Attitude Measures: 
The Relationships between Ethnic Attitude and 
Egocentrism Measures. 
ED 233 825 


Egypt : 
Ancient Egypt: History 380. 


ED 238 464 


Ekwall Reading Inventory 
Rd Teacher-Teacher Reliability of the CRI and 


ED 234 365 


El Salvador 


Seeking Safe Haven: A Congregational Guide to 
Helping Central American Refugees in the United 
States. 

ED 238 970 


The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 

ED 233 412 
Political Debate Formats: The Next Step. 


ED 239 318 
Presidential Election ’80 and the Past Presidents. 


ED 239 993 
Road to White House Activities. 


ED 239 994 
Elective Courses 
Bright Idea: Hard Courses Should Carry More 
Weight Than Easy Courses. The Endpaper. 


=, 236 763 
End the Winter Doldrums-Think Mini 


=D 237 256 


Circuits 
A Curriculum Guide for Electricity /Electronics. 
ED 235 307 
An Illustrated Guide to Electrical Safety. Revised 
ED 238 728 
Results from an Investigation of Groups Working 
at the Computer. 


ED 238 724 
Understanding Electricity. Study Guide. Unit I1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 900 


Understanding Electricity. Teacher’s Guide. Unit 
Il. ZIM-SCI, Zimbabwe School Sci- 
once Project. Year 2. 


ED 239 901 

Electrical Occupations Curriculum Guide, Levels 

§ die 6. hg sae and Implement Model Elec- 
iter Program. 

ED 239 078 

DIALOG for Electrical Engineers. CTHB Publi- 

kation Nr 29 (1982). 

ED 233 721 

Electrical Occupations 


Subject Index 


Electrical Occupations Guidance Guide. 
Develop and implement Model Electrical Cluster 
Program. 


ED 239 080 
Electrical Occupations Cluster Guide. Develop 
and Implement Model Electrical Cluster Pro- 


gram. 

ED 239 076 
Electrical Occupations Curriculum Guide, Levels 
1 and 2. Develop and Implement Model Electrical 
Cluster 

ED 239 077 

tions Curriculum Guide, Levels 

3 through 6. Develop and Implement Model Elec- 
trical Cluster Program. 

ED 239 078 
Electrical Occupations Partnership Guide. De- 
velop and Implement Model Electrical Cluster 


ED 239 079 
Industrial Arts Electricity /Electronics. A Curric- 
ulum Guide for Intermediate and 
Level Programs. Revised Edition. 

ED 234 221 


Electrical Occupations Curriculum Guide, Levels 
1 and 2. Develop and Implement Model Electrical 
Cluster Program. 
ED 239 077 
An Illustrated Guide to Electrical Safety. Revised 
ED 238 728 


Electrical W: 


A Curriculum Guide for Electricity /Electronics. 
ED 235 307 
Electrical Wiring Work Sample. 
ED 236 428 
An Illustrated Guide to Electrical Safety. Revised 
ED 238 728 


Electricians 
Electrical Wiring Work Sample. 


ED 236 428 


ectricity 
Basic Electricity /Electronics. Learning Guides. 

ED 237 744 
A Curriculum Guide for Electricity /Electronics. 

ED 235 307 
Electrical Occupations Curriculum Guide, Levels 
3 through 6. Develop and Implement Model Elec- 
trical Cluster Program. 

ED 239 078 
Electrical Wiring Work Sample. 

ED 236 428 
Electric Current. in Science Project. 
Working Paper No. 25. 

ED 236 008 
Electricity Test Construction Project [with Forms 
A, B, and C]. 

ED 234 166 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 


ED 239 065 
An Illustrated Guide to Electrical Safety. Revised 

ED 238 728 
Industrial Arts Electricity /Electronics. A Curric- 
ulum Guide for Intermediate and Secondary 
Level Programs. Revised Edition. 

ED 234 221 
Motor Transportation Technology: Automechan- 
ics. Tune-Up. Biock VIII. A-VIII. 

ED 235 341 
Teaching Electricity with Learning Disabled Stu- 
dents: Alternative hagg m er for Teaching Elec- 
tricity to Learning Disabled Students in the 
University. 

ED 234 563 
Understanding Electricity. Study Guide. Unit I1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2 

ED 239 900 
Understanding Electricity. Teacher’s Guide. Unit 
Il. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 

ED 239 901 
Unified Technical Concepts. Physics for Techni- 
cians. 


ED 239 049 


Electromechanical Technology 





Subject Index 


Industrial Arts Electricity /Electronics. A Curric- 
ulum Guide for Intermediate and Secondary 
Level Programs. Revised Edition. 

ED 234 221 


Electronic Chalkboards 
The Electronic Chalkboard and Other Group In- 
structional Uses of the Computer. 


ED 237 344 


Electronic Control 
A Curriculum Guide for Electricity /Electronics. 
ED 235 307 


Equipment 
Careers in an Information Society. Education for 
the Future: Proceedings of the Bradford Confer- 
ence (Bradford, England, July 1981). 
ED 235 836 
An Illustrated Guide to Electrical Safety. Revised 
ED 238 728 
Oversight on Educational Technology. Joint 
Hearing before the Subcommittee on Select Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 
ED 239 599 


Electronic Fund 
Alice in Debitland. 
ED 235 069 
Electronic Index Card System 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 
ED 237 976 


Electronic Print 
Pictures, Spoken Word and Electronic Print: A 
Combination of Presentation Modes in Educa- 

tional Television. 
ED 236 719 


Electronic Publishing 
Computerization of the Newspaper in the 1980s. 
ED 234 392 
Impact of Electronic Publishing on Scholarly 
Journals. 
ED 235 789 
Official Publications Section. Collections and Ser- 
vices Division. Papers. 
ED 239 630 
Electronics 
Basic Electricity /Electronics. Learning Guides. 
ED 237 744 
A Curriculum Guide for Electricity /Electronics. 
ED 235 307 
Electrical Occupations Curriculum Guide, Levels 
3 through 6. Develop and Implement Model Elec- 
trical Cluster Program. 
ED 239 078 
Electronics Assembly Work Sample. 
ED 236 429 
Industrial Arts Electricity /Electronics. A Curric- 
ulum Guide for Intermediate and Secondary 
Level Programs. Revised Edition. 
ED 234 221 
Electronics Assemblers 
Electronics Assembly Work Sample. 
ED 236 429 
Electronics Industry 
Peninsula Academies Program. 
ED 239 608 
Survey of Entry-Level Skills Training by Selected 
Missouri Manufacturers. Final Report. 
ED 234 217 


Elementary Education 
Differentiating Programs for Academically Gifted 
Elementary Students. 
ED 233 813 
Elementary School Guidance Curriculum Grades 
K-6. Georgia Comprehensive Guidance Series. 
ED 236 520 
— ere a noe Grades: A Concep- 
pproach 


ED 238 aoe! / 
——_ Subject Areas in Primary Educa’ 
Curriculum: A Joint Mecting (be Project. Report of of 
the Finalization ok, 
December 9-15, 18D 


ED 238 536 
Screening Gifted Students: A Comparison of the 


SIT and WISC-R. 


Unified State Plan for Guidance, 

Placement in Colorado. Grades K-6. 
ED 236 485 

Universal Primary Education in Tanzania. 

ED 237 191// 


ED 237 555 


Elementary Education Voucher Demon- 
stration 


Educational Voucher Demonstration Archive: 
Project-Level Documentation. 
ED 239 371 


Elementary School Curriculum 


Achieving Curriculum Alignment in Schools. 
ED 239 379 
Bookwebbing across the Curriculum. 
ED 237 926 
Curricula for the Prevention of Sexual Abuse of 
Children and Youth. 


Hemispheric S; 
Theory: Some 
Teacher. 


a ED — — 
for the Sa 


ED 233 807 
Integrating Art with the Curriculum Areas. A Kit 
for The Elementary Classroom. Centering On. 

ED 237 468 
Looking into Future Experience. An Early Career 
Awareness Program. 

ED 239 040 
Social Studies Core Curriculum in Fieldston 
Lower School. 


ED 233 930 
Ker We Teach: A Brief Course of Study [Grades 


ED 234 885 


Elemen 


tary School Mathematics 
Activities Using a Restaurant Theme. 
ED 239 927 
The Application of Videodisc Technology to the 
Diagnosis of Math Skills. 
ED 237 317 
Arithmetical Processes and Strategies: Their Re- 
lationship with Study Achievement, Motivation 
and Attitudes = Aritmeettiset Prosessit ja Strate- 
= Yinogéet, Matematiikan lene 
Asenteisiin. 
i Yliopiston cel ll Opettajan- 
koulutuslaitos. Julkaisu No. 10. 





ED 239 905 
Basics. [A Compilation of Learning Activities 
Pages from Seven Issues of Instructor Magazine, 
rc 1982 through March 1983 and May 

ED 237 444 
Calculators in the Elementary Mathematics Cur- 
riculum. An Annotated Bibliography. 

ED 236 036 
Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 


ED 236 229 


ED 239 924 
Differences among Teachers in Their Use of Cur- 
_—— Tests. Research Series No. 


Contemporary Story Problems. 


ED 237 505 
The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 
tic Classroom. 

ED 237 318 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 


ED 235 959 
Format Variables and Learner Characteristics in 
Mathematical Problem Solving. Final Technical 


ww. 238 735 
pee epg tt Terminos ; Es- 


= of Mathema 
Ingles = ti- 
cal py may "Binge 


ED 237 350 
Idea cn a [Coiumns Compiled 
_— 1982 and January to April-Ma: 


Aonipeenhaesdtiotatiieinn tne 
= 1982 and January to April-May 


Report. 


ED 233 970 


Elementary School Science 151 


ED 233 969 
TER Criterion-Referenced Mathematics Ob 
tive and Item Bank: A Bank of Mathematics 
a! and Test Items for Grades One through 
t. 


ED 237 528 
Instructional p Ageseoshes and Levels of Practice 
in Working Fourth Grade Word Problems. 

ED 235 010 
An otis: into the Effectiveness of Teach- 


One of Gambian 
Shoots African seis Millcee teeties tp Conan Develop- 
ment & Evaluation No. 51. 

ED 234 987 
hemerg 20 S06 ant Stes Te eae 
Studies. Report from the Project on S' in 
Mathematics. 

ED 238 737 
Louisiana Minimum Standards for i 
Grades 1-12. 1978. Bulletin 1497. 


Math and Beyond. 


ED 239 904 


ED 239 926 
Mathematics Activities, Level Nine. Teacher’s 


tics Curriculum Guide fi Einteemten 
lor 

through ard Grade ESHA Title Vil Bina Pe 
gram. Dysart Unified School District. 

ED 233 880 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 

ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 

ED 238 682 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
The Mathematics Program of the Denver Public 
Schools: Grades K-6. 

ED 239 922 
Pedagogical Dialogs in Primary School Mathe- 
matics. 

ED 238 729 
Processes and Strategies in Solving Elementary 
Verbal Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Mem Ca- 
pacity Skills and Rational Number = Ra’ isu- 
prosessit ja Strategiat Perustavissa 
Kerto-ja Jakolaskutehtavissa: Tutkimus Keres 
Jakolaskutaitojen Yhteyksista Piaget-K: Seine 
Muistikapasiteettiin, L ———— 





ED 239 906 
Routines in Expert Math Teachers’ Thoughts and 
Actions. 

ED 234 980 
Suggestions for Teaching Mathematics Using 
Laboratory Approaches. 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 

ED 236 050 


Time Allocated to Mathematics in the Elemen- 
tary School. 

ED 238 717 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 

ED 238 736 


School Science ] 
Annual Science Education Conference (9th, Mur- 
doch University, Perth, Western Australia, Sep- 
tember 23, 1983). 

[ Lape e 007 
ute. A Compilation of saanine ctivities 
Pages from Seven Issues of Instructor Magazine, 
Tore 1982 through March 1983 and May 
ED 237 444 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 

Skills to Elementary Students. 


Charac' Good Elem ho tee 
teristics of a en: i 
Program. Hi III, Part ‘A: Principal's 
Checklist of Characteristics. Project for Promot- 
ing Science among Elementary School Principals. 
ED 236 003 
Characteristics of a Good Elementary Science 
Program. Handbook III, Part B: Elaboration of 





152 Elementary School Science 


the Principal’s Checklist of Characteristics. 
Project for Promoting Science among Elementary 
School Principals. 


ED 236 004 
Dinosaurs. 

ED 239 928 
Elementary Science 1-6. 

ED 235 275 
An Evaluation of the UNESCO Primary Science 
Pilot ee in Malawi. African Studies in Curric- 

ulum Development and Evaluation No. 70. 

ED 234 984 

Florida 


Marine Education Resources Bibliogra- 
phy. Report Number 51, Florida Sea Grant Col- 
lege. 


ED 235 031 
The Growing Cl A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 2: Science. 





ED ag 
Images of Science. A Summary of Results from 
the 1981-82 National Assessment in Science. 


Printing. 
ED 234 993// 
Marine Science Activities, Grade Six. 
ED 236 040 
Marine Science Activities, Grade Two. 


ED 236 041 
Mr. Wizard’s Supermarket Science. 

ED 237 320 
Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
The Principal’s Role in Elementary School Sci- 
ence. Handbook II. Project for Promoting Science 
among Elementary School Principals. 

ED 236 002 
Relationships between Cognition of Teachers and 
Quality of Teaching Style in Elementary Science. 

ED 236 055 
Science. Elementary and Middle School Curricu- 
lum Objectives. 

ED 237 353 
The Science Teacher Inventory of Need (STIN). 

ED 238 721 
Science Teaches Basic Skills. Handbook I. Project 
for Promoting Science among Elementary School 
Principals. 


ED 236 001 
Scope and Sequence. Life Sciences, Physical Sci- 
ences, Earth and Space Sciences. A Summer Cur- 
riculum Development Project. 

ED 237 357 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 

ED 233 884 
Transparencies on -_ Teacher’s Manual. Re- 
search Series No. 1 

ED 233 885 
What? A Field Trip on the Playground? 

ED 237 250 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting Sci- 
ence among Elementary School Principals. 

ED 236 005 
Will Inservice Education Alleviate the Current 
Problems in Science Education? 

ED 240 066 


Eler-entary School Students 
Ac: Locally; Think Globally: Some Comments on 
Pro-Social Behaviour, Information Processing 
and Development Education. Development Edu- 
cation Paper No. 24. 


An Analysis of Y Children decane tine. 
of Young ey- 

boarding Skills. 
ED 238 542 


An Approach to Improve Third Grade Children’s 
Ability to Solve Addition and Subtraction Verbal 
Word Problems. 


ED 235 919 


ED 233 794 
Children of Divorce in the Elementary School 
Classroom. 


ED 233 808 
Children’s Descriptions of Adults: A Develop- 
mental View. 


ED 237 236 


Children’s Loneliness: A Comparison of Reiected 
and Neglected Peer Status. 

ED 237 229 
Children’s Solutions for Figural Matrices: Devel- 
opmental Differences in Strategies and Effects of 
Matrix Characteristics. 

ED 233 809 
Children’s Understanding of Feelings: A Matter 
of Point of View. 

ED 238 582 
Classroom Management and Organization Tech- 
niques. 

ED 235 902 
A Developmental Analysis of Children’s Under- 
standing of the Learning Process. 

ED 235 889 


Does Expertise or Pretty Please? The Influence of 
Attractiveness, Gender and Expertise on Chil- 
dren’s Evaluations of Models in Advertisements. 

ED 237 208 
The Effect of Dramatic Play on the Story Retell- 
ings of Second Grade Children. 

ED 233 812 
The Effects of Affective States Induced via Cogni- 
tive, Experiential, and Vicarious Procedures on 
Behavior and Cognition. 

ED 239 740 
Effects of Group Day Care in the First Two Years. 

ED 233 805 
The Effects of Viewing “Sesame Street” on Learn- 
ing Styles and Readiness of Primary Children. 

ED 238 541 
Eiementary Students’ Sociometric Status and Be- 
havior: A Discriminant Analysis. 

ED 234 923 
An Examination of the Causes of the Low Perfor- 
mance in Primary School National Common En- 
trance (NCE) Examination in Borno State. 
African Studies in Curriculum Development & 
Evaluation No. 63. 

ED 234 930 
The Impact of Gender and Role Perspective on 
Moral Judgment. 

ED 235 908 
Infant Day Care: Effects at 2, 4, and 8 years. 

ED 233 806 
Learned Helplessness: An Analysis of Failure 
Avoidance through Maladaptive Persistence. Pre- 
liminary Draft. 


ED 237 207 
The Longitudinal Development of Conservation 
Skills in Learning Disabled Children. 

ED 234 918 
A Longitudinal Study of Growth and Develop- 
ment and the Incidence of Physical Defects at 
Ages 9 and 10. A Progress Report to the Bernard 
van Leer Foundation on the Growth and Devel- 
opment Study of the Mt. Druitt Longitudinal 
Study. 

ED 238 555 
Mnemonics and the Very Young Children: A Po- 
sition Taken. 

ED 238 557 
Mood and Sharing Condition Effects on the Dis- 
play of Altruism. 

ED 235 906 
A Multimethod Assessment of Children’s Social 
Competence. 

ED 235 891 
A New Computer! Can I Use it? 

ED 238 570 
Nutrition in Health. A Curriculum Guide. An In- 
ae Package for Grades K-6. Bulletin No. 


ED 238 887 
The Planning Board: Ideas for Construction and 
Use with Young Children. 

ED 233 801 
Primary Prevention of Sexual Child Abuse: A 
Program of Direct Child Education. 

ED 237 234 
Project Primetime: 1982-83 Report. 

ED 239 765 
sce Problems in Fine Motor Development 

Children thro 


ong Primary ugh the Use of 
Multi-Sensory Techniques. 


ED 235 912 
Refinement of a Primary Preventive Approach to 
Fire Emergencies: A Comparison of External and 
Self-Instruction Strategies for Training and Main- 
taining Fire Emergency Responding. 

ED 237 197 
A Reliable Measure of Children’s Peer Sociomet- 


Subject Index 


ric Status. 

ED 234 912 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Education 
Paper No. 23. 

ED 237 193 
Sharing Time: A Student-Run Speech Event. 

ED 234 906 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 
Children. Working Draft. 

ED 234 092 
Socialization of Affect: Effects of Parent Atti- 


ED 238 543 
Socio-Economic Background as an Influence wd 
tor in Pupils’ Achievement in Primary Schools 
Embu District, Kenya. African Studies in Cale 
ulum Development & Evaluation No. 69. 

ED 234 931 
Strategy Verbalization Effects on Self-Efficacy 
and Listening Comprehension. 

ED 233 816 
Student Responses to Classroom Instruction. Fi- 
nal Report. 

ED 237 489 
A Study of Differences in Pre-Adolescent Boys’ 
Interpersonal Perceptions and Social Adjustment. 

ED 235 896 
The Time Parents and Children Spend Together. 

ED 238 580 
When Are Students Most Academically En- 
gaged? Students’ Academic Responding Time in 
Different Instructional Ecologies. IRLD Re- 
search Report No. 119. 

ED 237 214 
Merl Parents, Schools and Children in 

ED 238 552 
1982 Maths Investigation: Technical Report. Mt. 
Druitt Longitudinal Study. 

ED 239 743 


Elementary School T: 


eachers 

Adlerian Classroom Management: An Inservice 
Model. 

ED 237 483 
Authoritarianism and Teacher Effectiveness. 

ED 237 495 
A Descriptive Multimethod Study of Teacher 
Judgment during the Marking Process. 

ED 234 052 
I’ fferences among Teachers in Their Use of Cur- 
a Tests. Research Series No. 

ED 237 505 
The Effects of District Personnel Policies and 
Teacher Attitudes on Teacher Mobility. Final Re- 
port-Paper II. 

ED 239 409 
The Effects of the Institutions! Structure of 
Schools on Teachers. Final Report. 

ED 234 047 
The Effects of Training Teachers in the Use of 
Formative Evaluation in Reading: An Experimen- 
tal-Control Comparison. 

ED 236 189 
The Elementary Substitute Teacher Question- 
naire. 


ED 240 140 
A Factor Analytic Study of the Teaching Events 
Stress Inventory. 

ED 237 545 
Instructional Implications of WPPSI Subtests for 
the Early Childhood Educator. 

ED 235 909 
Music Workshop Packet. 

ED 238 825 
Open Area Elementary Schools: Survey of Teach- 
— and Opinions. Research Report . 

ED 238 834 
Pedagogical Dialogs in Primary School Mathe- 
matics. 

ED 238 729 
Perceptions of Outstanding Elementary Teachers 
About Themselves and Their Profession. Re- 
er Studies in Education. Technical Report 

o. 1. 

ED 238 854 
Problems of Prekindergarten Teachers: A Basis 
for Examining Teacher Education Practices. 

ED 235 911 





Subject Index 


A Resource Module to Develop Elementary Pres- 
ervice Teacher Competency in Communicating 
with Parents and Other Adults. 

ED 236 141 
Sources of Elementary School Grading. 

ED 236 135 
Standards for Elementary Teacher Certification: 
A Fifty State Study. 

ED 238 870 
Study Guide for TCT in Early Childhood. 

ED 235 142 
Support Systems and Teacher Decision Making: 
An Exploratory Study. 

ED 237 492 
Teaching as an Occupation for Women: A Case 
Study of an Elementary School. 

ED 234 049 
Time Allocated to Mathematics in the Elemen- 
tary School. 

ED 238 717 
Work Orientation and Job Performance: The Cul- 
tural Basis of Teaching Rewards and Incentives. 
Final Report. 

ED 237 488 


Elementary Schools 
Rural School Communities in Colorado. 
ED 239 800 


Elementary Secondary Education 
Achieving Excellence. The Indiana State Board of 
Education 1984 Legislative Program. 

ED 239 764 
Administrator’s Handbook for Elementary, Mid- 
dle, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 
Schools of Oklahoma. Bulletin No. 113-Y. 

ED 239 392 
An Analysis of Reports on the Status of Educa- 
tion in America: Findings, Recommendations, 
and Implications. 

ED 240 182 
Computer Awareness for Rural Educators. 

ED 235 951 
Curriculum Assessment and Development 
Project: Task Force Report. 

ED 239 746 
Format Variables and Learner Characteristics in 
Mathematical Problem Solving. Final Technical 
Report. 

ED 238 735 
The Houston Plan for Educational Excellence. 

ED 239 767 
Is Graduate Education Fulfilling Its Responsibili- 
ties to Primary and Secondary Education? A 
Panel Discussion. 

ED 234 661 
Leadership for Reform and Renewal of American 
Education. 


ED 239 753 
The Nature of Special Education: People, Places 
and Change. 

ED 235 610// 

New Zealand Journal of Educational Studies: Cu- 
mulative Index of Volumes 1-17, 1966-1982. 

ED 235 915 
Oversight Hearings on Vocational Education, 
School Lunch, Asbestos in Schools, Elementary 
and Secondary Education Programs. Hearings be- 
fore the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the Committee 
on Education and Labor, House of Representa- 
tives, Ninety-Eighth Congress, First Session 
(Ashland, Kentucky, May 13, 1983; Lexington, 
Kentucky, May 14, 1983). 

ED 237 768 
Preparing for the ’90s: Thrust for Quality in 
Higher Education [and] Thrust for Quality in 
Public Schools. 

ED 239 749 
Remarks by David Pierpont Gardner, Chair of the 
National Commission on Excellence in Education 
(National Forum on Excellence in Education, In- 
dianapolis, IN, December 7, 1983). 

ED 239 756 
Remarks by Dr. Fred C. Davison, President of the 
University of Georgia, at the General Assembly 
on “The Teaching Profession” (National Forum 
on Excellence in Education, Indianapolis, Indi- 
ana, December 6-8, 1983). 

ED 239 755 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 

ED 236 996 


Special Needs in Education (E241): Special Biog- 
raphies, Unit 1/2. 

ED 235 612 
Speech to National Forum on Excellence in Edu- 
cation (Indianapolis, Indiana, December 6, 1983). 

ED 238 568 

Elementary Secondary Education Act 

The Interaction of Federal and Related State Edu- 
cation Programs. Summary Report of a Congres- 
sionally Mandated Study. 

ED 233 479 


Elementary Secondary Education Act Title 
I 


Evaluation Report on Three New Instruction Pro- 
grams: Help One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
Longitudinal Evaluation of the C/A/I Computer 
Assisted Instruction Title I Project, 1979-1982. 

ED 234 062 
Relationship of School Enrollment Size to Aca- 
demic Achievement in New Mexico. 

ED 234 956 
Title I as an Educational Resource in South Caro- 
lina. 


ED 234 112 


Elementary Secondary Education Act Title 
VII 


Bilingual Education Fact Sheets. Public Educa- 
tion Strategies: Bilingual Education. Nos. 1-14, 
July-September 1982. 

ED 233 607 


Eligibility 


Administrative Guidance for Verification of Na- 
tional School Lunch, Breakfast and Special Milk 
Applications. 

ED 238 147 
Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 
Guaranty Agency Questionnaire. 

ED 234 732 
Guidelines for Case Selection and Prioritizing Pu- 
pils for Participation in Speech/Language Pro- 
grams/ Services. 

ED 236 873 
Rapid Assessment of the ED Institutional Eligi- 
bility and Compliance Monitoring Systems. Final 
Report. 

ED 233 661 
Relationship of School Enrollment Size to Aca- 
demic Achievement in New Mexico. 

ED 234 956 
Testing Students for Chapter 1 Eligibility: ECIA 
Chapter 1. 

ED 237 524 


EM Algorithm 
Estimation of Two-Parameter Logistic Item Re- 
sponse Curves. Research Report 83-1. Mathemat- 
ical Sciences Technical Report No. 130. 
ED 240 159 
Embarrassment 
Reactions to the Threat of Embarrassment. 
ED 236 513 
Embedded 
Identifiability of Peripheral Tri 
and Their 
Character. 


rigram Characters 
Confusability with the Embedded 


ED 233 307 


Embedding Transformations 


Differences in the Standards Used by College Stu- 
dents to Evaluate Their Comprehension of Expos- 
itory Prose. 

ED 237 577 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehension: Effects 
oa a Reading Proficiency, and Type of Stan- 


ED 237 578 


Emergency Medical Services 


Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, EMS Vehicles, EMS Communications, 
Records and Reports. Revised. 

ED 239 054 


Emotional Adjustment 153 


Emergency Medical Technicians 

Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, EMS Vehicles, EMS Communications, 
Records end Reports. Revised. 

ED 239 054 
Emergency Victim Care. A Training Manual for 
pe) Medical Technicians. Module 10. In- 
juries of the Eye, Ear, Nose, Abdomen, Central 
Nervous System and Genitalia. Burns and Envi- 
ronmental Injuries. Revised. 

ED 239 063 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 11- 
Childbirth, Pediatric Emergencies. Revised. 

ED 239 064 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 
vised. 


ED 239 065 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 13—Ex- 
trication from Automobiles. Revised. 

ED 239 066 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 14. Ap- 
pendix I: Communicating with Deaf and Hearing 
Impaired Patients. Appendix II: Medical Termi- 
nology. Appendix III: EMS Organizatio.s. Ap- 
pendix IV: Legislation (Ohio). Glossary of Terms. 
Index. Revised. 

ED 239 067 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 2. 
Equipment, Safe Driving Practices, Legal As- 
pects, Controlling the Situation, Action Evalua- 
tion Conference. Revised. 

ED 239 055 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 3- 
Anatomy and Physiology. Revised. 

ED 239 056 
Emeigency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 4. Vital 
Signs, Patient Assessment. Revised. 

ED 239 057 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 5. 
CPR, Oxygen Therapy. Revised. 

ED 239 058 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 6. 
Bleeding Control, Wounds and Bandaging, Shock. 
Revised. 

ED 239 059 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 7- 
Medical Emergencies. Revised. 

ED 239 060 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Moduie 8—Cri- 
sis Intervention, Drug-Related Probiems. Re- 
vised. 

ED 239 061 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 9. 
Backboards/Moving and Handling the Victim, 
Fractures, Dislocations. Revised. 

ED 239 062 

Emergency Programs 

Refinement of a Primary Preventive Approach to 
Fire Emergencies: A Comparison of External and 
Self-Instruction Strategies for Training and Main- 
taining Fire Emergency Responding. 

ED 237 197 

Emerging Occupations 

Identification and Analysis of Emerging Occupa- 
tions in Vocational Agriculture. Final Report. 

ED 234 188 


Emotional Adjustment 


Children in Crisis: The Academic Effect. 

ED 234 306 
Factors Influencing Adjustment to Late-Life Di- 
vorce. 

ED 239 170 
The Impact of the Divorce Process on the Family. 

ED 233 277 
Suicide: Training Ccunselors To Work with the 
Survivors. 

ED 237 921 





154 Emotional Development 


The Concept of Home and 
nae cee iome and Family to Meni 
in Reclontiel Feel. 
eee: te Geaadine 
ED 233 550 


Health Education Curriculum Guide. Elementary 
School. Grade K. 

ED 235 280 
Health Education Curriculum Guide. Elementary 
School. Grade 1. 

ED 235 282 
Health Education Curriculum Guide. Elementary 
School. Grade 5. 

ED 235 284 
Mood and Sharing Condition Effects on the Dis- 
play of Altruism. 

ED 235 906 


er eee Cos 
ect Socializati 


ED — 
ASi Model Counseling Group across jpe- 
cial Needs Children. 
ED nf = 


ee ee a 


ED 238 543 
Working Parents, Schools and Children in 
Self-Care. 


ED 238 552 


Emotional Disturbances 
The Assessment of Post-Traumatic Stress Disor- 
der among Minority Vietnam Veterans. 
ED 239 808 
A Community Based Rehabilitation Program for 
Emotionally Di Clients. 


ED 236 505 
Day Treatment for Adolescents: A Five-Year Sta- 
tus Report. 


ED 237 825 
Evaluation of the SED Program for Young 
Adults: 1980-81 School Year. A Special Study in 
Special Education. 

ED 233 537 
Factors Contributing to Dropout in a Psychoso- 
cial Rehabilitation Program for the Chronically 
Emotionally Disabled. 


ED 233 271 
Follow-up Evaluation of Mark Twain Students. 
ED 236 158 
a at Emotional Disturbance from a Devel- 
ital Perspective: An Assessment and Treat- 
ment aunt Badel 


ED 239 426 
Observing Troubled Children’s Interpersonal Ne- 
gotiation <p Implications of and for a De- 


ED 233 815 


'y 
Children on the Vineland Adaptive Behavior 
Scales. 


_ ED 233 542 
Preventing 
eglected 


Programming for Emotional Diemted’ Phd 
tu- 
dents in Rural Public Schools. Conference Pro- 
(Minneapolis, November 4, 

1981). Program Assistance Report No. 6. 
ED 239 785 


2 Some See 6 = Se 
Evaluation of Pr edagai S 


Students. Volume Vit VC: Affcetiv Affective Curriculum for 
Secondary Emotionally Handicapped Students. 
ED 235 652 
Screening: From “At Risk” to Educational Man- 
agement Review of Social Emotional Behavior. 
aie - ea 
Screening Withdrawn and Depressed Students in 
Public Schools: An Inservice Techni 


; An 
ED 233 523 
A Teacher’s Perspective of the Five P’s. The Five 
P’s: A New Handicapped Preschool Children’s 
Assessment Tool. 
ED ed 427 


Variability of Perf A 
veaney ¢ ormance: ; Signature” Char 


ED 236 847 


Emotional Experience 

Children’s Understanding of Feelings: A Matter 
of Point of View. 

ED 238 582 
Computer Conferences: Success or Failure? 

ED 235 771 
Greatest Moments in Interpersonal Communica- 
tion: Peak Communication Ex 

ED 236 752 
Hot Cognition: Emotion and Writing Behavior. 

ED 236 677 
How To Enjoy Poetry. Power of the Printed 
Word. 


ED 236 529 
Mood and Sharing Condition Effects on the Dis- 
play of Altruism. 

ED 235 906 
Self-Concept Change as a Function of Affective 
Experience». 


ED 239 776 


Emotional Problems 
Being There: Helping Students Deal with Crises. 


ED 234 876 
Factors Associated with School Refusal in Ado- 
lescents: Some Preliminary Results. 

ED 237 914 
Linking Residential and Vocational Services to 
Enhance Client Programming. 

ED 233 552 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 

ED 237 786 
Northwesterners Out of Work: The Human Costs 
of Unemployment. Ideas for Action in Education 
and Work, Issue 7. 

ED 237 785 
A Study of Differences in Pre-Adolescent Boys’ 
Interpersonal Perceptions and Social Adjustment. 

ED 235 896 


Emotional R 


esponse 

Children’s Emotional Attributions to Themselves 
and Others: A Measure of Children’s Defensive- 
ness. 

ED 238 581 
Effects of Arousal on Interpreting Other People’s 
Emoticns. 

ED 239 163 
The Effects of Perceived Mutual Understanding 
in Interpersonal Communication. 

ED 238 038 
Effort versus Ability: Preferences and Affective 
Reactions in Achievement Settings. 

£D 237 917 
Emotion Eliciting Qualities of Television Cam- 
paign Advertising as a Predictor of Voting Behav- 
ior. 

ED 235 519 
oa Perils in Higher Education—Good 


ED 235 764 
Greatest Moments in Interpersonal Communica- 
tion: Peak Communication Experiencing. 

ED 236 752 
How To Enjoy Poetry. Power of the Printed 
Word. 


ED 236 529 
Quantitative amd Qualitative Sources of Affect: 
How Unexpectedness and Vaience Relate to 
Pleasantness and Preference. Technical Report 


No. 293. 

ED 235 471 
The Relationship of Self-Concept to Causal Attri- 
butions. 


ED 234 293 
The Role of Arousal in the Induction of Mood. 

ED 239 135 
Teachers’ Self-Descriptions and Descriptions of 
Students to Whom They’re Attached and Whom 
They Reject. 

ED 237 472 


What Is Beautiful Feels Good: Affective Reac- 
tions to Physical Attractiveness. 
ED 234 327 


Emotions 
Feelings and Friends. GPE Humanities Series. 


ED 237 430 
"The Effects 


of Empathy on Perceptions of a 


Subject Index 


Self-Discloser. 
ED 233 257 
The Effects of Perceived Mutual Understanding 
in Interpersonal Communication. 
ED 238 038 


The Search for Communication Skills. 

ED 235 540 
Towards Resolution of the Confusion among the 
Concepts Ky +4 “Role-Taking,” “Perspec- 
tive Taking,” and “Decentering.” 

ED 236 748 


Issues in International ee Devel- 


opment Communications Researc 
ED 234 455 


ed Parents 
Corporate Initiatives for Working Parents in New 
York City: A Ten-Industry Review. 
ED 237 204 
Dual Career Families and the Parental Roles They 
Assume with Their Young Children. 
ED 237 233 


Focus Groups: A Needs Assessment Approach to 
Corporate Child Care Policy Planning. 

ED 238 535 
The Inequities of Salary Reduction as National 
Child Care Policy: Where Do We Go from Here. 

ED 234 904 
The Length and Characteristics of Women’s Life- 
time Work Experience. 

ED 233 212 
Preferred Parenting: Comparisons of Working 
Women and Men. 

ED 239 189 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 
Children. Working Draft. 

ED 234 092 
Single Parents, Working Mothers and the Educa- 
— of Secondary School Age 


ED 234 093 
Women at Work: A Chartbook. Bulletin 2168. 

ED 237 726 
Working Parents, Schools and Children in 
Self-Care. 

ED 238 552 


Employed W: 


omen 

An Analysis of Selected Characteristics, Leisure 
Attitudes, and Recreation Participation of 
Women Employed in Leisure Services. 

ED 233 968 
Beauty and the Boss: A Mixed Blessing. 

ED 234 329 
Children of Working Mothers. Special Labor 
Force Report. Bulletin 2158. 

ED 234 915 
* Corporate Reader: Work and Family Life in the 
1980s. 


ED 233 803// 
The Executive Woman: Rhetorical Visions in 
“Management Review,” 1951-1981. 
ED 238 057 
Making It in Academia: Gurus Can Get You 
There? 


ED 235 758 
The Sky’s the Limit in Math-Related Careers. 

ED 233 899 
Hine saps j as an Occupation for Women: A Case 
Study of an Elementary School. 

ED 234 049 
Women at Work: A Chartbook. Bulletin 2168. 

ED 237 726 


Employee Ai 


ttitudes 
Accessing Organizationa! Culture: An Interpre- 
tive Approach. 
ED 239 333 


Correlates of Instrumental and Affective Attach- 
ment to Organizations. 
ED 237 916 


Employee Invoivement, Attitudes, and Produc- 
tivity in High Technolo; y Bo Manufacturing: A 
Two-Year, Experimental 

ED 235 516 


Employers and Families: Strategies for Mutual 
Benefit. San Diego Symposium Diego, Cali- 
fornia, April 15, 1983). [Summary]. 
ED 233 799 


A Human Resource Monagement Perspective on 
Work Alternatives for O) Americans. 
ED 234 228 





Subject Index 


Level and Social Environment as Determinants of 
Perceived Work Environment. 

ED 237 876 
The Marriott Secret: Put Your Staff First. The 
Endpaper. 


ED 236 764 
— of Withdrawal Behaviors. Working Paper 


ED 237 887 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 

ED 237 852 
Report of the Evaluation of the President’s Office. 

ED 233 773 
The Role of the Confidential Employee as a Mem- 
ber of the Management Team. ACSA Operations 
Notebook 28. 

ED 239 361 
Sex, Sex Role Identity, Leadership Style and Job 
Satisfaction. 

ED 233 278 
Work Attitudes Handbook. A Unit of Study To 
Teach Students Positive Work Attitudes. 

ED 237 787 


Employee Fo a at 
Responsibility: The Importance of the 
Home, School and Workplace. Ideas for Action in 
Education and Work, Issue 6. 
ED 236 437 
ag Circles: Implications for Training. Over- 
= RIC Fact Sheet No. 24. 
ED 237 810 


Employees 
‘fan to Work: An Analysis of Employee 
en Withdrawal and Change. Working Paper 
82-1 

ED 237 899 
Career Development in the Work Place. Over- 
view: ERIC Fact Sheet No. 11. 

ED 237 799 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 

ED 237 852 


Employer Attitudes 
Capturing the Change. The Impact of Indochinese 
Refugees in Orange County; Challenges and Op- 
portunities. 

ED 235 347 
Community Educational Needs Assessment. Of- 
fice of Planning & Development Research Paper. 

ED 234 836 
Corporate Initiatives for Working Parents in New 
York City: A Ten-Industry Review. 

ED 237 204 
Dawson Community College Needs Assessment 
Survey Analysis. 

ED 239 686 
Employers and Families: Strategies for Mutual 
Benefit. San Diego Symposium = Diego, Cali- 
fornia, April 15, 1983). [Summary]. 

ED 233 799 
How It Happened: An Analysis of Curriculum in 
an Internship Site. 

ED 235 171 
A Human Resource Management Perspective on 
Work Alternatives for Older Americans. 

ED 234 228 
An Identification of the Word Processing Skills 
and Knowledge Needed ~~ at er Aron 
ial/Clerical Empioy by Members 
of the Local Business Comamunity. 





ED 238 501 
Innovative Employment Practices for Older 
Americans. 

ED 234 227 
Job Prospects and Educational/Training Require- 
ments of Kansas City Area Business and Industry. 

ED 238 490 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 

ED 238 071 
The Participation of Private Businesses as Work 
Sponsors in the Youth Entitlement Demonstra- 


tion. 
ED 233 133 
Perceptions of the heros L§ Extended 5 Service i in 


Horticulture. S 
ED 239 083 


Placement and Follow-Up Report: Graduate Sur- 
vey Responses and State Defined Placement Sta- 
tus of Occupational Programs for the Academic 





Year 1981-82. Research Report No. 83-36. 

ED 239 678 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 

ED 239 046 


Skills for Adapting to Change; Their Potential Im- 
pact, and Suggested Policies for Implementing 
Them. Final Report. 
ED 237 687 
The Social Payoff for Occupationally Specific 
Training: The Employers’ Point of View. Techni- 
cal Report and Executive Summary. Studies in 
Employment and Training Policy: No. 3. 
ED 236 375 
Wyoming Business and Office Occupations Sur- 
vey for Entry-Level Employment Competencies. 
ED 239 039 


Employer Employee Relationship 
Career Development in the Work Place. Over- 
view: ERIC Fact Sheet No. 11. 
ED 237 799 
——— Reader: Work and Family Life in the 


ED 233 803// 

= Leave in Europe. Policy Paper No. 

ED 235 573 
Employer-Sponsored Training. Overview: ERIC 
Fact Sheet No. 17. 

ED 237 805 
Erosion of the At- Will Rule and Freedom of Com- 
munication in Private Sector Organizations. 

ED 234 456 
The Exit Interview as Monitor for Change: A Re- 
view of Literature. 

ED 236 743 
Fair Employment Practices. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 

ED 238 806 
The Influence of Procedural and Distributive Jus- 
tice on Organizational Behavior. 

ED 239 132 
Managerial Power and Worker Performance: A 
Longitudinal and Cross-Sectional Study. 

ED 239 138 
The Marriott Secret: Put Your Staff First. The 
Endpaper. 

ED 236 764 
Progressing on the Job. Cooperative Occupational 
Education, Unit 13. Instructor Material and Stu- 
dent Material. 

ED 234 252 
The Relationship between High Labor-Manage- 
ment Conflict and Turnover of Key School Dis- 
trict Personnel. 

ED 233 442 
The Role of the Confidential Employee as a Mem- 
ber of the Management Team. ACSA Operations 
Notebook 28. 

ED 239 361 
Sex, Sex Role Identity, Leadership Style and Job 
Satisfaction. 

ED 233 278 
Teacher Unionism and Its Impact: A Study of 
Change Over Time. Final Report. 

ED 238 124 


Things a Board Ought Never Bargain. 

ED 238 109 
Training Mentors as Educational Advisors for 
Adult Learners. Process Manual. 

ED 235 394 
Your Employer, Your Coworkers and You. Coop- 
erative Occupational Education, Unit 12. Instruc- 
tor Material and Student Material. 

ED 234 251 
Youth for Hire. Instructor’s Guide [and] Student 
— Business Issues in the Classroom. Re- 


ED 238 805 
Employer Supported Day Care 

ee: Initiatives for Wor ing Parents in New 
York City: A Ten-Industry Review. 

ED 237 204 
Employers and Families: Strategies for Mutual 
Benefit. San Diego Symposium (San Diego, Cali- 
fornia, April 15, 1983). [Summary]. 

ED 233 799 
Focus Groups: A Needs Assessment Approach to 
Corporate Child Care Policy Planning. 

ED 238 535 
The Inequities of Salary Reduction as National 


Employment Counselors 155 


Child Care Policy: Where Do We Go from Here. 
ED 234 904 


Employers 
Emplo oyer Sponsored Training. Overview: ERIC 


Fact Sheet No. 1 
ED 237 805 
Subsidizing On-the-Job Training. An Analysis of 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 
ED 236 387 


Employment 


Addressing the My rear ay tee nt tog Needs 
of Migrant Youth: Needs Assessment Report. A 
Pilot Survey of ty se Migrant Youth and Vo- 
— Programs in Connecticut and Nation- 
wide. 

ED 237 262 
Cross-National Issues Related to Labor and Lei- 
sure Participation of People with Disabilities. 

ED 238 210 
Early Release of Summary Statistics on Academic 
Science/Engineering Resources. 

ED 238 716 
The Education of the Handicapped Adolescent: 
The Transition from School to Working Life. 

ED 237 213 
Employment and Older Adults. Overview: ERIC 
Fact Sheet No. 18 

ED 237 806 
An Employment Policy for America’s Future. Re- 


port No. 16 

ED 236 330 
Functional Literacy and the Workplace. Proceed- 
ings of a National Invitational Conference (Wash- 
ington, District of Columbia, May 6, 1983). 

ED 235 384 
The Hispanic Handicapped: A Bibliographic Lis- 
ting of Relevant Attitudinal Research. 

ED 235 636 
The Hispanic Population: A Demographic and Is- 
sue Profile. Hearings before the Subcommittee on 
Census and Population of the Committee on Post 
Office and Civil Service. House of Representa- 
tives, Ninety-Eighth Congress, First Session (Sep- 
tember 13-15, 1983). 

ED 240 211 
Instructional Aides. 

ED 238 119 
—— an 1983-84. Northern Califor- 


nia High Sc 

ED 235 454 
The Role of Education and Training in Relation 
to the Employment and Unemployment of Young 
People. 

ED 237 217 
Special Needs in Education (E241): Education for 
Adult Life? Unit 4. 

ED 235 614 
A Study of the Relationship of Vocational Educa- 
tion Systems to the Local Job Market for Individ- 
uals with Exceptional Needs. Employment and 
Training Opportunities for Handicapped Second- 
ary Students: A Special Study. 

ED 236 860 
Teaching Severely Handicapped Students to Per- 
form Meaningful Work in Nonsheltered Voca- 
tional Environments. Draft. 

ED 239 447 
The Unsheltered Workshop: A Guide to Work 
Stations in Industry. 

ED 235 663 
Vocational Options for Deaf-Blind Youth 
Through Community-Based Training. Project 
ADVANCE. 

ED 233 543 


When Handicapped Children Grow Up. 

ED 239 441 
Why We Work. Cooperative Occupational Edu- 
cation, Unit 3. Instructor Material and Student 
Material. 

ED 234 242 


Workers without Jobs: A Chartbook on Unem- 
ployment. Bulletin 2174. 
ED 237 725 


1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 


ED 238 722 





Employment Counselors 


NATCON 5. 
ED 237 652 





156 Employment Experience 


Employment Experience 
New Immigrants and Ethnicity: A Preliminary 
Research Report on Immigrants in Queens. 
ED 237 599 
Persistence and Achievement: A Profile of Grad- 
uates from The City University of New York. 
E 


D 237 002 

Employment Interviews 

Career and Personal Development for Plant Sci- 

ence Core Curriculum. Instructor’s Guide. Vol. 
15. No. 1. Revised. 

ED 234 215 


Career and Personal Development for Plant Sci- 
ence Core Curriculum. Student Reference. Vol. 
15. No. 2. 

ED 234 216 
The Exit Interview as Monitor for Change: A Re- 
view of Literature. 

ED 236 743 
Guidelines for the Interviewee in the Performance 
Appraisal Interview. 

ED 234 451 
Interviewing for Communications-Related Posi- 
tions in the Corporate Community. 

ED 238 032 
Interview & Job-Search Preparation for 
Dickinson College. Revised. 

ED 239 199 
Job Description Format as a Factor in Employ- 
ment Interviewer Decisions. 

ED 233 273 
The Job Interview. 

ED 239 129 
The Job Interview. Cooperative Occupational Ed- 
ucation, Unit 11. Instructor Material and Student 
Material. 


ED 234 250 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 

ED 238 071 
Presidential Search: A Guide to the Process of 
Selecting & Appointing College & University 
Presidents. 


ED 238 358 
Teacher Recruitment and Retention Strategies for 
Smaller Schools. A Handbook for Superinten- 
dents and School Boards. 

ED 234 972 
Teaching Effective Interviewing Techniques. 


ED 239 272// 
Employment Level 

The Child Development Curriculum and Its Rele- 

vance to Job Competencies Expected in the Field. 

ED 234 888 

Evaluating the Payoffs of College Investments for 

— White, and Hispanic Students. Report No. 


ED 235 733 
Factors Related to the Postbaccalaureate Careers 
of Black Graduates of Selected Four-Year Institu- 
tions in Alabama. 

ED 235 740 
Labor Force Status and Other Characteristics of 
Persons with a Work Disability: 1982. Current 
Population Reports. Special Studies. Series P-23, 
No. 127. 

ED 235 360 
New Immigrants and Ethnicity: A Preliminary 
Research Report on its in Queens. 

ED 237 599 
The Occupational Prestige of Women Immi- 
grants: A Comparison of Cubans and Mexicans. 
Paper Number 5.009. 

ED 239 010 
Sectors and Jobs in Metropolitan Economies. A 
Rand Note. 

ED 237 763 
Status of Women in Kentucky State Agencies. 
Sixth Report. An Analysis of Employment Job 
Levels and Salaries as of November, 1982. Staff 
Report 83-6. 

ED 237 628 

Lateral Entrants via Com- 


poems for Enlisti 
= ‘echnology (SE) 
ystem for Determining Ra‘ 
— for Potential 7 Lateral Entry 


ting and Pay Grade 


ED 237 062 


Opportunities 
yy tee and Life Roles. Teacher’s 


Handbook. 


ED 233 224 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 


ED 234 159 
Electrical Occupations Cluster Guide. Develop 
and Implement Model Electrical Cluster Pro- 
gram. 

ED 239 07 06 
Devel- 
a ptt meer ual School Psychologists. 

ED 237 891 
Employment Survey 1982. AIP — 

D 238 313 

Energy. Overview: ERIC Fact men No. 6. 

ED 237 794 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report). 

ED 234 158 


Finding Job Opportunities. Cooperative Occupa- 
tional Education, Unit 7. Instructor Material and 
Student Material. 





ED 234 246 
Foreign Area Studies in the USSR. Training and 
Employment of Specialists. 

ED 237 762 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 

ED 235 301 
Hearings on Job Creation Proposals. Hearings be- 
fore the Subcozimittee on Employment Opportu- 
nities of the Committee on Education and Labor, 
House of Representatives, Ninety-Eighth Con- 
gress, First Session on H.R. 116, H.R. 777, H.R. 
1036, H.R. 1046, and H.R. 1060 (New York, New 
York, February 28; Washington, DC, March 3, 7, 
and 17, 1983). 

ED 237 767 
Job Prospects and Educational/Training Require- 
ments of Kansas City Area Business and Industry. 

ED 238 490 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 

ED 233 226 
A Model Program for Sex Equity in Vocational 
yoy Final Report from July 1, 1982 to June 


ED 233 161 
New Teachers in the Job Market: 1981 Update. 

ED 234 041 
Opportunities in Civil Engineering. [VGM Career 
Horizons Series]. 

ED 236 044 
Opportunities in Mechnical Engineering. [VGM 
Career Horizons Series]. 

ED 236 045 
Physics: A Career for You? 

ED 233 896 
Potential Financial and Employment Impact of 
Age 70 Mandatory Retirement Legislation on 
COFHE Institutions. 

ED 233 644 
Problems in Securing Employment in the Rural 
South and Socioeconomic Characteristics. 

ED 237 260 
Professional Opportunities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 

ED 239 858 
RE-DeC, A Unique Private/Public Partnership 
~A Strategy Design for the ’80s. 

ED 237 745 
Special Needs in Education (E241): Education for 
Adult Life? Unit 4. 

ED 235 614 
Special Placement and Follow-up Assistance to 
Persons Entering Non-Traditional Occupations. 
Final Report from July 1, 1982 - June 30, 1983. 

ED 233 162 
The Status of the Profession: Selected Character- 
istics of Teacher Education and Teaching. 

ED 233 988 
Student Employment Information Service. A Re- 
port to the Board of Directors. 

ED 238 334 
A Study of the Relationship of Vocational Educa- 
tion Systems to the Local Job Market for Individ- 
= with Exceptional Needs. Employment and 

raining Opportunities for Handicapped Second- 

bee 7 See A Special Study. 

ED 236 860 
Understanding Career Choices. Grade 8. Revised. 

ED 237 700 


Subject Index 


When Handicapped Children Grow Up. 
ED 239 441 


ED 237 335 
Women in Science. VGM Career Horizons Series. 


ED 236 046 

The 1977 Navajo Labor Force Survey: A Prelimi- 
nary Analysis. 

ED 234 957 


1981-82 Graduate Student Survey. AIP Report. 


ED 233 637 
ye Patterns 
tive Action Plan. 
ED 239 394 


Agricultural Education Graduates’ Attitudes 
toward Teaching Vocational Agriculture in South 


Carolina. 

ED 234 165 

Automation: An Illustration of Social Change. 
ED 237 401 

Baccalaureate Health Administration Graduates: 

A Decade Review. 


Women in Physics. 


ED 238 304 
Careers in an Information Society. Education for 
the Future: Proceedings of the Bradford Confer- 
ence (Bradford, England, July 1981). 

ED 235 836 
Community Response to an Oil Boom. 

ED 233 863 
Comparative Social Mobility Revisited: Models 
of Convergence and Divergence in 16 Countries. 


ED 234 108 
Departing the Ivy Halls: Changing Employment 


Situations for Recent Ph.D.s. 

ED 238 391 
Determinants of Teacher Turnover during the 
1970s: The Case of New York State Public School 
Teachers. Final Report-Paper III. 

ED 239 410 
Education, Unemployment and Productivity. 

ED 235 570 
Emerging Trends in Secondary Education. 

ED 234 518 
Employment and Older Adults. Overview: ERIC 
Fact Sheet No. 18. 

ED 237 806 
The Employment Impact of Government Spend- 
ing. 

ED 235 568 
Female Faculty Increases Slightly to 27 Percent at 
State Universities. Staff Report 83-1. 

ED 237 609 
Foreign Area Studies in the USSR. ‘i'raining and 
Employment of Specialists. 

ED 237 762 
The Future of Work. A Report by the AFL-CIO 
Committee on the Evolution of Work. 

ED 233 137 
Graduate Placement Report, 1983. New Hamp- 
shire Vocational-Technical Colleges and New 
Hampshire Technical Institute. 

ED 238 500 
Higher Education Fields of Study and Profes- 
sional Employment: Trends in Sex Segregation 
during the 1970s. 

ED 237 606 
The Hired Farm Working Force of 1981. 

ED 238 620 
Immigration and California: Issues for the 1980s. 

ED 238 984 
Labor Force Status and Other Characteristics of 
Persons with a Work Disability: 1982. Current 
oT Reports. Special Studies. Series P-23, 

0 

ED 235 360 
Latinos in Metropolitan Chicago: A Study of 
Housing and Employment. Monograph 6. 

ED 240 179 
The Length and Characteristics of Women’s Life- 
time Work Experience. 

ED 233 212 
A Longitudinal Follow-Up Survey of Students 
from Career/Technical Programs in British Co- 
lumbia Community Colleges and Institutes. Tech- 
nical Report. 

ED 238 472 
A Longitudinal Follow-Up Survey of Students 
from Career/Technical Programs in British Co- 
lumbia Community Colleges and Institutions. 
Summary Report. 

ED 238 473 
Meeting the Employment and Training Needs of 





Subject Index 


Hispanics in C i Final 





North Carolina Medical Technology 


Survey. 
ED 235 704 
Number and Percent of Black Faculty at S 
Decline from 


ity at State 
1979 to 1981. Staff Re- 


ED 237 608 
on National 
Labor Market Ex- 


ED 236 219 
Pathways to the Future, Vol. II. The National 
Longitudinal Surve: er 
perience in 1980. 

ED 236 220 


Placement and Follow-Up Report: Graduate Sur- 
vey Responses and State Defined Placement Sta- 
tus of Occupational Programs for the Academic 
Year 1981-82. Research Report No. 83-36. 

ED 239 678 
Profile of Teacher Turnover in New York State 
School Districts: 1972-1977. Final Report-Paper 


ED 239 408 
view Data: 


search Report No. 83-31. 

ED 239 676 
The Relationship between Education and Em- 
ployment in Spain. Reports Studies C.98. 

ED 237 645 
Sectors and Jobs in Metropolitan Economies. A 
Rand Note. 

ED 237 763 
Supply, -_ epans for Scientists and Engineers. 


ED 239 849 

Whatever Haprened to Rural Women? A Com- 
parative Study of Labor Force Participation. 

ED 235 961 
Women and Minorities in School Administration: 
Strategies for Making a Difference. ERIC/CUE 
Urban Diversity Series No. 85. 

ED 237 607 
Women at Work: A Chartbook. Bulletin 2168. 

ED 237 726 
Women: Tapping a New Resource for Energy. 

ED 238 669 
Workers without Jobs: A Chartbook on Unem- 
ployment. Bulletin 2174. 

ED 237 725 
The 1977 Navajo Labor Force Survey: A Prelimi- 
nary Analysis. 

ED 234 957 


Employment Potential 
Attitudes, ‘ao Action: Employability 
Skills for the Adult Literacy Student. 


ED 235 322 
Counseling Youth for Employability: Unleashing 
the Potential. 
ED 239 192 
Determinants of Female Reentrant Unemploy- 
ment. Technical Paper. 


ED 236 403 


ED 236 418 

The Effects of Participation in CVAE and Work 

Experience on the Basic Employment Skills and 

be Attitudes of Disadvantaged High School 
ou 


Education for Tomorrow’s Jobs. 


ED 237 761 
Final Report of the Haitian/English Language 
Project. 

ED 238 252 
Functional Literacy and the Workplace. Proceed 
ings of a National Invitational Conference (W: 
ington, District of Columbia, May 6, 1983). 

ED 235 384 
Identifying Student Perceptions of Non-Techni- 
cal Workskills. 


ED 239 038 
New Teachers in the Job Market: 1981 Update. 
ED 234 041 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 
ED 238 071 
Partners for Youth Employability: An Ideabook 
for Educators and Employers. 


Report. 
ED 236 381 
Manpower 


ED 234 270 


Cooperative Occupational 
Beaton, Unit 13 Instructor Material and Stu- 


ED 234 252 
Communication 
esources for Cur- 


ED 238 070 
Removing Barriers to CETA/ Education Collabo- 
ration. 


ED 237 596 
United Way of Dade Comte, ioe. ESL/HELP 
a Second tian Hispanic 


(English as Language/Hai 
mploabity Language Project). A Summary 


ED 238 251 
Volunteering...Pathway to Paid Bn oy ayy 
Ideas for Action in Education and Work, Issue 4. 

ED 234 275 
The Work Survival Skills Training Curriculum 
Manual. 


ED 234 178 


MAlirmstve Acton Pian 


ED 239 394 
Affirmative Action Status Report: 1982-83 New 
Hires at New Jersey Public Colleges and Universi- 
ties. Special Report Series. 

ED 233 633 


Alternative Work Patterns as Innovations in the 
Work Place. Overview: ERIC Fact Sheet No. 19. 

ED 237 807 
Balancing RIF & Affirmative Action: A Guide- 
book for Administrators. Draft. 

ED 239 383 

Bibliography. Part-Time Faculty. 

ED 233 658 
Careers in an Information Society. Education for 
the Future: Proceedings of the Bradford Confer- 
ence (Bradford, England, July 1981). 

ED 235 836 
A Comparison of the University of land with 
Its Peer Institutions. Postsecondary Education 
Research Reports. 

ED 239 541 


Discrimination in Public Employment: The 
Evolving Law. 

ED 233 498 
Erosion of the At-Will Rule and Freedom of Com- 
munication in Private Sector Organizations. 

ED 234 456 
Faculty /Staff Recruitment Report: Calendar Year 
1981. ication 81.47. 

ED 233 613 
Fair Employment Practices. Instructor’s Guide 
ben agg Materials. Business Issues in the 


ED 238 806 
Federal and State Employment Laws. Module 
Number 11. Work Experience Program Modules. 
Coordination Techniques Series. 


ED 233 153 
Hiring Procedures. 

ED 238 110 
The Importance of Professional Activity to Per- 
sonnel Decisions for Medical Technologists in 
Academia. 


ED 235 702 
Innovative Employment Practices for Older 
Americans. 
ED 234 227 
Making Work Go Round. Plans for Combatting 
Unemployment. Special Report. 
ED 236 322 


Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 


renin 7” ED 236 689 
ati pprenticeship Training Standards 
for Dental Technicians. Revised. 

ED 236 328 


National Apprenticeship and Training Standards 
= "Sis Display, and Allied Workers Industry. 


ig ED 236 — 
ational Clearinghouse on Transition m. 
School Newsletter. Vol. 2. No. 3, Part 1. 


Employment Programs 157 


ED 233 170 
Oa Compas with Women. Vol 13, No. 1, Summer 


ED 235 708 

A Review of Selected Arbitration, Promotion, Re- 
tention and Tenure Decisions. 

ED 235 762 


The Status of Women Faculty at Vi 
technic Institute and powregg Ste ay iy 
Year Progress Report. Final Draft. 


ft bari 
pan Volume Tk 
ED 233 185 


A Study of Accommodations Provided to Handi- 
anes Employees pte Federal Contractors. Final 
Report. Volume I: Study Findings. 
U f Alaska 1983 Salary Equi > Sead 
iniversity o! 
The pve BR mc " 
ED 239 550 


Problems 
An +s Policy for America’s Future. Re- 
port No. 1 
ED 236 330 
The Impact of Robotics on Employment. Goals and 
Subcommittee on Economic Goals 





ED 234 227 
Linking Employment Problems to Economic Sta- 
tus. Bulletin 2169. 

ED 237 724 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 2. 

ED 233 171 
Problems of Prekindergarten Teachers: A Basis 
for Examining Teacher Education Practices. 

ED 235 911 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 

ED 237 688 
Sex Bias and Work. Module 3. Choosing Occupa- 
tions and Life Roles. 

ED 233 227 
A Study to Conduct an Analysis of Fall Out 
among len oaiis Head of Household Women 
Seeking Employment. Final Report. 

ED 234 201 


Emplo: 


yment Programs ‘ 

Career Assistance for Older Adults. Overview: 
ERIC Fact Sheet No. 8. 

ED 237 796 
Dislocated Workers and Midcareer Retraining in 
Other Industrial Nations. 

ED 236 369 
Effects of Administration’s Fiscal Year 1984 Bud- 
get on oe and Employment Programs. 
Hearing before the Task Force on Education and 
Employment of the Committee on the Budget, 
House of eg eye Nine ~—s -Eighth Con- 
gress, First Session. Serial 

ED 233 181 


Employment and Training of Ex-Offenders: A 
Community Program Approach. 

pment and Tralaing Boaguemna fer Mgea 
Em t and T: lor t 
per go Youth: Lessons from the United 
States Experience. Project Report. 

ED 236 372 

Employment and Training to Reduce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 


ED 236 373 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 
ED 239 024 
Guide to the Job Training Partn: copy tae 
mulative Analyses of the Law ~- 
Policy Issuances. Installment # 


ED 239 025 


House of Representatives, Ni 
Tar nn ie eann 116, 
36, H.R. 1046, and H.R. 1060 (New York, New 





158 Employment Programs 


York, February 28; Washington, DC, March 3, 7, 
and 17, 1983). 
ED 237 767 

A Human Resource Management Perspective on 
Work Alternatives for Older Americans. 

Quality of Y th Work: A Stra 
Improving the ity of You : A Strategy 
for Delinquency Prevention. 


lor 

ED 235 393 
Innovative Employment Practices for Older 
Americans. 


ED 234 227 
Development: 


ED 239 021 

Job Training Partnership Act: An i 

ED 237 675 

An Overview of the New Job Training System. 
Survey Report I. 

ED 239 088 


The Participation of Private Businesses as Work 
Sponsors in the Youth Entitlement Demonstra- 
tion. 


ED 233 133 

Private Industry Council Roles and Options: 
Making the Job Training ip Work. 

ED 239 022 

Public Service Employment: A Field Evaluation. 

ED 239 016 

Reemploying Dislocated Workers—Five Strate- 

for ivania. A Statement before the 

louse of Representatives Committee on Appro- 

priations, Legislature of the Commonwealth of 

Pennsylvania. 

ED 236 368 


The Role of Training in a Changing Economy. 

ED 237 679 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final Report. 

ED 240 188 
Summer-Jobs-for-Youth Program Guide. How to 
Develop and Manage a Summer Youth Jobs Pro- 
gram. A Technical Assistance Guide. 

ED 239 020 
Summer Youth ys ay The Corporate Ex- 
perience. Research letin Number 141. 

ED 237 753 
Testimony Before The National ne on 
ang oe Ed 


jucation. (Public Hearing, 
er, Colorado, September 16, 1982). 
ED 237 032 
_ ? & CETA. Overview: ERIC Fact Sheet 
lo. 4. 


ED 237 792 

The Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 

ED 239 023 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 
Transformation. Research Paper. 

ED 236 371 
Work on the Campus: Benefits for Student and 
Institution. 


ED 235 443 
101 Ideas for Summer Youth Jobs. Tips on Orga- 
nizing and Running a Summer Youth Jobs Pro- 
gram. 


ED 239 019 


Employment Projections 
Attitudes toward the Skilled Trades: Employment 
Issues in the Precision Metalworking Industry. 
, ii ED = 327 
CAD/CAM Program elopment Study 
Project Report. 


The Devek T bnoleatoal Li od 
Challenge: loping Technological Liter- 
acy in Education. 


moins ED ao 
Cotati bes and Higher Edu- 
cation Programs: What Are We Doing Now to 
Prepare for 1990? 
ED 237 001 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 
ED 234 159 


ee Oe 0 Stesteay ieee The 
Debate over the Best Curricul 


7 me ED a! 
Employment and Training Expectations 
ployers in Area Vocational, Technical and Adult 


Education District 4. 

ED 238 503 
Employment Pespectives for Counseling, Devel- 
opmental, Educational, and School Psychologists. 

ED 237 891 
An Environmental Scan of Northern Alameda 
County. 

ED 239 695 
The Future of Work. A Report by the AFL-CIO 
Committee on the Evolution of Work. 

ED 233 137 
Future Skill Needs Assessment of Selected Met- 
ropolitan Milwaukee Business and Industry. 

ED 235 869 
The Impact of Robotics on Employment. Hearing 
before the Subcommittee on Economic Goals and 
Intergovernmental Policy of the Joint Economic 
Committee, of the United States, 
Ninety-Eighth Congress. First Session. 

ED 236 408 
Job Forecasting. Hearings before the Subcommit- 
tee on Investigations and Oversight of the Com- 
mittee on Science and Technology, U.S. House of 
Representatives, Ninety-Eighth Congress, First 
Session (April 6-7, 1983). 

ED 235 358 
Library Human Resources: A Study of Supply and 
Demand. 

ED 234 799 
etree Forecasting of Librarians in Austra- 


ED 233 729 
Planning for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues Report. 

ED 236 773 
Responsiveness of Training Institutions to Chang- 
ing Labor Market Demands. 

ED 237 736 
Supply and Demand for Scientists and Engineers. 
Second Edition. 


ED 239 849 


Employment Qualifications 


Electrical Occupations Cluster Guide. Develop 
and Implement Model Electrical Cluster Pro- 
gram. 

ED 239 076 
Job Description Format as a Factor in Employ- 
ment Interviewer Decisions. 

ED 233 273 
Job Prospects and Educational/Training Require- 
meats of Kansas City Area Business and Industry. 

ED 238 490 
Midwest Radio Survey: Management Identifica- 
tion of Vocational Needs and Perceptions of En- 
try-Level Skills and Long-Term Success 
Characteristics. 

ED 234 457 
Minimum Educational Requirements for Ap- 
pointment to University Librarian Ranks at the 
University of Connecticut Libraries. Report of the 
Advisory Council on Evaluation and Promotion. 

ED 233 727 
The Social Payoff for Occupationally Specific 
Training: The Employers’ Point of View. Techni- 
cal Report and Executive Summary. Studies in 
Employment and Training Policy: No. 3. 

ED 236 375 
Strategy for Enlisting Lateral Entrants via Com- 
puter Technology (SELECT): An Automated 
System for Determining Rating and Pay Grade 
Qualification for Potential Navy Lateral Entry 
Accessions. 

ED 237 062 
A Study of the Use of Office Technology and the 

Role of the Management Support Staff 

in the Modern Office. Final Report. 

ED 239 042 
Young People in Transition. Report of the 
VCM-TEAC Study. 


ED 237 770 


Employment 


Services 

Dislocated Workers and Midcareer Retraining in 
Other Industrial Nations. 

ED 236 369 
Missouri’s Statewide Job Placement Service 
FY-84. A Free School-Based Job Placement Ser- 
vice to Students and Industry. 

ED 237 735 
Rural Itinerant Manpower Services, 1978-1979. 

ED 235 950 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 


Subject Index 


Transformation. Research Paper. 
ED 236 371 


—_ Statistics 

joyment Impact o! vernment Spend- 
: i Im f Go Spend. 
ing. 


ED 235 568 
The Hired Farm Working Force of 1981. 

ED 238 620 
Hispanics and Employment. ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
Lay-Offs and Short-Time Working in Selected 
OECD Countries. 

ED 235 345 
Workers without Jobs: A Chartbook on Unem- 
ployment. Bulletin 2174. 

ED 237 725 
The 1977 Navajo Labor Force Survey: A Prelimi- 
nary Analysis. 

ED 234 957 


End Users 


The Direct Use of Online Bibliographic Informa- 
tion Systems by Untrained End Users: A Review 
of Research. 

ED 238 440 


Endowment 


Funds 

Challenge Grant Amendments of 1983. Report to 
Accompany H.R. 2144. House of Representa- 
tives, Committee on Education and Labor, 
Ninety-Eighth Congress, First Session. 

ED 235 726 
Policy and Procedures, University of Rhode Is- 
land Foundation. 


ED 234 692 


Close Up Special Focus: Energy. 

ED 237 412 
The Desolate Desert Controversy: Should Presto 
Power Company Build a Nuclear Plant? Instruc- 
tor’s Guide [and] Student Materials. A Busines- 
s-in-the-Classroom Lesson Plan. 

ED 238 817 
The Development of Energy Courses at American 
Universities. 

ED 238 783 
Do-It-Yourself Home Savings Techniques Pro- 
gram. Final Report. 

ED 236 043 
The Economics of Energy: A Teaching Kit 
(Grades 7-12). 

ED 236 102 
Energy Education As We Leave It. Final Report. 

ED 237 345 
An Energy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


ED 239 912 
An Energy Environment Education Program for 
Grade 6. 


ED 239 913 

Energy for Living. Study Guide. Unit G1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 893 
Energy for Living. Teacher’s Guide. Unit G1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 894 
Energy. Learning in Science Project. Working Pa- 
per No. 17. 

ED 235 025 
Energy & Man’s Environment Impact Study. 
Summary of Results. 

ED 237 366 
Energy Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 

ED 233 842 
Energy. Overview: ERIC Fact Sheet No. 6. 

ED 237 794 
A Few Facts about Hydrogen [and] Hydrogen 
Bibliography. 

ED 239 842 
Finding a Place for Energy: Siting Coal Conver- 
- Facilities. Resource Publications in Geogra- 
phy. 

ED 235 083 
Forces. Teacher’s Guide. Units H1 and H2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 





Subject Index 


ED 239 899 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 

ED 235 088 
The Language of Energy: A Glossary of Words 
and Phrases Used in the Energy Industry. 

ED 233 908 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 

ED 233 951 
Social Status and the Differential Impacts of In- 
creasing Energy Costs on Families in Mississippi. 
Final Report. 

ED 237 370 
Unified Technical Concepts. Application Mod- 
ules Volume I. 

ED 239 117 
The Value of the Energy Data Base. 

ED 234 811 
What Makes Things Happen? Study Guide. Unit 
B. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 876 
What Makes Things Happen? Teacher’s Guide. 
Unit B. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 877 
Women: Tapping a New Resource for Energy. 

ED 238 669 
1981 and 1982 Faculty and Student Research Par- 
ticipation Program Evaluation. 

ED 238 702 


Energy and Mans Environment Project 
Energy & Man’s Environment Impact Study. 
Summary of Results. 

ED 237 366 


Energy Conservation 
Alternative Resources for Curriculum Balance in 
Nutrition, Economics, Energy, Environmental, 
Consumer & Citizenship Education. 

ED 233 931 
Ames Energy: A Consumer’s Guide to Energy 
Conservation. 

ED 233 898 
Close Up Special Focus: Energy. 

ED 237 412 
Communication and Energy Conservation: Social 
Status in a Tale of Two Cities. 

ED 236 615 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
Do-It-Yourself Home Savings Techniques Pro- 
gram. Final Report. 

ED 236 043 
The Economics of Energy: A Teaching Kit 
(Grades 7-12). 

ED 236 102 
Energy Education As We Leave It. Final Report. 

ED 237 345 
Energy Efficient Economists. 

ED 238 749 
An Energy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


ED 239 912 
An Energy Environment Education Program for 
Grade 6. 


ED 239 913 
Energy Tech-Knowledgy. 

ED 239 837 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

ED 236 398 
The Four-Day School Week. Issuegram 14. 

ED 234 502 
Home — Curriculum Guide. Energy 
and the F; 

ED 236 396 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
Textiles & Clothing Curriculum Guide. Energy 
and the Family. 

ED 236 399 


Conversion 
a Place for Energy: Siting Coal Conver- 
= Facilities. Resource Publications in Geogra- 
phy. 


Engineering nan 
Career Preparation Pro; 


ED 235 083 


Energy Data Base 
The Value of the Energy Data Base. 


ED 234 811 


Energy Education 
Do-It-Yourself Home Savings Techniques Pro- 


gram. Final Report. 
The Econ f Energy: A Tenching <i 
e jomics oO} ‘eac! it 
(Grades 7-12). 
ED 236 102 
Energy Education As We Leave It. Final Report. 
ED 237 345 
An Energy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


én his - ED 239 v~ 
nergy Environment Education Program for 
Grade 6. 


ED 239 913 
Energy & Man’s Environment Impact Study. 
Summary of Results. 

ED 237 366 
Energy Tech-Knowledgy. 

ED 239 837 
Women: Tapping a New Resource for Energy. 

ED 238 669 


Energy Occupations 


Energy. Overview: ERIC Fact Sheet No. 6. 
ED 237 794 


Energy Policy 


Soceatinanl Cooperation i in Energy Policy: Im- 
pacts on Development in Third World Navions. 


ED 235 088 


Energy Project For Women 


Women: Tapping a New Resource for Energy. 
ED 238 669 


— for Science. Symposium Proceedings. 


Bunting Institute Working Paper. 

ED 235 006 
Departing the Ivy Halls: Changing Employment 
Situations for Recent Ph.D.s. 

ED 238 391 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 

ED 234 981 
Federal Support to Universities, Colleges, and Se- 
lected Nonprofit Institutions. Fiscal Year 1981. A 
Report to the President and Congress. Final Re- 
port. 

ED 237 329 
Programs in Science for Minority Students, 
1960-197 a 

ED 239 851 
The Research System in the 1980's. Public Policy 
Issues. 

ED 234 994 
Simplicity and Complexity in Scientific Writing: 
A Computer Study of Engineering Textbooks. 

ED 233 570 
SPACES: Solving Problems of Access to Careers 
in Engineering and Science. Math and Career Ac- 
tivities for Elementary and Secondary Students. 

ED 239 841 
State-by-State Summary of the Requirements for 
Engineering Registration. 

ED 239 862 
Student Quality in the Sciences ns ee gee 
Opinions of Senior Academic cials. Higher 
Education Panel Report Number 5 58. 


ED 239 575 
ED 236 000 


Women Engineer. 


Engineering Curriculum 
Opportunities in Civil Engineering. [VGM Career 


Horizons Series]. 
ED 236 044 


Curriculum Guide 
for: Metal Fabrication, Welding. 


Drafting. A Bilingual Text = 
Un Texto Bilingue. 


ED 234 266 
Dibujo Mecanico. 


ED 235 299 


Engineers 159 


Education 
Communication Courses for Engineering Stu- 
dents. 
ED 239 287// 
Early Release of Summary Statistics on Academic 
Science/Engineering Resources. 
ED 238 716 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 
ED 234 981 
Meeting Technology and Manpower Needs 
— the a Interface. An 
Aerospace Industry Perspective 
ED 239 848 


Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 

ED 238 719 
Opportunities in Civil Engineering. [VGM Career 
Horizons Series]. 

ED 236 044 
Opportunities in Mechnical Engineering. [VGM 
Career Horizons Series]. 

ED 236 045 
A Revised and Intensified Science and Technol- 
ogy Curriculum Grades K-12 Urgently Needed 
for Our Future. Recommendations of the Confer- 
ence on Goals for roy and Technology Edu- 
cation Grades K-12 (W District of 
Columbia, March ik 13, 1983). 

ED 239 847 
State-by-State Summary of the Requirements for 
Engineering Registration. 

ED 239 862 
Survey of Spring 1982 Graduating Seniors in the 
College of Engineering, University of California, 
Berkeley. 

ED 238 368 
The Training and Utilization of Scientific and En- 
gineering Manpower in the People’s Republic of 
China. Science and Technology in the People’s 
Republic of China Background Study No. 5. 
Transmitted to the Committee on Science and 
Technology, U.S. House of Representatives, 
Ninety-Eighth Congress, First Session, Serial P. 

ED 238 714 
U.S. Science and Engineering Education and 
Manpower: Background; Supply and Demand; 
and Comparison with Japan, the Soviet or an 

and West Germany. Report Prepared b: pom 

gressional Research Service Library o! oe 
for the Subcommittee on Science, Research and 
Technology, Transmitted to the Committee on 
Science and Technology. U.S. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 





ED 235 996 
Women Engineer. 

ED 236 000 
A Working Plan for Treating the Engineering 
Faculty Shortage Problem. 

ED 237 323 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 
1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and Technology. U.S. —— of Repre- 
sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 066 (Rebmary 23,25; March 1.8.10, 
1983). No. 21 

ED 238 705 


Registration : 
State-by-State Summary of the Requirements for 
Engineering Registration. 

ED 239 862 

T 
Comparing the Use of Research in Other Profes- 
sions with Research in Education. 

ED 240 089// 


me ing the Ladder: An Update on the Status of 


Doc Women Scientists and Engineers. 
ED 239 861 

The Engineer/Writer Team Approach in Prepar- 
ing a Technical Paper. 

ED 239 275// 
The Professional Environment in Army Laborato- 
ries and Its Effect on Scientific and 
Performance. 





160 Engineers 


ED 237 330 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Salary Surveys. Eleventh Edition. 
we ‘ BD 237 333// 
Supply Demand for Scientists 
Second Edition. 
_ ED 239 849 


T ‘US. H rye 
‘echnology, louse 
Nee ikeh Gengram Fast Section, Serial P. 


ED 238 714 
Women Engineer. 
ED 236 000 


Auto Mechanics. Heavy Equipment. Small En- 
gines. 

ED 235 328 
Motor Transportation Technology: Automechan- 
ics. Tune-Up. Block VIII. A-VIII. 

ED 235 341 


Ties nt Sitccting: tenues tn Cathet 
Socialisati 


ED 233 789 


ED 239 006// 
Resources and Higher Education. SRHE Mono- 


graph 51. 

ED 233 627 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 


Children & Race. 


_ ED 233 626 
A 


tional 
Regional Mi 
Needs, Heid ~~ 1981/82. 


England (London) 
Computerisation in Public Libraries. A Report of 

the Survey Carried Out by the Technical Panel of 

London Chief Librarians 


the dur- 
ing 1982. 


ED 233 788 


ED 235 815 
The Utilization of Volunteers: A Comparative 
Study of London and New York City. 


ED 236 489 


i Education for Native Americans: The 
Argument from Studies of Variational English. 
ED 233 605 
Introduction to Language. Linguistics 101. 
ED 238 289 
Language Profile of Bilingual Students (LPBS). 
ED 239 505 
The Ontario Test of English Achievement. The 
Final Report on Its Development. 


a at Perspectives in Second Language 
Development. 


ED 234 672 


ED 235 952 


(Second Language) 
Adiai E. Stevenson High School Bilingual Aca- 
demic and Technical Education for Youth Pro- 
gram (BATEY). O.E.E. Evaluation Report, 
fosi- 1982. 
ED 234 121 
— Cuban Immigrant Project. Appendixes 
ED 235 364 
Adult Cuban Immigrant Project. Final Report. 
May, 1981 - June, 1983. 
ED 235 363 
Adult ESL Suggested Materials List. 
ED 233 610 
Asian Readers: The Morpheme Conceptualiza. 
ED 234 619 
Assessing Instructional Needs with Language Ex- 
perience Stories. 
ED 236 922 
An Attempt toward a TESOL Theory: Some 
Meta-Research Considerations. 
Baseline Report for the Korean: English pacha 
for - itu- 
dinal Study. 


ED 234 634 
[Bibliography, Refugee Materials Center.] 

ED 238 985 
Bilingual Communication Skills in Classroom 
Contexts. Final Report. 

ED 234 614 
Bilingual Teaching in Content Areas: Navajo/En- 
glish. 


ED 234 933 
Bilingual Vocational Instructional Materials. 

ED 234 204 

Bilingual Vocational Instructor Training Program: 

First Year Performance Report and Evaluation. 

ED 233 139 
Case Study on Adult Education in the Inner Lon- 
don Education Authority. The CDCC’s Project 
No. 7: The Education and Cultural Development 
of Migrants. 


ED 238 613 

Chapter I English as a Second Language Program. 
ding Source: ECIA 83-035-134, F330- 

910-0900.) Interim Evaluation Report, 1982- $3. 

ED 238 967 
The Classroom Teacher and the Case Study: The 
Perils and Possibilities of Conducting Your Own 
Research. 

ED 234 611 
A Comparative Analysis of TOEFL Examinee 
Characteristics, 1977-1979. 

ED 237 512 
A Complement to Testing: Skill-Based Appraisal. 

ED 234 613 
Development Education, Language Planning, and 
Language Policy: An Overview of the Fields with 
Respect to the Teaching of English. 

ED 234 617 
Discourse Analysis as a Pedagogical Tool. 

ED 236 938 
The Effect of Schooling Abroad on the Socioeco- 
nomic and Language Patterns of First Generation 
Hispanics and East Asians. 

ED 234 642 
English-as-a-Second Language. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 618 
English as a Second Language: Its Scope, Role 
= Definition within California Community Col- 
leges. 

ED 239 673 
English as a Second Language, 1980-1981 (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 956 
English as a Second Language, 1981-1982 (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 957 
English in Europe: The German Variety and Its 
Cultural Context. 

ED 233 600 
English Language Teaching Profile: Norway. 

ED 233 592 
English Pronunciation Lessons for the Span- 
ish-Speaker. 

ED 236 940 
English Teachers’ Journal (Israel), Number 28. 

ED 233 565 
English Teachers’ Journal (Israel), Number 29. 


ED 239 508 
English Teaching Profile: Kuwait. 
ED 234 645 


English Teaching Profile: Lesotho. 

ED 239 501 
English Teaching Profile: Malaysia. 

ED 238 258 
English Teaching Profile: Portugal. 

ED 236 929 
English Teaching Profiles from the British Coun- 
cil: Burma, Cyprus, Czechoslovakia, Ethiopia, 
Ghana, India, Lesotho, New Zealand, Pakistan, 
Qatar, Malaysia. 

ED 234 605 
English Teaching Profiles from the British Coun- 
cil Language and Literature Division: Updates 
and Supplements. 

ED 234 606 
ESL Training for Haitians in the State of Florida. 
Final Summary Report. 

ED 238 250 

faculty Handbook: Ohio Program of Intensive 


ED 238 245 
Final Report of the Haitian/English Language 


Subject Index 

Project. 

ED 238 252 
Final Report on ESL Instruction for Adult Immi- 
grants from North & Central America. 

ED 238 249 
A Five-Step Evaluation of a Holistic Essay-Evalu- 
ation 

ED 238 263 
GMAT and GRE Aptitude Test Performance in 
ay ae and Scores on TO- 


ED 237 513 

“Handles” for Teaching i 

ED 236 939 

ish as a Second Language for 
east Asian Refugees. 

ED 236 941 

John Jay High School. Project RESCATE. O.E.E. 

Seatestion Report, 1981-1982. 


Introductory E 
Nonliterate Sou 


ED 234 126 
LEA as a Methodology for Use with Semi-Liter- 
ate ESOL Adolescents: A Case Study. 
ED 239 510 
Learning by Heart and by Habit. 

ED 238 295 
Learning of Nouns under Three Treatments with 
Students of English as a Second Language. 

ED 236 914 
Let’s Go Riding in the Car. An ESL/Geography 
Module. Teacher’s Guide [and] Student Booklet. 

ED 238 300 
Let’s Talk: Developing Speaking Skills in the ESL 
Classroom. 


ED 236 930 
Lexical Development in Second Language Acqui- 
sition: Initial Stages in a Japanese Child’s Learn- 
ing of English. 

ED 236 917 


Microcomputers in Bilingual and Foreign Lan- 
guage Instruction: A Guide and Bibliography. 

ED 237 070 
Moffett’s Structural Curriculum and the No- 
tional-Functional Syllabus. 

ED 236 937 
Mother Goose in the ESL Classroom. 

ED 238 262 
Northern Nevada ESL Teacher Training Project 
Handbook. An Evaluation of the Laubach 
Streamlined Series and the Clovis Life Skills 
Modules. 

ED 239 031 
PEP IV Commanding English: General Colleges’s 
1981-1982 Program for Southeast Asian Stu- 
dents. 

ED 235 744 
Phonological Variation: Educational Taxonomy 
for Adults. 

ED 235 675 
A Program to Provide Vocational Training to 
Limited English Speaking Adults in a Correc- 
tional Setting. Final Report. 

ED 234 175 
The Propaganda Game in the ESL Classroom. 

ED 234 608 
The Provision of English as a Second Language 
(E.S.L.) Training to Adult Newcomers: Six Prin- 
ciples toward a National Policy. Position Paper. 

ED 233 604 
Reading Comprehension in Korea: A Text-Ori- 
ented Linguistic Approach. 

ED 233 331 
Reading Laboratories: The Conversion of the 
Speed Reading Lab into an ESL Reading Lab. 

ED 238 286 
The Self Access Box for Classroom Use. 

ED 238 296 
S-ESL Spoken English Test (The Standard En- 
glish as a Second e Spoken English Test), 
Tests > B, C [and] S-ESL Grammar Test (The 
Standar d English as a Second Language Grammar 
Test), Forms O, A, B, C [and] S-ESL Vocabulary 
Test (The Standard English as a Second Language 
Vocabulary Test), Forms O, A, B, C. 

ED 236 648 
Short, Sweet, and Sticky: Short Fiction for ESOL 
Instruction. 

ED 234 610 
SOCK Language. English as a Second Language. 

ED 238 637 
Spanish Literacy Investigation Project. 

ED 234 182 
A Specialization Program in Bilingual/Multicul- 
tural Education at the Tertiary Level-University 





Subject Index 


of Hawaii. 

ED 240 086 
Students in English as a Second Language 
Classes: A Community College Experience. 

ED 234 843 
A Study of the Effectiveness of the Teaching of 
the English Language in the Congo. African Stud- 
» _ Development & Evaiuation. 

o. 53. 

ED 234 002 
Syntactic Development in the Writing of ESL 
Students. 


ED 234 618 
Teaching Mathematics to Indochinese Students 
with Limited Proficiency in English. 

ED 238 718 
Teaching Pronunciation Communicatively. 

ED 234 602 
The TOEFL Native Country File: Detailed Data 
on Candidate Populations, 1977-79. 

ED 237 511 
Towarcé a Descriptive Rhetoric of the ESL Para- 
graph. 

ED 234 622 
Toward a Model for ESL Program Evaluation. 

ED 234 607 
United Way of Dade County, Inc. ESL/HELP 
(English as a Second Language/Haitian Hispanic 
Employability Language Project). A Summary 
Report. 

ED 238 251 
The Use of English as a Medium of Instruction in 
the First Three Grades of Zambian Primary Edu- 
cation. African Studies in Curriculum Develop- 
ment & Evaluation No. 48. 

ED 234 011 
A Validity Study of an Editing Cloze Proficiency 
Test for Students of English as a Second Lan- 
guage. 

ED 236 217 
What Dictionary to Use? A Closer Look at the 
“Oxford Advanced Learner’s Dictionary,” the 

Dictionary of Contemporary E 

wa he “Longman Lexicon of Contempory En- 


ED 238 294 
What We Know about Language Acquisition and 
Its Implications for Practice. 

ED 236 931 


Curriculum 
Before “English Journal” There was “English 
Journalism”: A Study of Methods of Teaching 
English Presented in Educational Periodicals 
from 1886 to 1917. 
ED 233 338 
Coordinated Academic English 1-2/World His- 
tory. 
ED 239 998 
Gaetes in English II: Planning an Integrated 
nit. 
ED 233 373 
Curriculum Style and English Language: An In- 
vestigation into Current Practices in the Teaching 
of English Language in Australian Schools. 
ACER Research Monograph No. 19. 
ED 233 391 
English Curriculum Guide 7-12. 
ED 239 302 
English Language Arts: Early Years. Curriculum 
Support Series. 
ED 236 590 
English Language Arts K-12. Interim Guide 1981. 
ED 236 592 
English Language Arts: Middle Years. 
ED 236 591 
High School English Curriculum Objectives. 
ED 236 682 
Identifying the Program Variables in College 
Composition Programs. 
ED 234 395 
Language Arts Curriculum Guide. Grades 7-9 
ED 235 288 
Literature and Reading as Liberal Arts. 
ED 234 388 
Recommended English Language Arts Curricu- 
lum Guides, K-12. 
ED 236 673 
— of Censorship and Professional Guide- 
es. 


ED 236 597 
Target: Literature. K-12 Curriculum Guide. 


ED 237 986 


Writing from Literature. 

ED 236 607 
1984 Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 


ED 239 290 


Computers in Teaching English. 


ED 239 296 


English for Special Purposes 
Advantages and Disadvantages of the Team Ap- 


proach to Developing and Teaching an E.S.P. 
Programme. 

ED 236 925 
A Comparison of the Effects of Super Learning 
Techniques on the Learning of English as a Sec- 
ond Language. 

ED 236 928 


Dedene the Listening Speaking Component in 
English for Academic Purposes. 

ED 236 927 
English for the Health Sciences: Special Projects 
Report. 


ED 238 246 
New Perspectives. VESL (Vocational English as a 
Second Language): An Annotated Bibliography. 

ED 234 620 
Simplicity and Complexity in Scientific Writing: 
A Computer Study of Engineering Textbooks. 

ED 233 570 


Instruction 

Approaches to Teaching the Short Story. 

ED 233 335 
Before “English Journal” There was “Engli 
Journalism”: A Study of Methods of Teachi 
English Presented in Educational Periodicals 
from 1886 to 1917. 

ED 233 338 
Beowulf Debunked: A Pragmatic Approach to 
English Literature. 

ED 236 697 
Career Skills through English. Grade 10. 
ED 237 699 
Computers in Language Arts. 


Computers in Teaching English. 


ED 238 010 


ED 239 296 
Computers in the English Class, with Particular 
Attention to the City University of New York. 
Research Monograph Series Report No. 6. 

ED 239 262 
A Course in Beginning English: English (A) Les- 
son Plans. 

ED 233 393 
A Course in Beginning English: English (B) Les- 
son Plans. 

ED 233 394 
Curriculum in English II: Planning an Integrated 
Unit. 

ED 233 373 
Curriculum Style and English Language: An In- 
vestigation into Current Practices in the Teaching 
of English Language in Australian Schools. 
ACER Research Monograph No. 19. 

ED 233 391 
The Development of Language and Literacy: Es- 
sential Knowledge for Effective Teaching and 
Learning. 


ED 237 464// 
English Curriculum Guide 7-12. 


English in the Eighties. 
ED 233 390 


English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
rial December 1983 (Vol. 44 Nos. 1 ‘ae 


ED 239 302 


ED 238 016 
English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 
English Needs of Community College Students: 
A Faculty Survey. 

ED 233 359 
The English Teacher and the Arts. 

ED 239 298 
SS ee 0 


Enlisted Personnel 161 
Generic a oe English in an Alterna- 


tive High 

ED 237 995 
Hearings on Language and Literacy. Testimony 
Before The National Commission on 
in Education (Houston, Texas, April 1982). 

ED 237 031 
Ideas Plus: A Collection of Practical Teaching 
Ideas. Book One. 

ED 239 301 
Identification, Rewriting, Mastery: Alternative 
Exercises for Basic and Introductory Students. 

ED 238 005 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 
Language Arts Curriculum Guide. Grades 7-9 

ED 235 288 
Managing Classroom Activities in Junior High 
English Classes: An Interim Report. 

ED 234 410 
Microcomputer Authoring Systems. 

ED 238 028 
Microcomputers in Bilingual and Foreign Lan- 
guage Instruction: A Guide and Bibliography. 

ED 237 070 
Moffett’s Structural Curriculum and the No- 
tional-Functional Syllabus. 

ED 236 937 
New Essays in the Teaching of Literature. Pro- 
ceedings of the Literature Commission Interna- 
tional Conference on the Teaching of English 
(3rd, Sydney, Australia, 1980). 


No Duil Lexicon. 


ED 239 250 


ED 239 295 
Recommended English Language Arts Curricu- 
lum Guides, K-12. 

ED 236 673 
Recommended Resource Bibliography. 

ED 233 919 
Setting Goals and Getting There: Planning To- 
morrow Today. BANK-ED II: Personal Money 
Manayement Series. 

ED 237 442 


Some Aspects of Classroom Discourse in English. 

ED 233 365 
The Study of Newspaper Journalism in the High 
Schools. Centering On. 

ED 237 991 
A Survey of Methods and Materials. 

ED 236 641 
Survey Reveals Truths about Young Adult Read- 
ers. 


ED 237 959 
Target: Literature. K-12 Curriculum Guide. 

ED 237 986 
We Must Make All Students Literate. 

ED 236 698 
Women’s History Lesson Plan Sets. 

ED 233 918 


English Literature 

Beowulf Debunked: A Pragmatic Approach to 
English Literature. 

ED 236 697 
An Examination of the Suitability and Relevance 
of the Prescribed Textbook for English Literature 
at Junior Certificate Level in Malawi Secon: 
Schools. African Studies in Curriculum & Evalua- 
tion. No. 50. 

ED 234 000 
Great Scenes From Shakespeare: An Introduction 
to the Bard. 


ED 236 594 


English Teacher Education 
Before “English Journal” There was “E: 
Journalism”: A Study of Methods of Teachi 
English Presented in Educational Periodicals 
from 1886 to 1917. 


English in the Eighties. 
ED 233 390 


Nurturing Professionalism: Here’s How. 

ED 238 020 
Writing Programs in Washington State. Oral and 
Written Communications. 


ED 233 338 


ED 234 411 


Enlisted Personnel 





ED 237 994 


A of Recruit Training Practices Related to 
the Military Performance of Enlisted Navy 
Women. Technical Note 10-83. 





162 Enlisted Personnel 


ED 239 073 
Occupational and Personnel Correlates of 
First-Term Enlisted Tenure in the Air Force. Fi- 


ED 233 180 


ED 233 179 


An Enrichment Program for Migrant Students: 
MENTE/UOP. 

ED 234 536 
Identification, Assessment, and Educational Pro- 
oy, Sg a Gifted, But Sin Achieving 
Indian 


ED 234 574 
Saturday for the Gifted: An Alternative 
for Pareat Advocacy Groups. 

ED 239 446 


Enrichment Activities 
ae and Foreground: Audience Educa- 
tion Theory to Practice. 
_ 234 447 
A Guide to Hosting a Theatre Festi’ 
= 233 429 
Mathematical Thought Problems: “Primary 
Grades.” 


ED 239 929 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 

ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 

ED 238 682 
Professionals on Campus: Bridging the Gap with 
“The Fortress” and a Grant. 

ED 235 526 
Reading for the Able: The Think Box. 

ED 236 533 
pene Se a ge eee reer 
Level Programs. A Preliminary Report, 1981- 
1982. Research Service No. 170. 

ED 238 123 
Vocabulary Development for Ginn 720, Level 9. 

ED 239 208 


it 
Annual Report to the Governor, 1982-1983. State 
Board of Directors for Community Colleges of 


ED 239 663 
Data and Characteristics of the Illinois Public 
Community College System. 

ED 237 147 
Early Release of Summary Statistics on Academic 
Science/Engineering Resources. 

ED 238 716 
Enroliment Decline as a Cause of RIF’s in Educa- 
tion. 


ED 234 044 
An Examination of the Graduate Study Applica- 
tion and Enrollment Decisions of GRE Candi- 


The M Am A a the Cal : 
exican American: A Challenge for the Cali- 
fornia Community College. 
ED 233 857 
Minorities in Higher Education. Second Annual 
Status Report. 
ED 240 207 
a of School Enrollment Size to Aca- 
demic Achievement in New Mexico. 
. ED 234 956 
tudent Enrollment in Geoscience Departments. 
1982-1983. 


ED 238 720 


Enrollment Influences 
eee, ee ne, of Se Access nt 
Choice Issue in Higher Education. 


ED 233 646 
Applying Market Research in College Admis- 
sions. 


ED 238 341 
ture Pro- 

ts. Final Re- 
ED 234 195 


An Assessment of Vocational 
congustnmaeateenaee 
port. 


A Comparative Study of College Participation 
Rates. 


ED 237 046 
FLEX: A Foreign Language Experience. 

ED 238 301 
bg Who’s Coming to College: Your Students 
in 1990. 


ED 234 882 
Impact of the Standards of Academic Progress on 
Student Achievement and Persistence at 
Miami-Dade Community College. Report Report 
No. 83-23. 

ED 239 698 
Low Tuition Factbook: Eight Basic Facts about 
Tuition and Educational ity. 
ED 237 133 
Making Vocational Choices: A Study of Voca- 
tional Program Attrition in New Hampshire. 

ED 236 335 
Math Readiness and Preparation for Competitive 
—_ Majors and Careers: The Case of Black 

tudents. 


ED 233 906 
Occupational Demand and the Rise of Post- 
secondary Vocational Education. 

ED 235 566 
Projected Impact of Entry and Exit Testing in 
Secondary and Postsecondary Education. Re- 
search Report No. 83-32. 

ED 239 677 
Report of Results of Brookdale Community Col- 
lege High School Survey. 

ED 233 772 
A Survey of Montgomery County Parents Who 
Transferred Their Children between Public and 
Private Schools in 1980-81. 

ED 234 483 


Enrollment Projections 


A Comparative Study of College Participation 
Rates. 

ED 237 046 
Consequences of 1983-84 Budget Cuts for Cali- 
fornia Community Colleges. 

ED 238 492 
Guess Who’s Coming to College: Your Students 
in 1990. 

ED 234 882 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
Seattle’s Small-Area Approach to Forecasting En- 
rollments at the School Level. 

ED 239 378 
Washington State Public Common School Enroll- 
ment Forecasts for 1983-85 Biennium Budget. 

ED 239 356 


Enrollment Rate 


Determinants of Schooling Attainment and En- 
rollment Rates in the Philippines. 

ED 235 981 
Fall 1982 Retention Study. 

ED 239 692 
The Issue of Community College Transfers: 
Peralta and Statewide. 

ED 239 694 
— School Enrollment, United States, Fall 


ED 233 462 
Research Synopsis: Spring 1983 Retention. 

ED 239 693 
Washington State Public Common School Enroll- 
ment Forecasts for 1983-85 Biennium Budget. 

ED 239 356 


Enrollment Trends 

Academic Crossover Study: Community Col- 
leges, Fall 1981. 

ED 233 747 
An Analysis of Institutional Response and Envi- 
ronmental Constraints with Respect to the Pat- 
terns of Institutional Enrollment Decline in 
American Higher Education. ASHE 1983 Annual 
Meeting Paper. 

ED 233 652 
Application Statistics, 1982. 

ED 234 704 
Career Decisions of Minority Students and En- 
trance to Graduate Management Programs. 
GMAC Research Report. 

ED 238 353 


Catholic Higher Education: Trends in Enrollment 
and Finance, 1978-1982. 


Subject Index 


ED 234 670 
A Comparative Graduate Profile for Miami-Dade 
Community College, = 82 and 1982-83. Re- 
search Saaen No. 83-34. 
ED 239 699 


uanae Information on Higher Education, 


ED 235 748 
A Comparison of the University of ——— with 
Its Peer Institutions. Postsecondary Education 
Research Reports. 

ED 239 541 


Compendium of Selected Data & Characteristics: 
University of Kentucky Community College Sys- 
tem, 1982-83. 
34 860 
The Condition of Education. 1983 Bdition ASta- 
tistical Report. 
ED 233 476 


Desegregation in Massachusetts, 1983 Annual 


ED 240 221 
Distribution of High School Graduates and Col- 
lege-Going Rate, New York State, Fall 1982. 

A /Equal Opportuni Re ogee 
Hcl CCess ity Research at 
Miami-Dade Community College, Fall 1976-77 
bg Fall 1981-82 Cohorts. Research Report 

0. 83-09. 
ED 235 859 
7 Enrollment in Colleges and Universities, 


ED 238 346 
Fall 1983 Enrollments, North Dakota Institutions 
of Higher Education. 

ED 238 386 
The Financing of Urban Public Schools: A Report 
on Selected School Systems. Supplement to Final 
Report, Volume 1 of the Congressionally Man- 
dated Study of School Finance. 

ED 239 420 
—— Postsecondary Education: FactFinder, 
1983. 

ED 235 746 
Higher Education Fields of Study and Profes- 
sional Employment: Trends in Sex Segregation 
during the 1970s. 

ED 237 606 
An Historical Study of the Correlates of Coopera- 
tive Education Program Growth, Stability, and 
Longevity. 

ED 238 342 
Idea Cards - Factual Information on Public Edu- 
cation. 

ED 239 335 
Impact of the Standards of Academic Progress on 
Student Achievement and Persistence at 
Miami-Dade Community College. Report Report 
No. 83-23. 

ED 239 698 
The Issue of Community College Transfers: 
Peralta and Statewide. 

ED 239 694 
Major Gains and Losses. Recent Shifts in Popu- 
larity of Academic Disciplines as Fields of Con- 
centration. Commission Report 83-25. 

ED 235 728 
Ontario Postsecondary Enrolment Report, 
1977-81: Universities, Colleges of Applied Arts 
and Technology, Other Postsecondary Institu- 
tions = Rapport sur l’effectif des etablissements 
postsecondaires de l’Ontario, 1977-1981: Univer- 
sites, colleges d’arts appliques et de technologie, 
et autres etablissements postsecondaires. 

ED 235 709 
Open Doors: 1981/82. Report on International 
Educational Exchange. 

ED 234 678 
Education in New 
ic Categories. 
ED 238 998 

Participation of Black Students in Higher Educa- 
tion: A Statistical Profile from 1970-71 to 
1980-81. Special Report. 


Participation in Postsecon: 
York State by Racial and E 


ED 236 991 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
Patterns of Direct Entry Enrollment of Public 
High School Graduates into Miami-Dade Com- 
munity College. Research Report No. 84-01. 

ED 239 680 
Program Review Data: Enrollment, Completion, 
and Placement Data for M-DCC Occupational 





Subject Index 


Teegungees Renorad tp te State of Florida. Re- 
search Report No. 83-31 

ED 239 676 
Relationships among State Appropriations, Tui- 
tion and Fees, and Enrollment: Paying the Price 
for Paying the Bills? 

ED 238 340 
Review of the University of Alaska FY 1985 Op- 
erating and Capital Budgets. Submitted to the 
Governor and the Thirteenth Alaska State Legis- 
lature. 

ED 239 540 
Second Annual Equal Postseco: Educational 
Opportunity Status Report for the Period July 1, 
1981-Fall 1982. 

ED 238 317 
State Plan and Annual Report: Tenth Annual 
Community College Plan. 

ED 233 766 
Statistics on Social Work Education in the United 
States: 1982. 

ED 234 677 
Student Enrollment in Geoscience Departments. 
1982-1983. 

ED 238 720 
Summer Motivation and Retention. Fall 1978 
Freshman Cohort Study: Report No. 1. 

ED 234 700 
Texas Equal Educational Opportunity Plan for 
Higher Education. Submitted by Governor Mark 
White for the State of Texas, June 15, 1981, As 
Amended through May 16, 1983. 

ED 234 698 
Trends in Medical Education in the South: Enroll- 
ments and Financing. 


ED 235 714 


Entertainment 
Perera Techniques. Publicity and Promotional 
Programming for the Evening Student. 
ED 236 968 


Entitlement Programs 
Effects of the Administration’s Fiscal Year 1984 
Budget on Children and Youth. Hearing before 
the Task Force on Entitlements, Uncontrollables, 
and Indexing of the Committee on the Budget. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session (March 9, 1983). Serial No. 
TF8-4. 

ED 235 260 


Entomology 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 

E = 238 699 
Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 

ED 238 700 
Estimating Aquatic Insect Populations. Introduc- 
tion to Sampling. 

ED 233 879 
Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 888 
Raising Beetles in a Classroom. 

ED 239 838 
Safe Cockroach Control: A Guide to Setting Up 
an Integrated Pest Management Program within a 
School System. 

ED 238 697 
Safety with Wasps and Bees. 

ED 240 049 
Urban Pest Management. Selected Readings. 
ED 238 698 
Entrepreneurship ’ 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 

ED 234 159 
The Suepreneaiie Education Forum. Pro- 
ceedings of a Conference (Columbus, Ohio, Sep- 
tember 21-22, 1983). 

ED 236 334 
Entrepreneurship in Voc Ed: A Guide for Pro- 
= Planning. Leadership Training Series No. 


ED 233 217 
The Learning Fund: Income Generation through 
NFE. Technical Note No. 22. 


ED 238 607 


En 


En 


Se eetite fee Cites Anneinne: See 
tt Handboo 


ED 237 131 
Some Social Dimensions of Entrepreneurship. 


so ae aie Bis siibutve tive Bavcaion En- 
pera Instructor’ 
ED 234 237 


Entry Workers 
Identification and Verification of the Competen- 


cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 
port. 

ED 237 683 
The Social a for Occupationally Specific 
Training: The Employers’ Point of View. Techni- 


cal Report and Executive Summary. Studies in 
Employment and Training Policy: No. 3. 

ED 236 375 
Survey of Entry-Level Skills Training by 
Missouri Manufacturers. Final Report. 


ED 234 217 
Wyoming Business and Office Occupations Sur- 
vey for Entry-Level Employment Competencies. 
ED 239 039 


Enuresis 


A Review of Etiological Formulations and Possi- 
ble Treatments of Enuresis. 


ED 237 842 


vironmental Awareness 
Clean, Safe Water. For How Long? 
ED 237 311 
Environmental Education: A Sourcebook for Pri- 
mary Education. 


ED 236 086 


Environmental 


Concepts 
Environmental Education: A Sourcebook for Sec- 
ondary Education. 
ED 236 087 


Environmental Economics 


United Nations Environment Programme. An- 
nual Review 1981. 


ED 238 730 


vironmental Education 
Actions of the International Environmental Edu- 
cation Programme 1975-1983. 
ED 237 322 
Alternative Resources for Curriculum Balance in 
Nutrition, Economics, Energy, Environmental, 
Consumer & Citizenship Education. 
ED 233 931 
A Catalog of Educational Resources in Communi- 
cation Arts, Cultural poy Environmental 
Studies for the Small High School Teacher. Cur- 
riculum Resources for the Alaskan Environment. 
ED 233 843 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Intermediate Edition. 
ED 239 726 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Primary Edition. 
ED 239 725 
Clean, Safe Water. For How Long? 
ED 237 311 
Close Up Special Focus: Energy. 
ED 237 412 
COPEing With Environmental Education Pro- 
~ Development and Infusion into the Global 
tudies Curricula of Rural Schools. 
ED 238 652 
Directions in Environmental Education and Their 
Implication for the Training of Primary School 
Teachers in the Transvaal: Towards a Synthesis. 
ED 234 991 
range of Interpretive Curricula in the United 
States and Canada. 
ED 238 695 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 
ED 237 812 
: oe of Energy: A Teaching Kit 
Guat 12). 
An E Envi Ed Z a fe : 
nergy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


ED 239 912 


Environmental Literacy 163 
Ph oy Environment Education Program for 


ED 239 913 
Environmental Education: A Sourcebook for Pri- 
mary Education. 

ED 236 086 
Environmental Education: A Sourcebook for Sec- 
ondary Education. 

ED 236 087 


Environmental Education. Catalogue of Re- 
sources for Grades I to XII. 
ED 237 349 
Environmental Education in Transvaal Second- 
ary Schools and its Relation to the Teaching of 
Biology and Geography. 
234 992 


ccc, Education Manual -.. Grades Ito 


ED 237 348 
Field Trip to a Rocky Shore. 

ED 237 309 
Florida Marine Education Resources Bibli 
phy. Report Number 51, Florida Sea Grant 
lege. 


Geography, and the Quality of Life. 
ED 233 a 


The Growing Classroom: A Garden-Based 
ence and Nutrition Curriculum for 2nd oh 
6th Grades. Book 1: Becoming a Farmer. 

ED 239 a 
The Growing Classroom: A Garden-Based 
ence and Nutrition ye ng for 2nd +a 
6th Grades. Book 2: Scien 


ED 235 031 


ED 239 918 
Health “ee Curriculum Guide. Elementary 
School. Grade 2 

ED 235 267 
In Wilderness is Our Self Preservation. 

ED 234 961 
Mangroves and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 

ED 237 337 
Mangroves Build Land. “Mangroves are a Valu- 
able Resource.” Grades 7 and 8. A Two Lesson 
Unit. Student Learning Activity Module. 

ED 237 338 
A Resident Outdoor Education Primer. 
to Live Within an Environment. 

ED 233 875 
Social Studies Scope and Sequence. Grades 1-5. 

ED 235 270 
Solid Waste/Energy Curriculum. 

ED 237 355 
Students, Structures, Spaces: Activities in the 
Built Environment. 

ED 233 796 
United Nations Environment Programme. An- 
nual Review 1981. 


ED 238 730 


Environmental! Influences 


Families and Literacy: The Contribution of 
Out-of-School Experiences to Children’s Acquisi- 
tion of Literacy. Final Report. 

ED 234 345 
Perceptions of c= cama Situations: 
An Extended Analysis 

ED 235 533 
Plants and Peopl<: Vegetation Change in North 
America. Resource Publications in Geography. 

ED 235 080 
Preventing Cancer in the Workplace and Commu- 
nity. Volume I. Cancer, the Worker and the 
Workplace. A Teacher’s Guide. 

ED 236 390 
Preventing Cancer in the Workplace and Commu- 
nity. Volume II. Cancer, the Worker and the 
Community. An Independent Study Guide. 

ED 236 391 
Social Studies Scope and Sequence. Grade 6. 

ED 236 271 
STS-9 and Spacelab 1. NASA Educational Briefs 
for the Classroom. 

ED 238 677 
Threading One’s Way Through the Geographic 
Region. 

ED 236 059 


Environmental Li 


iteracy 
Directions in Environmental Education and Their 
Implication for the Training of Primary School 





Subject Index 


sues and Strategies Related to Washington State's 
ion for into the 21st and 


Working for ity. i ity Issues in the 
Equity. Finding Equity 
ED 237 723 
4xE = Equitable Electronic Educational Excel- 
ED 239 377 


a ll 
ities. Clearinghouse Publication 81. 
ED 236 
Affirmative Action. [AGB Pocket Publications. 


No. 12}. 
ED 238 360 
Affirmative Action Pian. 
statis seme mee 
in 
Evolving Law. 
ED 233 498 


Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Sto- 
dent Material. 


Number and Percent of Black Faculty at State 
eee 
port 82- 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 
ED 233 900 


ED 240 080 
Overview of a Program of Research on Teachers’ 
ond Stadents’ Rotines, Thowghta, end Execution 


A Revision of Learning and Teaching ed ve 
del aprender y de! ensenar. 
" C. “eae 


tional 
Some Influences on Knowledge Disparities. 





Subject Index 
Meet the Need for 
Ser = —— 


lege Education in Baltimore ks 
ED 235 858 


Bet Some 
Assessment of the Relationship between the 
Assumption of Unidimensionality and the Quality 
of IRT True-Score 

ED 235 190 


Comparison of IRT Observed-Score and True- 
Score *"Equatings.’ 


ED 236 207 

An Empirical Study of Vertical Equating Meth- 

ods Using the Three-Parameter Logistic Model. 

Aan Investigation of the Feaaity of Anping 
fem Response Theory to 


ED 235 198 
An Investigation of the Feasibility of Using Item 
Response Theory in the Pre-Equating of Aptitude 
=” 
ED 235 197 
Test Scores in New Castle County, DE.—Before 
and After Busing. 
ED 236 260 


Equating 
Stine thar ee ae 
— Equate Achievemen: 

ED 235 198 


The Blindstitch Machine. Module 11. 
ED 233 198 
A Catalog of Performance Objectives, Perfor- 


struction and Support for the Handicapped. In- 
terim Report. 
ED 235 643 


The Serger (Overlock) Machine. Module 10. 


tech Machine 
structing and Setting Sleeves.] Module 7. 


ED 233 194 
The Single Needle Machine. [Con- 
amanda} taedae 


ED 233 190 
The Single Needle Lockstitch Mzchine. [Making 
and Setting Cuffs.) Module 6. 

ED 233 193 
The Single Needle Lockstitch Machine. Module 


ED 233 188 
The Single Needle Lockstitch Machine. [Setting a 
Collar.) Module 5. 

ED 233 192 
The Si Needle Lockstitch Machine. [Setting 
Zippers.) Module 8. 

ED 233 195 
‘The Single Needle Lockstitch Machine. [Sewing 
Seams.] Module 4. 

ED 233 191 


ay we 


ED 233 460 
——— ee 


ED 234 767 


ED 235 370 
Automotive 


Instructor’s 


be fom 235 _ 
Auto Mechanics. Heavy Equipment. Smali 


gines. 
ED 235 328 
Basic Pneumatics. Intructor’s Guide. 


Front-End Types. Automotive Mechanics. Steer- 
ere 

ED 235 366 
pm Dhar ale cad aoa ag iy a 
tive Mechanics. Valves. Instructor’s Guide [and] 


ED 235 365 
Steering & Suspension. Instructor’s Guide [and] 
Student Guide. 
ED 235 367 
ining. General 


Pre-Employment Laboratory Training. 
Agricultural Mechanics Volume II. Instructional 


ED 235 335 
Agricultural Mechanics Volume L. Instructional 


ED 235 334 

pag oe Refrigeration. Automotive Mechan- 

eS a ees Sa oe 
Student Guide. 

ED 235 369 


Equipment Standards 


Teaching Archery. 


ED 238 131 


Utilization 
Basic Pneumatics. Instructor’s Guide. 
ED 234 238 
Fluid Power/Basic Hydraulics. Instructor’s 
Guide. 


ED 234 220 


Equivalency Tests 
An Investigation of the Interaction between Item 


Content and Group Membership on the Tests of 
General Educational Development. 
ED 234 074 
of Phase One of the GED Testing Ser- 
Process. 


vice Five-Year Review 
ED 239 090 


—_— 


ERIC Clearinghouse Publications, 1982. An An- 
notated Bibliography of Information 
Products and Other Major Publications of the 
ERIC Clearinghouses, January-December 1982. 

ED 237 098 
The ERIC Report. Numbers 1-5, May 1973-De- 
cember 1974. 

ED 234 824 
How to Prepare for a Computer Search of ERIC: 
A Non-Technical Approach. Revised and Up- 
dated. 


1D 237 100 
Interchange. November 1972-July 1983. 
ED 233 745 





ED 236 753 
Teaching Revision: An Experiment. 

ED 236 679 
Tracing Errors to Their Sources: A Study of the 


Se Sethe et his Page 


Measure? 

ED 233 817 
Error Patterns 
Assessing Instructional Needs with Language Ex- 
" Stori 

ED 236 922 
An Assessment of the Effects of Different Error 
Types on Understanding of Connected Discourse. 

ED 236 637 
Classifying Bugs Is a Tricky Business. 

ED 237 053 
The Effect of Redundancy on Accelerating Aca- 
Se 
Learning Handicapped Studen’ 

ED 233 509 
The Electrophysicology of Oral Reading Errors. 


ED 234 353 
See 
Considerations. 


ED 239 502// 


Malapropism as a Complicating Factor in the 
Teaching of Written Chinese. 
ED 239 513 
ing Tutor. 


MENO-II: An AI-Based 4 

ED 237 054 
Tracing Errors to Their Sources: A Study of the 
Encoding Processes of Adult Basic Writers. 

ED 238 024 
= Le peer mee Technical Report. Mt. 

itt Longitudinal Study. 
ED 239 743 


ESEA Title I Migrant Programs 
Education. 
ED 237 281 


Teaching Inuktitut to Grade 2. Interim Edition. 
ED 239 488 


Eskimos 
pb Seay ayo euey ser mage) See A 


ee ee ind teen Gor Cur- 
setien Risen he Ge Aeinn Genie 

ED 233 843 
The Educational Value of Esperanto Study: An 
Senet View. E: D. Number 








ED 236 924 


(Journal) 
lori A Humanities Magazine. 
ED 239 705 


Essay Tests : 
Assessment of Entering Student Writing Skill in 
the Community College. 


eS ee ee ae 
Skills it Test. 





166 Essay Tests 


ED 236 222 
Effective and Ineffective Evaluation of Essays: 
Perceptions of College Freshmen. 

ED 238 022 


A Five-Step Evaluation of a Holistic Essay-Evalu- 
ation Process. 
ED 238 263 


Estate Planning 
Estate Planning. 

ED 234 234 
Estate Planning for Retarded Persons and Their 
Families. 

ED 236 853 
Estimation (Mathematics) 
The Effectiveness of Hot-deck Procedures in 
Small Samples. 

ED 238 948 
Effect of Noise in the Three- Logistic 
Model. 
ED 235 216 
Estimating the Imputed Social Cost of Errors of 
Measurement. 


_ ED 237 533 


Sciences Technical Report No. 130. 
ED 240 159 
Interval Estimation of [ 


(Omega Squared], the Pro- 
of Variance Associated with a Set of Fixed 
reatments. Iowa Testing Occasional 
Paper Number 32. 


_ ED 235 242 


t. 
ED 238 940 


ED 239 836 
A Proposed Additional Index to Glass’ Effect Size 
Estimator with Application to Mastery 
Experiments. Technical Report Series No. 3. 

ED 236 232 

Estuaries 

Mangroves and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 

ED 237 337 


able 
Unit. Student ‘Learning Activity Module. 

ED 237 338 
Marine and Estuarine Ecology. Man and the Gulf 
of Mexico. 


ED 239 870 
Ethical Instruction 
Character Education. 
ED 235 064 
Effect of Training on Reasoning in Moral Choice. 
ED 236 518 
Moral Education and the Primary School Curric- 
Se 8 Ses Racin of Coss ames of 
Selected American and Caribbean 
ee 


ED 239 932 
The Responsibility of Colleges and Universities 
for Building Bthiccl and Moral Character in Their 
Students. 

ED 235 756 
Social Studies Core Curriculum in Fieldston 
Lower School. 

ED 233 930 
Truthfulness in the Curriculum: A Case for In- 
cluding Ethics. 

ED 237 448 


Adult Literacy Education: An Ethical Endeavor. 


ED 239 043 
American Business in South Africa. Instructor’s 


Gre (and Student Materiel Busines auc in 
the Classroom. R: 
ED 238 811 


ED 235 $12 
Ethical Perspectives, Reactions to Other’s Moral 
Behavior, and Consequent Moral Action. 

ED 235 436 
An Ethical Perspective to Communication Re- 


ED 233 425 


ED =» 321 
Ethics in Health Care. Syllabus # 1006. 


ED 237 170 
Ethics in Technology. 

ED 235 429 
The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 

ED ae #12 


Euthanasia of Severely Handicapped Infan 
ical Issues. 


ED 233 534 
Nurses’ Resolutions of Six Ethical Dilemmas. 
ED 233 659 
Public Broadcasting and the Fairness Doctrine: A 
Continued Mandate? 


ED 238 033 
Sex Differences in the ‘neve of Male/Fe- 
male Unethical Behavior. 
ED 234 316 
Software Piracy, Ethics, and the Academician. 
ED 233 700 
Truthfulness in the Curriculum: A Case for In- 
cluding Ethics. 
ED 237 448 
Ethics Position Questionnaire (Forsyth) 
Ethical Perspectives, Reactions to Other’s Moral 
Behavior, and Consequent Moral Action. 
ED 235 436 


Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
tion. No. 60. 


ED 234 005 


Ethnic Bias 
Ethnic Group Bias in WISC-R Verbal Items. 
ED 236 172 
Ethnic Discrimination 
The Assessment of Post-Traumatic Stress Disor- 
der among Minority Vietnam Veterans. 
ED 239 808 
Greek Children at School and After. ERDC Re- 
port No. 29. 
ED 240 210 
Minority Elderly Services: New Programs, Old 
Problems. Part iL A Report of the United States 
mmission on Civil Rights. 
ED 235 266 


Distribution 
An Environmental Scan of Northern Alameda 
County. 
ED 239 695 
Minority Pupils and Staff in the Connecticut Pub- 
lic Schools. 


ED 238 591 


Groups . 

Aloha, Welcome to the Hawaiian Islands. 

ED 239 978 
Career Interests and Ethnic Bias: Report for the 
Commonwealth Multicultural Education Pro- 
gram. 

ED 234 072 
Case Study on Skovde Municipality and Its Eth- 
nic re My (Sweden). The CDCC’s Project 
No. 7.: “The Education and Cultural Develop- 
ment of Migrants”. 


ED 235 939 
Chapter I English as a Second ome Program. 
(Funding Source: ECIA 83-035-134, F330- 
910-0900.) Interim Evaluation Report, 1982-83. 


Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 

ED 238 544 

Developing Rape Services in a Multi-Ethnic, 
Multi-Racial Community: Community Program 
against Sexual Assault (CPASA). 
ED 234 331 
Ethnicity and Human Rights: An izational 
and Individual Perspective. 


ips {Benn Bthnis Attitude ond 
ae Measures. 


Subject Index 


ED 233 825 

Ley Resources: How Preschoolers Interact 
Titten Communication. Final Report. 

ED 237 227 

Multiculturalism Film and Video Catalogue—1982 


= Repertoire des films et videos sur le multicul- 
turalisme-1982. 
ED 240 198 


A Parent Education Program in the Pediatric 
Clinic. Final Report. 
ic Categories. 


try oy in Postsecon 
York State by Racial and E! 
ED 228 998 


Printing in Tongues: The Foreign-Language Press 
in the United States. 


ED 237 248 
Education in New 


ED 236 281 
Problem Definition and Problem Solving among 
the Five Major Ethnic Groups in Hawaii. 

ED 234 443 
= Relationship AS School Racial Context and 
tudents Background Characteristics upon Anglo, 
Black, and Hispanic School Student’s 
Educational Aspirations and Expectations. 

ED 233 864 
School/Home Ethnography Project. Final Re- 
port. 


ED 233 915 
Selected Multicultural Instructional Materials. 


ED 240 217 
This is Alaska. 


ED 239 986 
Understanding the Multicultural Experience in 
Early Childhood Education. 
ED 238 560// 
Ethnic Relations 
Navajo Changes~A ye of the Navajo People 
Fifth Eig th Grad po Bi —f Bi vltural 
-Eigh' le Navajo Bilingual Bic 
Social Studies - robe 
ED 235 970 
Ethnic Stereotypes 
Dimensions of Value Diversity among Lower 
Class Mexican Americans from South Texas: A 
Metropolitan-Nonmetropolitan Comparison. 
ED 233 858 
Fighting TV Stereotypes. An ACT Handbook. 
ED 236 062 


Ethnic Studies 

Cross-Cultural Perspectives in the Curriculum. 
Resources for Change. 

ED 237 392 
Early Hewaiian Life: Instructional Materials/Re- 
sources for Social Studies (Elementary). 

ED 238 795 
Fulfilling the American Dream: 1913-1983. Hu- 
man Relations Catalog for the School, Church, 
and Community. 

ED 235 248 
Multicultural, Nonsexist Teaching Strategies: So- 
cial Studies (K-6). 

ED 239 985 
The Swedes: In Their Homeland, In America, In 
Connecticut. The Peoples of Connecticut Multi- 
cultural Ethnic Heritage Series, Number Seven. 

ED 240 034 
— Ethnic Psychology to Undergraduates: 

velopment, Delivery, and Evaluation. 
ED 237 908 


Ethnicity, Law and the Social Good. Volume II. 
Ethnicity and Public Policy Series. 
ED 234 137// 
» Nine Student Survey: Fall 1982. 
ED 237 535 
New Immigrants and Ethnicity: A Preliminary 
Research Report on Immigrants in Queens. 
ED 237 599 
The Novice and the Newcomer. Student Teach- 
ers’ Perspectives on Multiculturalism and Educa- 
tion. 
ED 234 105 
Peer Group Contextual Factors and Hispanic Stu- 
dent’s Attitudes toward Their Own Ethnic Group. 
ED 233 866 
Printing in Tongues: The Foreign-Language Press 
in the United States. 
ED 236 281 
Professional Responses to a Eth- 
nic Markers in Black Language and Culture. 





Subject index 


ED 239 323 
Relationship of School Enrollment Size to Aca- 
demic Achievement in New Mexico. 
ED 234 956 
Social Influences on the Participation of Mexi- 
can-American Women in Science. Final Report. 
? The Relative Im Py po 
What Matters? The tive t oO! Lengungs 
Background and Scloseanais Wade on Read- 
ing Achievement. 
ED 234 643 
Ethnography 
Ethnographic Description As a Tool in Humanis- 
tic Geography: A Native American Case Study. 
ED 233 844 
An Introduction to: Practical Fieldwork from an 
Ethnographic Perspective. Methodology Project. 
ED 238 936 
School/Home Ethnography Project. Final Re- 
port. 


Ethopia 
Training of Local-L« vel Administrative Personnel 
in National Literacy Programmes. Methodologi- 
cal Report of a Training Workshop (Nazareth, 
Ethiopia, November 20-30, 1981). 


ED 238 091 


ED 233 915 


Etiol 
Achilles Pain. 
ED 233 980 
Fetal Alcohol Effects in Children: Cognitive, Ed- 
ucational, and Behavioral Considerations. 
ED 235 601 
Learning Disabilities: Issues on Definition. A Po- 
sition Paper Prepered by the National Joint Com- 
mittee on Learning Disabilities. 
ED 235 639 
A Review of Etiological Formulations and Possi- 
ble Treatments of Enuresis. 
ED 237 842 
Symptoms, Causes and Possible Treatment of An- 
orexia Nervosa. 
ED 237 870 
Etiquette 
Kids and Manners - A Ticket to Success. Kinder- 
garten-6th. 
ED 235 112 
Etymology 
Expanding Students’ Ability to Understand and 
Use Words. 
ED 234 423 
Greek & Roman Mythology. 
ED 239 210 
EUROLEX 
Information Services. Miscellaneous Papers. 
ED 239 657 


Availability and Utilization of Self-Learning Ma- 
terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Findings and Trends in Adult Education in a Eu- 
ropean Perspective. 

ED 237 641 
Health Promotion: An Overview. Unit Technical 
Paper. 

ED 240 065 
S Proceedings of the Congress of Interna- 
tional Physicians for the Prevention of Nuclear 
War (2nd, Cambridge, England, April, 1982). 

ED 233 895 
Technology Education in Europe. 

ED 234 020 


(East) 
Soviet-Eastern European Research and Training 
Act of 1983. Hearing Before the Subcommittee on 
Education, Arts and Humanities of the Commit- 
tee on Labor and Human Resources. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion on S. 873. 


ED 239 549 


European History , , 
History of the Balkans: Eighteenth and Nine- 
teenth Centuries. Volume 1. The Joint Committee 
on Eastern Europe Publications Series. No. 12. 

ED 236 093 
History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 


ED 236 094 


Euthanasia 
Euthanasia of Severely Handicapped Infants: Eth- 


ical Issues. 
ED 233 534 


An Assessment of the Advisory Council for Tech- 
nical-Vocational Education in Texas. Final Re- 
port. 

ED 234 168 
Computers in Education: A Practical Guide for 
the School Administrator. 

ED 238 189 
_— of Student Improvement in the Basic 


ED 236 799 
Decision Oriented Evaluation in Education: The 
Case of Israel. 

ED 238 894 
Financing Schooling in Alberta: Report of the 
Minister’s Task Force on School Finance, 1982. 

ED 236 781 
Indicators of Quality Schools: I. Overview. 

ED 239 403 
Merit Pay Plans for Teachers: Status and Descrip- 
tions. ERS Report. 

ED 236 771// 

On Evaluation Policy in the United States and 
Israel. Report No. A-112. 


ED 238 917 


ED 238 190 
Review of State VR Agency Procedures for Case 
Flagging: A Quality Assurance Activity. 


Quality Circle Competencies. 


ED 235 315 

Review of State VR Agency Procedures for Case 
: A Quality Assurance Activity. Appen- 

dix: Examples of State Quality Assurance and 
Case Flagging Instruments and Procedures. 

ED 235 316 
A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1981 on 
SEA and LEA Evaluation. Paper and Report Se- 
ries No. 79. 

ED 235 183 
Validity of Assessment Center Ratings for the 
Prediction of Performance Ratings and School 
Climate of School Administrators. 

ED 236 777 
1983 Summer School. Final Evaluation Report. 

ED 238 201 


Evaluation Criteria 


Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education Programs 
at the Graduate Level: The Special Case of Public 
Administration). 
ED 239 810 
Analogizing Teacher Evaluation Policies and Pro- 
cedures with Case Law. 
ED 239 407 
An A Posteriori Examination of the Evaluation 
Scale of the Writing Assessment Test at the Ci 
_— of New York. Research Monograp! 
0. 3. 
ED 236 267 
Are You Promoting Reading for Comprehension? 
A Guide for Self-Evaluation. 
ED 235 463 
The Art of Applying the Science of Education. 
ED 240 094// 
Basic References on Instructional Development. 
ED 239 579 
Beauty and the Boss: A Mixed Blessing. 
ED 234 329 
A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tooi Operations. 
ED 235 377 
Children’s Effective Use of Multiple Standards for 
Evaluating Their Comprehension. 
ED 237 576 
Communications Software for Microcomputers. 
ED 234 740 
A Comprehensive Review of Credit Instructional 
‘ograms Offered y Pasadena City Colleges, 
1981-1982. Volume I. Summary Report. 


ED 237 126 
Computer-Assisted Instruction, Research, and 
ple — Process: owe Ith Looks Good, But 


Evaluation Criteria 167 


chitiibiacinpticne OE 
Cammpaltiialan ton Aatiandation _ 
ED 234 151 


Credentialling: A Protean Model from Other Pro- 


fessions. 
Cri for Eval Pi = ~~ 
teria for Evalua‘ icture 

(CEPSB). ting tory 

ED 236 658 
The Development of an Evaluation Instrument 
for Computer Programs with Application in Voca- 
tional Education. Final Report. 

ED 233 160 
Development of a University of South Florida 
Student Rating Scale. 

ED 236 989 
Differences in the Standards Used by College Stu- 
dents to Evaluate Their Comprehension of 
itory Prose. 

ED 237 577 
Dilemmas in aed A Reply to Reana- 
lyses of the Desegr Achievement Synthe- 
sis. 





ED 238 999 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 

ED 237 075 
Doing Research on Effective Cross-Cultural 
Teaching: The Teacher Tale. 

ED 239 813 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Educational Seduction: Implications for the Eval- 
uation and Improvement of Teaching. Report #7. 

ED 233 638 
Evaluating Microcomputer Software for a Com- 
munity College Reading/Writing Center. 

ED 233 691 
The Evaluation of Student Teachers. 

ED 240 103 
Evaluator Concerns Arising from Ideal Displace- 
ment. 

ED 237 544 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 

ED 235 773 
Executive Search and Selection. Proceedings of a 
Seminar (Chicago, Illinois, January 31, 1981). 

ED 235 976 
Faculty Evaluation in an Adult External Degree 
Program. 

ED 238 344 
Federal Requirements Affecting Local Evaiuation 
Use. Evaluation Productivity Project. 

ED 238 934 
Guidelines for the Appraisal of Policies and Pro- 
cedures Governing Discipline and the Control of 
Violence and Vandalism. 

ED 239 359 
Guidelines for the Interviewee in the Performance 
Appraisal Interview. 

ED 234 451 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 

ED 233 890 
A Handbook for Group Discussion Leaders: Al- 
ternatives to Lecturing Medical Students to 
Death. 

ED 233 623// 

Instructional Program Review: A Mini-Accredi- 
tation Approach to Self-Evaluation in Commu- 
nity Colleges. 

ED 239 665 
The Judge as Metacritic: A Model for Judging 
Interpretation Events. 

ED 238 046 
Knowing, Teaching, and Supervising. 

ED 240 095// 

Learning through Play. Pediatric Round Table: 3. 

ED 233 783 
Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 

ED 233 862 
Microcomputers: An Introductory Guide. Cen- 
tering On. 


ED 237 083 

Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 

ED 238 412 

Microcomputers in the Schools. An Educator’s 





168 Evaluation Criteria 


ED 237 081 
Microcomputer Software for Teaching German: 
An Evaluation. 

ED 234 752 
More Effective Schooling from Rescarch to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 

ED 236 299 
National History Day Contest Guide. 

ED 236 056 
Outcomes of an Independent Review and Guide- 
lines for the Implementation of a Program Review 
Model. Volume II. Technical Report. 

ED 237 127 
Performance Evaluation and Appraisal of Certifi- 
cated Staff. Operations Notebook 14. Revised. 

ED 237 560 
Peril cr Promise of Computer-Based Education: 
The Conceptual Framework for Evaluation and 
Selection of Educational Software. 

ED 233 991 
Presidential Search: A Guide to the Process of 
Selecting & Appointing College & University 
Presidents. 


ED 238 358 
Pros and Cons and Current Status of Merit Pay in 
the Public Schools. 

ED 238 162 
Quality of Education in Small Colleges: Colleges 
of Pride, De’ ion and Optimism. A Study 


termination 
of The Brunswick Foundation’s Small College 
Program. 


ED 235 738 
Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 


ED 236 673 
Relating Student Time on Task to Teacher Behav- 
iors and Classroom Variables in Secondary and 
Postsecondary Vocational Education. 

ED 237 742 
Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 

ED 235 509 
Residential Construction. Competencies for Ar- 
ticulation. 

ED 234 152 
A Review of the Definition of Rural. 

ED 238 667 
The Role of Formative Evaluation in Externally 
Mandated Program Reviews in Higher Educa- 


ED 237 044 
Role Review Surveys: Public, Separate and Sec- 
ondary School Teachers. Review and Evaluation 
Bulletins. Volume 4, Number 3. 1983. 

ED 236 148 
School Desegregation and Black Achievement: 
An Integrative Review. 

ED 239 003 
Selecting American School Principals: A Source- 
book for Educators. 

ED 236 811 
Selecting American School Principals: Research 
Report. 


ED 238 206 
Self-Study Criteria for Governing Boards of Com- 
munity Colleges. 

ED 239 689 
Self-Study Criteria for Governing Boards of Inde- 
pendent Colleges and Universities. Revised. 

ED 238 361 
Self-Study Criteria for Governing Boards of Pubic 
Colleges and Universities. Revised. 

ED 238 362 
Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 
Self-Study Cri for Gi —. or Thee 

teria for Governing of Theo- 

logical Schools. 


k ED 238 363 
Serials Publications Section. Collections and Ser- 
ices Division. P: 
ED 239 632 
Source Book for Health Education Materials and 
Community Resources. 
ieee ease UES 
pecific Learning Disability: i ects o' 
the New State Criteria. das 
ED 240 167 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehensir-n: Effects 


of Age, Reading Proficiency, and Type of Stan- 
dard. 


ED 237 578 
Staff Accountability Plan for New Mexico 
Schools: Provisions and Directives. [and] Ques- 
tions and Answers. 

ED 238 906 
Statement of Censorship and Professional Guide- 
lines. 


ED 236 597 
Student Teachers’ Planning and Decision-Making 
Related to Pupil Evaluation. 
Li id Program a ‘Related 
Symposium on Policy an: ues Re! 
to Child and Family Siedens to Black Americans. 
Volume I. Final Report. 
ED 235 264 
Teacher Evaluation: Perspectives, Practices, and 
Promises. 
ED 233 996 
Teachers for Tomorrow. 
ED 240 107 
There Is No Gene for Good Teaching: A Hand- 
book on Lecturing for Medical Teachers. 
ED 233 624// 
Two Strategies for Teaching Black Psychology. 
ED 240 193 
Utilizing Interactive Features in the Design of 
Videodisc Materials. 
ED 233 703 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Insights 
from the Evaluation and Revision Process. Final 
Report, Research Report Number Three. 
ED 239 559 
Values and Assumptions in Contestation over 
School Councils Selecting Principals. 
ED 236 791 
What Is Beautiful Feels Good: Affective Peac- 
tions to Physical Attractiveness. 
ED 234 327 
When Manager Not Sex Is Salient: A Limitation 
to Sex Stereotypes as Barriers to Women in Man- 
agement. 
ED 237 874 


Evaluation Methods 


Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education Programs 
at the Graduate Level: The Special Case of Public 
Administration). 

ED 239 810 
Analyzing Cohesive Ties (ACT). 

ED 236 654 
Appraising Learner Progress in Reading. 

ED 236 578 
Approaches to Identification of Gifted Minority 
Students. 


ED 234 578 
The Archival Appraisal of Moving Images: A 
RAMP Study with Guidelines. 

ED 239 625 
The Art of Applying the Science of Education. 
Assessing Children’s Speaking thea ws 

i i ’s ing, Listening, an 

Writing Skills. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 380 
Auditing Naturalistic Inquiries: Some Prelimi- 
nary Applications. Part 1: Development of the 
Process. Part 2: Case Study Application. 

ED 234 084 
The Bandungan Papers: Guidelines for the Evalu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 

ED 235 988 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Pr: of Curriculum Develop- 
ment and Evaluation. 





ED 237 477 
Caregiver Reports on the Developmental Status 
of Handicapped Young Children: The Kent Infant 
Development Scale and the Minnesota Child De- 
velopment Inventory. 

ED 235 608 
Case Reports of Northwest Regional Educational 
Labora Cost Studies. Research on Evaluation 
Program. Paper and Report Series No. 82. 

ED 237 565 
Cohesion, Comprehending and Comprehensibil- 
ity. 


Subject Index 


ED 233 314 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 

ED 235 814 
Combining Standardized Achievement Test 
Items with ag Pe Supplementary 
Items to Produce Objective-Referenced Results 
for Program Evaluation: A Validation Study. 

ED 235 234 
Competencies of Teachers of the Visually Handi- 
capped: Progress Report. 

ED 236 871 


A Comprehensive Review of Credit Instructional 
Off y Pasadena City Colleges, 

1981-1982. Volume I. Summary Report. 

ED 237 126 
Computer Aided Profiling. A Case Study at the 
North Warwickshire College of Technology and 
Art. An Occasional Paper. 

ED 237 651 
Computer Analysis of Classroom Social Struc- 
ture: Assistance for Teachers in Their Efforts to 
Enhance Integration. 

ED 236 283 
CORE Conditions for Studert Organization De- 
velopment. 

ED 233 285 
Cost-Analysis Bibliography. Research on Evalua- 
tion Program. Paper and Report Series No. 88. 

ED 237 571 
Criteria for Evaluating Picture Story Books 
(CEPSB). 


ED 236 658 
Democracy in Evaluation: The Evolution of an 
Art-Science in Context. 

ED 240 093// 

A Descriptive Multimethod Study of Teacher 
Judgment during the Marking Process. 

ED 234 052 
A Design for Evaluating and Reporting the Effec- 
tiveness of a Schooi System Developed Science 
Curriculum. 

ED 234 085 
A Design for Evaluating Vocationsl Education 
Which Can Be Implemented within School Sys- 
tems. 

ED 234 086 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume II-Abstracts. 

ED 237 732 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume I-Text. 

ED 237 731 
Development and Field Testing of an Inservice 
and Preservice Needs Assessment Instrument for 
Vocational Educators Who Teach and Work with 
Disadvantaged Students in Florida. Final Report, 
October 17, 1980 to June 30, 1982. 

ED 234 073 
The Development of an Evaluation Instrument 
for Computer Programs with Application in Voca- 
tional Education. Final Report. 

ED 233 160 
Discourse-Sensitive Measurement of Language 
Development in Bilingual Children. 

ED 234 636 
Effective and Ineffective Evaluation of Essays: 
Perceptions of College Freshmen. 

ED 238 022 
The Effectiveness of Special Education: A Direct 
Measurement Approach. 

ED 236 846 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 
Elementary Instructional Program Procedures 
Manual. 

ED 235 278 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 2. 
Equipment, Safe Driving Practices, Legal As- 
pects, Controlling the Situation, Action Evalua- 
tion Conference. Revised. 

ED 239 055 
Environmental at the University of 
Minnesota-A Discussion of Form and Substance. 

ED 238 930 
Evaluating Development Training Programs. (A 
Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 

ED 238 651 





Subject Index 


Evaluating Diagnostic Hypotheses. 

ED 238 933 
Evaluating General Education: An Empirical 
Method for Current Course and Program Assess- 
ment. 

ED 235 241 
Evaluating On-the-Job Training. Module Number 
9. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 151 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 

ED 234 814 
Evaluating Pupil Achievement. 

ED 237 527 
Evaluating Student Progress in Undergraduate 
Reading Methods Courses: A Survey of 
Twenty-Six Instructors. 

ED 234 371 
Evaluating the Impact of Training: A Collection 
of Federal Agency Evaluation Practices. 

ED 235 240 
Evaluating the Performance of Trustees and 
School Heads. 

ED 238 122 
Evaluation in Non-Formal Education: A Se- 
lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 

ED 234 949 
Evaluation of Advocacy Models. 

ED 236 870 
The Evaluation of Student Teachers. 

ED 240 103 
Evaluation Processes and Student Disengagement 
from High School. 

ED 235 217 
An Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practices in Follow 
Through Classrooms.” 

ED 234 907 
Eye Movement Models of Academic Achieve- 
ment. 

ED 239 169 
Federal Requirements Affecting Local Evaluation 
Use. Evaluation Productivity Project. 

ED 238 934 
Futureprint. Evaluation Handbook: De Anza Ju- 
nior High School. 

ED 240 155 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 

ED 238 115 
Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Monograph No. 1). 

ED 234 769 
Group Discussions: Settings for Educational 
Analysis and Evaluation. 

ED 237 561 
A Guidebook for Conducting Field Trials of New 
Methods. Paper and Report Series No. 77. 

ED 235 182 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 

ED 233 890 
Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 
search. 

ED 235 508 
How Do You Rate? 

ED 238 479 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 

ED 237 976 
Ideas: Mercy College’s Sociology Department 
Tzies New Ways to Select Textbooks. 

ED 236 966 
An Illustrative Cost-Effectiveness Investigation 
of Field-Based Teacher Preparation Courses. Re- 
search on Evaluation Program. Paper and Report 
Series No. 85. 

ED 237 568 
Infants at Risk: Assessment and Intervention. An 
Update for Health-Care Professionals and Par- 
ents. Pediatric Round Table: 5. 

ED 233 785 
Instructional Program Review: A Mini-Accredi- 
tation Approach to Self-Evaluation in Commu- 


The Instructional Quality Inventory (IQI): A For- 
mative Evaluation Tool for Instructional Systems 
Development. 

ED 235 243 
Intensive R Instructional Teams, Evalua- 
tion Manual for Project Directors. 


ED 240 177 
An Introduction to Benefit-Cost Analysis for 
Evaluating Public Expenditure Alternatives. 
Learning Packages in the Policy Sciences, PS-22. 

ED 238 312 
Introductory Dramatics Guide for Grade 9. (Re- 
vised). 


ED 236 722 
Issues in Institutional Evaluation. 

ED 234 835 
Item Structures for Diagnostic Testing. Method- 
ology Project. 

ED 238 935 
A Learner-Based Evaluation of Microcomputer 
Software. 

ED 233 693 
Manual for the Administration and Interpretation 
of the Literacy Assessment Battery (LAB). Tech- 
nical Memorandum 82-4. 

ED 236 659 
Manual for the Evaluation of Occupational Edu- 
cation Programs. For Use by School Districts. 

ED 237 563 
The Milani Comparetti Motor Development 
Screening Test. 

ED 235 665 
More Questions Than Answers: Review and 
Analysis of Programs for Behaviorally Disordered 
Children and Youth. National Needs Analysis in 
Behavior Disorders. 

ED 239 435 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materials. 

ED 234 184 
Needs Assessment Summary: Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81. 

ED 237 564 
New Approaches in Interviewer Training and 
Evaluation at the Census Bureau. 

ED 233 214 
Oral Communication Assessment Procedures and 
Instrument Development in Higher Education. A 
Report by the Subcommittee for Oral Communi- 
cation Assessment in Higher Education. 

ED 236 721 
Cueeines for Evaluation Use: A Handbook for 

istrators. Evaluation Productivity Project. 

ED 238 939 
Organizing for Evaluation Use. A Workbook for 
Administrators. Evaluation Productivity Project. 

ED 238 938 
Outcomes of an Independent Review and Guide- 
lines for the Implementation of a Program Review 
Model. Volume II. Technical Report. 

ED 237 127 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 





ED 234 829 
Paying Teachers for Performance and Productiv- 
ity: Learning from Experience. 

ED 233 483// 

Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 

ED 234 804 
Performance Evaluation and Appraisal of Certifi- 
cated Staff. Operations Notebook 14. Revised. 

ED 237 560 
Peril or Promise of Computer-Based Education: 
The Conceptual Framework for Evaluation and 
Selection of Educational Software. 

ED 233 991 
Personnel Evaluation System. 

ED 234 090 
Phase II: Final Evaluation Report of Minimum 
Competency Testing Clarification Process. 

ED 236 159 
Pianning for Progress. Evaluating and Planning 
for Vocational Education in Oregon. Second Edi- 
tion. 

ED 236 382 
an meng & Education Programme in Asia: What 





nity Colleges. 
ED 239 665 


ys. Abstract-Bibliography, Series 4. 


ED 238 802 
The Practice, Practicality, and Prospects of Train- 


Evaluation Methods 169 


ing for Performance Appraisal. 

ED 237 880 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
nay oad f : yoo 
ent oO jucation 

Grant Programs. Report. 


Pr Eval Some S rooms Ro 
‘ocess Evaluation: Some Summarizing 
grating Notes on the Organizational Implications 
of This Form of Teacher Evaluation. 

ED 235 580 
PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 
Profiles. 

ED 238 $23 
Program Evaluation: Resource Manual. 

ED 236 827 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 
or Assessment in Developmental Dis- 


ED 238 238 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 
ED 238 606 
Qualities of Judgmental Ratings by Four Rater 
Sources. 


ED 237 913 

Quality Point System Reflects Student Achieve- 
ment. 

ED 238 905 
Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 

ED 238 914 
Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 

ED 235 509 
A Research and Evaluation Plan for the Elem 
tary and Secondary Education Block Grant: 
Background, Issues, Plans. 

ED 235 178 
The School Action Effectiveness Study: Second 
Interim Report. Part I. Report No. 342. 

ED 237 892 
Sensorimotor Cognitive Assessment and Curricu- 
lum for the Multihandicapped Child. Working Pa- 
pers in Developmental Disabilities. 

ED 235 655 
The Significance of Regional Analysis in Applied 
Geography. 

ED 236 100 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 

ED 235 628 
Staff Development Cooperative Evaluation Re- 
port, 1982-83. 

ED 237 522 
Standard-Setting: State of the Art, and Future 
Prospectus. Report No. 142. 

ED 235 225 
Standards for Program Development Evaluation 
Plans. Report No. 341. 

ED 236 182 
Student Teachers’ Planning and Decision-Making 
Related to Pupil Evaluation. 

ED 240 104 
Systemic Evaluation. Methodology. 

ED 240 142 
Teacher Evaluation: Perspectives, Practices, and 
Promises. 

ED 233 996 
Technical Aspects of Formal and Informal As- 
sessment of Language Minority Students: A Prac- 
tical Approach. 

ED 239 458 
Techniques and Strategies of Improving the Su- 
pervision, Assessment and Evaluation of the 
Competence of Student Teachers in the Kenya 
Primary Teachers’ Training Colleges. African 
Studies in Curriculum Secdegaall & Evalua- 
tion. No. 44. 

ED 234 009 
The Use of the Syntactic Density Score as an 
Evaluative Criterion Measure. 

ED 237 558 
Viewing Performance Appraisal with a Wide An- 
gle Lens. 


ED 237 903 





170 Evaluation Methods 


Vocational Assessment. Module Number 14. 
a a 
tion Techniques Series. 

ED 233 156 
Vocational Assessment of Students with Special 
Needs: A Manual for tation in the Pub- 
lic Schools. Project VOC-AIM. 


ED 234 187 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
Training Materials. Presentation Plans and Over- 


ED 233 174 
Writing Proficiency Examinations: A New Per- 
spective on Writing Labs. 

ED 236 678 


Needs 
Democracy in Evaluation: The Evolution of an 
Art-Science in Context. 
ED 240 093// 
Teacher Evaluation 





Di y or Def 
R 


ED 235 210 
Evaluation Processes and Student Di it 
from High School. 


ED 235 217 
Issues Confounding the Measurement of Teach- 
ing at CSUS. 

ED 238 950 


Research 
cation: A Delphi Study. 
ED 235 123 


Evaluation Problems 
Evaluating Teaching. 
ED 237 174 
Issues Confounding the Measurement of Teach- 


ing at CSUS. 
ED 238 950 


Evaluation Standards 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
terials. 


Training Ma’ Presentation Plans and Over- 
heads. 


ED 233 174 


Assessing the Costs and Impacts of Managing 
T/E/I Systems: A Collection of Nine Papers. 
Evaluation Systems Project. 
ED 238 943 
Curriculum-Based Measurement: Effects on In- 
struction, Teacher Estimates of Student Progress, 
and Student Knowledge of Performance. 
ED 236 196 
Decision Oriented Evaluation in Education: The 
Case of Israel. 
aii a ED 238 894 
Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practoes in Follow 
Through Classrooms.” 
ED 234 907 
Federal Requirements Affecting Local Evaluation 
Use. Evaluation Productivity Project. 
ED 238 934 
Organizing for Evaluation Use: A Handbook for 
Administrators. Evaluation Productivity Project. 
ED 238 939 
eee: for Evaluation Use. A Workbook for 
Administrators. Evaluation Productivity Project. 
ED = 938 
Student Minimum Competency Testing. Issue- 
gtam 20. 
ED 234 091 
Systemic Evaluation. Methodology. 
The Use of Existing Data Bases i the eg 
ise in —- fu- 
ation and School Improvement. Methodology 


Project. 

ED 238 946 
Visual Analysis of Time Series Data: Factors of 
Influence and Level of Reliability. 


ED 236 190 


By oy 


from a Rules Perspective. 


Ey 


Evolution 
Information Technologies as Vehicles of Evolu- 
tion. 


_ ED 234 434 


ED 238 706 
Critical Judgment. Activity Guide. 

ED 239 982 
A Descriptive Multimethod Study of Teacher 
Judgment during the Marking Process. 

ED 234 052 
The Effect of Information Display Format on De- 
cision Strategies. 

ED 235 424 
Eliciting Systematic Rule Use in Covariation 
Judgment Tthe Early Years}. 

ED 238 708 


Finding “Problem Types” in Judgments of Prob- 
lem-Similarity: Comparison of Cluster Analysis 
with Subject Protocols. 
wage tape sens nes AS 
Judging R ttcome Relations: The Role 
of Response-Outcome Contingency, Outcome 
Probability, and Method of Information Presenta- 
tion. 


ED 238 710 
The Media Consumer: A Pedagogical Perspec- 
tive. 

ED 239 319 
Methods of Assessing Strategies for Judging 
Covariation between Events. 

ED 238 707 
Processing Goals and Social Judgment. 

ED 236 493 
Program Manual. Adolescent Decisions Curricu- 
lum. 


ED 236 446 


Evaluators 


Differences and Similarities in Administrators’ 
and Evaluators’ Perceptions of Evaluation. 

ED 235 236 
The Visiting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 

ED 234 096 
Vocational Evaluator Competencies and Mini- 
mum Competency Standards for Vocational Eval- 
uation: A Validity Study. 

ED 237 552 


ening Programs 
Direc of Adult Education Periodicals. Sixth 
Revised Edition = Repertoire des Periodiques sur 
lEducation des Adultes. Sixieme Edition Revisee 
= Repertorio de Periodiccs sobre Educacion de 
Adultos. Sexta Edicion Revisada. 
ED 233 127 
Newell Truck Stop Testing Program. 
ED 234 276 


Evening Students 


A Brief Survey of Evening Adult and Provisional 

Admission Students at an Urban Private College. 

ED 238 385 

ene Techniques. Publicity and Promotional 
Programming for the Evening Student. 

ED 236 968 


Evidence 


The Presentation of Statistical Analysis of Data as 
prey neh in — Involving Sexual and Ra- 
cial Discrimination 


ED 237 548 


ED 234 454 
Scopes Il. The Great Debate. Creation vs. Evolu- 
tion. 


ED 238 733 


Examiners 


The Importance of Scorer Bias to Handicapped 
Preschoolers’ Stronger Performance with Famil- 
iar Examiners. 

ED 236 203 
Systematic Bias in the Assessment of Handi- 
capped Children. 

ED 236 202 


Excellence 
Admission Standards: The Transition Process. 


Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Iili- 
nois, June 23, 1982). 

ED 237 014 
Collaborative Actions to Aid Students’ Transition 


Subject Index 


from High School to Co . Testimony to the 
National Commission on Excellence in Educa- 
tion. (Public Hearing, Chicago, Illinois, June 23, 


1982). 

ED 237 011 
pov. ag Admissions ane | the Transition to Post- 

Education. 

Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 010 
College Admissions and the Transition to Post- 

secondary Education. Staff Analysis of the Visit 

to Chicago by the National Commission on 
lence in Education, June 23-24, 1982. 

ED 237 026 
College Admissions and the Transition to Post- 
secondary Education. Testimony to the National 
Commission on Excellence in Education. 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 013 
College Curriculum: Shape, Influence, and As- 
sessment. Background Briefing Paper for a Special 
Panel of The National Commission on Excellence 
in Education (Kingston, Rhode Island, August 
27-28, 1982). 

ED 237 027 
College Curriculum: Shape, Influence, and As- 
sessment. Staff Analysis of a Panel Discussion 
Conducted by the National Commission on Ex- 
cellence in Education (Kingston, Rhode Island, 
August 27-28, 1982). 

ED 237 028 
Discussion with Students. [DePaul Breakfast. Re- 
port to the National Commission on Excellence in 
Education.] 

ED 237 024 
[Discussion with Students. DePaul Breakfast, Ta- 
ble 2. Report to Commissioners and Staff, Na- 
tional Commission on Excellence in Education.] 

ED 237 025 
Education and Work: The Role of Postsecondary 
Institutions. Statement to the National Commis- 
sion on Excellence in Education. (Public H 
Denver, Colorado, September 16, 1982). 

ED 237 034 
Education for a Productive Role in a Productive 
Society. Presentation to the National Commission 
on Excellence in Education. (Public Heari 
Denver, Celorado, September 16, 1982). 

ED 237 033 
Education for a Productive Society. Remarks to 
the National Commission on Excellence in Edu- 
cation. (Public Hearing, Denver, Colorado, Sep- 
tember 16, 1982). 


ED 237 035 
From School to College. Testimony to the Na- 
tional Commission on Excellence in Education. 
(Public Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 012 
Hearings on Language and Literacy. Testimony 
Before The National Commission on Excellence 
in Education (Houston, Texas, April 1982). 

ED 237 031 
{Information Concerning Mean Test Scores for 
the Graduate Management Admission Test 
(GMAT), Graduate Record Examinations 
(GRE), Law School Admission Test (LSAT), Pre- 
liminary Scholastic Aptitude Test (PSAT), and 
Scholastic Aptitude Test (SAT) for the National 
Commission on Excellence in Ed: cation.] 

ED 237 030 
Panel on Performance Expectations in American 
Education. Summary Report. (Philadelphia, 
Pennsylvania, April 30, 1982). 

ED 237 009 
[Responses by Members of Committee C on Col- 
lege and University Teaching, Research, and Pub- 
lication, American Association of University 
Professors, to the National Commission on Excel- 
lence in Education.] 

ED 237 029 
The Role of Testing in the Process of College 
Admissions and Student Guidance and Place- 
ment. Testimony to the National Commission on 
Excellence in Education. (Public Hearing, Chi- 


. cago, Illinois, June 23, 1982). 


ED 237 020 
Starting with Students: Notable Programs, Prom- 
ising Approaches, and Other Improvement Ef- 
forts in American Postsecondary Education. 
Volume I. 

ED 237 051 
Testimony Before The National Commission on 
Excellence in Education. (Public Hearing, Den- 
ver, Colorado, September 16, 1982). 





Subject Index 


ED 237 032 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 
ED 237 016 
Towards Excellence: Developing High Standards 
in Youth Programs. 


ED 240 187 


Excellence (Quality) 

Excellence in Mathematics Teaching: Profiles of 
Two Oregon Teachers. 

ED 238 188 
Excellence in Vocational Education. 

ED 235 382 
Vocational Education and Excellence for the 
1980s: Challenges, Responses, and Issues. 

ED 237 703 


Excellence in Education 
Report by the Secretary on the Regional Forums 
on Excellence in Education. 
ED 239 769 


Exceptional Persons 
An Affective = saliamana Model for Ge- 
neric Teacher Training. 
ED 238 843 
Exceptional Adult Advisory Council Handbook. 
ED 233 125 
Generic Affective Competencies: A Description 
of Applied Teaching Behaviors. 
ED 238 842 
The One Minute Computer Guide for Special Ed- 
ucators. A Selected Listing of Resources. 
ED 235 672 
Programs for Special Student Populations. Issue- 
gram 28. 
ED 236 899 
Promote Your Vocational Program with Excep- 
tional Students. Module L-13 of Category L- 
Serving Students with Special/Exceptional 
Needs. Professional Teacher Education Module 
Series. 
ED 235 380 
Exchange Programs ; 
Educating Students from Other Nations - A 
Handbook for Administrators. 
ED 234 649 
A Field Problem: Planning and Designing a 
Learning Exchange Network for the Mississippi 
Gulf Coast. 
ED 236 414 
The Planning and Implementation of American 
Graduate Degree Programs for Iranian Educa- 
tors. 
ED 237 043 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final Report. 
ED 234 192 
Exemplary Schools 
Exemplary Schools and Their Identification. 
ED 236 754 


ercise 
Flexibility Program 
ED 233 981 
Ice & Exercise for Injury Management. 
ED 233 973 
A University Faculty and Staff Health Fitness 
Program, University of Montevallo. 
ED 238 339 
The Use of Ice in Baseball Injuries (Cryotherapy). 
ED 233 974 


Exhibits 
Fair for All: Schools Celebrate Equity. 
ED 235 249 
The Influence of a Book Display on Circulation in 
a Two-Year College Library. 


ED 233 723 
San Rafael Schools Exhibit. 


ED 239 340 
Existentialism 
ae ae and Adult Literacy: An Experien- 
tialist, Pragmatic Perspective. 
ED 236 326 


Feminist Theory and Feminist Pedagogy: The Ex- 
istential Woman. 
ED 236 106 
Philosophy of Education in the Curriculum. 
ED 236 140 
Exit Interviews 


Ex 


The Exit Interview as Monitor for Change: A Re- 
view of Literature. 
ED 236 743 


offenders 
Employment and Training of Ex-Offenders: A 
Community Program Approach. 
ED 239 089 


Expectation 
“Absorption”: prom” Correlate or Expec- 


tancy-Mediated 

ED 237 886 
Academic Performance, Attendance, and Expec- 
tations of Indian Students in Public Schools. 
Monograph 1. 

ED 237 277 
The Additive Effects of Choice and Control. 

ED 235 433 
A Comparison of West German and Guestworker 
Parents’ Childrearing Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 

ED 238 544 
Consequences of Psychotherapy Clients’ Mental 
Health Ideology. 

ED 239 181 
The Effects of Instructor Expectation and Perfor- 
mance on Child Comprehension and Perfor- 
mance. 

ED 239 772 
Effects of Manipulation of Outcome and Expec- 
tancy on Attributions. 

ED 235 441 
Expectancies vs. Background in the Prediction of 
Adult Drinking Patterns. 

ED 237 904 
Expectations for Student Teaching: What Are 
They and Are They Realized? 

ED 234 023 
Expectations of Malaysian Mothers for the 
Schooling of Their Children. 

ED 237 286 
General and Specific Psychotherapy Role Induc- 
tion with Substance Abusing Clients. 

ED 237 833 
The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 
The Impact of Classroom Interaction Patterns on 
Students’ Achievement-Related Beliefs and Be- 
haviors. 

ED 237 206 
Indicators of Quality Schools: III. Review of the 
Literature on Effective Schools. 

ED 239 405 
Learned Helplessness: An Analysis of Failure 
Avoidance through Maladaptive Persistence. Pre- 
liminary Draft. 

ED 237 207 
Mt. Druitt Longitudinal Study: Second Major Re- 
port, 1983. 

ED 239 742 
Panel on Performance Expectations in American 
Education. Summary Report. (Philadelphia, 
Pennsylvania, April 30, 1982). 

ED 237 009 
Personality Factors and Expectation Effects in 
Teacher-Student Interaction. 

ED 239 184 
Perusing Teacher Expectations: A Closer Look at 
Affect-Attribution Links. 

ED 239 161 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 

ED 237 852 
Recent Classroom Research: Implications for 
Teacher Education. 

ED 237 459// 

Schooling of Young Children: Cognitive and Af- 
fective Outcomes. Final Report. 

ED 237 215 
The Self-Efficacy Scale: A Construct Validity 
Study. 


ED 233 274 
Self Esteem, Expectation and Attribution of Re- 
sponsibility for Academic Performance. 

ED 239 167 
A Study of Communication Expectations of Black 
Graduate Students at a State University. 

ED 238 081 
Teacher Cognitive Style, Expectations, and Attri- 
butions for Student Performance. 


Experiential Learning 171 


ED 239 178 
Topography of Drinking and Reinforcement from 
Alcohol. 


ED 237 905 
What Do We Expect of Education? Selected Pa- 


of Education (24th, Sydney, 
Australia, ‘May 15-20, 1983). ‘ : 
ED 238 836 
What Undergraduate Students Expect from Pres- 
ervice Field Experiences. 
ED 237 473 


Expenditure Per Student 
Are American Schools Working? Disturbing 
and Quality Trends. Policy Analysis No. 26. 
ED 235 885 
The Financing of Urban Public Schools: A Ri 
on Selected School Systems. Supplement to 
Report, Volume 1 of the Congressionally Man- 
dated Study of School Finance. 
ED 239 420 
FY 1983 Unit Cost Report for the Public Commu- 
nity Colleges of Illinois. 
ED 237 148 
Marginal Costs and Formula-Based i 
ED 240 148 
State Support for Higher Education: Current and 
Constant Dollar Appropriations ‘’iewed in Rela- 
tion to Personal Income and Per Capita Income. 
ED 238 311 


Expenditures 

Catholic Higher Education: Trends in Enrollment 
and Finance, 1978-1982. 

ED 234 670 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 

ED 238 715 
The Economic Impact of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 
Economy. 

ED 238 502 
Financial Report of Ontario Universities, 
1982-83. Volume II-Affiliated and Federated 
Colleges and Universities. 

ED 238 332 
Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 

ED 238 331 
Georgia State University Spending Patterns and 
the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 

ED 234 712 
Higher Education Financial Statistics, 1981-82. 

ED 233 666 
An Introduction to Benefit-Cost Analysis for 
Evaluating Public Expenditure Alternatives. 
Learning Packages in the Policy Sciences, PS-22. 

ED 238 312 
A Summary of Research on Potential Educational 
Markets for Videodisc Programming. 

ED 234 760 
Umpqua Community College: Its Economic Im- 
pact on Douglas County. 

ED 239 683 


lence 
Epistemology and Adult Literacy: An Experien- 
tialist, Pragmatic Perspective. 
ED 236 326 


The Importance of Self-Concept for the Adult 
Learner. 

ED 236 307 

Experience Based Career Education 

Choices for Migrant Youth. Ideas for Action in 
Education and Work. 

ED 239 801 
Highlights from Evaluation of EBCE. 

ED 233 465 
Improving Learning in the Workplace: How 
Youth See Their Career Explorations. Ideas for 
Actioa in Education and Work, Issue 2. 

ED 234 274 


Experiential Learning 

Act Locally; Think Globally: Some Comments on 
Pro-Social Behaviour, Information Processing 
and Development Education. Development Edu- 
cation Paper No. 24. 

ED 237 194 
Archaeology-You Can Dig It, Too! 

ED 238 743 
Community Study. A Guide for Teachers. 





172 Experiential Learning 


ED 238 741 
ee — 
gram in a Large 

ED 235 751 
ee Ale Se ane Sas 
Programs on Their Participants. 

ED 238 625 
Experiential Education. Overview: ERIC File 
Sheet No. 1. 

ED 237 789 
Sci- 


Jation in Bdwention cad Wark, Issue 2. 

ED 234 274 
Instructional Program Planning for Outdoor Edu- 
cation. 


ED 238 658 
Is Experience the Best Teacher? 

ED 237 166 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 

ED 239 823 
pons ee ange Teacher ion. Oc- 
casional Paper No. 

ED 237 504 
nt Sat Outdoor Education Center 
Resident Program Guide. 


ED 233 854 
Resident Environmental Cl Disad 
taged Pupil Program Fund. Evaluation Report, 


1982-83. 
ED 236 291 
_ Term Experiential Laboratories in Aca- 
demic Courses. 





ED 238 624 

Special Education...Naturally. 
ED 235 174// 
Striving for Excellence: Middle Schoolers Study 
“Work.” Ideas for Action in Education and Work, 

Issue 5. 

ED 236 436 
Foundation 


ED 239 310 
Vintages for Changing Tastes: Experiential Strate- 
gies in Interpersonal Courses. 
Vitalizing Y Social Studies ‘Cen ith 
italizi our i with 
Role-Playing. 


ED 237 372 
Wet Worlds: Explore the World of Water. Marine 
and Fresh Water Activities for the Elementary 
Classroom. 


ED 239 839 
Experimental Schools 
School Organizational Patterns and Reading 
Achievement. 
ED 233 474 
T 


Analysis -Directed Experimentation. 
Project No. 6169. 


ED 240 071 
World Literacy Program 
pn ak 


ED 236 413 


np 
ED 236 140 
Eaperimenter Characteristics 
See ee Oe inn Pecter- 


mance of College Studen 
ED 239 574 


Teacher Ex- 


Explanations 
ow pier me neg ey Awareness 
during Reading Instruction. 


Extending Family 


ED 238 069 
Student W ae > Ss > 
oar can arrative Rating Scales. Research 
into Practice Project. 
. me s00-on8 
Critical Thinking: Teaching Students to 
Use Thet Knowledge in Academic Writing. 
ED 237 999 
Effects of Discourse Type on Recall by Young, 
Middle, and Old Adults with High and Average 
Vocabulary Scores. 


ait 237 970 
Frames, Content Organization, and Themes in 
Student Expository Essays: An Analysis of Dis- 
course Structure. 

ED 235 482 


Teaching Persuasion: A Positive Approach. 

ED 233 396 
The Un-Assignment: Writing Groups for Ad- 
vanced Expository Writers. 

D 234 409 

Using Creative ee to Teach Bxpocition/ Ac 
tistic/Report Writing. 

ED 236 696 


Expressive Language 


Diagnosis of Language Competency Inventory 


(@LCD. 
ED 236 650 
The Search for Communication Skills. 


ED —_ 540 
Sociolinguistics and Language Acquisi! 
“ED : 239 239 503// 


Correlation of Quantitative Suspension Data; 
Case Studies of Outliers. 

ED 235 259 
Expulsion and ~~ Students. Technical 
Assistance Paper, No. 1 

ED 234 527 
A Legal and Historical Perspective on Suspension 
and Its Effect on Inequality in Education. 

ED 235 258 
Suspension and Expulsion of Handicapped Stu- 
dents: Prevalency in Major U.S. Cities. 

ED 234 579 


Degree Programs 
Educating a Profession: Extended Programs for 
Teacher Education. 
ED 236 139 


Extended School Day 
The Cost of Reform: Fiscal Implications of “A 


Nation at Risk.” 
ED 239 771 
The Four-Day School Week. 14 


ED 234 502 
School hw Year Mandates. A Report 
and Preliminary Recommendations. 


ED 238 157 


Extended School Y 


ear 

The Cost of Reform: Fiscal Implications of “A 
Nation at Risk.” 

ED 239 771 
The Four-Day School Week. 14. 
ED 234 502 
School Day/School Year Mandates. A Report 
and Preliminary Recommendations. 

ED 238 157 

Resources Project 
Extending Family Resources: A — of Na- 
tional Significance. Second Edit 

a Ep 233 541 


Extension 


How Extension Can Heip Communities Conduct 
Impact Analyses. 

ED 239 828 
Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 

ED 233 862 


On the Subculture of Deveiopment Extension 
Agents from Overdeveloped Countries. 
ED 238 612 


Academic Excellence and Public Service: A His- 
tory of University Extension in California. 
_ ED 239 531// 


itye 


Subject Index 
Report on a Visit, May 16-29, 1982. 


ED 235 834 
The Continuing Professional Interac- 
tive Satellite Interface. 


ED 239 548 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume Il—Abstracts. 

or 


Destenies Sent P 
A Resource for Re tee ae 


Volume I-Text. 
ED 237 731 
Effectiveness 


ED 233 862 


gan ASHE-ERIC Higher 
esearch peek No. 5, 1983. 


ED 238 350 


External Programs 
pg hs ag A 


— ED Py: 344 
pay ‘errain in Adult Learning: locus 
Growth Areas and Innovative Practices—-The 
Non-Traditional University. 
ED 234 149 
The National University Consortium: An Assess- 
ment. 


ED 236 957 
to Pro- 


gram Practices. HPERIC Higher Education 
Research Report No. 5, 1983. 

Study Guide for the R ae And = on 
‘or its - 
amination in Health Seavere-Ases II (4 Credits). 
ED 233 653// 

Use Your Mailbox To Go Back to School. 
ED 236 948 


Evaluation 
External Research in AISD: Knowledge for Build- 
ing, 1982-83. 


ED 236 170 


Extracurriculer 


Activities 
Allegheny Conference Education Fund: Five 
Year Report. 

ED 239 748 


Chapter 2 Formula. 1983-84 Final Technical Re- 
port. 


ED 235 208 
bag Characteristics of a Student Activities Direc- 


D 239 707 
Extra Foe for Extra Duty of Tentin, 1982-83. 
ERS Report. 


Fund. a . rages 180// 
mene ctivities in Toronto Elementary 
Secondary Schools. Research Service [Re- 

ct #172. 
ED 238 _ 


A Model for Student Activity Programs. A 
vey of Student Activity Programs in Rie, 
Kansas, Missouri, Oklahoma, & Texas. 
ED 233 470 
[Student Recognition Program.] 
ED 239 967 


Motivation 
A Study of Extrinsic vs. Intrinsic Motivation in 
College Students. 
ED 234 320 


Fixations 
A Comparison of Some Processing Time Mea- 
sures Based on Eye Movements. Technical Re- 
port No. 285. 
ED 234 356 
What is the Basis for Making an Eye Movement 
diving Reading? Technical Report No. 287. 
ED 234 374 


Eye Movements 


A Comparison of Some Processing Time Mea- 
sures Based on Eye Movements. Technical Re- 
port No. 285. 
ED 234 356 
Eye Movement Models of Academic Achieve- 
ment. 
a of Peripheral Tri: ; aaa 
ty rigram. 
and Their Confusability with the Embedded 





Subject Index 


ED 233 307 
Instrumentation Considerations in Research In- 
volving Eye-Movement ag Stimulus 
Control. Technical Report No. 305. 

ED 239 235 


Fables 
Use of Prior Knowledge in Understanding Fables 
in First and Languages. 
ED 233 571 


Facet Analysis 
The Analysis of Dichotomous Test Data Using 
Nonmetric Multidimensional 

ED 235 204 


Facilitators 
Quality Circle Competencies. 
ED 238 190 


Facility Case Studies 
Santa Fe Community College Facilities Space 
Needs Study. 
ED 238 458 


Facility Evaluation 
Space Availability in Wyoming’s Vocational Edu- 
cation Facilities. 
ED 237 702 


facility Expansion 
Building Renovation in ARL Libraries. SPEC Kit 
97. 
ED 235 835 
Facility Improvement 
Building Renovation in ARL Libraries. SPEC Kit 
97. 
ED 235 835 
Facility Inventory 
Computer Education Plan K-12. 
ED 237 084 
Improvements in Certain District of Columbia 
Public Schools’ Administrative Operations. Re- 
port to the Superintendent of the District of Co- 
lumbia Public Schools. 
ED 238 131 
Instructional Manual for School Building Re- 
cords. 
ED 233 495 
Facility Planning 
Caring for the Campus Physical Plant. 
ED 239 373 
Santa Fe Community College Facilities Space 
Needs Study. 
ED 238 458 
Facility Requirements 
Forecasting Library Futures: Participative Deci- 
sionmaking with a Microcomputer Model. Back- 
ground Paper. Workshop 3. 
ED 238 444 
Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 
ED 234 468 
Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 
ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 
ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 
ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 
ED 234 469 
Student Housing Market Analysis: Ketchikan 
Community College. 
ED 239 670 
Facility Utilization Research 
— Manual for School Building Re- 


ED 233 495 
Instructional Space Utiliza‘ion at the University 
of Alaska. Volume I, Volume II, Volume III. 

ED 239 537 


Factor Analysis 
Barriers to Linkage of Vocational Education and 
— Programs: A Factor Analytic 
'y. 

ED 239 069 
A Critique of the Standard Method of Interpret- 
ing Factor Analysis. 

ED 238 901 


Viewed from a Neurobio- 
Functioning. Final 


ED 239 915 
bd Organization of Citizen’s Educational Be- 
Relationship between PT A bo 

ip - 

vices Vocational Aptitude Battery (ASVAB) and 
Computerized Adaptive Testing (CAT) Subtests. 
ED 235 223 


Mathematics 
nical honiel for 
Report: Volume Two. 


Factor 


Confirmatory Factor Analysis of the WAIS-R: 
Plausibility of Models. 

ED 237 575 
A Critique of the Standard Method of Interpret- 
ing Factor Analysis. 

ED 238 901 
The Development and Refinement of the Coping 
with Death Scale. 

ED 237 542 
The Dimensionality of the General Aptitude Test 
Battery (GATB) and the Dominance of General 
Factors over Specific Factors in the Prediction of 
Job Performance for the U.S. Employment Ser- 
vice. 

ED 236 166 
A Factor —- Study of the Beck Depression 
Inventory for Female College Students. 

ED 234 287 
A Factor Analytic Study of the Teaching Events 
Stress Inventory. 

ED 237 545 
Measuring Attitudes toward Males in Society. 

ED 233 287 
Relationships among Test Factor Structure, Test 
Hierarchical Structure, and Test Inter-Item De- 
pendency Structure. 

ED 235 222 
The Revalidation of an Instrument to Measure 
Zones of Indifference of Teachers to Directives 
Issued by Administrators. 

ED 240 166 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 

ED 235 895 


‘aculty Advisers 
Advising by Faculty. Revised Edition. 


ED 235 742 
Chalienging Our Administration. 

ED 233 648 
Enhancing Academic Advising Skills: A Resource 
Manual for Staff Development. 

ED 235 699 
Exchange, December 1978. 

ED 233 649 
Vocational Student Organizations. Module a. 
ber 13. Work Experience — Modules. Co- 
ordination Techniques Seri: 

ED 233 155 


Faculty College Relationship 


Administrative Responsibili pies Faculty Devel- 
opment. AAUA-ERIC/ er Education Ad- 
ministrator’s Update, Fall 1983. 

ED 237 005 
Career aS 4 Professors: A Cognitive Re- 
structuring M 

ED 238 319 


College Faculty Satisfaction and Institutional 
Identification. 


ED 235 750 
The Locus of Career Vitality. ASHE 1983 Annual 
Meeting Paper. 

ED 235 761 


Faculty Dev 


elopment 

Administrative Responsibility for Faculty Devel- 
opment. AAUA-ERIC/ er Education Ad- 
ministrator’s Update, Fall 1983. 

ED 237 005 
Beyond Articulation: A Report on Collaborative 
Professional Development. 

ED 233 599 
Bibliography. Part-Time Faculty. 

ED 233 658 
Broadcast ee Important Element in 
a Teaching Career. 

ED 239 324 


A Case Study Experience of a Collaborative and 
Responsive Form of Professional Development 
for Teachers. 


ED 238 861 


Faculty Evaluation 173 


Collaboration for School Improvement: A Case 
Study of a School District and College Imple- 
menting Change. Occasional Paper No. 3. 

ED 233 304 
College Students with Disabilities: A Resource 
Handbook. 


ED 233 504 
The Conceptualization and Development of a 
Staff Development Model for Community Col- 
lege Part-Time Faculty. 

ED 239 661 
Critical Aspects of Faculty Development Pro- 
grams. Proceedings of the Invitational Seminar on 
Faculty Development (Sherman, Texas, April 
25-26, 1983). 

ED 238 387 
Exchange, December 1978. 

ED 233 649 
Faculty Development Manual for Adjunct Staff in 
Postsecondary Occupational Pr: 

ED 233 777 
Identifying the Program Variables in College 
Composition Programs. 

ED 234 395 
Implementing a Self-Directed Staff Development 
Program with a District-Based Leadership Model. 

ED 238 848 
Influence of Recent Developments in Computer 
Technology on Professional Development in Vo- 
cational Education. Final Report. 

ED 235 312 
In-House Course Work for Salary Step Credits: 
The Program at McLennan Community College. 

ED 236 729 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 

ED 238 873 
Last Sabbatical: A Midlife Journey. College 
Teaching Monograph. 

ED 239 527 
Meeting the Challenges: Developing Faculty Ca- 
teers. ASHE-ERIC Higher Education Research 
Reports, No. 3. FYI Executive Summary. 

ED 235 695 
Oral Proficiency Testing and Programs at the 
University of South Carolina. 

ED 239 520 
Personal and Family Financial Planning. A Staff 
Development Wathen for Secondary School 
Trainers and Teachers. 

ED 235 383 
Plantings, Number Four, April 1983. 

ED 233 641 
Procedures for Developing an Inservice Indus- 
try/Education Exchange Program: Planning and 
Implementation Guide. 

ED 237 128 


A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 

ED 239 526 
Reading in Postsecondary Occupational Educa- 
tion. Faculty Development Resource Manual: A 
Supplement. Materials Developed and Used by 
New York State Two-Year College Staff in the 
Role of Faculty Trainers. 

ED 233 776 
Sensitivity and Special Populations Project Video- 
tape Programs: Trainer’s Manual. 

ED 233 503 
Staff Development for University Level English 
Faculty: Improving the Teaching of Reading and 
Writing. 

ED 239 227 
Tailoring Staff Development to Meet Teachers’ 
Needs. 


ED 237 506 
Which Factor, Teaching or Writing, Contributes 
More to Faculty Development? 

ED 237 038 
Writing in Postsecondary Occupational Educa- 
tion: Faculty Development Senenes Manual. 
Materials Developed and Used by New York 
State Two-Year College Staff in the Role of Fac- 
ulty Trainers. 

ED 233 778 
1981 and 1982 Faculty and Student Research Par- 
ticipation Program Evaluation. 

ED 238 702 


Faculty Evaluation 
Educational Seduction: Implications for the Eval- 
uation and Improvement of Teaching. Report #7. 
ED 233 638 





174 Faculty Evaluation 


Faculty Evaluation as a Measure of Organiza- 
tional Productivity. Southern 


Association of 


ED 235 866 
Faculty Evaluation in an Adult External Degree 
Program. 


ED 238 344 
How Do You Rate? 

ED 238 na 
The Importance of Professional Activity to Per- 
sonnel Decisions for Medical Technoiogists in 

ED 235 702 
Issues Confounding the Measurement of Teach- 
ing at CSUS. 

ED 238 950 


Learning Resources Specialist Quality Assurance 
Program Manual. 
ED 238 166 


Faculty Fellowships 
A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 
ED 239 526 


Faculty Integration 
Number and Percent of Black Faculty at State 
Universities Decline from 1979 to 1981. Staff Re- 
port 82-10. 


Faculty Mobility 
Determinants of Teacher Turnover during the 
1970s: The Case of New York State Public School 
Teachers. Final Report—Paper III. 


ED 237 608 


ED 239 410 
The Effects of District Personnel Policies and 
Teacher Attitudes on Teacher Mobility. Final Re- 
port-Paper II. 

ED 239 409 


An Examination of Factors Relating to the Effec- 
tive Implementation of Agriculture Curriculum in 
Schools in Uganda. African Studies in 
Curriculum Development & Evaluation. No. 41. 
ED 234 007 
Factors Involved in Job Satisfaction Among 
Teachers in the Bureau of Indian Affairs System 
on the Navajo Reservation. 
ED 235 990 
Profile of Teacher Turnover in New York State 
School Districts: 1972-1977. Final Report-Paper 
L 
ED 239 408 


Faculty Onpatantions 
Education Policy Committee Report to the Spring 
1981 Conference. 
ED 238 496 
Index to Positions: A Selective List, 1969-1982. 
ED 238 497 


Faculty Promotion 
A Review of Selected Arbitration, Promotion, Re- 
tention and Tenure Decisions. 
s On . ‘ = 235 762 
a Destiny: Techniques for oving Up 
in Higher Education. Workshop 

(Athens, Georgia, October 20, 1981). 

ED 234 714 
Tri-State Minority pod Employment Oppor- 
tunity Project. Final R 

ED 236 261 


Faculty Recruitment 
rend Obligate Retention, and Fair En- 


ASHE-ERIC Higher 


ports, No. 2. FY! bx Executive Summary. 


ED 235 698 
Faculty/Staff Recruitment Report: Calendar Year 


1981. tion 81.47. 
ED (233 613 
Recruitment and R 


tration and Accounting Faculty. yoo 

Lagislatere ia Response to Assembly Bill 2023. 

A Working Plan f pam the Engin hed i 
or 

Faculty Shortage Problem. 





ED 237 323 
F 


faculty Status 

Trends | in Faculty Status for Libcariens, with Spe- 
cial Emphasis on Academic Libraries in Califor- 

nia. 


ED 235 809 


Faculty Workload 
Developing 2 Career in the Academy: New Pro- 
= in Education. SPE Monograph Series 
1983. 

ED 236 127 
Faculty Compensation Study, 1982-83. 
ED 238 487 
ulty Salaries in the California Community 
Colleges: a Academic Year. Commission 
Report 83- 


Fifty Percent Law Review. 


ED 234 856 


ED 239 672 
Undermanning and Faculty Behavior: An Explor- 
atory Study. 

ED 237 039 


Failure 
Alcohol Use as a Function of Self-Consciousness 
and Academic Performance. 
ED 237 915 
My Sad Conclusion: Board Turnover Precludes 
Merit Pay for Administrators. The Endpaper. 
ED 236 760 
The Relationship of Self-Concept to Causal Attri- 
butions. 
ED 234 293 
Fair Credit Billing Act 
Fair Credit Billing. 
ED 235 074 
Fair Dismissal Law (Oregon) 
Teacher Dismissal: A Summary of the Procedural 
Requirements. 
ED 238 185 
Fair Employment Legislation 
Fair Employment Practices. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 
ED 238 806 


Fairfax County Schools VA 
Familygram. Special Edition on Testing. Spring 


1982. 
ED 234 082 


Fairness Doctrine 
Public Broadcasting and the Fairness Doctrine: A 
Continued Mandate? 
ED 238 033 


Familiarity 

The Importance of Scorer Bias to Handicapped 
Preschoolers’ Stronger Performance with Famil- 
iar Examiners. 

ED 236 203 
Systematic Bias in the Assessment of Handi- 
capped Children. 

ED 236 202 


Family (Sociological Unit) 
The Familial Road to Healthy Societies: New and 
Converging Modes of Re-Development. 
ED 234 924 
Family History Unit - U.S. History - Grade 8. 
ED 239 995 
Family Learning Activities in British Columbia. 
Discussion Paper 06/81. 
ED 237 778 


The Family: Nursing Perspectives in Birth and 
Parenting, N-201. 
ED 238 467 


Gerontology and Genealogy: Family Research as 
a Therapeutic Tool for the Aged. 
ED 235 455 


Symposium on Policy and Program Issues Related 
to Child and Family Services to Black Americans. 
Volume I. Final Report. 


Family Attitudes 
The Resiliency of Families. 


ED 235 264 


ED 237 192 


lege Students’ Prefe for Childbearing 
and Timing of Childbearing. 
ED 237 224 


Dual Career Families and the Parental Roles They 
Assume with Their Young Children. 


ED 237 233 
ED 234 922 


The Interaction of Family Environment and Edu- 
cational Administration. 





The Games Children Play. 


Subject Index 


ED 235 558 
The Minority Student in Higher Education: An 
Annotated Bibliography. 

ED 237 042 


Mt. Druitt Longitudinal Study: Second Major Re- 


port, 1983. 

ED 239 742 
The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1. 

ED 238 537 
Preschoolers Who Get Cable TV: Family Pat- 
terns, Media Orientations, and Media Use. 

ED 239 328 
_— of the SOMPA’s Sociocultural Modali- 


ED 236 216 
Time Allocation at Home and Achievement in 
School. 

ED 234 079 
Variations of Fathering: Implications for Social 
Policy. Single Fathers with Custody: Implications 
for Social Policy. 

ED 234 294 


‘amily Communication 
Adoption Processes of Cable Television. 


ED 233 419 
Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
Teaching Listening Skills for Parents. 

ED 234 438 


Famil: 


ily Counseling ’, hei 

Children’s Participation in Divorce. Discussion 
Paper Number 10. 

ED 233 264 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 
Home-Based Crisis Therapy: A Comparative Out- 
come Study. 

ED 239 143 
Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 

ED 239 133 
Issues in Training Marriage and Family Thera- 


pists. 

ED 237 839 
Multi-Family Psychoeducational Support Group 
Therapy for Families with a Member Afflicted 
with Irreversible Brain Syndrome (Alzheimer’s 
Disease): Report of a Pilot Study. 

ED 237 845 
Parental Responses to Their Children’s Cult 
Membership. 

ED 237 881 


Treatment of Conduct Disorders in Childhood: A 
Comparative Study. 
ED 237 890 


Family Day Care 


Family Day Care: Guidelines Designed to En- 
hance Cognitive Learning within the Home Envi- 
ronment Based on Piagetian Theory. 

ED 234 905 


Family Environment 


Child Abuse and Neglect in American Indians. 

ED 233 849 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 
Life Style Study: Children of the Lesser World in 
the English-S; i Caribbean. Volume V: 
Household Structures and Settings. 

ED 239 741 
Literacy Resources: How Preschoolers Interact 
with Written Communication. Final Report. 

ED 237 227 
The One Child Family in Perspective. 

ED 236 504 
Toward a Theory of How Children Learn to Read 
and Write “Naturally”: An Update. 

ED 239 245 


Family Financial R: 


Estimating the Full ¢ Cun ¢ of Family-Financed 
Time Inputs to Education. 

ED 234 494 
Personal and Family Financial Planning and the 
Teacher Education Program. 

ED 238 838 





Subject Index 


Family Health 
Chemistry for the Life Sciences. An Instructor 
Resource Guide. Appendix to a Final Report on 
the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 
ED 237 711 
be Development of an Associate Degree in Ru- 
ral Health Promotion: Philosophy, Administra- 
tion, Evaluation, Products. A Fi Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 
ED 237 709 


The Family: Nursing Perspectives in Birth and 
Parenting, N-201. 

ED 238 467 
Health Care Organization and Issues. An Instruc- 
tor Resource Guide. Appendix to a Final Report 
on the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 713 
Heaith Promotion Seminar. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 714 
Interpersonal Communication: Techniques and 
Style. An Instructor Resource Guide. Appendix 
to a Final Report on the Para; a Rurally 
Oriented Family Home Health Training Program. 

ED 237 715 
Introductory Epidemiology. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 
Paraprofessional Skills I and Paraprofessional 
Skills II. An Instructor Resource Guide. An Ap- 
pendix to a Final Report on the Paraprofessional 
Rurally Oriented Family Home Health Training 
Program. 


ED 237 716 
Teaching Core Courses with a Focus on Rural 
Health. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Program. 
ED 237 710 


Family History 
Family History Unit - U.S. History - Grade 8. 
ED 239 995 


Family Income 
Black Solidarity: The Tie That Binds. 

ED 234 117 
Estimating the Full Cost of Family-Financed 
Time Inputs to Education. 

ED 234 494 
Gender and Socioeconomic Differences in En- 
roliment in Computer Camps and Classes. 

ED 237 610 
Linking ee gga Problems to Economic Sta- 
tus. Bulletin 216 

ED 237 724 
Response Rates to Mail Questionnaires in an Eth- 
nic Minority Population. 

ED 236 214 
Role Sharing: Factors Influencing Increased In- 
volvement of Husbands in Family Tasks. 

ED 233 244 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 
Children. Working Draft. 

ED 234 092 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Secondary School Age 
Children. 

ED 234 093 


Family Influence 
1 Quality and 


Schoo! 
Family pment Study i in Seven Latin Ameri- 
can Countries. 





ED 233 448 
A Conversation with James E. Gilliam on Autism. 

ED 233 560 
Social Background and Educational Opportuni 
Occasional Papers Sociology and Social Wor! 
No. 5, 1982. 

ED 237 216 


— Involvement 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 
ED 236 892 


A Calend for Parents of Handi- 
capped oR 1983-1984. Intermediate. 





A Calend for 
capped Es: 1983-1984. Secondary. 
Impl if Co: i oo 
plementation of Community- ‘ograms: 
Current Difficulties and Future Issues. 
ED 239 140 





Family Life 


Canadian Families: Victims or Vehicles of Social 


Change. 
ED 234 926 
* crc Reader: Work and Family Life in the 


ED 233 803// 

Dual Career Families and the Parental Roles They 
Assume with Their Young Children. 

ED 237 233 


The Effects of Doctoral Study on Marriage and 
Family: An Ethnographic Study. 

ED 233 283 
Family Life Satisfaction across Positional Roles, 
Family Development Categories and SES. 

ED 236 480 
The — i? ‘mend Life. Overview: ERIC Fact 
Sheet Ni 

ED 237 801 
Managing Personal Relationships. Cooperative 
Occupational Education, Unit 16. Instructor Ma- 
terial and Student Material. 

ED 234 255 
Parenting Behaviors in Prime-Time Television: A 
Content Analysis. 

ED 239 587 
Perspectives on Family Research. Report of a 
Workshop. 

ED 234 290 
The Resiliency of Families. 

ED 237 192 
Time Allocation at Home and Achievement in 
School. 

ED 234 079 
Traditional Peoples of Southern Africa. A Student 
Activity Unit for Upper Elementary & Middle 
School Students. 

ED 239 951 


Family Life Education 


Family and Individual Services. 

ED 236 404 
«emily Life Education - A Shared Learning Expe- 
rience. 

ED 239 945 
Human Development Student Modules. 

ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 
Northeastern Local School District Course of 
Study and Instructional Guides for Sex Educa- 
tion. 

ED 233 983 
The Parent Tutorial Curriculum: A Home Instruc- 
tion Prograra of Family Life Education for Clients 
of a Child Welfare Agency. 

ED 237 666 


Family P 


lanning 
College Students’ Preferences for Childbearing 
and Timing of Childbearing. 
ED 237 224 


Community Participation: Current Issues and 
Learned. 


Lessons 

ED 235 878 
Fotonovelas and Comic Books—The Use of Popu- 
lar Graphic Media in Development. 

ED 239 806 
The Population of China. One Billion, Eight Mil- 


lion People. 
ED 238 680 


Family Practice (Medicine) 


Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Appendi- 
ces. 

ED 235 005 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Deliver- 
able No. 5. Final Report. 

ED 235 004 


Family Role 175 


Family 


Problems 
Canadian Families: Victims or Vehicles of Social 
Change. 


ED 234 926 
Counselors Sharing Their Skills with a Wider Au- 


ED 235 447 
The Developmentally Disabled Child as a Victim 
of Child Abuse. 

ED 233 545 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 


Extending Family Resources: A Project of Na- 
tional Significance. Second Edition. 

ED 233 541 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 

ED 237 786 


Northwesterners Out of Work: The Human Costs 
of Unemployment. Ideas for Action in Education 


and Work, 

ED 237 785 
Parental Child Snatching: The Use of Telephone 
ae Techniques to tudy a Hidden Family 


ED 240 130 
Parenting for Yourself and Your Child. A Parent- 
ing Curriculum for High Risk Families. Neglectful 
and Abusive Parents: Curriculum Development 
and Pilot Program. Final Report. 

ED 236 342 


The Parent Tutorial Curriculum: A Home Instruc- 
tion Program of Family Life Education for Clients 
of a Child Welfare Agency. 

ED 237 666 
Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 


‘amily Programs 
ae Family Resources: fo cage of Na- 


ional Significance. Second Edi 

om ED 233 541 
Intervention in Child Maltreatment. 

ED 237 878 
Promising Practices. Migrant Child Education - 
Region II. 

ED 238 599 
A Survey of Evaluations of Educational Interven- 
tion Programs Sponsored by Project Renewal. 
Publication No. 90. 

ED 238 969 


Family Relationship 


The Concept of ie and Family to Mentally 
Retarded Individuals Placed in Residential Facili- 
ties: Implications for Counseling. 

ED 233 550 
Conference Series on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-Taking Behav- 
ior and Young Adolescents; [and] Understanding 
Early Adolescence: An Overview. 

ED 238 530 
A Descriptive Study of a Select Group of Learn- 
ing Disabled v Reh Their Family Back- 
gam. Attentional Patterns and Interpersonal 


tyles. 

ED 238 215 
Grandparents Rights  Repest eS with Ad- 
ditional Views [To H. Con. Res. 45 
which on Feb. 7, 1983, Was I Referred Jointly to 
the Committees on the Judiciary and Education 
and Labor] from the Committee on Education and 
Labor. House of Representatives, 98th Congress, 
1st Session, Rept. 98-61, Part 1. 

ED 237 202 


The Impact of the Divorce Process on the Family. 

ED 233 277 
Life Style Study: Children of the Lesser World in 
the English-S; ing Caribbean. Volume V: 
Household Structures and Settings. 


ED 239 741 

The Resiliency of Families. 
ED 237 192 
Special Needs in Education (E241): Family 
Views, Unit 3. 
ED 235 613 


Teaching Listening Skills for Parents. 
ED 234 438 


Family Role 





Family Role 


and Literacy: The Contribution of 
Out-of-School Experiences to Children’s Acquisi- 
tion of Literacy. Final Report. 
ED 234 345 
Family History Unit - U.S. History - Grade 8. 
ED 239 995 
Family Life Satisfaction across Positional Roles, 
Family Development Categories and SES. 
ED 236 480 
The Influence of Sex Roles on the Life Plans of 
Low-SES Adolescents. 
ED 235 434 
Long Term Care: Report to the Secretary. Service 
Deli Assessment, Office of the Inspector 
General, December 1981. 
ED 239 179 
Multi-Family Psychoeducational Support Group 
for Families with a Member Afflicted 
with Irreversible Brain Syndrome (Alzheimer’s 
Disease): Report of a Pilot Study. 
ED 237 845 
Family School 
Academic Achievement, School Quality and 
Family Background: Study in Seven Latin i 
can Countries. 


ED 233 net 
Home-School-Community Linkages: A Stud — 
Educational Gepemmaiy® for Punjabi Youth. 
Report. 


ED 236 276 
The Interaction of Family Environment and Edu- 


ED 235 558 
ee Jey coor hem sot School. Project RESCATE. O.E.E. 
1981-1982. 
ED 234 126 
Reading and Successful Living: The Family- 
School Partnership. 
ED 235 466// 
Schools and Non-Nuclear Families: Recasting 
Relationships. 
ED 234 333 
Understanding the a ‘ a and Its Impact on 
Education. Fastback 1 
ED 236 082 
Family Size 
College Students’ Preferences for Childbearing 
and Timing of Childbearing. 
ED 237 224 
The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1. 
ED 238 537 
The One Child Family in Perspective. 
ED 236 504 
Family Structure 
Cognitive Performance among Head Start Chil- 
dren from Three Family Types. 
ED 238 586 
The Games Children Play. 
ED 234 922 
Life Style Study: Children of the Lesser World in 
the English-Speaking Caribbean. Volume V: 
Household Structures and Settings. 
ED 239 741 
Spouse Abuse: How Family Power is Shared. 
ED 234 322 
Stepping In. 
ED 233 276 
Violence 
Family Violence: A Workshop Manual for Clergy 
and Other Service Providers. 
ED 234 282 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 
ED 237 288 


‘antasy . : 
Fantasy and the Brain’s Right Hemisphere. 
ED 236 628 


Farm Labor 
nes Eta Roms Ge Destuahel Con- 
sus: Limitations and Considerations. 
ED 239 799 
The Hired Farm Working Force of 1981. 
ED 238 620 
Farm Management 
V.A. II Technical Information # 1030. Revised. 
ED 239 103 
Farm Population 


Farm Population of the United States: 1982. 
ED 238 659 
Farmers 
Agriculture in Iowa: Curriculum Guide for 
Grades 4-5-6. 
ED 239 829 
American Farm Cooperatives: Past and Present. 
Instructor’s Guide [and] Student Materials. Busi- 
ness Issues in the Classroom. Revised. 
ED 238 818 
Farm Population of the United States: 1982. 
ED 238 659 
Information Developer-User System Linking 
Roles of Education Assistants in the Missouri 
Small Farm Family Program. Research Bulletin 
No. 1042. 
ED 234 974 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 
ED 233 350 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 
ED 233 873 
Farmers Alliance 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 
ED 233 350 
Farmland 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 
ED 235 079 


Father Present Family 
Cognitive Performance among Head Start Chil- 
dren from Three Family Types. 
ED 238 586 
Fatherless Family 
Cognitive Performance among Head Start Chil- 
dren from Three Family Types. 
ED 238 586 
Fathers 
Birth, Interaction and Attachment: Exploring the 
Foundations for Modern Perinatal Care. Pediatric 
Round Table: 6. 
ED 233 786 
Minimizing High-Risk Parenting: A Review of 
What Is Known and Consideration of Appropriate 
— Intervention. Pediatric Round Table: 


ED 233 787 
The Time Parents and Children Spend Together. 
ED 238 580 
Variations of Fathering: Implications for Social 
Policy. Single Fathers with Custody: Implications 
for Social Policy. 
ED 234 294 
Fear 
Attraction under Aversive Conditions: Misattri- 
butions or Fear-Reduction? 
ED 237 856 
Developmental Differences in Responses to The 
Incredible Hulk: Using Piaget’s Theory of Cogni- 
tive Development to Predict Emotional Effects. 
ED 236 737 
Self-Directed Learning: Exploring the Fears. 
ED 234 141 
What Shall We Tell the Children? [Revised]. 
ED 237 189 
Fear of Success 
Fear of Success, Sex-Role Orientation, and Defi- 
nitions of Success: A Correlational Study. 
ED 237 835 
Feasibility Studies 
Enlistment Effects and Policy Implications of the 
Educational Assistance Test Program. 
ED 240 147 
Evaluation of Small-Format Videotape as a 
Source for Instructional Television Programming. 
CPB Technical Report #8004. 
ED 234 748 
An Investigation of the Feasibility of Using Item 
Response Theory in the Pre-Equating of Aptitude 
Tests. 
ED 235 197 
Networking among Gerontological and Geriatric 
Resource Centers: Summary of a Survey. 
ED 237 104 


Subject Index 


the Feasibility of Creating 
SC-R for Disabled Read- 


A Study Investigati 
a Short Form of the 
ers. 


ED 240 129 


Federal Advisory Committee Act 1972 


The Federal Advisory Committee Act after Ten 
Years. 


ED 234 437 


Federal Aid 


Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 
ED 237 000// 

The Anatomy of Institutional Development for 
Higher Education Institutions Students 
from Low-Income Backgrounds. Executive Sum- 
mary. 

ED 238 321 
The Anatomy of Institutional Development for 
Higher Education Institutions Serving Students 
from Low-Income Backgrounds. Final Report. 

ED 238 322 
Annual Evaluation Report of Federally-Funded 
Educational Programs, FY 1983. 

ED 240 146 
Chapter 2-Discretionary. Final Technical Report. 

ED 235 207 
Chapter 2 Formula. 1983-84 Final Technical Re- 
port. 


ED 235 208 
A Compendium of Quotations by the Secretary 
on Education Issues and the Role of the Federal 
a in Education. Part I-1983, Part 


ED 235 556 

Dissemination Management Project. Final Re- 
port. 

ED 235 839 
Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 
Early Release of Summary Statistics on Academic 
Science/Engineering Resources. 

ED 238 716 
ECIA Chapter 1 Program: 1982-83 Evaluation 
Report. Report No. 11:06:82/83:108 wp:5899. 

ED 235 213 
Emergency Mathematics and Science Education 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, Nine- 
ty-eighth Congress, First Session (February 17, 
1983). Rept. 98-6, Part 1. 

ED 237 336 
Evaluation Report on the Austin Peay State Uni- 
versity Project: Title III, Strengthening Develop- 
ing Institution Program. 

ED 239 571 
Facilities Financing and the Department of Edu- 
cation. Viewpoint from the Campus. 

ED 238 390 
Factors Associated with Successful Developmen- 
tal Investment in Title III Eligible Institutions: A 
Special Report to Program Managers in the U. S. 
Department of Education. 

ED 238 323 
Federal Involvement in Education: In Pursuit of 
Equity and Quality. 

ED 239 375 


Federal Service Mandates in Education: A Pre- 
liminary Assessment. 

ED 238 161 
Federal Support to Universities, Colleges, and Se- 
lected Nonprofit Institutions. Fiscal Year 1981. A 
Report to the President and Congress. Final Re- 
port. 

ED 237 329 
Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 

ED 234 728 
Government Finance of Higher Education in the 
United States of America in the 1980s: Some Pre- 
dictions and Perspectives. 

ED 236 981 
Government’s Role in the Job Transitions of 
America’s Dislocated Workers. A Statement be- 
fore the Committee on Science and Technology 
and the Committee on the Budget, U.S. House of 
Representatives. 

ED 236 374 

Hearings on Mathematics and Science Education 

(Part 2). Hearings Before the Committee on Edu- 





Subject Index 


cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session on H.R. 30 
To Provide Assistance to Improve Elemen 
Secondary and Postsecondary Education in 
Mathematics and Science, and for Other Purposes 
(January 26-28, 31, 1983). 

ED 233 888 
The Impact of Federal Student Assistance on Tui- 
tions, Institutional Student Aid and Alumni Giv- 
ing. 

ED 234 730 
Implementing the Education Block Grant. Issue- 
gram 32. 

ED 234 513 
Improving Education: The Paradox of Risk. 

ED 237 165 
Indian Education Oversight. Hearing before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Seventh Congress, Second 
Session on Oversight of Indian Education (May 
18-19, 1982). 

ED 237 285 
Information Regarding the Effect of Applying the 
Representative Tax System to the General Reve- 
nue Sharing, Medicaid, and Vocational Education 
Programs. 

ED 237 694 
Institutional Development: Implications for Insti- 
tutions of Higher Education. 

ED 238 324 
Joint Industry / University Cooperation with Fed- 
erally Supported Research Facilities. Hearing be- 
fore the Subcommittee on Investigations and 
Oversight of the Committee on Science and Tech- 
nology. U.S. House of Representatives, Nine- 
ty-Eighth Congress, First Session. 

ED 238 703 
Kaleidoscopes. Emerging Patterns of Response 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 

ED 240 202 
Laboratory Purposes and Functions: Issues for the 
National Study Group on Regional Educational 
Laboratories. 

ED 234 721 
Long-Term Special Institutional Agreements with 
the Seventeen Existing Laboratories and Centers. 
Final Version of NIE’s Administrative Policy and 
Procedures. 

ED 234 720 
The New Federalism in Education: State Re- 
sponses to the 1981 Education Consolidation and 
Improvement Act. 

ED 234 49: 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 

ED 235 766 
Oversight on National Direct Student Loan Pro- 
gram Regulations. Hearing Before the Subcom- 
mittee on Postsecondary Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. 

ED 235 767 
Policy Statement on Future Competitions for Re- 
gional Educational Laboratories and Educational 
Research and Development Centers under Sec- 
= 405(f) of the General Education Provisions 

ct. 

ED 234 718 
Postsecondary Education in the U.S. Territories. 

ED 233 664 
Private Schools and National Policy: A Compara- 
tive Study of Australia and the United S‘ates. 

ED 239 35i 
Procedures for Making Grant Awards under 
Three Department of Education Discretionary 
Grant Programs. Report. 

ED 238 130 
Proposals to Establish a New Educational Assist- 
ance Program for Veterans and Members of the 
Armed Forces, and Review of the Veterans Edu- 
cational Assistance Program (VEAP). Hearing 
before the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 233 233 


Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on Education, Arts and Humanities of the 


Committee on Labor and Human | sources. 
United States Senate, Ninety-Eighth Congress, 
First Session on S. 655 to Authorize Appropria- 
tions to Carry Out the National Sea Grant Pro- 
gram for Fiscal Years 1984, 1985, and 1986, and 
for Other 

ED 233 889 
Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 


ED 234 716 
Review of Veterans’ Education Programs. Hear- 
ing before the Committee on Veterans’ Affairs, 
-Eighth Congress, 
. 667, and Related 


United States Senate, Nine 
First Session on S. 8, S. 9, 
Bills 

ED 237 691 
School District Perceptions of Federal Competi- 
tive Education Programs. Final Report. Initial Re- 
lease September 1981. Fast Response Survey 
System. 

ED 234 490 
Signs of Trouble and Erosion: A Report on Grad- 
uate Education in America. [Final Report.] 

ED 239 546 
Speculation Upon the Implementation of P.L. 
94-142 in New Mexico’s Rural School Districts. 

ED 235 975 
Stat, Local, and Federal Financing for Illinois 
Public Schools, 1983-1984. Revised. 

ED 239 412 
Statement on the Fiscal Year 1984 Education 
Budget. United States Commission on Civil 
Rights Clearinghouse Publication 79. 

ED 235 562 
Strengthening the Government-University Part- 
nership in Science. 

ED 233 887// 

Study of the Impact of Federal Student Financial 
Aid Policies on State Decisions. Final Report. Re- 
vised. 

ED 234 731 
Trends in Student Aid: 1963 to 1983. 

ED 238 379 
Veterans’ Educational Assistance Act of 1983. 
Report (to accompany H. R. 1400). House of Rep- 
resentatives, 98th Congress, Ist Session. Rept. 
98-185 Part 1. 

ED 237 690 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 
Transformation. Research Paper. 

ED 236 371 
1983 Science and Technology Posture Hearing 
with Director Office of Science and Technology 
Policy. Hearing before the Committee on Science 
and Technology. U.S. House of Respresentatives, 
Ninety-Eighth Congress, First Session. 

ED 238 704 
1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and Technology. U.S. ecg of Repre- 
sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 (February 23,25; March 1,8,10, 
1983). No. 21 


ED 238 705 


Federal 


Budget . 

Budget Cuts and Black Childre»; A Response to 
the President’s Budget for FY 1984. 

ED 234 884 
Fiscal Year 1984 Budget. Hearings before the Se- 
lect Committee on Indian Affairs, United States 
Senate, Ninety-Eighth Congress, First Session on 
the Fiscal Year 1984 Budget (February 23, 24, 
and 25, 1983). 


ED 238 615 


Federal Bureau of Inv: 


Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile ya fe of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 

ED 234 910 


* Federal Communicatio:s Commission 


The PTA TV Trainer’s Manual. 
ED 235 769 


Federal Contractors 


A Study cf Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume II: Ten Case Studies. 


Federal Government 177 


ED 233 185 

A Study of Accommodations Provided to Handi- 

capped Employees by Federal fears rg Final 
Report. Volume I: Study Findings. 

ED 233 184 


Federal 


Courts 
The Federal Law of Bilingual Education. 


ED 235 294 

Federal Litigation Arising from Personnel Prac- 

tices of Southern School Boards from 1970 

through 1981 in the Fifth Circuit Court of Ap- 

peals Area. 

ED 239 349 

School Officials and the Courts: Update 1983. 
ERS Monograph. 

ED 239 419// 

Who Should Decide What Children Will Learn? 

ED 238 107 


Federal Government 


Better Country: A Strategy for Rural Develop- 
ment in the 1980’s. 


ED 238 655 
A Challenge for Action: National Leadership & 
Involvement in Education. 
ED 239 376 
A Compendium of Quotations by the 
on Education Issues and the Role of the Federal 
—— in Education. Part I-1983, Part 
|-1982. 


ED 235 556 

Computer-Based Training Starter Kit. 

ED 233 681 
Education and Federalism: Doctrinal, Functional, 
and Strategic Views. 

ED 235 569 
Effects of Administration’s Fiscal Year 1984 Bud- 
get on Training and Employment Programs. 
Hearing before the Task Force on Education and 
Employment of the Committee on the — 
House of Representatives, Nine ee 
gress, First Session. Serial No. 

"'D 233 181 


Equal Opportunity in Presidential Appointments. 
A Statement of the United States Commission on 
Civil Rights 

ED 234 132 
The Federal Advisory Committee Act after Ten 
Years. 

ED 234 437 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 

ED 240 214 
Federal Recognition cf the Rights of Minority 
Language Groups. 

ED 235 679 

Government’s Role in the Job Transitions of 
America’s Dislocated Workers. A Statement be- 
fore the Committee on Science and Technology 
and the Committee on the Budget, U.S. House of 
Representatives. 

ED 236 374 
Governors and New Economic Challenges. A 
Background Paper. 

ED 237 678 
The Impact of Reagan Economics on Aging 
Women: Oregon. Hearing — the Subcommit- 
tee on Retirement I ployment of 
the Select Committee on pom House of Repre- 
sentatives, Ninety-Seventh Congress, Second 
Session, Portland, Oregon. 





ED 235 400 

Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing 

the Subcommittee on Crime of the Committee on 

the Judiciary, House of Representatives, Nine- 

ty-Seventh Congress, First Session (September 

24, 1981). 

m Pe! 911 

Impro Productivity in Cop t Registra- 

ton eee by the U. q General Accounting Of- 

ice. 

ED 234 779 

Microcomputers: A Review of Federal Agency 

Experiences, Computer Science and Technology. 

ED 239 596 

National Advisory Council On Rural Develop- 

ment (ist, Washington, District of Columbia, 

April 14-15, 1982). Executive Summary of Pro- 

ceedings. 


ED 239 798 
The Prospects for Unemployment and Inflation. 





178 Federal Government 


Hearing before re Subcommittee on Domestic 
Monetary of the Committee on 


ED 237 692 
Remarks before the National Bar 
attle, Washington, August 9, 1983). 

ED 234 116 
Rural Education and Rural Family Education 
Policy for the 80’s. 

ED 234 971 
A Rural Education Policy for the 80's. 

ED 234 977 
Statement on the Fiscal Year 1984 Education 
Budget. United States Commission on Civil 
Rights Clearinghouse Publication 79. 

ED 235 562 
Television Cameras in Congress. Freedom of In- 
formation Center Report No. 483. 

ED 238 059 
Vocational Education: The Federal Role. Position 
Statement _ Reauthorization of the Vocational 

i ct. 
ED 239 120 


Federal Indian Relationship 
eee ee 
Exceptional Children. The Third Annual Report 
to the Department of the Interior. 
ED 235 992 


Indian Education Act-Title IV. Hearing Before 
the Subcommittee on Elementary, and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 

Ninety-Eighth Congress, First Session. 
ED 239 817 


Indian Education Oversight. Hearing before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Seventh Congress, Second 
Session on Oversight of Indian Education (May 
18-19, 1982). 
ED 237 285 
The Land of the Yakimas. 
ED 233 834 
Native Adult Basic Education. An Instructor’s 
Annotated Bibliography. 
ED 238 616 
nal Changes-A History of the Navajo People 
© Ahoodzaa-Dine e. 
Fifth-Eighth Grade ‘Navajo Bilingual Bicultural 
Social Studies Curriculum 
ED 235 970 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curricul 


ED 235 973 


ED 235 964 


Legislation 
Panera gigs Number 16. Work 
odules. Coordination 
Techniques Series. 


poten Hs Basi Ss Pas 
its: its thro 

a ~ and Job Training Incentives. A 

lor Business. 


ED 239 018 
Challenge Grant Patent Report to 
es HLR. 2144. House of Representa- 
Committee on Education and Labor, 
Ninety: Eighth Congress, First Session. 
ED 235 726 
Child Pornography. Hearing on S. 2856, before 
the Subcommittee on Juvenile Justice of the Com- 
mittee of the Judiciary, United States Senate, 
Ninety-Seventh Second Session (De- 
cember 10, 1982). 


ED 234 913 
Community Volunteer Service Act of 1983. Hear- 
ing before the Subcommittee on Family and Hu- 
man Services of the Committee on and 
Human Resources. United States Senate, Nine- 
ty-Eighth Congress, First Session on S. 1129. 

: ED 236 411 


Education. As yt tge 

1, 1982. Prepared for the Use of 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 


ED 234 684 
A Compilation of State Statutes That Include Ed- 
ucation/Training Benefits for Senior Citizens. 


ED 236 365 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 

ED 237 626 


Act Report Mathematics and Science Education 
Act. T with Additional and Dis- 


—. louse of Representatives, Nine- 
ty ls Geamaae First Session (February 17, 
1983). Rept. 98-6, Part 1. 

ED 237 336 


Act of 1983.5 Vietnam Veterans Jobs Training 
Act of 1983 Hearings before the Subcommittee 


sentatives, Ninety-Eighth Congress, First Ses- 
sion. 


ED oe 409 
Employment and Training ry oe to luce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 


ED 236 373 
Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 

ED 234 254 
Energy. Overview: ERIC Fact Sheet No. 6. 

ED 237 794 
Evaluation and Accountability in the Years 
Ahead. Perspectives from the Department of Ed- 
ucation. 

ED 237 704 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
Exemption 6: Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 

ED 239 024 
Extend the Vocational Education Act. Hearings 
before the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the Committee 
on Education and Labor, House of Representa- 
on. Ninety-Eighth Congress, First Session on 

H.R. 14 (March 17, May 18, and pool 14, 1983). 

ED 237 769 
Federal and State Employment Laws. Module 
Number 11. Work Experience Program Modules. 
Coordination Techniques Series. 

ED 233 153 
Federal Judge Rules Temporary Educational Use 
= Videotape Copies of Copyrighted Works Ille- 


ED 233 713 
The Federal Law of Bilingual Education. 

ED 235 294 
Federal Service Mandates in Education: A Pre- 
liminary Assessment. 

ED 238 161 
Federal Strategy for Prevention of Drug Abuse 
and Drug Trafficking, 1982. Prepared for the 
President Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 

ED 234 289 


Final Report to Congress on Age Discrimination 
in Employment Act Studies. 
ED 237 766 
Foreign Language Assistance for National Secu- 
rity Act. Hearing on H. R. 2708 to Further the 
National Security and Improve the Economy of 
the United wor ye Providing — for the Im- 
provement in Criti Languages, 
for the iguocemnsanel Dhammeneny and S 


Subject Index 


1st Session, Rept. 98-61, Part 1. 

ED 237 202 
Grandparents: The Other Victims of Divorce and 
Custody Disputes. Hearing before the Subcom- 
mittee on Human Services of bags nor Commit- 
tee on Aging. House o! epresentatives, 
Ninety-Seventh Congress, Second Session (De- 
cember 16, 1982). 

ED 236 515 


Guidelines for Local Educational Agencies for the 
Participation of Private Schoo! Students in ECIA, 
Programs. 


Chapter 1 

ED 239 414 
Guide to the Job Training Partnership Act. Cu- 
mulative Analyses of the Law and Subsequent 
Policy Issuances. Installment #1 


ED 239 025 
Hearing on the Equal Educational Opportunity 
Act of 1983, before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 

Committee on Education and Labor. House of 

Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2397 (April 6, 1983). 

ED 240 212 
Hearings on Mathematics and Science Education 
(Part 2). Hearings Before the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session on H.R. 30 
To Provide Assistance to Improve Elementary, 
Secondary and Postsecondary Education in 
Mathematics and Science, and for Other Purposes 
(January 26-28, 31, 1983). 

ED 233 888 
If You Borrow to Buy Stock. 

ED 235 073 
The Impact of Federal Legislation on Education 
in the Clinical Laboratory Sciences. 

ED 235 003 
Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing before 
the Subcommittee on Crime of the Committee on 
the Judiciary, House of Representatives, Nine- 
ty-Seventh Congress, First Session (September 
24, 1981). 

ED 234 911 
The Interaction of Federal and Related State Edu- 
cation Programs. Summary Report of a Congres- 
sionally Mandated Study. 

ED 233 479 


The Interaction of Federal and Related State Edu- 
cation Programs. Volume !. 

ED 233 480 
The Interactions of Federal and Related State Ed- 
ucation Programs. Volume II: State Case Studies. 

ED 233 481 
Job Training Partnership Act: An Analysis. 

ED 237 675 
Labor Outlook on Jobs & Training. An Analysis 
of the Job Training Partnership Act of 1982. 

ED 239 122 

Children Act. (Report to Accompany 

H.R. 6976). House of Representatives, 
Ninety-Seventh Congress, Second Session. Re- 
port No. 97-820. 

ED 235 399 
The New Federalism in Education: State Re- 
sponses to the 1981 Education Consolidation and 
Improvement Act. 

ED 234 491 
Oversight of Student Loan Marketing Association 
(Sallie Mae). Hearing Before the Subcommittee 
on Education, Arts and Humanities of the Com- 
mittee on Labor and Human Resources. United 
States Senate, Ninety-Seventh Congress, Second 





ary Foreign Instruction... before the 
Subcommittee on Elementary, Secondary,and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 
ED 235 683 
Freedom of Information in a Parliamentary Gov- 
ernment: Canada’s New Access to Information 
Legislation. 
ED 236 613 
Gavel to Gavel: A Guide to the Televised Pro- 
ings of Congress. 
Grandparents Rights, Report Together with Ad 
parents ts. a wit - 
ditional Views [T. “Et Con. Res. 45 
which on Feb. p “gen w Was ay bho Jointly to 


Labor. House pry obieronc nt 98th — 


ED 235 768 
Program Planning for the Special Child. 

ED 236 866 
Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on Education, Arts and Humanities of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session on S. 655 to Authorize Appropria- 
tions to Carry Out the National Sea Grant Pro- 
gram for Fiscal Years 1984, 1985, and 1986, and 
for Other Purposes. 


ED 233 889 
Revenue Bonds to Finance College and Univer- 
sity Programs. Hearing and Markup before the 
Subcommittee on Fiscal Affairs and Health and 
the Committee on the District of Columbia. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session on H.R. 6010 and H.R. 





Subject Index 


6276 to Amend the Revenue Bond Section of the 
Home Rule Act for the Purpose of Providing for 
Student Loans. (May 26 and June 23, 1982). 
ED 234 657 
Review of Veterans’ Education Programs. Hear- 
Usited St = ian te hs Eighth canoe 
Uni tates te, Nine! 
First Session on S. 8, S. 9, S. 667, and Related 
Bills. 

ED 237 691 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 

ED 234 982 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 

ED 237 688 
Soviet-Eastern European Research and Training 
Act of 1983. Hearing Before the Subcommittee on 
Education, Arts and Humanities of the Commit- 
tee on Labor and Human Resources. United 
Staies Senate, Ninety-Eighth Congress, First Ses- 
sion on S. 873. 

ED 239 549 
Special Education and the Law. Issuegram 10. 

ED 236 904 
A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1931 on 
SEA and LEA Evaluation. Paper and Report Se- 
ties No. 79. 

ED 235 183 
“There Is No Liberty...” A Report on Congressio- 
nal Efforts to Curb the Federal Courts and to 
Undermine the Brown Decision. 

ED 236 254 
U.S. Science and Engineering Education and 
Manpower: Background; Supply and Demand; 
and Comparison with Japan, the Soviet Union, 
and West Germany. Report Prepared by the Con- 
gressional Research Service Library of Congress 
for the Subcommittee on Science, Research and 
Technology, Transmitted to the Committee on 
Science and Technology. U.S. House of Repre- 
sentatives, Ninety-Ei Congress, First Ses- 
sion. 

ED 235 996 
Utilizing the Job Training Partnership Act Funds 
for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 

ED 237 754 
Veterans’ Educational Assistance Act of 1983. 
Report (to accompany H. R. 1400). House of Rep- 
resentatives, 98th Congress, Ist Session. Rept. 
98-185 Part 1. 
Vv ional Rehabili Pr He a a 

ocati ehabilitation Program. Hearing 

fore the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 236 410 
Women’s Career Choice Equity a 
Hearing before the Subcommittee on Social Sec 
rity and Income Maintenance Programs of the 
Committee on Finance. United States Senate, 
Ninety-Eighth Congress, First S 





ED 236 412 


Federal Programs 
Annual Evaluation Report < ‘ ates 
Educational Programs, FY198 

ED 240 146 
Breathing Local Life into a National Strategy for 
Educational Equity. 

ED 233 949 
Budget Cuts and Biack Children: A Response to 
the President’s Budget for FY 1984. 

ED 234 884 
Career Planning and Placement Strategies for 
Postsecondary Students with Disabilities. 

ED 238 226 
Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 

ED 235 916 
A Compendium of Quotations by the Secretary 
on Education Issues and the Role of the Federal 
Government in Education. Part I-1983, Part 
II-1982. 

ED 235 556 
A Decent Home...A R on the Continuing 
Failure of the Federal Government to Provide 
Equal Housing Opportunity. 


ED 235 255 
Dissemination Management Project. Final Re- 
port. 


ED 235 839 
Effects of Administration’s Fiscal Year 1984 Bud- 
and Employment Programs. 
Task Force on Education and 
egianaente of the Committee on the Budget, 
House of Representatives, Nine 7 Con- 
gress, First Session. Serial No. 
"=D 233 181 
Employment and Training Pro erm to Reduce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 


ED 236 373 
Evaluating the Impact of Training: A Collection 
of Federal Agency Evaluation Practices. 

ED 235 240 
Federal Strategy for Prevention of Drug Abuse 
and Drug Trafficking, 1982. Prepared for the 
President Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 

ED 234 289 
Guide to the Job Training Law nd 8 Act. Cu- 
mulative Analyses of the Law _ ubsequent 
Policy Issuances. Installment # 

ED 239 025 


Hearing on National Centers for Personal Com- 
puters in Education. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
ess, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Educa- 
tion Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 
ED 238 393 
Infant Mortality. A Report Prepared by the Con 
ional iantedh Serine tr Ga Une of te 
jubcommittee on Health and the Environment of 
the Committee on Energy and Commerce, U.S. 
House of Representatives, 98th Congress, Com- 
mittee Print 98-J. 
ED 234 914 
The Interaction uf Federal and Related State Edu- 
cation Programs. Summary Report of a Congres- 
sionally Mandated Study. 
ED 233 479 


The Interaction of Federal and Related State Edu- 
cation Programs. Volume I. 
ED 233 480 
The Interactions of Federal and Related State Ed- 
ucation Programs. Volum II: State Case Studies. 
ED 233 481 
An Interactive Approach to Infusing Equity: A 
Teacher Model. 
ED 233 948 
Is the World Any Different Because You Were 
There? 
ED 238 629 
The Learning Disabilities Program in Job Corps. 
ED 235 604 
Mathematics Released Exercises from the 
1981-82 Assessment. 
ED 237 546 
National Assessment of Educational Pro Re- 
considered: A New Design for a New 
ED 236 156 
The National Evaluation of School Nutrition Pro- 
grams. Final Report - Executive Summary. 
ED 234 118 
The New Federalism in Education: State Re- 
sponses to the 1981 Education Consolidation and 
Improvement Act. 
ED 234 491 
“New Federalism”: Prospects and Implications. 
tiniatintitge ED = Ne 
Remarks b' tor le (Na- 
eatin on Reatinned in Bastien’ Indo 
apolis, Indiana, December 6, 1983). 
ED 238 567 
An Overview of the New Job Training System. 
Survey Report I. 
ED 239 088 
The Persistent Dilemmas of Preparing for Work: 
Occupational Training in Texas. Policy 
Research Project Report Number 55. 
ED 233 216 
Perspectives on Family Research. Report of a 
Workshop. 
ED 234 290 
Rapid Assessment of the ED Institutional Eligi- 


Federal Regulation 179 
bility and Compliance Monitoring Systems. Final 
Report. 


ED 233 661 
Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on Education, Arts and Humanities of the 
United States Senate, Ninety-Eighth 
ni tates te, Ninety- ith Congress, 
First Session on S. 655 to Authorize Appropria- 
tions to Carry Out the National Sea Grant Pro- 
gram for Fiscal Years 1984, 1985, and 1986, and 
for Other 
ED 233 889 
Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 
ED 238 914 
The Reshaping of an Innovation. ACSN-The 
Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 
ED 238 398 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the Appalachian Community Ser- 
vice Network to the National Institute of 
Education. 
ED 238 399 
Resource Guide: Special Services and Aids for 
Disabled Students Attending Postsecondary Edu- 
cation Institutions. Draft. 
ED 235 667 
Review and Planning Report for Student Supp- 
port Services: P.L. 94-142 and P.L. 89-313 Feder- 
ally Funded Projects. 
ED 236 867 
School District Perceptions of Federal Competi- 
tive Education Programs. Final Report. Initial Re- 
lease September 1981. Fast Response Survey 
System. 
ED 234 490 
Semi-Annual Report to Congress: April 1, 
1983-September 30, 1983; No. 7. (Submitted pur- 
suant to Public Law 95-452). 
ED 238 183 
Semi-Annual Report to Congress: October 1, 
1982-March 31, 1983; No. 6. (Submitted pursuant 
to Public Law 95-452). 
ED 233 492 
Staff Report and Fiscal Year 1984 Budget Analy- 
sis of Programs under the Jurisdiction of the Sul 
committee on Postsecondary Education. 
Committee on Education and Labor, House of 
Representatives. Subcommittee on Postsecondary 
Education, Ninety-Eighth Congress, First Ses- 


sion. 

ED 234 664 
Subsidizing On-the-Job Training. An Analysis of 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 

ED 236 387 
A Survey to Identify University Student Attitudes 
toward the Role of Government in Controlling 
Human Population Growth. 

ED 240 026 
Title I as an Educational Resource in South Caro- 
lina. 


ED 234 112 
The Value of the Energy Data Base. 

ED 234 811 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 
Transformation. Research Paper. 

ED 236 371 
1983 Science and Technology Posture Hearing 
with Director Office of Science and T: 
Policy. Hearing before the Committee on Science 
and ‘echnology. U.S. House of a uaa 
Ninety-Eighth Congress, First Sessi 

=D 238 704 


1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and Technology. U.S. House of Repre- 
sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 (February 23,25; March 1,8,10, 
1983). No. 21 


ED 238 705 


ederal Regulation 


The Auxiliary Medium and the Courts: Judicial 
Consideration of Cable TV and the First Amend- 


ment. 

ED 233 360 
Bureau of Indian Affairs Advi Committee for 
Exceptional Children. The Annual Report 
to the Department of the Interior. 





ED 235 767 
The PTA TV Trainer's Manual. 


'5 070 
US. Currency. A Pesspective of Its Role Tosep 


Speculation Upon the Implementation of P.L. 
94-142 in New Mexico’s Rural School Districts. 

ED 235 975 
pon of Federal Student Financial 
Aid ies on Decisions. Final Report. Re- 


Seen ee antha 
cation Programs. Volume 
ED 233 480 


The Interactions of Federal and Related State Ed- 
ucation Programs. Volume II: State Case Studies. 
ED 233 481 


Coaching Behavior of Girls Youth Softball 
Coaches. 
ED 238 849 


Subject Index 
Overjustification- Constraint, Contrast, or Com- 


ED 237 877 


Providing on Student Speeches: The 


Feedback 
Strategies. 


ED 239 317 
Supervision of Student Teachers: Feedback and 
Evaluation. Clinical Teacher Education — Preser- 
vice Series. 

ED 240 106 
ee and Learning via Interactive Satellite—A 
Janus View. 

ED 235 791 
Towards a Theoretical ion of In- 
ractional Evainati 
ED 234 094 
Utilizing Interactive Features in the Design of 
Videodisc Materials. 

ED 233 703 
The Valence Bias and Ambiguity in Interpersonal 
C “yer 


ED 236 498 
Feedback Control 
The 


Tuition & Required Fees. New Jersey 
Universities: 1977-78 ~~ 1983-84. 
Volume 4: Brief Number 


Adaptation to Work: An Analysis of Employee 
ae See 
ED 237 899 
Afro-Caribbean Women in the United States: Im- 
ages and Reality. 

ED 240 180 
American Indian Women and Mathematics: An 
Annotated Bibliography of Selected Resources. 
cuapantiaaaes 
Fang hay bei to 
Performance of Enlisted Navy 

Women Techaical Nowe 10-24 


Vocational Agriculture Pro- 

a Neacaey Henan Meade. 
port. 

ED 234 = 

Breathing Local Life into a National Strategy for 

ED 233 949 

Bulimics as oe Prior Anorexia Ner- 


vosa: A 
tics. 


ED 236 463 
Carrying Loads on Heads. Third World Science. 

ED 235 033 
Case Studies of Critical E 


Ct for Sci . 
Guang ienaene Weae eee 
ED 235 006 


eG iain fo tn tem 


ED 234 304 


ED 239 861 
A Comparative View of the Roles of Women and 





Sabject Index 


Men: Grades 6-12. Comparative Studies Series. 


prom tnd 
ED 238 866 
ED 234 305 
Critical Events Shaping the Hispanic Woman's 
Identity. 


A Different Call to Arms: Women in the Core of 


EN-ACT: Black Women's Identity in Action. A Dimensional instrument to 
Facilitator’s Workshop Manual. Assess Antecedents of Women’s Vocational 


ED 234 229 
With Babies and Banners: Ibustrated Historical 
Women in the Booklet. 
Opportunity in Presidential Appointments } With Bubies and Banners: Stady/ Activity Bookiet 
A Seveeteat of the Uni States Commission on ities i i ineeri [and] Educator’s Guide. 
ED 234 132 
A Factor Analytic Stady of the Beck Depression 
Stadents. 


High School and College Women. Final Report 
ED 240 200 


Women in Librarianship: A Cross-National Prob- 
lem Stady. 

ED 238 453 
Women in Physics. 

ED 237 335 
Women in Radio Soap A Historical Per- 
spective of the Image of Women’s “Sphere” in the 
“Golden Age.” 


ED 239 330 
Women in Science. VGM Career Horizons Series. 


A Women’s College as an Agent of Socialization 
for Women’s Roles. 
ED 238 347 


Women’s History Lesson Pian Sets. 

ED 233 918 
Women’s Peer Groups and Choice of Career. Fi- 
nal Report. 


ED 236 389 
Women Students In Rural Communities: A Pre- 





182 Females 


limi R 
ED 235 956 


Women: Tapping a New Resource for 

ED 238 669 

Feminism 

Anatomy of Difference: Toward a Classification 
of Feminist Theory. 

ED 237 431 
Crisis in Feminism: The United States and 
France. 


ED 240 007 


ED 237 394 
Feminist Theory and Feminist Pedagogy: The Ex- 
istential Woman. 
ED 236 106 
Image Makers: Reporters or Sources. 
. a 235 “ed 
Increasing the Effectiveness of Women’s Pro- 
grams on Campuses: A Summary of the 


Activities 
Women’s Centers Training Project. 

ED 235 721 
Paradigm Shifts in the Study of Literature. 

ED 239 303 
Placing Women’s History in the American His- 
tory Survey. 

ED 237 402 
Program Expansion and Collaboration with Other 
Programs and Departments. 

ED 234 694 


Sisterhood Surv i. of the Mid-At- 
lantic Women’s Studies Association Conference 
(West Chester, Pennsylvania, October 1-2, 1982). 
ED 239 567 
Some Affects of Women’s Rights Demonstrations 
Upon Attitudes of Nonfeminist Mormons. 
ED 237 439 
— Equal Rights Amendment: A Case 
ED 240 006 
Women’s Rights Unit. 
ED 239 972 
Feminist Criticism 
Paradigm Shifts in the Study of Literature. 
ED 239 303 
Fermentation 
Fermentation. Third World Science. 
ED 235 039 
Fertilizers 
Diffusion and Adoption of Innovations in Fertil- 
izer-Related Agricultural Production Technology 
in Developing Countries. 
ED 237 637 


Fiction 
Illusion and Reality. 
ED 236 614 
Field Crops 
Plant Science. IV-A-1 to IV-F-2. Basic V.A.I. 
ED 235 337 


for University S Regarding 
for jupervisors 
the aadioa of Successful Intern Seminars and 
Field Experiences. 

ED 236 116 
—- Desc Stay. Executive Sum Re- 
Port a ive ecutive 

jummary. 

A Description of the Single = oe Reading 
Methods Course for Preservice Ti ca. 


ED 233 299 
Feber ae Field Experiences in Teacher Education 
agogical 


Provide a Meaningful Context for Acquiring Ped- 
Knowledge? 

The Pas : 234 038 

Early Field Experience and the Preservice 
Teacher’s Concerns. 

ED 234 036 

The Ecology of Field Experience: Toward an Un- 


derstanding of the Role of Field Experiences in 
Teacher Development. 


ED 240 111 
Experiential Education. Overview: ERIC File 
Sheet No. 1. 

ED 237 789 


Field Experience Guidelines for ewe gd ~ 
dents and Faculty and Public School T: 
and Administrators. 

ED 235 118 
Field Placement in Social Gerontology. 

ED 236 095 
Fieldwork Supervisor’s Manual. 

ED 234 332 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Secondary. 

ED 235 121 
A High Intensity Social Studies Program in a 
Clinical Setting for Teacher Education Students. 

ED 236 070 
Highlights from Evaluation of EBCE. 

ED 233 465 
The Integration of Theory and Practice: A Pri- 
mary Focus of Teacher Education Internships. 

ED 238 879 
A Manual for Cooperating Teachers: Secondary 
Field Experiences. 

ED 237 479 
Mental Health and the Intern—A Teacher Train- 
ing Model. 

ED 240 121 
Pitfalls of Experience in Teacher Preparation. Oc- 
casional Paper No. 65. 

ED 237 504 
Preparing Student Teachers for Professional Ap- 
pointments in Rural Schools. 

ED 239 789 
R.S.V.P. Teacher-Coordinator Handbook. 

ED 235 966 
Rural Studies in Teacher Education From Innova- 
tion to Stablization. Summary of the Symposium 
on Rural Education. 

ED 235 946 
Teacher Education for Rural Schools: The West- 
ern Montana College Model. 

ED 237 252 
What Undergraduate Students Expect from Pres- 
ervice Field Experiences. 

ED 237 473 


Field 


Instruction 
Archaeology-You Can Dig It, Too! 
ED 238 743 
Field Trip to a Rocky Shore. 
ED 237 309 
Fieldwork Supervisor’s Manual. 
ED 234 332 


Field Interviews 


Working with Refugees: A Manual for Parapro- 
fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 

ED 236 321 


Field Program Associates 
The Field Program Associate in the Partnership 
for Rural Improvement. 


ED 237 269 


Studies 
Creating Field Research in the Lab: Simulation as 
Communicating and Organizing. 
ED 234 445 


Elites, Bureaucrats, Ostriches, and Pussycats: 
Managing Research in Policy Settings. 

ED 238 196 
Evaluation Report for the Heartsmart Adven- 
tures. 


ED 240 145 
A Guidebook for Conducting Field Trials of New 
Methods. Paper and Report Series No. 77. 
ED 235 182 
An Introduction to: Practical Fieldwork from an 
Ethnographic Perspective. Methodology Project. 
ED 238 936 
“Rap Groups” as Field Research Method in a 
Sheltered Workshop. 
ED 239 156 
Field Tests 
A Field Test of Industrial Sewing Curriculum Ma- 
terials. Student Achievement. 
ED 233 128 
Field Theory 
pp ag Argument and Field Theory: The Lae- 
le Case. 
ED 236 708 


Subject Index 


Field Trips 
Block Study: Learning About Your Local Com- 


munity. 

ED 239 956 
Centering on a Quick Reference Resource Book- 
let for New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Field Trip to a Rocky Shore. 

ED 237 309 
From Broadway to Battery Park: For College and 
Community. 

ED 238 031 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
tine Systems and Coastal Field Trips. 

ED 237 332 
Open the Door Let’s Explore: Neighborhood 
Field Trips for Young Children. 

ED 238 529 
Passages: Rafting the Green River as an Analogy 
to the Mid-Life Transition. 

ED 238 079 
Tourism, Field Trips and Geographic Education. 

ED 240 016 
What? A Field Trip on the Playground? 

ED 237 250 


ae Lower School NY 


Social Studies Core Curriculum in Fieldston 
Lower School. 


ED 233 930 


Fifty Percent Law (California) 


Fifty Percent Law Review. 
ED 239 672 


Figurative 


Language 

Language Use, Language Ability, and Language 
Development: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts Inter- 
national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 014 
Reading Comprehension and Creativity in Black 
Language Use: You Stand to Gain by Playing the 
Sounding Game! Technical Report No. 295. 

ED 235 475 
Smith/Palmer Figurative Language Interpreta- 
tion Test. 

ED 236 668 


Classification and Subject Cataloguing Section. 
Bibliographic Control Division. Papers. 

ED 239 628 
Cffice Occupations Performance Objectives and 
Assessments. 


ED 234 203 
Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 

ED 238 402 


Film Criticism 


A Writing Contest? Why Bother. 
ED 236 702 


Film 


History 
An Annotated Catalog of Unpublished Film and 
Television Scripts at the University of Illinois at 
Urbana-Champaign. Robert B. Downs Publica- 
tion Fund; No. 7. 


ED 233 704 


Libraries 
Film and Video Utilization Study. 
ED 235 797 


Film Prod 


luction 
Development of Video Tapes for Classroom Use. 
ED 237 159 


Film 


Production Specialists 
Development of Video Tapes for Classroom Use. 
ED 237 159 


Film Study 


An Annotated Catalog of Unpublished Film and 
Television Scripts at the University of Illinois at 
Urbana-Champaign. Robert B. Downs Publica- 
tion Fund; No. 7. 

ED 233 704 
German Cinema as 2 Vehicle for Teaching Cul- 
ture, Literature and History. 


ED 239 500 


Films 
An Annotated Catalog of Unpublished Film and 





Subject Index 


Television Scripts at the University of Illinois at 
Urbana-Champaign. Robert B. Downs Publica- 
tion Fund; No. 7. 

ED 233 704 
The Archival Appraisal of Moving Images: A 
RAMP Study with Guidelines. 

ED 239 625 
Multiculturalism Film and Video Catalogue—1982 
= Repertoire des films et videos sur le multicul- 
turalisme-1982. 

ED 240 198 
Past, Present, Future: | Dendern Linkag 
Around the Pacific Rim. 


for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 

Rg 235 732 
Teaching the Holocaust through Film. 

ED 240 011 


Filmstrips 
Media Manual (How to Use Media Equipment). 
ED 237 079 


Reform 

The Decline and Fail of School Fircace Reform 
in Illinois. A Study of the Politics .{ School Fi- 
nance: 1973 to 1983. 

ED 236 775 
Economics and Financing of Education. 

ED 238 175 
Formula Budgeting for the Community Colleges 
in Alaska. 


ED 239 687 
Illinois Public School Finance Project. Technical 
Advisory Panel Report. A Comprehensive Sys- 
tem for Financing Illinois Public Education. 

ED 238 151 
School Finance Equity. Issuegram 25. 

ED 234 507 
School Finance Litigation. Issuegram 27. 

ED 234 509 
School Finance Reform in the States: 1983. 

ED 235 589 
School Finance Reform: Past, Present and Future. 
Issuegram 26. 

ED 234 508 
State Legislative Voting and Leadership: The Po- 
litical Economy of School Finance. 

ED 238 094 
The State Legislative Voting Process in Educa- 
tion. Issuegram 31 

ED 234 512 


Financial Aid Applicants 
College Entrance Guide for American Students 
Overseas. 
ED 236 992 
Financial Aid Administration. 
ED 235 847 
Guaranty Agency Questionnaire. 
ED 234 732 
Handbook of Student Financial Aid: Programs, 
Procedures, and Policies. 
ED 236 978// 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 
ED 235 766 


Financial Aid Form 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 
ED 235 766 


Financial Audits 
Native American Righis Fund: 1982 Annual Re- 
port. 


ED 238 611 


Financial Indicators 
Interprovincial Compariscns of University Fi- 
nancing. Fifth Report of the Tripartite Committee 
on Interprovincial Comparisons. 
ED 239 525 


Financial Needs 
Report by the SBHE Task Force on Stucent Fi- 
nancial Aid. Postsecondary Education Research 
Reports. 


ED 238 320 


Financial Policy 
Access and Choice: 


— by the Task Force on Student Financial 


ED 238 388 
A Study of Freshman Student Withdrawal at Sa- 
lem State College. 
ED 234 674 
P 
table ye of Post- 


‘= =o 734 
the Impacts ee 
; The Case he Wand 
Bank 1 and Nonformal Education. 
ED 235 987 
ueeze on Tax Revenues for the Public 
Midwest in the 1980s. 


ED 238 121 
oo & University Business Administration. 
Fo Edition. 


secondary Education. 


The Big 
Schools: 


ED 233 621// 
Deriving Appropriate Educational Program Costs 
in Illinois. 


ED 236 786 
and the Department of Edu- 
the Campus. 
ED 238 390 
Finance Committee. AGB Standing Committee 
Series [No. 3]. 


Facilities Fin: 
cation. Viewpoint 


ED 238 375 
Financial Responsibilities of Governing Boards of 
Colleges and Universities. 

ED 238 382 
Guaranty Agency Questionnaire. 

ED 234 732 
Improving Higher Education Through Budget In- 
centives. Issuegram 21. 

ED 234 667 
An Investigation of the Feasibility of Awarding a 
Single Appropriation for the Operating Budget of 
the University of Alaska. 

ED 238 343 
Managing Decline in School Systems: A Hand- 
book. Final Draft. 

ED 238 163 
Policy Alternatives for Financing California Com- 
munity Colleges in 1983-84: A Staff Report. Com- 
mission Report 83-30. 

ED 234 858 
Policy and Procedures, University of Rhode Is- 
land Foundation. 

ED 234 692 
Recurrent Education: Investing in a Lifetime of 
Working and Learning. 

ED 236 795 
School Facilities and Deferred Maintenance. Is- 
suegram 43. 

ED 234 517 
Staff Report and Fiscal Year 1984 Budget oa. 
sis of Programs under the Jurisdiction of the Su 
committee on Postsecondary Education. 
Committee on Education and Labor, House of 
Representatives. Subcommittee on Postsecondary 
Education, Ninety-Eighth Congress, First Ses- 
sion. 

ED 234 664 
State Board of ar ergy re Rules for Handicapped 
Students (Including Federal Regulations and 
State Law). 

ED 238 234 
Streamlining Local School Budgeting in Ohio. 

ED 233 457 
Study of the Impact of Federal Student Financial 
Aid Policies on State Decisions. Final Report. Re- 


ED 234 731 
Universities, Public Priorities, and the Future in 
Ontario. A Brief to the Standing Committee 
Social Development of the Legislature of Ontario. 
Publication No. 83-9. 

ED 238 327 


The Uses and Abuses of Interstate Comparisons 
of Higher Education Funding. 


ED 235 716 


Problems 
Consequences of 1983-84 Budget Cuts for Caii- 
fornia Community Colleges. 


ED 238 492 

CUNY Tech Continuing Education Annual Re- 
port, 1982-1983. 

ID 234 826 


a Send Loore. 1981- 1982 a 
E.A. Title I Project of the Boston Public 


Financial Support 183 


School System). Final Evaluation Report. 

ED 238 957 

ESEA Title I Program. Interim Report, 1982. 
ED 238 966 

aes Perils in Higher Education~Good 


ED 235 764 
Financing Traditionally Black Institutions of 
Higher Education. 

ED 234 113 


Fiscal Conditions and Implications in Selected 
Schools and Colleges of Education in Compre- 
hensive Universities, 1982-83. 

ED 237 008 
How to Decide What to Cut. 

ED 238 176 
How Will Higher Education Fare in State Appro- 
priations During a Period of Fiscal Conservatism? 

ED 236 982 


Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community Colleges: Results of a Com- 
mission Survey. Commission Report 83-28. 

ED 234 857 
Managing Decline in School Systems: A Hand- 
book. Final Draft. 


ED 238 163 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 

ED 237 786 
Northwesterners Out of Work: The Human Costs 
of Unemployment. Ideas for Action in Education 
and Work, Issue 7 

ED 237 785 
Oversight on Student Loan Collections. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 

ED 234 686 
Policy Alternatives for Financing California Com- 
munity Colleges in 1983-84: A Staff Report. Com- 
mission Report 83-30. 

ED 234 858 
Signs of Trouble and Erosion: A Report on Grad- 
uate Education in America. [Final Report.] 

ED 239 546 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 

ED 236 994 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 015 
1983 State of the District Address. Los Angeles 
Community College District. 

ED 237 144 


Financial Services 


The Credit Business. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 809 
Support Services. Module Number 15. Work Ex- 
Perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 157 
Videotex Project Reviews II. Research Report 

for OCLC. 

ED 237 065 
Vocational Support Services for Displaced Home- 
makers and Re-entry Women. Final Report from 
7/1/82 -6/30/83. 

ED 233 163 


Py eg inancial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 


Bibliography #11. 

ED 233 678 
Appalachian Regional Commission: 1982 Annual 
Report. 


ED 238 642 
An ne to Quantitative Fiscal Planning. 
Phase I Report. 


ED 239 551 
Bilingual Education: Meeting the Needs of the 
Eighties. 
The Changing Role of Librarian. 


ED 238 256 


ED 235 812 
Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 





Financial Support 


ED 235 916 
Compendium of Selected Data & Characteristics: 
University of Kentucky Community College Sys- 


tem, 1982-83. 
ED 234 860 
Pro- 


25-26, 1983). 
ED 238 387 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 
ED 238 715 
Economic and Political Dimensions of Recurrent 
Education. Policy Paper No. 83-C2. 
ED 235 572 
Economics and Financing of Education. 
ED 238 175 
Effects of the Administration’s Fiscal Year 1984 
on Children and Youth. Hearing before 
the Task Force on Entitlements, Uncontrollables, 
and of the a on the Budget. 
House of Representatives th Con- 
— (March ° 19) 3). No. 


ED 235 260 
Estate Planning for Retarded Persons and Their 
Families. 
ED 236 853 
Extend the Vocational Education Act. Hearings 
before the Subcommittee on Elementary, Second- 
ary, and Vocational Education of the ittee 
on Education and Labor, House of Representa- 
tives, Ninety-Eighth Congress, First Session on 
HLR. 14 ‘(March 17, May 18, and las 14, 1983). 
ED 237 769 
Factors That Influence the Financing and Cost of 
Medical Education. 
ED 235 713 
Financial Report of Ontario Universities, 
1982-83. Volume II-Affiliated and Federated 
and Universities. 
ED 238 332 
Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 
ED 238 331 
Financing Traditionally Black Institutions of 
Higher Education. 
ED 234 113 
Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 
ED 234 728 
ing Practices and Alternatives for Voca- 
tional ion in 
ED 234 236 
Graduate Education: A National Investment in 
. Proceedings of the Annual Meeting 
of the Council of Graduate Schools in the United 
(Colorado Springs, Colorado, D. b 


ED 238 833 
Policy Alternatives for Financing fornia Com- 
munity — A _ A Staff Report. Com- 
mission Report 83- 

ED 234 858 
Private Schools and National Policy: A Compara- 
tive Study of Australia and the United States. 

ED 239 351 


Migrants: 
Responses. A Look at the Causes and Conse- 
of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
ee to Address the Problems of _—— 
and Migrants in the United States and Elsewhere 
in the World. A Working Paper. 
ED 239 818 
Researchable Problems and Implications for T & 
I Education Drawn from the Vocational Educa- 
tion Study. 
ED 236 406 
Resources and Higher Education. SRHE Mono- 
graph 51. 
ED 233 627 
Revitalizing Laboratory Instrumentation. The Re- 
port of a Workshop of the Ad Hoc Working 
Group on Scientific Instrumentation (March 
12- 13, 1982). 
ED 236 047 
The Rich Get Richer and the Poor Get Federal 
Budget Cutbacks. 
ED 233 869 
Targeting Your Phonathons to Alumni. 
ED 234 695 
Utilizing the Job Training Partnership Act Funds 
for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 
ED 237 754 
Vocational Education Reauthorization. A Time 
for Redirection. 
ED 239 048 
What’s Ahead for Higher Education? 
ED 236 983 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 
ED 233 798 
Fine Arts 
Arts-R-Us. 
ED 235 116 
Dance Directory. Programs of Professional Prep- 
aration in American Colleges and Universities. 
Twelfth Edition. 
ED 236 133 


The English Teacher and the Arts. 

ED 239 298 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 





States 
1-3, 1982). 


ED 239 570 
Grants and Proposal Writing. Revised. 





write Perf at N: 1 Conventions by 
Talented Students from Urban School Districts. 

ED 237 602 
Higher Education Fi ial Si ics, 1981-82. 

ED 233 666 

‘The impact of Federal Student Assistance on Tui- 

tions, Institutional Student Aid and Alumni Giv- 


ing. 

ED 234 730 
Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community Colleges: Results of a Com- 
mission Survey. Commission Report 83-28. 

ED 234 857 
The Inequities of Salary Reduction as National 
Child Care Policy: Where Do We Go from Here. 


ED 234 904 
Interprovincial of University Fi- 


Comparisons 
nancing, Fifth Report of the Tripartite Committee 
Interprovincial Com; 


parisons. 
ED 239 525 
Long Term Care: en een Service 
Office of the Inspector 
ay 1981. 
ED 239 179 


Performance Funding in Higher Education: Pana- 
cea or Peril? 
ED 236 980 


Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 





R h in Higher Education: The Arts/The Sci- 
ences. 


ED 234 706 


t Deaf Individuals Bring to the Reading Task: 
A Focus on Word Identification Strategies. 
ED 239 424 


t 


Finland 
Cm iP Ci 
Research Report 191. 


in Information Service. 





ED 238 433 
Fire Drills 


Refinement of a Primary Preventive Approach to 
Fire Emergencies: A Comparison of External and 
Self-Instruction Strategies for Training and Main- 


taining Fire Emergency Responding. 
ED 237 197 
Fire 


Protection 
Juvenile Firesetter and School Arson Prevention 
Programs. 
ED 239 941 


FIRO B Scale 
Interpersonal Behavior and Leader Behavior 
Characteristics of Business Administration and 
Educational Administration Graduate Students. 
ED 238 139 
First Aid 


Advanced Competencies for School Bus Drivers. 


_ ED 235 359 
Emergency Viction ( Care. A Training 


Subject Index 


ronmental Injuries. Revised. 

ED 239 063 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 11- 
Childbirth, Pediatric Emergencies. Revised. 

ED 239 064 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 


ED 239 065 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 13-Ex- 
trication from Aut 

ED 239 066 


Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 7- 
Medical Emergencies. Revised. 





ED 239 060 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 8-Cri- 
sis Intervention, Drug-Related Problems. Re- 


ED 239 061 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 9. 
Backboards/Moving and Handling the Victim, 
Fractures, Dislocations. Revised. 

ED 239 062 
— with ~~ Mid-Atlantic Marine Animals 


pect. Educational Series 
No. 26. Third Puniieg. 





ED 237 341 
Standard First Aid & Personal Safety, 220. 


ED 238 470 


First Amendment 

The Auxiliary Medium and the Courts: Judicial 
Consideration of Cable TV and the First Amend- 
ment. 

ED 233 360 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue. 

ED 237 980 


First Week of School 
[Back to School Activities for the Elementary 
Teacher. Compiled from Six Issues of “Instruc- 
tor,” “Learning,” and “Teacher” Magazines.] 
ED 240 053 
Fiscal Capacity ' sia 
Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 
ED 238 997 
The Financing of Urban Public Schools: A Report 
on Selected School Systems. eee to Final 
Report, Volume 1 of the ly Man- 
dated Study of School Finance. 
ED 239 420 


State Support for Higher Education: Current and 
Constant Dollar Appropriations Viewed in Rela- 
tion to Personal Income and Per Capita Income. 

ED 238 311 


FINS: A Guide to the LaConner School District’s 
Program In Fishing Industry Specialization. 
ED 235 965 
Fixed Parameter A 


pproach 
An Alternate Procedure to Ovisin Ability Esti- 
mates in Latent Trait Models. 
ED 235 203 


(Patriotism and the American Flag. Articles Com- 
piled from Nine Issues of “Instructor” and 
“Grade Teacher Magazines.] 
ED 239 931 
Flawed Ttems_ 
tt Rescore Decisions 


a Item Statistics: A A Matter of Congruence. 
ED 236 238 





Fles 

Colloquium on French as a Second Language: 
Pr Review and Evaluation Bulletin, 
Volume 4, Number 4. 

ED 239 504 
Comparative Evaluation of Elementary School 

Foreign ¢ Programs. Final Report. 

ED 238 255 

The French Listening Comprehension Skills of 





Subject Index 


Grade 6 Enslish Program Students; Second Year 
of Testing. Research Report 81-10. 
ED 233 596 
Flexibility (Psychomotor) 
Flexibility Program 
ED 233 981 


Flexible Learning 
Flexible Learning Opportunities. 


ED 237 698 


Flexible Scheduling 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 
ED 235 584 


Flexible Working Hours 
Alternative Work Patterns as Innovations in the 
Work Place. Overview: ERIC Fact Sheet No. 19. 
ED 237 807 
Employers and Families: Strategies for Mutual 
Benefit. San Diego Symposium (San Diego, Cali- 
fornia, Apri! 15, 1983). [Summary]. 
ED 233 799 


Flooring 
Installation of Ceramic Tile: Residential Thin-Set 

Methods. 
ED 236 349 


Floriculture 

Agriculture—Floriculture. Kit No. 104. Instruc- 
tor’s Manual and Student Learning Activity 
Guide. 

ED 233 208 
Core III Materials for Metropolitan Agriculture/- 
Horticulture Programs. Units J-M. 

ED 233 231 


Florida 

ESL Training for Haitians in the State of Florida. 
Final Summary Report. 

ED 238 250 
Florida Extern Leadership Training Program for 
Local Administrators of Vocational Education. 
1982-1983 Final Report. 

ED 237 682 
Florida History Curriculum Guide: Social Stud- 
ies, Grade Four. 

ED 235 273 
Florida Marine Education Resources Bibliogra- 
phy. Report Number 51, Florida Sea Grant Col- 


lege. 

ED 235 031 
Florida State Board of Education Administrative 
Rules for the Operation of Florida’s Community /- 
Junior Colleges, Chapter 6A-14. 1982 Edition. 

ED 237 132 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 


port. 

ED 237 683 
Projected Impact of Entry and Exit Testing in 
Secondary and Postsecondary Education. Re- 
search Report No. 83-32. 

ED 239 677 
Supervised Occupational/Recent Work Experi- 
ence Program. A Component of the Florida Ex- 
tern Leadership Training Program for Local 
Administrators of Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 

ED 237 681 


United Way of Dade County, Inc. ESL/HELP 
(English as a Second Language/ Haitian Hispanic 
Employability Language Project). A Summary 
Report. 
ED 238 251 
Florida (Jacksonville) 
Jacksonville History Curriculum Guide. Grade 3. 
ED 235 271 


Florida Information Resource Network 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 
ED 234 793 


Florida State Department of Education 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1 


ED 234 527 


Florida State Student Assessment Test 
State and District Report of Results, 1981-1982. 
ED 240 124 


Florida Teacher Examination 
The Use of Student Background Variables, ACT 
Scores and GPA to Predict Performance on the 
Florida Teacher Certification Examination. 

ED 235 229 


Florists 
Agriculture-Floriculture. Kit No. 104. Instruc- 
tor’s Manual and Student Learning Activity 

Guide. 
ED 233 208 


Flow Charts 

Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 

ED 237 356 
means Computer Literacy. Student Activity 

andboo 

ED 233 674 
A Flowchart Guide to Assist Educators in Their 
Selection of Appropriate Assessment Instru- 
ments. 

ED 238 208 
Mathematics for the Technical Student: The Use 
of the Computer in the Systems Approach to In- 
struction. 

ED 237 123 
Project R-3 Flowcharting Handbook. A Motiva- 
tional Program Emphasizing Student Readiness, 
Subject Relevance, and Learning Reinforcement 
through Individualized Instruction, Intensive In- 
volvement, and Gaming Simulation. Revised Edi- 


tion. 
ED 239 840 
Reading and Flowcharting: Interfacing Functions 
of Computer Literacy. 
ED 234 342 
Fluid Dynamics 
Fluid Power/Basic Hydraulics. Instructor’s 
Guide. 
ED 234 220 
Fluid Mechanics 
Basic Pneumatics. Instructor’s Guide. 
ED 234 238 
Fluid Power/Basic Hydraulics. Instructor’s 


Guide. 
ED 234 220 


Focus Group Assessment 
Using New Methods to Determine Continuing 
Education Needs of Rural Women. 
ED 233 131 


Focus Groups 
Focus fae A Needs Assessment Approach to 
Corporate Child Care Policy Planning. 
ED 238 535 


Folk Culture Em ‘ 
The Mexican-American in the Health Care Sys- 
tem. 
ED 235 944 
Stories: The Function of Structure. 


ED 238 247 
ED 239 201 


Tall Tales of North America. 


Folk Medicine 
The Mexican-American in the Health Care Sys- 
tem. 
ED 235 944 


Follow Up Books 


Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 
ED 239 821 


Following Directions 
Comprehending Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
and Instructional Materials. Technical Report 


No. 10. 
ED 236 333 
Followup Studies 
An Examination of the Graduate Study Applica- 
ton a ond Enrollment Decisions of GRE Candi- 


ED 237 518 
MiSIS: Michigan Student Information System. 
ED 234 830 


Force 185 


MiSIS (Michigan Student Information System) 
Activities Manual. 
ED 234 831 
Special Placement and Follow-up Assistance to 
Persons Entering Non-Traditional Occupations. 
Final Report from July 1, 1982 - June 30, 1983. 
ED 233 162 


Food 


Agriculture in Iowa: Curriculum Guide for 
Grades 4-5-6. 

ED 239 829 
Land and People, the Growing Pressure. 

ED 235 993 
Living Things and Their Food. Study Guide. Unit 
G2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year y 5 

ED 239 895 
Living Things and Their Food. Teacher’s Guide. 
Unit G2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 896 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 

ED 233 951 


Food and Drug Administration 


Drug Advertising and the FDA. 
ED 238 063 


Food Processing Occupations 


Food Production & Service Curriculum Guide. 
ED 239 111 


Food Service 


Application of Basic Math to Food Service I. 
Food Service. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 223 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Food Ser- 
vices). 

ED 234 264 
An Evaluation of the Nutrition Services for the 
Elderly. Volume I. Executive Summary. 

ED 234 014 
An Evaluation of the Nutrition Services for the 
Elderly. Volume II. Analytic Report. 

ED 234 015 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 

ED 234 6016 
An Evaluation of the Nutrition Services for the 
Elderly. Volume IV. Appendices. 

ED 234 017 
An Evaluation of the Nutrition Services for the 
Elderly. Volume V. Questionnaires. 

ED 234 018 
Food Production & Service Curriculum Guide. 

ED 239 111 
Food Service Course. Bilingual Vocational In- 
structional Materials. 

ED 234 210 


Preparing Food for Preschoolers: A Guide for 
Food Service Personnel. 
ED 239 737 


Food Standards 


School Lunch Programme in Japan. NIER Occa- 
sional Paper 02/82. 
ED 235 541 


Foods Instruction 


Food Production & Service Curriculum Guide. 
ED 239 111 
Foods & Nutrition Curriculum Guide. Energy 


and the Family. 

ED 236 398 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 

ED 234 153 


Force 
Force, Friction, Gravity: Notes for Teachers. 
Learning in Science Project. Working Paper No. 
33. 
ED 236 016 
Force. Learning in Science Project. Working Pa- 


per No. 16. 

ED 235 024 
Forces in Action. Study Guide. Unit H1. 
ZIM-SCI, Zimbabwe Secondary School Science 


Project. Year 2. 
ED 239 897 


Forces in Living Things. me yw Usk H2. 
ZIM-SCI, ib 








186 Force 


Project. Year 2. 

ED 239 898 
Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 


ED 239 902 
Forces. 0” Level Teacher’s Guide. Unit 1. 
School Science 


ED 239 903 
Forces. Teacher’s Guide. Units Hl and H2. 
Secondary Schooi 


ED 239 899 
Science 


ED 239 117 
ication Mod- 


ED 239 118 
Unified Technical Concepts. Physics for Techni- 
cians. 


ED 239 049 


ED 235 S11 


Migrants: Problems and Program 
— at the Causes and Conse- 
he Ferd Foundations New 


in the World. A Warkine 9 
ED 239 818 
F Area Specialists 
Foreign Area Studies in the USSR. Training and 
Employment of Specialists. 
ED 237 762 
Foreign Countries 
Assessment of Cognitive Skills in the USSR: His- 
torical Trends and Current Developments. 
ED 235 191 
Attitudes towards Persons with Disabilities, Fol- 
lowing L.Y.D.P. (1981). With Suggestions for Pro- 
moting Positive Changes. 
Australia. 


ED 239 980 
Bibliography of Books for Handi Children. 
Part II. Studies on Books and Reading No. 11. 


ED 233 324 
Bibliography of Books for Handicapped Children. 
Part I. Studies on Books and Reading No. 11. 


ED 233 323 

a oon a lamas on Books 
and Reading No. 1 

ED 234 349 


Books and the Mass Media: Modes of Interaction 
errr 


ED 236 826 


ED 233 322 
Charcoal. Third World Science. 

ED 235 034 
College Entrance Examinations and Social Cohe- 
sion. 


- ED 236 979 
Comments on Method in Comparative Higher 
Education. 


The Gouna gh Baan Fey 
for 

enh Genin Gommiiaes, Annual tapes te. 9, 
Academic Year 1981/82. 

ED 235 725 
Cross-National Issues Related to Labor and Lei- 
sure Participation of People with Disabilities. 

ED 238 210 
Deafness in Rural Asia. 

ED 236 877 
Dollar Value of . x4 R&D Expenditures Over- 
seas Declined in 1 


ED 238 715 


Education and Economics, People’s Republic of 
China, 1983: Document of a Lecturer. 
ED 239 964 
Equal Opportunities and Vocational Training. A 
Survey on Vocational Training Initiatives for 
Women in the European Community. 
ED 237 740 
Essential Elements of Teaching and Learning in 
Higher Education. Research and Development in 
Higher Education, Volume 4. Papers Presented at 
the Annual Conference of the Higher Education 
Research and Development Society of Austral- 
asia (7th, Melbourne, Victoria, May 9-12, 1981). 
ED 235 693 
Health Promotion: An Overview. Unit Technical 
Paper. 


ED 240 065 

Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 

ED 238 330 
Horizons, 1984-1985. A Guide to Post- 
Education in Ontario. 

ED 236 985 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
Into the 80s: Our Schools and Their Purposes. 

ED 238 129 
The Latin American Book Market: Problems and 
Prospects. Studies on Books and Reading No. 2. 

ED 233 319 
Lay-Offs and Short-Time Working in Selected 
OECD Countries. 

ED 235 345 
Legitimizing Provision for Gifted Children: An 
Australian Perspective. Discussion Paper No. 12. 

ED 233 525 
Library Resources for the Foreign Born College 
Student. 


ED 233 725 

Medical and Social Problems of the Disabled. A 
Report Based on the Technical Discussions of the 
Regional Committee for Europe (31st Session). 
EURO Reports and Studies 73. 

ED 233 531 
National Assessment in Australia: An Evaluation 
of the Australian Studies in Student Performance 
Project. 

ED 240 164 
Nation-wide College Entrance Examination—Cur- 
rent Practice and Critical Issues. 

ED 235 749 
On Evaluation Policy in the United States and 
Israel. Report No. A-112. 

ED 238 917 
Overseas Educational Developments, 1981: Mex- 
ico, South America, Southeast Asia. A World 
Higher Education Communique Special Report. 

ED 233 612 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
The Research on Higher Education Program. 
Swedish Research on Higher Education, 1983-1. 

ED 235 739 
Role of the Arab Universities in Labour Educa- 
tion: A Comparative Study. 

ED 235 754 
School Subjects Atiitude Scales: General Infor- 
mation. A Brief Description of the School Sub- 
jects Attitude Scales Intended for Educators 
Considering Use of This Instrument. 

ED 236 184 
Short-Cycle Higher Education: Purposes and Is- 
sues. 


ED 239 682 
Social Science Research on Southeast Asian Refu- 
gee Settlement in Canada. 


'D 237 603 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 
ED 235 611 
Swedish Research on Higher Education: Publica- 
p= 9 - English. R&D for Higher Educaticn, 
ED 233 656 
Technology and the Department of TAFE. Di- 
mensions, Options and Strategies. Occasional Pa- 
pers. 


ED 237 695 
Technology Education in Europe. 


Subject Index 


ED 234 020 
Why They Drop Out of School: A Nigerian Per- 
spective. 


ED 236 259 
Women in Librarianship: A Cross-National Proo- 
lem Study. 


ED 238 453 
F Culture 
Culture-Shock and Reverse-Culture Shock: Impli- 
cations for Juniors Abroad and Seniors at Home. 
ED 233 268 
Postsecondary Education in the U.S. Territories. 
ED 233 664 
Foreign Language Books 
First Language Materials in School Libraries. 
ED 234 598 
Foreign Language Exploratory Pr 
FLEX: A Foreign Language Experience. 


ED 238 301 
Foreign Language Periodicals 
Printing in Tongues: The Foreign-Language Press 
in the United States. 
ED 236 281 


— Medical Graduates 
An Actuarial Model for Selecting Participants for 
a Special Medical Education Program. 
ED 237 047 
Study of Functioning and Location of U.S. Citizen 
Foreign Medical Graduates within the U.S. Medi- 
cal Care System. Final Report, Volumes I and II. 
ED 234 708 
Foreign Nationals 
Emendations: Adviser’s Manual of Federal Regu- 
lations Affecting Foreign Students and Scholars. 
ED 236 987 
Foreign Policy 
American Business in South Africa. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 
ED 238 811 
China under the Four Modernizations: Part 2. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 
ED 235 108 
Current Issues. 1983/84 Edition. 
ED 237 408 
Empire at Bay: Containment Strategies and 
American Politics at the Crossroads. 
ED 233 920 
International Trade: U.S./U.S.S.R. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. 
ED 238 819 
Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 
ED 234 422 


Foreign Service Institute DC 
Curriculum Development at the Foreign Service 
Institute. 
ED 238 267// 
Japanese for Foreign Affairs ‘ 
ED 238 298 


Foreign Service Institute Interview 
Oral Proficiency Testing and Programs at the 
University of South Carolina. 
ED 239 520 


Foreign Student Advisers 
Cultural Factors Affecting Health Care for Inter- 
=— Students: The Foreign Student Advisor’s 
ole. 

ED 233 609 
— and Practice in the Administration of For- 
eign Student Finances. Guidelines Series 7. 

ED 237 040 


‘oreign Students 

Attitudes of International Students in Regard to 
Library Skills Development in the Academic Set- 
ting. 


ED 235 810 

A Comparative Analysis of TOEFL Examinee 
Characteristics, 1977-1979. 

ED 237 512 

Controls Over Foreign Students in U.S. Post- 

secondary Institutions Are Still Ineffective; Pro- 

posed Legislation and Regulations May Correct 

Problems. Report to the Chairman, Senate Com- 





Subject Index 


mittee on Labor and Human Resources. 

ED 234 654 
Cultural Adjustment Difficulties of Japanese Ad- 
olescents Sojo tue the Loa = en Pa- 
pers in Intercul 

‘ 237 396 
Cultural Factors Affecting Health Care for Inter- 
national Students: The Foreign Student Advisor’s 
Role. 

ED 233 609 
Educating Students from Other Nations - A 
Handbook for Administrators. 

ED 234 649 
Educating Students from Other Nations. Ameri- 
can Colleges and Universities in International Ed- 
ucational Exchange. 

ED 233 629// 

Effects of Item Disclosure on TOEFL Perfor- 
mance. 

ED 236 154 
Emendations: Adviser’s Manual of Federal Regu- 
lations Affecting Foreign Students and Scholars. 

ED 236 987 
English Needs of Community College Students: 
A Faculty Survey. 

ED 233 359 
GMAT and GRE Aptitude Test Performance in 
—_ to Primary Language and Scores on TO- 


ED 237 513 
Graduate Study in Chemistry in the United 
States: A Guide for Non-U.S. Students. 

ED 238 315 
International Education and the U.S. Community 
Colizge: From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 

ED 233 780 
Mulu-Cultural Approach to Education: Using 
University Students in K-12 Classes as a Re- 
source. MAIS Project. 

ED 235 077 
NMSU Foreign Student Perceptions: A Transac- 
tional Evaluation. 

ED 233 622 
Open Doors: 1981/82. Report on International 
Educational Exchange. 

ED 234 678 
Overseas Educational Developments, 1981: Mex- 
ico, South America, Southeast Asia. A World 
Higher Education Communique Special Report. 

ED 233 612 
The Planning and Implementation of American 
Graduate Degree Programs for Iranian Educa- 
tors. 

ED 237 043 
Platform for Excellence: A Review and Projection 
of Basic Skills, Developmental and Learning Sup- 
port Education. Task Force Reports from the 
Learning Assistance Support System Project. 

ED 238 499 
Policy and Practice in the Administration of For- 
eign Student Finances. Guidelines Series 7. 

ED 237 040 
Students in English as a Second Language 
Classes: A Community College Experience. 

ED 234 843 
The TOEFL Native Country File: Detailed Data 
on Candidate Populations, 1977-79. 

ED 237 511 
A Validity Study of an Editing Cloze Proficiency 
Test for Students of English as a Second Lan- 
guage. 

ED 236 217 
Without a Nickel: The Challenge of International- 
izing the Curriculum and the Campus. AASCU 
Studies 1983/2. 

ED 238 316 
Women’s Studies and the international Student: 
A Report on a Course for Japanese Women. 

ED 236 096 
Forensic Psychology 

Preparing School Psychologists to Testify at Due 

Process Hearings. 

ED 235 456 


Forkner Shorthand 
Forkner Shorthand Games. 

ED 239 130 
Form Classes (Languages) 
Bikol Dictionary. PALI Language Texts: Philip- 
pines. 


ED 239 483 
The Role of “Local Cues” in Assigning Gender to 


New Nouns in Icelandic. 

ED 238 254 
Teaching Romanian: Theory and Practice. 

ED 238 297 

Form Com 

The Effect of the Form Complexity of Television 
on the Identification/Recognition Process. 

ED 236 710 


Formal Education 
inking Formal and Non-Formal Education. The 
NFE Exchange, Issue No. 23 
ED 233 830 
Formal Style 
Sharpen Your Skills: Literary Braille. 
ED 238 243 
Formal Operations 
Formal-Operational Thinking and the Role of 
Training. 
ED 235 413 
Format Recognition 
Sharpen Your Skills: Mathematics and Science 
Braille. 
ED 239 477 


Formative Evaluation ® 
Communication of IEP Goals and Student 
Progress —_ Parents, Regular Classroom 
Teachers, and Administrators Using Systematic 
Formative Evaluation. 

ED 236 842 
Curriculum-Based Measurement: Effects on In- 
struction, Teacher Estimates of Student Progress, 
and Student Knowledge of Performance. 

ED 236 196 
The Cycle of Special Education Policy: Implica- 
tions for Policy Research. 

ED 238 199 
Data Based Program Modification: A Disk for 
Monitoring Student Progress. 

ED 234 534 
The Effect of Alternative Data-Utilization Rules 
on Spelling Achievement: An N of 1 Study. 

ED 236 844 
The Effects of Training Teachers in the Use of 
Formative Evaluation in Reading: An Experimen- 
tal-Control Comparison. 

ED 236 189 
Evaluating a Complex Program: Where to Start 
and How to Finish. 

ED 234 747 
Innovations: The Social Consequences of Science 
and Technology. Final Evaluation Report. 

ED 239 846 
The Instructional Quality Inventory (IQI): A For- 
mative Evaluation Tool for Instructional Systems 
Development. 

ED 235 243 
Process Evaluation: Some Summarizing and Inte- 
grating Notes on the Organizational Implications 
of This Form of Teacher Evaluation. 

ED 235 580 
Project SPECIAL: System Evaluation Report. 

ED 240 123 
The Role of Formative Evaluation in Externally 
Mandated Program Reviews in Higher Educa- 
tion. 

ED 237 044 
Television for Cultural Affirmation: An Approach 
to Formative Research. 

ED 233 401 

Formula Budgeting 
Formula Budgeting for the Community Colleges 
in Alaska. 


ED 239 687 
Formula Funding 
Marginal Costs and Formula-Based Funding. 
ED 240 148 
FORTRAN Language 
Fundamental Fortran for Social Scientists. 
ED 233 914 
Foster Care 
Intensive Services to Families At-Risk Project. 
Working Papers in Developmental Disabilities. 
ED 235 660 
Interstate Compact on the Placement of Children: 
Standards for Foster Family Services Systems 
Projects. Volume I: Narrative. Final Report. 
ED 235 914 


Freedom of Information 187 


Foster 


Children 
Collaborative Wellness Counseling with a Group 
of Black Adolescents. 


ED 234 571 


Foster Family 


Recruitment of Native American Parents: Ideas 
for Practice. 


ED 237 275 


Fotonovelas 


Fotonovelas and Comic Books—The Use of Popu- 
lar Graphic Media in Development. 
ED 239 806 


Foundations 


of Education 
Curriculum Change: Old Wine in New Bottles. 
ED 235 119 


Four Day School Week 


An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 


ED 236 210 


Fractions 


The Development of the Concept of “Fraction” 
from Grade Two through Grade Twelve. Final 
Report. Part One, Part Two and Appendix. 

ED 233 907 


France 


Case Study on Teaching Materials for Spanish 
Language and Culture Classes for Migrant Chil- 
dren in France. (Part I, Lyon-Paris, France) The 
CDCC’s Project No. 7: “The Education and Cul- 
tural Development of Migrants”. 
ED 235 937 
Crisis in Feminism: The United States and 
France. 
ED 240 007 
France (Cassis) 
Case Study on Portuguese Culture in Cassis 
(France). The CDCC’s Project No. 7.: “The Edu- 
cation and Cultural Development of Migrants”. 
ED 235 938 
France (Grenoble) 
Remodelling of a Lycee in peat Programme 
on Educational Building 14 
ED 235 590 
France (Paris) 
Introduction a Paris = Introduction to Paris. 
ED 239 486 
Franchising 
Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 
ED 238 808 
Fraud 
Effective Consumerism. 
ED 234 232 
Free Education 
Project 60: Innovative Program for Older Stu- 
dents. 
ED 236 960 
Free Enterprise System 
The Free Enterprise System: A Middle School 
Seminar for Students in Grades 7-9. 
ED 238 758 
Technology, Free Enterprise, and Careers 
through Industrial Arts. A Competency Based 
Curriculum Guide Designed to Meet High School 
Graduation Requirements. 
ED 236 361 
Free Materials 
Sourcebook of Teaching Aids...Mostly Free. Pest- 
ers & Pamphlets for Educators. 4th Edition. 
ED 234 825 


Free 


Schools 
Free Universities and Learning Referral Centers, 
1981. 


ED 235 730 


Village 
Freedman’s Village, Arlington, Virginia: 1863- 
1900. 


ED 239 953 


Freedom of Information 


Censorship in Schools: A Missouri Community’s 
Experience. 

ED 236 726 
Freedom of Information in a Parliamentary Gov- 





188 Freedom of Information 
ernment: Canada’s New Access to 'nformation 


ED 236 613 
Freedom of Scientific Information. Science Infor- 
mation Paper No. 19. 


ED 233 722 


of Information Act 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
iene Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
Pentagon After Action Reports: The Jack Taylor 
Debate. 


ED 233 424 


Freedom of Speech 
ertising and Free Speech. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 


ED 238 810 
The Auxiliary Medium and the Courts: Judicial 
Consideration of Cabie TV and the First Amend- 
ment. 

ED 233 360 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue. 

ED 237 980 
The Federal Advisory Committee Act after Ten 
Years. 

ED 234 437 
Horace Greeley and the Newspaper Forum Func- 
tion: A New Source for the Social Responsibility 


ED 235 483 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “‘Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 

ED 236 626 
The Press and Government Restriction: A 13- 
Year Update of a Cross-National Study. 

ED 236 582 


How Johnny/Jane Writes: The Complex Word. 
ED 236 680 


French 
Beyond Reading: Developing Visual Literacy in 
French. 
ED 238 278// 
But Do They Speak French? A Comparison of 
French Immersion Programs in Immersion Only 
and English/Immersion Settings. Research Re- 
port 79-01. 
ED 233 598 
Cognitive Dissonance as Activities in Teaching 
French Values and Culture. 
ED 239 487 
Colloquium on French as a Second Language: 
Proceedings. Review and Evaluation Bulletin, 
Volume 4, Number 4 
ED 239 504 
Community and Parental Influence: Effects on 
Student Motivation and French Second Language 
Proficiency. 
ED 235 684 
Comparative Evaluation of Elementary School 
Foreign Language Programs. Final Report. 
ED 238 255 
Does a Late Immersion Program Make a Differ- 
ence to the Graduates? Research Report 82-09. 
ED 233 595 
The Effects of Intensive Language Instruction on 
Student Performance in Beginning College 
French. 
ED 233 601 
The French Immersion Students in Europe: An 
Informal Report of the Experiences of Several 
Young Canadians. Research Report 80-08. 
ED 233 597 


Grade 6 English = 
of Testing. Research Report 81-10. 

ED 233 596 
French Speaking Skills of Grade 8 English Pro- 
gtam Students. Research Report 82-08. 


ED 233 594 


Introduction a Paris = Introduction to Paris. 
ED 239 486 
Le journal et l’evenement. Guide du 


professeur 
(The Newspaper and the Event. Teacher’s 
Guide). 


ED 235 682 
Le journal: une introduction (The Newspaper: An 
Introduction). Teacher’s Guide [and Module]. 
du Francais au M eo > 
peng © many Sal lu au Moyen »Ac- 
tion (Teaching French through iaia. 


L’evaluation de la difficulte des manuels scolaires 
par le test de closure et une formule de lisibilite 
(Evaluation of French School Textbooks by Clo- 
sure and a Readability Formula). 

ED 233 296 
Louisiana’s French ae a Instruction: Ap- 


Commission on French as a Second 
ED 238 287 
earree of the 1983 _EMU Conference on 
reign Languages for Business (Ypsilanti, Michi- 
ro a 7-9, 1983). Part V: Business French. 
ED 239 497 
Sharpen Your Skills: Foreign Language Braille. 


ED:239 481 
Study Guide for TCT in French. 


ED 235 143 
Testing the French Listening Comprehension of 
Grade 8 English Program Students. Research Re- 
port 82-07. 


ED 233 593 


French P. 


eople 
A Cross-Cultural Comparison of Attitudes toward 
— among French and United States College 
tudents. 


ED 236 499 


Freshman Composition 
Comparative Assessment of College Student Per- 


formance in Developmental and Freshman En- 


glish Courses. 
ED 239 300 
eae and Science: A Symbiotic Relation- 
ip. 


ED 238 001 


Discovering Writing Ownership in the Process of 


Learning to Write. 
ED 234 377 


Expanding Students’ Ability to Understand and 
Use Words. 

ED 234 423 
Integrating Word Processors into a Freshman 
Composition Curriculum. 

ED 235 493 
Testing Basic Writers’ Proficiency: An Effective 
Model. 

ED 235 496 
Writing with Wylbur: Teaching Freshman Com- 
position with a Mainframe Computer. 

ED 239 299 


Pp 

Choice of Friends over the Life Span: Develop- 
mental and Environmental Influences. Report 
No. 345. 

ED 239 149 
Communication Patterns in Four Types of Inti- 
mate Friendship. 

ED 238 051 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 

ED 238 996 
Friendship Termination Patterns of College 
Women and Men. 

ED 239 148 
Nominated and Observed Adolescent Friendship: 
A Comparison of Findings. 

ED 233 822 


for Mutual 


Fringe Benefits 
Employers and as ere 
Ben Diego, Cali- 


efit. San Diego Sym; 
fornia, April 15, 1983). 5 oom ey 
ED 233 799 
Salary Surveys: How? Why? Who? When? Where? 
How to Conduct One in Your Community. 
ED 238 571 
Frontier Communities 


The Frontier Newspaper Community: A Com- 
puter Profile. 


Subject Index 
ED 235 484 
(Verne C) 
2 A ly + and Contem.: 
porary CBVE Instruction. 








ED 239 075 


Fuels 


Ames Energy: A Consumer’s Guide to Energy 
Conservation. 


ED 233 898 

ED 235 037 
An Energy Environment Education Program for 
Grade 4. 


Aa Boorey Ba Bearatton Foagiuan to 
vironment Education lor 
Grade 6. 
ED 239 913 
Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 
A, Yow Fass shout Viytngn (uid Hyatin 
ew Facts ut Hy: an y 
Bibliography. 
Language of Energy: A Gl Lg iw = 
The of Wor 
and Phrases Used in the ‘ae tevey bale. 
ED 233 908 
Methane Digestors. Third World Science. 
ED 235 042 
Motor Transportation Technology: Automechan- 
ics. [Fuel and Exhaust System.] Block VII. A-VII. 
ED 235 340 


Full State Funding 
Formula Budgeting for the Community Colleges 
in Alaska. 


ED 239 687 


eg 


ulty Salaries in the California Community 
Colles: 1982-83 J pron Bs Year. Commission 
Report 83-27. 
ED 234 856 
Higher Education Faculty and Staff, 1982-83. 
ED 233 663 
The Quest for Excellence. Annual Report of the 
Executive Director of the Commission on Higher 
Education. 
ED 234 681 
Report on Medical School Faculty Salaries, 
1980-81. 
ED 239 530 
Report on Medical School Faculty Salaries, 
1981-82. 
ED 239 529 
Report on Medical School Faculty Salaries, 
1982-83. 


ED 239 528 


Full Time 


Students 

Application Statistics, 1982. 

ED 234 704 
Fall 1983 Enrollments, North Dakota Institutions 
of Higher Education. 

ED 238 386 
Ontario Postsecon: Enrolment Report, 
1977-81: Universities, Colleges of Applied Arts 
and Technology, Other Postsecondary Institu- 
tions = Rapport sur !’effectif des etablissements 
postsecondaires de l’Ontario, 1977-1981: Univer- 
sites, colleges d’arts appliques et de technologie, 
et autres etablissements postsecondaires. 

ED 235 709 


Functional Li 


teracy 
Competency Education for Adult Literacy. Over- 
view: ERIC Fact Sheet No. 10. 

ED 237 798 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 

ED 239 819 
An Examination of the Adult Performance Level 
Project and Its Effects upon Adult Literacy Edu- 
cation in the United States. 

ED 236 576 
Farmers’ Functional Literacy Program in India. 

ED 234 147 
Functional Literacy and the Workplace. Proceed- 
ings of a National Invitational Conference (Wash- 
ington, District of Columbia, May 6, 1983). 
Li id New York City’s High Sch ange 

iteracy and New York City’s 00) 

Youth. Final Report. 

ED 236 255 
Making Literacy Work: The Specific Literacy Ap- 





Subject Index 


proach. 
ED 236 413 


Functional Reading 
The Communicative Effects of a Rewritten Driver 
Manual. 
ED 237 941 


Functions (Mathematics) 
Mathematics. MDC-Squared Review Guide. 
Course III. A Co-Ser Project of the Cortland- 
Madison BOCES. 


ED 237 358 


Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 

ED 233 678 
A Computer in the Classroom. 

ED 238 426 
Foundations Associated with Maryland Public 
Universities and Colleges. Postsccondary Educa- 
tion Research Reports. 

ED 236 988 
Funding Practices and Alternatives for Voca- 
tional Education in Kansas. 

ED 234 236 
Fund-Raising Activities in Toronto Elementary 
and Secondary Schools. Research Service [Re- 
port] #172. 

ED 238 202 
Fund Raising in ARL Libraries. Kit 94. 

ED 234 794 
A Handbook on Developing Means to Under- 
write Performances at National Conventions by 
Talented Students from Urban School Districts. 

ED 237 602 
An Introduction to Fund Raising: The Newcom- 
ers’ Guide to Development. 

ED 233 660 
The Local Education Foundation: A New Way to 
Raise Money for Schools. NASSP Special Report. 

ED 234 482 
Marketing Higher Education: A Practical Guide. 

ED 238 356 
New River Community College Educational 
Foundation, Inc. 

ED 238 457 
Private-Sector Funding-Handle with Care! 

ED 236 778 
Research in Institutional Advancement: A Se- 
lected, Annotated Compendium of Doctoral Dis- 
sertations. 

ED 234 713 
Targeting Your Phonathons to Alumni. 

ED 234 695 


Fundamental Concepts 
Is a Concept a Ciass of Particulars Having Attri- 
butes in Common or Not? 
ED 237 nae 
Toward a Model of Higher Order Thinking Skills 
ED 234 897 
The Use of Knowledge: Conceptual Problems and 
Empirical Confusions. Occasional Paper No. 57. 
ED 237 502 


Fundamental Schools 
Christian Schools and Public Schools In Small 
Rural Communities of the Northeast. 
ED 235 958 
Evaluation of Public Fundamental Schools in 
Hampton, Virginia. 
ED 234 058 


Funding Formulas 

The Failure of Our Public Schools: The Causes 
and a Solution. 

ED 234 899 
Information Regarding the Effect of Applying the 
Representative Tax System to the General Reve- 
nue Sharing, Medicaid, and Vocational Education 
Programs. 

ED 237 694 


Fused Curriculum 
Career Skills through English. Grade 10. 
ED 237 699 
Coordinated Academic English 1-2/World His- 
tory. 


ED 239 998 
The Entrepreneurship Education Forum. Pro- 
ceedings of a Conference (Columbus, Ohio, Sep- 
tember 21-22, 1983). 
ED 236 334 


Personal and Family Financial Planning. A Staff 
Development Workshop for Secondary School 
Trainers and Teachers. 

ED 235 383 


Future Homemakers of 


America 
Missouri Association of a Homemakers of 
America, Adviser’s Handboo 


ED 234 214 


Futures (of 


Society) 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 
ED 238 974 
Bilingual Education: Meeting the Needs of the 
Eighties. 


ED 238 256 
The Challenge of Computers. 


ED 238 410 


ED 234 368// 
Computing Literacy in the University of the Fu- 
ture. 


ED 238 408 
‘ > eae Reader: Work and Family Life in the 


ED 233 803// 

Curriculum Articulation as a Means of Meeting 
the High Technology Challenge. 

ED 239 101 


Demographic Change and the Quality of Rural 
Schools. 


ED 235 980 
The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 
ED 236 993 
Determining Goals for Vocational Education. Oc- 
casional Paper No. 96. 
ED 239 109 
The Development of Personality in Formal Edu- 
cation = El] Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 
ED 237 185 
A Different Call to Arms: Women in the Core of 
the Communications Revolution. 
ED 235 490 
A Discussion Platform for the Futuring of Voca- 
tional Education. 
ED 233 166 
Distant Education in 2001: Accreditation & Qual- 
ity. The Accrediting Commission Looks at the 
Evolving Forms of Correspondence Instruction. 
ED 234 743 
Educational Leadership: What Next? 
ED 239 388 
Education for a High Technology Future: The 
Debate over the Best Curriculum. 
ED 233 482// 
Emerging Trends in Secondary Education. 
ED 234 518 
An Employment Policy for America’s Future. Re- 
port No. 16. 
ED 236 330 
Federal-State Relations in Unemployment Insur- 
ance. A Balance of Power. 
ED 234 180 
Findings and Trends in Adult Education in a Eu- 
ropean Perspective. 
ED 237 641 
The Future: Implications for the Learner. 
ED 240 117 
Future Issues in Rural Education. 
ED 238 643 
The Future of Family Life. Overview: ERIC Fact 
Sheet No. 13. 
ED 237 801 
Future of Libraries. A Panel Discussion by Librar- 
ians, Administrators, Faculty, and Students. Pa- 
ous } from the Millionth Volume Celebration. 
ED 234 795 
The Future of the Book: Part [I-The oars 
os of Reading. Studies on Books and Reading 
0. 
ED 234 348 
The Future of the Pacific Basin: A Keynote Ad- 


ED 235 091 
The Future of Work. A Report _— AFL-CIO 
Committee on the Evolution of 


Futures (of Society) 189 


ED 233 137 
Futuring: Where Do We Go From Here? 

ED 239 110 
Futurism and Education: Some Perspectives for 
_— Educators. Occasional Papers Series, No. 


ED 237 422 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
The Individual, Education and the Future. 

ED 233 992 
Industrial Policy: Implications for American Edu- 
cation. Delivered by Dr. Robert M. Worthington 
on Behalf of Dr. T. H. Bell, U.S. Secretary of 
Education. 

ED 237 642 
cc, As a Resource. Occasional! Paper no. 


ED 238 435 
The Information Technologies: Telidon and Edu- 
cation—Perspectives and Possibilities for a New 
Information Technology and Its Impact on Edu- 
cation. 

ED 234 770 
The Interdependence of Computers, Robots, and 
People. 

ED 237 659 
Inventing the Future: Options and Strategies for 
Educators. 

ED 240 119 
The Labour Market Impacts of High Technology: 
Implications for the Universities. 

ED 238 328 
Land and People, the Growing Pressure. 

ED 235 993 
The Mountain West and the World: International 
Connections and Alternative Futures. A Hand- 
book of 15 Activities for Secondary Classrooms. 

ED 238 768 
Moving Education and Its Administration into 
the Microelectronic Age. 

ED 239 389 
New Challenges for Rural Economic Develop- 
ment. Working Paper No. 400. 

ED 235 979 
A New International Order: Proposals for Making 
a Better World. 

ED 233 964 
Non-Formal Basic Design: Imagining Pessible 
Futures. 

ED 233 958 
On Leadership and the Future of Community 
Colleges. 

ED 233 759 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 

ED 233 951 
Population and the Future: From Bucharest 
(1974) to Mexico City (1984). Summary Report 
of the United Nations Fund for Population Activi- 
ties Briefing for Non-Governmental Organiza- 
tions in New York (2nd, New York, New York, 
February 16, 1983). 

ED 237 389 
The Preparation of Educational Leaders: What’s 
Needed and What’s Next? 

ED 239 386 
A Quality of Life Approach to Assessing Videotex 
in the New Age. 

ED 233 351 
The Role of Libraries in an Information Age. 

ED 235 827 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
Schooling & Technology. Volume 2: The New 
Education: Student, Teacher, Unlimited Informa- 
tion. 

ED 235 576 
Small Busi and Development in 
Macomb County. 





ED 233 183 
Strategic Planning and Management for the 
“Third Wave” Society. Strategic Report. 

ED 233 651 
Strategic Planning for Economic Development. 

ED 236 394 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 

ED 236 248 
Teachers for Tomorrow. 

ED 240 107 





190 Futures (of Society) 


Teaching the Heritage of Technology. Past, Pres- 
ent, and Future. 

ED 234 019 
nee the Turtle-A Paper on Papert. (Socio- 
logical Im; of Computer Education for 
Women and Minorities). 


Technology and Your Future. 
ED 236 074 


Towards an Authentic Development: The Role of 
Adult Education. Report on the International 
Council for Adult Education Conference (Paris, 
France, October 1982). 


ED 238 415 


ED 237 668 
the Curricular 
for Office and Business Education and Training. 
An Occasional Paper. 

ED 237 646 
Trait Selection Preference of Preadolescents. 

ED 238 579 
Under the Shadow of New Technology. 

ED 234 763 
The United Nations Peace and Security. Confer- 


ence on the United Nations of the Next Decade 
Switzerland, June 25-30, 


_ ED 235 097 


velopment in the District of Columbia before the 
Subcommittee on Judiciary and Education of the 
Committee on the District of Columbia, House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. Serial No. 97-12. 

ED 234 273 
What Do the 1980’s Hold for Speech and Theatre 

in Ilinois? 


ED 233 430 
The Yang and Yin of the Communications Future: 
Positive Ti and Negative Messages. 
ED 235 534 
Galileo System 
Longitudinal Network Analysis Using Multidi- 
mensional Scaling. 


ED 235 515 


An Investigation into the Effectiveness of Teach- 
ing Mathematics in Primary One of Gambian 
Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 
ED 234 987 
Games 
Gender Socialization from Child’s Play to Organi- 
zational Gaming: Roots of Female Corporate Par- 
ticipation in Children’s Games. 
ED 233 415 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 
ED 236 115 
Video Games: Competing with Machines. 
ED 234 765 
Ganado Public School District AZ 
Developing an Effective School Budget in the 
Reservation School: PPBS and the School Philos- 


ED 234 946 


A Garden-Based Sci 





ED 239 917 


Gastrointestinal System 
Health Occupations. Body Structure and Func- 
tion. [500 Series.] 
ED 234 226 
Gaze Duration 
Comparison of Some Time Mea- 
sures Based on Eye Movements. Technical Re- 


ED 234 356 


No. 285. 
Patterns 
Role as Predictors of Conversa- 

Behavior. 


ED 235 410 


(Language) 
The Role of “Local Cues” in Assigning Gender to 
New Nouns in Icelandic. 


ED 238 254 


Gender Communication 


Scale 
The Gender Communication Scale: A Scale De- 
velopment of an Instrument to Measure Gender 
Role Behavior. 


ED 238 072 


Gender Identi 


ity 

From Babies into Boys and Girls: The Acquisition 
of Gender Identity. 

ED 235 910 
The Relation between Gender Labelling and Gen- 
der Constancy in Preschool Children. 

ED 238 551 
Relationship of Significant Others, Parental and 
Teacher Influences to the Development of Self 
Concept, Science Attitudes and Achievement 
among Adolescent Girls. Final Report. 

ED 238 902 
The Role of Cognitive Operations in the Develop- 
ment of Gender Constancy. 

ED 233 823 


Gender 


Schema Theory 
Gender Schemas and Perceptions of Speech Style. 
ED 238 043 


Gender Studies 


Beyond Women’s Studies: A Program in Gender 
Identity and Roles at the University of Akron. 
ED 236 089 


Geneal 


ogy 
Gerontology and Genealogy: Family Research as 
a Therapeutic Tool for the Aged. 


ED 235 455 


General Aptitude Test 


The Dimensionality of the General Aptitude Test 
Battery (GATB) and the Dominance of General 
Factors over Specific Factors in the Prediction of 
Job Performance for the U.S. Employment Ser- 
vice. 

ED 236 166 
The Effect of Sex on General Aptitude Test Bat- 
tery Validity and Test Scores. 

ED 238 932 
Fairness of the General Aptitude Test Battery: 
Ability Differences and Their Impact on me ange 
Hiring Rates. Uses Test Research Report No. 4 

ED 237 534 
Is Age a Moderator of GATB Validity? 

ED 236 236 
Overview of Validity Generalization for the U. S. 
Employment Service. 

ED 235 221 


General Education 


College Curriculum: Shape, Influence, and As- 
sessment. Staff Analysis of a Panel Discussion 
Conducted by the National Commission on Ex- 
cellence in Education (Kingston, Rhode Island, 
August 27-28, 1982). 

ED 237 028 
Curriculum Diversification: Responding to 
Changing Needs. 


ED 234 696 

Evaluating General Education: An Empirical 
Method for Current Course and Program Assess- 
ment. 

ED 235 241 
General Education Today. A Critical Analysis of 
Controversies, Practices, and Reforms. 

ED 236 947// 

Illinois Plan for the Arts in General Education: 
Fiscal Years 1984-1988. 

ED 238 771 
An Implementation Project to Complete the Inte- 
gration of an Interdisciplinary General Education 
Model Predicated on Certain Humanistic As- 
sumptions. 

ED 235 846 
Information Skills for the Information Age. 

ED 238 491 
[Institutional Renewal]. 

ED 237 006 
“A Plumbers’ Manual on General Education”: 
Must Reading for Curriculum Committees. 

ED 236 950 
The Roles of Science and Technology in General 
and Continuing Education. Proceedings of the 
Conference of the Association of American Col- 
leges (Washington, District of Columbia, Decem- 
ber 16-18, 1979). 


ED 239 853 
Student Patterns in Completing General Educa- 


Subject Index 


tion Requirements. 

ED 239 572 
Surv Basic Education in Eastern Africa. 
UNESCO/UNICEF Co-Operation Programme. 
ED 237 257 


General Education Provisions Act Section 
405f 


Policy Statement on Future Competitions for Re- 
Educational Laboratories and Educational 
esearch and Development Centers under Sec- 
= 405(f) of the General Education Provisions 
ct. 


ED 234 718 


Educational Development Tests 

An Investigation of the Interaction between Item 
Content and Group Membership on the Tests of 
General Educational Development. 

ED 234 074 
Newell Truck Stop Testing 

ED 234 276 
Summary of Phase One of the GED Testing Ser- 
vice Five-Year Review 


ED 239 090 


General Factor 


) 

The Disenatoualty of too Ganacal Aptitude Test 
Battery (GATB) and the Dominance of General 
Factors over Specific Factors in the Prediction of 
Job Performance for the U.S. Employment Ser- 
vice. 

ED 236 166 
The Nature of the Black-White Difference on 
Various Psychometric Tests: Spearman’s Hypoth- 
esis. 

ED 237 572 


Teaching 
Generalist Teaching Policy and Practice. 
ED 239 400 


Generalizable Skills Importance Question- 
naire 


Identification of Generalizable Skills in Second- 
ary Vocational Programs. [Summary Report]. 
ED 235 309 


Generalization 


Constraints on the Automaticity of Transfer in 
Problem Solving. 

ED 235 421 
Generalizability and feeeaiity of Causal Evi- 
dence in Educational Practice. 

ED 240 078 
Investigating the Problem of Skill Generalization. 

ED 234 573 
The KICS Model: Evaluation Studies. 

ED 235 629 


Generative Grammar 


Analogizing from Generative Linguistics to Com- 
position. 
ED 236 672 


Generic t 


Coping with Information Overload: Generic Ar- 
gument as the Least Common Denominator. 
ED 234 431 


tic Engineering 
Trait Selection Preference of Preadolescents. 
ED 238 579 


Genetics 
Genes and Surroundings. [Student’s Guide.] 


ED 238 679 
Genes and Surroundings: Teacher’s Guide. 

ED 238 678 
Special Needs in Education (E241): Biology and 
Handicap, Unit 11. 

ED 235 620 


The Chemicals of the Earth. Study Guide. Unit 
F2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 

ED 239 891 
The Chemicals of the Earth. Teacher’s Guide. 
Unit F2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year - 


ED 239 892 


Concepts 
Threading One’s Way Through the Geographic 
Region. 


ED 236 059 


Geographic Distribution 





Subject Index 


The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 

ED 236 993 
Distribution of High School Graduates and Col- 
lege-Going Rate, New York State, Fall 1982. 

ED 234 662 
Open Doors: 1981/82. Report on International 
Educational Exchange. 

ED 234 678 
Student Migration Into and Out of Connecticut: 
An Update. BHE Research Report, R-4-83. 

ED 235 724 


Geographic Location 
Finding a Place for ——P Siting Coal Conver- 
- Facilities. Resource Publications in Geogra- 
phy. 
ED 235 083 
Salient Migration Flows in the Southeastern 
United States: 1955-1960 and 1965-1970. 
ED 236 296 
Study of Functioning and Location of U.S. Citizen 
Foreign Medical Graduates within the U.S. Medi- 
cal Care System. Final Report, Volumes I and II. 
ED 234 708 


Geographic Regions 
Alberta. Reference Series No. 26. 

ED 235 052 
British Columbia. Reference Series No. 25. 

ED 235 051 
Climatic Concepts and Regions. 

ED 236 057 
Discovering the Multi-Factor Region. 

ED 236 058 
English-Vietnamese Scientific Terminology for 
aie School and Junior College Students. Book 3: 

phy = Danh Tu Khoa Hoc Anh-Viet 

Den Cho Hoc Sinh Trung Hoc Va Sinh Vien 
Nam Thu Nhax Dai Hoc. Quyen 3: Dia Ly Hoc. 

ED 238 691 
Japan. 

ED 235 111 
Major Outcome: New Postsecondary Educational 
Organizations in Two Regions. Cooperative Re- 
gional Planning and Action to Enhance Post- 
secondary Education across State Lines. A 
Report to the Fund for the Improvement of Post- 
secondary Education (FIPSE). 

ED 234 673 
Manitoba. Reference Series No. 28. 

ED 235 054 
New Brunswick. Reference Series No. 31. 

bg 235 057 
Newfoundland. Reference Series N 

7: 235 060 
> Northwest Territories. Reference Series No. 


ED 235 061 
Nova Scotia. Reference Series No. 32. 

ED 235 058 
Ontario. Reference Series No. 29. 

ED 235 055 
Past, Present, Future: Developing Linkages 
Around the Pacific Rim. Proceedings of the An- 
nual Conference of the Pacific Rim Association 
for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 

ED 235 732 
Postsecondary Education in the U.S. Territories. 

ED 233 664 
Prince Edward Island. Reference Series No. 33. 

ED 235 059 
Quebec. Reference Series No. 30. 

ED 235 056 
A Recommended Model for Faculty Exchange 
Among Southeast Florida Educational Consor- 
tium Institutions. A Report to the Board of Direc- 
tors. 

ED 238 326 
Saskatchewan. Reference Series No. 27. 

ED 235 053 
The Significance of Regional Analysis in Applied 
Geography. 

ED 236 100 
Threading One’s Way Through the Geographic 
Region. 

ED 236 059 
Trends in Medical Education in the South: Enroll- 
ments and Financing. 

ED 235 714 
A Weekend Drive: Source for an Interdisciplinary 
Teaching Unit. 


ED 235 076 


Australia. 
ED 239 980 
English-Vietnamese Scientific Terminology for 
High School and Junior Co! Students. Book 3: 
Leon 4 = Danh Tu Khoa Hoc Anh-Viet 
Cho Hoc Sinh Trung Hoc Va Sinh Vien 
Nam Thu Nhat Dai Hoc. Quyen 3: Dia Ly Hoc. 
Latin Am — ‘a ny mt - 
tin America in phy Tex 
for the Secondary Sc! 


Let’s Go Riding in the Car. PO tn 
"3 in the Car. 
Module. Teacher’s Guide fund] Student Booklet. 

ED 238 300 
The Significance of Regional Analysis in Applied 
Geography. 

ED 236 100 
This is Alaska. 

ED 239 986 
A Verbal and Graphic Model for Illustrating the 
Perspective of Religion in poe to those of 
the Physical and Human Sciences, History, and 
Geography. 

ED 237 382 


Instruction 

Activities Using “The State of the World Atlas.” 
Grades 7-12. International Understanding Series. 

ED 240 004 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 

ED 235 079 
Alcohol Abuse: Geographical Perspectives. Re- 
source Publications in Geography. 

ED 235 081 
Attracting Future Geographers: The Introductory 
Course. 


ED 240 012 
Classroom Exercises Utilizing Precipitation Data. 

ED 240 014 
Classroom Strategies for Using the Newspaper. 

ED 238 767 


asia aA = 236 057 
evelopmen lapping Program Integrating 
Geography and Mathematics. 


Climatic Concepts and Regions. 


ED 238 796 
The Development of Energy Courses at American 
Universities. 

ED 238 783 
aaa Relationships: Latitude, Longitude and 

ime. 

ED 236 061 
Environmental Education in Transvaal Second- 
ary Schools and its Relation to the Teaching of 
Biology and Geography. 

ED 234 992 
Finding a Place for Energy: Siting Coal Conver- 
= Facilities. Resource Publications in Geogra- 
phy. 

ED 235 083 
Geography, and the Quality of Life. 

ED 233 945 
Geography Textbooks: What Gets Chosen 
Where. 


ED 238 801 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 
1982-1983. 

ED 238 779 
Hawaii’s Sugar Islands. 

ED 235 049 
Mapping the Land: Aerial Imagery for Land Use 
— Resource Publications in Geogra- 
phy 

ED 235 078 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 

ED 235 082 
Plants and People: Vegetation Change in North 
America. Resource Publications in Geography. 

ED 235 080 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 
ED 235 084 
Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 

ED 240 030 
Research Report on Elementary and Secondary 


Geometric Constructions 
Drafting. A Bilingual Text = 
Un Texto Bilingue. 


Georgia 191 


Teachers’ Competencies in Map and Globe Skills. 

ED 237 420 
ns — Cities. Resource Publications in Ge- 
ography. 

ED 235 085 
Teaching about Human Migration in Global Per- 
spective. Occasional Papers Series, No. 4. 
Threading One’s Way Through thi ‘aun 

’s Way ie i 

Region. 


ED 236 059 
Tourism, Field Trips and Geographic Education. 
a ED 240 = 
Trave e tinents and Cruising the 
Oceans. 


ED 239 979 


Activities in Planetary Geology for the Physical 
and Earth Sciences. ae 

ED 239 921 
Caves: A Course of Study. 

ED 239 852 
Classroom Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Intermediate Edition. 

ED 239 728 
Classroom Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Edition. 

ED 239 729 
The Language of Energy: A Glossary of Words 
and Phrases Used in the Energy Industry. 

ED 233 908 
Marine Biology and Oceanography, Grades 
Seven and Eight. 

ED 236 039 

Our Planet Earth. Study Guide. Unit Fl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 889 
Our Planet Earth. Teacher’s Guide. Unit F1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 890 
Science Syllabus for Middle and Junior High 
Schools. Block D, The Earth’s Changing Surface. 

ED 236 054 
Student Enrollment in Geoscience Departments. 
1982-1983. 

ED 238 720 
Teacher’s Resource Guide on Acidic Precipita- 
tion with Laboratory Activities. 

ED 234 990 


Dibujo Mecanico. 


ED 235 299 
Illusions. 

ED 239 975 
Spirolaterals. 


ED 239 835 


Children’s Solutions for Figural Matrices: Devel- 
opmental Differences in Strategies and Effects of 
Matrix Characteristics. 

ED 233 809 
Mathematics. High School Curriculum Objec- 
tives. 

ED 237 354 
Mathematics. MDC-Squared Review Guide. 
Course III. A Co-Ser Project of the Cortland- 
Madison BOCES. 


ED 237 358 
Our Class as an Icosahedral Community. 


ED 235 995 


Student Enrollment in Geoscience Departments. 
1982-1983. 

ED 238 720 
Volcanoes. 


ED 238 672 


Adult Learners and the SAT in the University 
System of Georgia. 

ED 239 027 
An Analysis of Skills Update Needs of Teachers 
in High Technology Programs in Georgia. 

ED 236 358 
Draft of a Model for Vocational Student Assess- 
ment. 

ED 236 357 
The Effects of Participation in CVAE and Work 





192 Georgia 


Experience on Se ee nt 
beam Attitudes of Disadvantaged High Sch: 


ED 237 761 
Georgia Postsecondary Education: An Assess- 
ment of Achievement of Statewide Goals and Ob- 
Assessment ee on Diversity and 
Availability of Postsecondary Pro- 

grams and Institutions (Objectives 2a and 2c). 
ED 238 371 
Georgia Postsecondary Education: FactFinder, 


1983. 
ED 235 746 
Health Education for Georgia Middle Grades. A 
Competency-Based Approach. 
ED 237 485 
Mathematics for Georgia Middle Grades. 
ED 237 328 
Middle Grades Physical Education: Grades 5-8. 
ED 237 486 
Remarks by Dr. Fred C. Davison, President of the 
University of at the General Assembly 
i lession” (National fom 
on Excellence in Education, ianapolis, i- 
nt December 6-8, 1983). 
ED 239 755 
Snes Sate Shade Sty Cane 
hood and Middle Grades. 
ED 237 436 
Standards for Georgia Public Schools, 1983 (Cur- 
rent and Proposed). 


ED 239 367 
Status of Teacher Education as It Relates to Criti- 
cal Issues in Georgia. Commission Working Pa- 
per. 

ED 237 487 


(Gainesville) 
Quality Point System Reflects Student Achieve- 
ment. 


POR. enn 238 905 


clay Sco , ory or ee Grades 


Georgia Comprehensive Guidance Series. 


ED 236 520 
Georgia State U 


niversity 
State University Spen Patterns and 


ding 
the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 


ED 234 712 
The Influence of Academic Performance, Demo- 
graphic Background, and Discipline on College 
Grades and Course Withdrawals. 


Georgia Statewide Testing Program 
Results of the Statewide Tes 


ting Program 
- . Public Schools: 1982-83. Report 
‘o. 17-' 


ED 237 045 


ED 236 179 
ee ee ee 
Georgia Teacher Certification Testing Pr : 
Administration and Supervision Test. Study 
Guide and information Handbook. 
ED 235 163 
Study Guide for TCT for Reading Specialist. 
Study Guide for TCT in Agriculture. 


Study Guide for TCT in Art. 


ED 235 154 
ED 235 137 


ED 235 138 
Study Guide for TCT in Business Education. 
ED 235 139 
Study Guide for TCT in Communicative Arts. 
ED 235 140 
Study Guide for TCT in Distributive Education. 
ED 235 141 
Study Guide for TCT in Early Childhood. 


ED 235 142 
Study Guide for TCT in French. 
Study Guide for TCT in German. 

ED 235 144 
Study Guide for TCT in Health and Physical Edu- 
cation. 


ED 235 143 


ED 235 145 
Study Guide for TCT in Health Education. 


ED 235 146 
Study Guide for TCT in Hearing Impaired. 

ED 235 147 
Study Guide for TCT in Home Economics. 


ED 235 148 
Study Guide for TCT in Industrial Arts. 

ED 235 149 
Study Guide for TCT in Latin. 

ED 235 150 
Study Guide for TCT in Mathematics. 

ED 235 151 
Study Guide for TCT in Music. 

ED 235 153 
Study Guide for TCT in School Counseling. 
ED 235 155 
Study Guide for TCT in School Psychome- 
try/School Psychology. 

ED 235 156 
Study Guide for TCT in Science. 

= 235 157 
Study Guide for TCT in Social Studi 

ED 235 158 
Study Guide for TCT in Spanish Education. 

ED 235 159 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Study Guide for TCT in Special Education: Pro- 
fessional Knowledge. 

ED 235 161 
Study Guide for Teacher Certification Test for 
Media Specialists. 


ED 235 152 
Study Guide for Teacher Certification Test in 
Speech and Language Pathology. 

ED 235 162 


Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 
search. 

ED 235 508 
Networking among Gerontological and Geriatric 
Resource Centers: Summary of a Survey. 

ED 237 104 


Case Study on Television as a Meeting Place 
(Federal Republic of Germany). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 942 


Deutschunterricht Durch Handeln (Teaching 
German through Action). 
ED 235 687 


Evaluation of the Bilingual (English-German) 
Program, 1982-83. 

ED 239 521 
Focus on the Verb: Practical Suggestions for a 
German Conversation Class. 

ED 238 261 
German Cinema as a Vehicle for Teaching Cul- 
ture, Literature and History. 

ED 239 500 
Microcomputer Software for Teaching German: 
An Evaluation. 

ED 234 752 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part VI: Business German. 

ED 239 498 
Sharpen Your Skills: Foreign Language Braille. 

ED 239 481 
Study Guide for TCT in German. 

ED 235 144 


Gerontology 

Aging and Health-Changing Life-Styles. 

ED 239 187 
Aging Research: A Compilation of References 
and Abstracts for an Issue of Growing Concern. 
Extension Studies 91. 

ED 236 491 
The Elderly’s Response to Problem Solving: Prac- 
tice and Research. 

ED 234 146 
Improving Clinical Teaching: The ADN Experi- 
ence. Pathways to Practice. 

ED 238 389 
Networking among Gerontologicai and Geriatric 
Resource Centers: Summary of a Survey. 

ED 237 104 
Think It Older. A Guide to a Career in Gerontol- 
ogy. A Comprehensive Model for the Develop- 
ment of Training Coordinators. Final Report. 

ED 236 415 


GI Bill 


Subject Index 


Enlistment Effects and Policy Implications of the 
Educational Assistance Test 
ED 240 147 


Gifted 


An Administrator’s Guide to the Education of 
Gifted and Talented Children. 

ED 233 527 
An Advocate’s Guide to Building Support for 
Gifted and Talented Education. 

ED 233 526 


ED 233 512 
Approaches to Identification of Gifted Minority 
Students. 


The Anatomy of a Curriculum. 


ED 234 578 
Assessment Procedures and Exrollment Patterns 
of Cuban-Americans, Mexican-Americans, and 
Puerto Ricans in Special Education and Gifted 
Programs. 


ED 235 238 
Building Bridges for Culturally Diverse Gifted 
Students. 


ED 234 570 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 1, January/February 1982. 

ED 234 588 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 2, March/April 1982. 

ED 234 589 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 3, May/June 1982. 

ED 235 649 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 4, July/August 1982. 

ED 234 590 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 5 & 6, Sept./Dec. 1982. 

ED 234 591 
Critical Thinking...Never Heard of It. 

ED 234 568 
Curriculum Handbook-Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 

ED 234 585 
Developing Gifted Programs in Science. 

ED 236 837 
Developing Your Gifted Program Manual: A 
Guide for Coordinators. #6 of a Series. 

ED 239 466 
District Self —— a. -Establishing 
Baseline Data for and Talented Programs 
and Practices...1982. 

ED 236 836 
The Education of Gifted and Talented Children in 
Quebec in the Short and Medium Term. 

ED 233 505 
Educators’ Guide to Effective Special Education 
Materials. 1983-84 Edition (As Reported by 500 
Special Educators). 

ED 238 219 
The Effects of Labeling Students as Gifted. 

ED 239 449 
Elementary and Secondary Programs, ESEA Ti- 
tle I. Final Report, 1982. 

ED 238 965 
An Enrichment Program for Migrant Students: 
MENTE/UOP. 

ED 234 536 
Face to Face with Giftedness. First Yearbook of 
the World Council for Gifted and Talented Chil- 
dren. Developed from Selected Presentations at 
the World Conference on Gifted and Talented 
Children (4th, Montreal, Canada, August 1981). 

ED 238 237// 

Foreign Languages tor the Gifted and Talented. 


ED 233 608 
GATE-Way to Success: Hispanic Gifted Pro- 
gram. Identification Packet [and] Instructional 
Guide. 

ED 239 438 
Gifted and Talented in Art Education. 

ED 239 430 
Gifted Education Resources: A Bibliography. 

ED 233 561 
Gifted/Talented Magnet School: Program 
Model/Curriculum Guide, 1983-1984. 

ED 239 429 
- & Talented. Overview: ERIC Fact Sheet 

o. 3. 


ED 237 791 
Identification, Assessment, and Educational Pro- 


aveg, fog a Gifted, But Poorly Achieving 
Indian Child. 





Subject Index 


ED 234 574 
Identifying Intellectual Advancement in Pre- 
schoolers. 

ED 235 923 
An Investigation of the Effect of Four Different 
Instructional Strategies on the Achievement of 
Gifted Seventh-Grade Students in a Specific Con- 
tent Area. 

ED 236 823 
Management Systems for Gifted and Special Edu- 
cation Programs: A Manual for Cost-Effective 
Administration. 

ED 239 423// 

A Manual for Parents of Gifted Children. 

ED 239 445 
Official Learning Center Contract for Gifted and 
Talented Education. 

ED 236 898 
The Opportunities Available for the Elementary 
— Visually Gifted Art Student in the State of 


ED 234 586 
A Parent’s Guide to the Education of Preschool 


ED 233 529 
Personality Characteristics of Gifted Adolescents 
and Their Parents: Comparisons and Implications 
for Achievement and Counseling 

ED 234 531 
Pilot Project for —— Gifted Minority Stu- 
dents Grade 3-4 (Alternative Education). 
Project. Evaluation (3rd Year). 

ED 234 564 
A Policymaker’s Guide to Issues in Gifted and 
Talented Education. 

ED 233 528 
Providing Programs for Preschool Gifted Chil- 
dren on a Statewide Basis. 

ED 239 433 
Reducing the Odds-Talent Development Activi- 
ties for the Young Black Child. 

ED 234 566 
Resource Room for Talented and Gifted at Ed- 
munds/Jefferson Attendance Center. Report of 
Evaluation, 1982-83. 


ED 236 227 


ED 236 889 
Saturday Programs for the Gifted: An Alternative 
for Parent Advocacy Groups. 


Rural Special Education. 


ED 239 446 
Spatial Ability of Gifted Readers: Suggestions for 
Teaching. 

ED 236 851 
Starter: A Notebook for New Teachers. 

ED 239 431 
The Underserved: Our Young Gifted Children. 

ED 235 645 
“When Two Strong Men [or Women] Stand Face 
to Face...” 


ED 238 212 


Gifted Disabled 
A Controlled Single Subject Research Design Uti- 
lizing a Sensory Motor Intervention System. 
ED 235 637 
Program for Special Gifted Children. Annual 
Evaluation Report. 9/1/81 to 8/31/82. 
ED 235 634 


Gifted Disadvantaged 

Use of the D-48 Test to Identi 
taged Third- and Fourth- 
School Children. 


Gifted Disadvan- 
le Elementary 


ED 238 240 


Gilles De La Tourettes Syndrome 
Modalities of Educational Management of the 
Tourette Syndrome Child. 


ED 233 507 
Gilliland Learning Potential 
Gilliland General Learning Potential Ex- 
amination for Inter-Cultural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 
ED 237 268 
Ginn Reading 720 Series 
Technical Adequacy of gg Readers’ Mastery 
Tests: The Ginn 720 Seri 


ED 236 195 
Global 


Approach 
Activities Using “The State of the World Atlas.” 
Grades 7-12. International Understanding Series. 


ED 240 004 


Catalog of Resources on International Under- 
standing. 


ED 237 407 
Coalition Building for Global Perspectives: A Pro- 
cess and Resource Manual. 

ED 238 803 
COPEing With Environmentai Education Pro- 
fae Development and Infusion into the Global 

tudies Curricula of Rural Schools. 

— 238 652 
Critical Issues in Internationalizing Teacher Edu- 
cation: A Formula for Developing Global Per- 
spectives. Initial Draft. 

ED 233 993 
Cultural Crises and Educational Change in 
Teacher Education: Challenge of the Eighties and 
Nineties. 

ED 238 832 
Cultural Sight and Insight: Dealing with Diverse 
Viewpoints and Values. GPE Humanities Series. 

ED 237 429 
Curriculum Efforts in Pre-Collegiate Global Per- 
spectives Education: An Analytical Review. 

ED 240 000 
Educating for World Cooperation. 

ED 235 086 
Exploring Communication. GPE Humanities Se- 
Ties. 


ED 237 426 
Feelings and Friends. GPE Humanities Series. 

ED 237 430 
Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 

ED 237 169 
The Future: Implications for the Learner. 

ED 240 117 
The Global Yellow Pages: A Resource Directory. 
Revised Edition. 

ED 237 424 
Grass Roots Activism in the United States: Global 
Implications? 

ED 240 005 
The Humanities in a Global Perspective. 

ED 237 397 
International Circulation of Books. Studies on 
Books and Reading No. 3. 

ED 234 346 
International Education and the U.S. Community 
College: From Optional to Integral. Junior Co! 
lege Resource Review, Spring 1983. 

ED 233 780 
Law of the Sea, Resource Use, and International 
Understanding. 

ED 239 999 
Making Decisions: Our Global Connection. Les- 
sons for Teaching Citizenship Skills and Concepts 
Using Local Involvement in World Affairs: 
Grades 8-12. 

ED 238 788 
Mathematics and Global Perspectives: A Work- 
ing Team. 

ED 233 876 
The Mountain West and the World: International 
Connections and Alternative Futures. A Hand- 
book of 15 Activities for Secondary Classrooms. 

ED 238 768 
Multi-Cultural Approach to Education: Using 
University Students in K-12 Classes as a Re- 
source. MAIS Project. 

ED 235 077 
Multiculturalism for a Global Society: Together 
We Can. 


ED 233 952 
Myself and Others. GPE Humanities Series. 

ED 237 425 
Nationalism and Worldmindedness: Japanese 
Versus American Comparison. 

ED 236 104 
A New Internationa! Order: Proposals for Making 
a Better World. 

ED 233 964 
The Study of Socio-Biospheric Problems. 

ED 233 938 
moans about Global Issues. ERIC Fact Sheet 

0. 4. 

ED 233 926 
Teaching about Human Migration in Global Per- 
spective. Occasional Papers Series, No. 4. 

ED 237 423 
Teaching Global Perspectives: Syllabi and Mod- 
ules for University Courses. 

ED 233 957 
Toward a World Peace Movement. 


Governance 193 


Trends World Book samemen 
in orldwide t, 
1970-1978. Studies on Books and Reading No. 6. 
ED 234 347 
Two Comparative Studies of Student Views of the 
World. 
ED 240 039 
le Earth Lewy § A Geopolitics of Peace. 
Worldwatch Paper 5 
ED 233 950 
The Wide World of Economics: A Sixth Grade 
Study of the Economic Forces at Work Around 
the World. 
ED 238 753 
World Views through the Arts. GPE Humanities 


ED 237 428 


Global Studies 


COPEing With Environmental Education Pro- 
pe Development and Infusion into the Global 
tudies Curricula of Rural Schools. 


ED 238 652 


Globes 


Research Report on Elementary and Secondary 
Teachers’ Competencies in Map and Globe Skills. 
ED 237 420 


Glossaries 
A Glossary of Literature and Composition. Re- 


vised Edition. 
ED 233 377 


Goal 


Analysis 
Responding to Change: Goals for State Public Ed- 
ucation. Issuegram 29. 


ED 234 510 


Goal Devel 


lopment 
Responding to Change: Goals for State Public Ed- 
ucation. Issuegram 29. 


ED 234 510 


Goal 


Orientation 

Case Studies of Critical Events. 

ED 234 304 
Perceptions of Teaching as a Career by 
Grade 12 Students in College-Preparatory Pro- 
grams. 

ED 235 170 
Purposiveness: A Dimension of the Curriculum 
To Foster Excellence. 

ED 237 449 
The School Improvement Cluster: A Concept Pa- 
per. 
ED 239 402 


Goal 


Setting 

Client Characteristics Associated with Treatment 
Outcome for Aggressive Boys. 

ED 239 157 
Community Goal-Setting Process. 

ED 239 346 
Goal Setting Participation and Leader Suppor- 
tiveness Effects on Performance. 

ED 237 910 
Job Planning Manual and Summary. 
ED 237 788 


Golden West Col 


Development of Video Tapes for Classroom Use. 
ED 237 159 


Goodness of Fit 


Confirmatory Factor Analysis of the WAIS-R: 
Plausibility of Models. 

ED 237 575 
Effect of Noise in the Three-Parameter Logistic 
Model. 


ED 235 216 
Information Loss Caused by Noise in Models for 
Dichotomous Items. 

ED 235 215 
Using Residual Analyses to Assess Item Response 
Model-Test Data Fit. Laboratory of Psychometric 
and Evaluative Research Report No. 140. 

ED 236 186 


Gordon Diagnostic 


The Objective Assessment of Attention Deficit 
Disorders. 
ED 238 937 


Governance 
A Fair Tribunal: Governing Board Bias and the 
Power to Decide. 


ED 233 490 





194 Governance 


From the Beginning: Commencement Addresses 
and Selected Papers. 
ED 239 523 
Illustrative Bylaws for Independent Colleges. 
ED 238 372 
Laboratory Governance: Issues for the Study 
Group on Regional Laboratories. 
ED 234 727 
in the Eighties: 


The Long Range Pan for Fu for Public —, Educa- 


“anos 233 668 
—- of Administrative Control in Educa- 
tional Organizations: An Exploratory Study. Fi- 

nal Report. 
ED 238 192 


Nailing Jello to the Wall. Forum: What Progress 
Are the States Making in Initiating Higher Educa- 
tion Reform? 
ED 235 757 
The Quality of Community Governance and the 
Development. 


Impact of 

ED 234 955 
Recommendations of Center Study Group for Ed- 
ucational Policy. 

ED 236 998 


Rural Teachers and Community Schools in 
Alaska. 


ED 233 841 
School Governance in an Era of Retrenchment. 
[Final Report]. 

ED 236 810 


State Governance of Education: 1983. 
ED 235 587 
State Structures of Elementary/Secondary Gov- 
ernance. Issuegram 30. 
ED 234 511 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 
ED 233 626 
Boards 
es Affairs Committee. AGB Standing 
Committee Series [No. 2]. 
ED 238 373 
Maryland Education Article: 
and] Code of 


Title 16, Goumiand Colleges 
, unity 
Maryland Regulations: Title 13C, State Board for 


Community 

ED 234 862 

The Board’s Role in Accreditation. A Report of 

the AGB Subcommittee on the Role of Trustees 
in Institutional and Specialized itation. 


ED 236 975 
Buildings and Grounds Committee. AGB Stand- 


ing Committee Series [No. 1]. 

ED 238 314 
Executive Search and 
Seminar 


Proceedings of 
‘Chicago, Illinois, January 31, 1981). 


ED 235 976 
A Fair ey ae Cane Board Bias and the 


Power to Decide. 
ED 233 490 
AGB Standing C i 





Finance C i 

Series [No. 3]. 
ED 238 375 

Financial Responsibilities of Governing Boards of 


Colleges and Universities. 
"ie . ED 238 382 
The Good —_— A Guide to Theological 
ED 238 359 
Tiustrative Bylaws for Independent 
ED 238 372 


sr Ra Procedures, University of Rhode Is- 
and Foundation. 


ED 234 692 
Role and Relationship Grid: Board/Superinten- 


dent. 
Self-Study Criteria for Governing Boards of Com- 
m- 
munity Colleges. 
ED 239 689 
Self-Study Criteria for Governing Boards of Inde- 
pendent Colleges and Universities. Revised. 
Self-Study Criteria for Governing a 4 of Pubic 
ic 
Colleges and Universities. Revised. 
ED 238 362 


Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 

ED 238 365 
Self-Study Criteria for Governing Boards of 


logical Schools. 


Tips for Chairpersons. 
ED 236 970 


User’s Guide to the Handbook of College and 
University Trusteeship. 


ED 238 363 


ED 238 366 


Government (Administrative Body) 
British Columbia. Reference Series No. 25. 
ED 235 051 
The Employment Impact of Government Spend- 
ing. 


ED 235 568 
English-Vietnamese Scientific Terminology for 
High School and Junior College Students. Book 6: 
Government and History = Tu Khoa Hoc 
Anh-Viet Danh Cho Hoc Sinh Trung Hoc Va Sinh 
Vien Nam Thu Nhat Dai Hoc. Quyen 6: To Chuc 
Chanh Quyen Va Su Hoc. 

ED 238 694 
Governments and Information. IST 607; A Grad- 


uate Course. 
ED 237 099 


ED 238 731 
Manitoba. Reference Series No. 28. 

ED 235 054 
New Brunswick. Reference Series No. 31. 

ED 235 057 
= Northwest Territories. Reference Series No. 


The Japan of Today, 1982. 


ED 235 061 
Ontario. Reference Series No. 29. 

ED 235 055 
Quebec. Reference Series No. 30. 

ED 235 056 
The Role of Archives and Records we 
is National Information Systems: A RAMP 


tudy. 
ED 238 438 


Strategies for Increasing the Use of Statistical 
Data. Occasional Paper Number 158. 


ED 233 733 
The Washington Notebook. 
ED 237 410 
Government yyees 
Curriculum Development at the Foreign Service 


Institute. 
ED 238 267// 
Discrimination in Public Employment: The 


Evoiving Law. 

ED 233 498 
The Employment Impact of Government Spend- 
ing. 


ED 235 568 
Status of Women in Kentucky State A 


Subject Index 


Government Role 
Adult er in Canada-A Challenge. Occa- 
sional Paper No. 42. 

ED 237 779 


The Auxiliary Medium and the Courts: Judicial 
Consideration of Cable TV and the First Amend- 
ment. 

ED 233 360 
Better Country: A Strategy for Rural Develop- 
ment in the 1980's. 

ED 238 655 


Bi-Lingual Education: A Report on a Working 
Program. 


ED 233 811 
A Challenge for Action: National Leadership & 
Involvement in Education. 

ED 239 376 


Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile Justice of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth 
First Session (February 2, 1983). 

ED 234 910 


Closing the Math and Science Gap. 

ED 235 265 
The Consumption Benefits of Literacy. 
ED 236 548 
Education and Federalism: Doctrinal, Functional, 
and Strategic Views. 

ED 235 569 


Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 

ED 237 747 
The Employment Impact of Government Spend- 
ing. 


ED 235 568 
An Employment Policy for America’s Future. Re- 


port No. 

ED 236 330 
English Teaching Profile: Malaysia. 

ED 238 wf 
Enhancing the State Role in Lifelong Learning: A 
Summary Report of a Project. 

ED 235 390 


Enhancing the State Role in Lifelong Learning. 
Case Studies of the Six Pilot States. 

ED 235 343 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 


Expanding and Strengthening NIE’s Regional 
Laboratory Services: Needs, Issues, and Options. 


Final vent of the NIE Laboratory. Study Group. 
ED 236 997 
Explanation and Analysis of the Job Training 





Sixth Report. lysis of Employment Job 
Levels and Salaries as of November, 1982. Staff 
Report 83-6. 


Government 


Administrative Libraries Section. Special Librar- 


ies Division. Papers. 

ED 239 650 
Parliamentary Libraries Section. General Re- 
search Libraries Division. Pa 

ED 239 636 


ED 237 628 


Government Publications 
The Communicative Effects of a Rewritten Driver 
Manual. 
‘'D 237 e 1 


Computers and Mental Health Care ‘Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
The Development of the Missouri Documents 
Depository System: 1971-1977, 

ED 239 622 


Governments and Information. IST 607; A Grad- 
uate Course. 

ED 237 099 
Official Publications Section. Collections and Ser- 
vices Division. Papers. 

ED 239 630 
Parliamentary Libraries Section. General Re- 
search Libractes Division. Papers. 

ED 239 636 
Report from the States, 1981-1983. White House 
Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 
sponses. 


ED 238 436 


Act of 1 
ED 239 024 


Federal-State Relations in Unemployment Insur- 
ance. A Balance of Power. 
ED 234 180 


Financing Adult Learning: Spotlight on the 
States. 


ED 235 387 
Freedom of Information in a Parliamentary Gov- 


ernment: Canada’s New Access to Information 
Legislation. 
ED 236 613 


Government and Sport Transformation in Can- 
ada. 


ED 238 886 


Government's Role in the Job Transitions of 
America’s Dislocated Workers. A Statement be- 


fore the Committee on Science and Technology 
and the Committee on the Budget, U.S. House of 


Representatives. 

ED 236 374 
Governors and New Economic Challenges. A 
Backgro 


und Paper. 

ED 237 678 
High Technology and Equal Educational Oppor- 
tunity. Parts I and II. 

ED 238 982 
Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing before 
the Subcommittee on Crime of the Committee on 


tee , Judiciary, House .§ Fy tom igy-nns Nine- 
3%, 1981), 





ED 234 911 
Information Technology for Agricultural Amer- 
ica. Prepared for the Subcommittee on Depart- 
ment Operations, Research and Foreign 





Subject Index 
Agriculture, 97th Congress, 2d Session. Commit- 
tee Print. 


ED 239 585 
International Trade: U.S./U.S.S.R. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. 

ED 238 819 
Laboratory Governance: Issues for the Study 
Group on Regional Laboratories. 

ED 234 727 
Labor Outlook on Jobs & Training. An Analysis 
of the Job Training Partnership Act of 1982. 

ED 239 122 
Management of Federal R&D Centers. 

ED 234 726 
National Advisory Council On Rural Develop- 
ment (1st, Washington, District of Columbia, 
April 14-15, 1982). Executive Summary of Pro- 
ceedings. 


ED 239 798 
National Cl 


learinghouse on Transition from 
School. Newsletter Part 1 and Part 2. Vol. 2. No. 
4. 


ED 237 672 
“New Federalism”: Prospects and Implications. 

ED 234 902 
Oversight of Vocational Education, 1983. Hear- 
ings before the Subcommittee on Education, Arts 
and Humanities of the Committee on Labor and 
Human Resources, United States Senate, Nine- 
ty-Eighth Congress, First Session on Examination 
of the Federal Role in Future Reauthorization of 
Vocational Education (February 23-24, March 


2-3, 1983). 
ED 235 346 


ED 237 409 
Policy Options Alteoting Adult Learning Services 
in Colorado. Summary Report. 

ED 239 094 


The Post-Revolutionary Portuguese Press: New 
Faces, Old Problems. 
ED 234 385 


Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 


tional System. 

ED 238 178 
The Press and Government Restriction: A 13- 
Year Update of a Cross-National Study. 


ED 236 582 
i Re- 


Perspectives. 1983 Edition. 


The Process of Technologi 
viewing the Literature. 





=» 233 697 
The Pros}-ects for U 1 


Hearing before the Subcommittee ‘on ——" 
Monetary Policy of the Committee on Banking, 
Finance and Urban yer ong of Representa- 
tives, Ninety-Eighth C 

"ED 237 692 


Rural Education and Rural Family Education 


Policy for the 80’s. 
ED 234 971 
A Rural Education Policy for the 80's. 
ED 234 977 
Sexual Exploitation of Children and Youth. Hu- 


man Resources Series. 








ED 238 574 
A Short History of the Relationship Between the 
Educational Laboratories, the Research and De- 
velopment Centers, and the National Institute of 
Education. 
ED 234 728 





Social and E, ic Perspecti 
Communications Policymaking. 


ED 236 616 
Speech to National Forum on Excellence in Edu- 
cation (Indianapolis, Indiana, December 6, , 1983). 


wD 238 568 
Statement of T. H. Bell, S 
before the Senate Committee on ian and Hu- 
man Resources, Subcommittee on Education, 
Arts, and the Humaniti 
ics Education (March 9, 1983). 








ED 233 877 
Strategies for Promoting Health for Specific Pop- 
ulations. 


ED 234 133 
A Survey to Identify University Student Attitudes 
toward the Role of Government in Controlling 
Human Population Growth. 

ED 240 026 


Talk by Governor Robert Graham of Florida (Na- 
tional Forum on Excellence in Education, Indian- 


Government School Relationship 195 


apolis, IN, December 7, 1983). 

ED 239 754 
Technology and the Department of TAFE. Di- 
mensions, Options and Strategies. Occasional Pa- 
pers. 
Two Decades of Experience with Educational 

0 perience wi luca’ 

R&D Centers. 

ED 234 723 
Vocational Education: The Federal Role. Position 
Statement on Reauthorization of the Vocational 
Education Act. 


The Washington Notebook. 
ED 237 410 


Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 

ED 233 798 
A Working Plan for Treating the Engineering 
Faculty Shortage Problem. 


ED 239 120 


ED 237 323 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 
1983 Science and Technology Posture Hearing 
with Director Office of Science and Technology 
Policy. Hearing before the Committee on Science 
and Technology. U.S. House .  Raspresentatives, 
Ninety-Eighth Congress, Firs: 

a 238 704 


Government School Relationship 
Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 

ED 237 000// 

ACCT Trustee Quarterly; Volume 7, Numbers 
1-4, 1982-1983. 

ED 237 153 

An Analysis of the Rural-Urban Balance for Edu- 

oi in Developing Countries: A Case Study of 


ED 234 976 
The Big Squeeze on Tax Revenues for the Public 
Schools: The Midwest in the 1980s. 

ED 238 121 
A Challenge for Action: National Leadership & 
Involvement in Education. 

ED 239 376 
Challenge Grant Amendments of 1983. Report to 


Accompany HR. 2144. . House of Representa- 
and Labor, 
Ninety-Eighth Congress, First Session. 

ED 235 726 
Christian Schools and Public Schools In Small 
Rural Communities of the Northeast. 


ED. 235 958 
AC di 


on Education Issues — the Role. of f the Federal 
Government in Education. Part 1-1983, Part 


II-1982. 
ED 235 556 
Controls Over, Foreign St Students sin US. Post- 
fective; 

posed Legislation and Raguistions May Correct 
Problems. Report to the Chairman, Senate Com- 

mittee on Labor and Human Resources. 
ED 234 654 
Coordinating Australian University Develop- 
meat: A Study of the Australian Universities 
mmission, 1959-1970. _—~ of Queens- 


land Press Scholars’ Lil 
ED 235 694 


Differences and Implications of Legislator and 
Educator Perceptions of Quality Education. 

ED 237 142 
M: Project. Final Re- 














at 
port. 


and Strategic Views. 





BD 235 839 


ED 235 569 


Private Choice and the 


ED 2s 492 
Ed for Eco- 


for 
nomic Dovehepaneat A Strategic pm tech 


ED 237 747 
and the Department of Edu- 
‘om the Campus. 

ED 238 390 

in Ed ion: In Pursuit of 


ED 239 375 


Ra by Vi h, 


Public the 








Facilities Financi: 
cation. Viewpoint 





Federal Invol 
Equity and Quality. 


Government Finance of Higher Education in the 
United States of America in the 1980s: Some Pre- 
dictions and Perspectives. 

ED 236 981 
Improving Higher <n Through Budget In- 
centives. Issuegram 2 

ED 234 667 


An Investigation of the Feasibility of Awarding a 
Single Appropriation for the Operating Budget of 

the University of Alaska. 
D 238 343 


Management Flexibility and State Feta in 
Higher Education. 
ED 234 705 


Nailing Jello to the Wall. Forum: What a 
Are the States Making in Initiating Higher Educa- 
tion Reform? 
ED 235 757 
Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Dovdleginans & Evalua- 
tion. No. 60. 
D 234 005 
Organizational Changes in Public Schools 
ED 238 628 
The Path to Excellence: Quality Assurance in 
er Education. ASHE- ERIC’ Higher Educa- 
tion Research Reports, No. 1. FYI Executive 
Summary. 
ED 235 697 
Postsecondary Program Review. Issuegram 40. 
ED 234 666 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
tional System. 
ED 238 178 
Private Schools and National Policy: A Compara- 
tive Study of Australia and the United States. 
ED 239 351 
Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 
ED 239 569 


Rapid Assessment of the ED Institutional Eligi- 
bility and Compliance Monitoring Systems. Final 


Report. 
ED 233 661 
Regulation of Postsecondary Institutions: Model 


Legislation. Issuegram 22. 
ED 234 665 


lected, Annotated Compendien of Doctoral Dis- 
sertations. 
ED 234 713 


The Research System in the 1980’s. Public Policy 
Issues. 





ED 234 994 
Resources and Higher Education. SRHE Mono- 


graph 51. 

ED 233 627 
Responding to Qualitative and Political Issues: 
Proceedings of the Annual Forum ¢ of tt the t Associa- 
May 16-19, 1982). AIR Duectery, 1982-83. 

ED 233 639 

ED 239 623 


Schools Can Improve: Local Strategies Need 
State Backing. 
ED 235 252 


Self-Study Survey for State Postsecondary Educa- 
tion Planning and Coordinating Boards. 





School Libraries in Quebec. 


ED 238 364 

ening the Government-University Part- 
nership in Science. 

ED 233 887// 


The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 
ED 233 626 


cation ond The of Twelve National Reports on Edu- 
eir Implications for Teacher Educa- 


ED 238 889 


Testimony to the National Commission on Excel- 
lence i in Education. (Public Hearing, Chicago, Illi- 


nois, June 23, 1982). 
ED 237 017 


ED 233 955 
Training by Contract: College-Employer Profiles. 


ED 239 524 
Vocational Education and Defense Preparedness 
Seminar (Arlington, Virginia, Sep- 


Thai Education in Brief, 1982. 





196 Government School Relationship 


tember 29-October 1, 1982). 
ED 239 098 
What's Ahead for Higher Education? 
ED 236 983 
Government Spending 
The Employment Impact of Government Spend- 
ing. 
ED 235 568 


Government Subsidies 
The Inequities of Salary Reduction as National 
Child Care Policy: Where Do We Go from Here. 
ED 234 904 


Structure 
Local Government: A Resource and Activity 
Guide. 


ED 238 772 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curriculum. 
ED 235 973 
Navajo Leadership and Guvernment: A History. 
Teacher’s Guide. Navajo Bilingual-Bicultural So- 
cial Studies Curriculum. 
ED 235 974 
People and the Government. Adolescent Deci- 
sions Curriculum. 
ED 236 445 
Grade Inflation 
A Time Series Approach to the Longitudinal 
Study of Undergraduate Grades. 
ED 235 228 


Grade Point Average 

California’s Problems in Operationalizing the 
Quest for Quality in Teacher Education. 

ED 235 172 
The Influence of Academic Performance, Demo- 
graphic Background, and Discipline on College 
Grades and Course Withdrawals. 

ED 237 045 
Predictive Validity of the SAT on Two Handi- 
capped Groups: The Deaf and the Learning Dis- 
abled. 

ED 238 893 
Quality Point System Reflects Student Achieve- 
ment. 


ED 238 905 
The Relationship between Simultaneous-Succes- 
sive Processing and Academic Achievement. 
ED 234 323 
The Use of Student Background Variables, ACT 
Scores and GPA to Predict Performance on the 
Florida Teacher Certification Examination. 
ED 235 229 
Which Student Outcome Measures Are the Most 
Important to the Institution? 
ED 237 537 
Grade Prediction 
Adult Learners and the SAT in the University 
System of Georgia. 


ED 239 027 


Repetition 
The Identification of Students Who Would Bene- 
fit from Retention. 
ED 237 840 
Setting the Standard: The Characteristics & Con- 
sequences of Alternative Student Promotional 
Policies. 
ED 239 368 
Setting the Standard: The Characteristics & Con- 
sequences of Alternative Student Promotional 
Policies. Executive Summary. 
ED 239 369 
The 1982-83 Promotional Gates Program: 
Mid-Year Assessment and Analysis of August, 
1982 and January, 1983 Test Results. O.E.E. 
Evaluation Report. 
ED 237 597 
Grade 1 
Class Size Project, 1980-1981. Final Report. 
ED 237 521 
Interaction Strategies of First Graders Who Have 
i Different Bilingual Preschool Mod- 
els. Final Report. 


ED 234 943 


Reading Impact Project. Disadvantaged Pupil 


Program Fund. Evaluation Report, 1982-83. 
ED 236 284 


Grade 11 


Illinois Inventory of Educational Progress, Grade 
11. [11th Grade Test). 
ED 240 162 


12 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. Math- 
ematics Education Centre Report No. 25. 
ED 233 882 


Grade 2 


Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Two (Spring) Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 

ED 240 169 
Health Education Curriculum Guide. Elementary 
School. Grade 2. 


ED 235 267 


3 
Jacksonville History Curriculum Guide. Grade 3. 
ED 235 271 


Grade 4 


Florida History Curriculum Guide: Social Stud- 
ies, Grade Four. 

ED 235 273 
Health Education Curriculum Guide. Elementary 
School. Grade 4. 


ED 235 268 
Illinois Inventory of Educational Progress, Grade 
4. [4th Grade Test]. 

ED 240 160 
Teachers Guide to Law-Related Curriculum in 
the Fourth Grade. 


ED 235 269 


Grade 5 


Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 
ED 233 883 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 
ED 233 884 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 
ED 233 885 
Grade 8 
Illinois Inventory of Educational Progress, Grade 
8. [8th Grade Test]. 
ED 240 161 
Grade 9 
a Nine Student Survey: Fall 1982. 
#173. 
ED 237 535 


Graded Word Reading Tests 
A Comparative Analysis of Three Widely Used 
Graded Word Reading Tests. 
ED 235 473 
Grades (Scholastic) 
Bright Idea: Hard Courses Should Carry More 
Weight Than Easy Courses. The Endpaper. 
ED 236 763 
Comparative Assessment of College Student Per- 
formance in Developmental and Freshman En- 
glish Courses. 
ED 239 300 
A Comparison of Social Science Textbook Read- 
ability and Students’ Reading Levels. 
ED 239 246 
Developmental English and Achievement in a 
Subsequent English Course. 
ED 239 706 


The English Placement Test: A Correlation Anal- 
ysis. 


ED 239 669 
Fall 1982 Retention Study. 

ED 239 692 
Quality Point System Reflects Student Achieve- 
ment. 

ED 238 905 
Research Synopsis: Spring 1983 Retention. 

ED 239 693 
A Study of the Letter Grade System and Its Effect 
on the Curriculum. 


ED 238 143 


Alternatives in Evaluation and Grading of Special 
Needs Students. Missouri LINCpaper 823. 

, ED 236 887 
Bright Idea: Hard Courses Should Carry More 


Subject Index 


Weight Than Easy Courses. The Endpaper. 

ED 236 763 
ee Education: A Motivating Classroom 

ED 239 965 
A Descriptive Multimethod Study of Teacher 
Judgment during the Marking Process. 
ED 234 052 
The Effects of Labeling Students as Gifted. 

ED 239 449 
Elementary Instructional Program Procedures 
Manual. 


ED 235 278 

Quality from the Students’ Point of View. 
AASCU Studies 1983-1. 

ED 235 765 
Schooling of Young Children: Cognitive and Af- 
fective Outcomes. Final Report. 

ED 237 215 
Sources of Elementary School ing. 
ED 236 135 
A Study of the Letter Grade System and Its Effect 
on the Curriculum. 


ED 238 143 


Graduate Medical 


Education 

Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Appendi- 
ces. 

ED 235 005 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
tics/Gynecology, and Family Practice. Deliver- 
able No. 5. Final Report. 


ED 235 004 


Graduate Record Examinations 


An Examination of the Graduate Study Applica- 
= and Enrollment Decisions of GRE Candi- 
ites. 


ED 237 518 


Graduate School Faculty 


A Look at Graduate Teaching at UND: Faculty 
Perspectives. Instructional Development Report. 

ED 234 693 
Schools of Social Work and the Legal Regulation 
of Social Work. 


ED 237 434 


Graduate Students 


Academic Advising in The College of Arts and 
Sciences at The University of Pittsburgh. A De- 
scriptive Report. 

ED 233 647 
A Community Service for a Rural High School. 

ED 235 982 
The Effects of Doctoral Study on Marriage and 
Family: An Ethnographic Study. 

ED 233 283 
The Relationship of Graduate Education Stu- 
dents’ Achievement in Educational Research to 
Their Reading Attitudes, Attitudes toward Edu- 
cational Research, GPAs, and National Teacher 
Examinations. 

ED 238 929 
Selected Characteristics of New Students En- 
tolled in the Department of Adult Education, 
1982-1983. 

ED 233 222 
Signs of Trouble and Erosion: A Report on Grad- 
uate Education in America. [Final Report.] 

ED 239 546 
Training in Administration and Staff Develop- 
ment. 

ED 238 575 
1981-82 Graduate Student Survey. AIP Report. 


ED 233 637 


Graduate Study 


Career Decisions of Minority Students and En- 
trance to Graduate Management Programs. 
GMAC Research Report. 

ED 238 353 
A Comparative View of Approaches to Social 
Work Education in Argentina and the United 
States. Rough Draft. 

ED 237 375 
An Examination of the Graduate Study Applica- 
= and Enrollment Decisions of GRE Candi- 

tes. 


ED 237 518 
GMAT and GRE Aptitude Test Performance in 
—_— to Primary Language and Scores on TO- 





Subject Index 


ED 237 513 
Graduate Education: A National Investment in 
Knowledge. Proceedings of the Annual Meeting 
of the Council of Graduate Schools in the United 
States (Colorado Springs, Colorado, December 
1-3, 1982). 

ED 239 570 
Graduate Study in Chemistry in the United 
States: A Guide for Non-U.S. Students. 

ED 238 315 
Graduate Study in Education: An Analysis of In- 
stitutions and ae Awards, 1971-198 

ED 240 064 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 
1982-1983. 

ED 238 779 
Historically Black Colleges and Universities Fact 
Book. Volume III, Public Colleges/Graduate 
Schools. 

ED 239 554 
Historically Black Colleges and Universities Fact 
Book. Volume II, Private Colleges/Graduate 
Schools. 

ED 239 553 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
Is Graduate Education Fulfilling Its Responsibili- 
ties to Primary and Secondary Education? A 
Panel Discussion. 

ED 234 661 
A Look at Graduate Teaching at UND: Faculty 
Perspectives. Instructional Development Report. 

ED 234 693 
NCATE Thirtieth Annual List of Accredited Pro- 
grams. 1983-84. 

ED 238 857 
Networking and Mentoring: A Study of 
Cross-Generational Experiences of Blacks in 
Graduate and Professional Schools. 

ED 235 745 
Peacebook: A Resource Guide for Peace Studies 
at U.C. Berkeley, 1982-83 [and] 1983-84. 

ED 236 068 
The Planning and Implementation of American 
Graduate Degree Programs for Iranian Educa- 
tors. 

ED 237 043 
Program Delivery in Distance Education—One 
Successful Strategy. 

ED 235 884 
The Quality of Women’s Education at Harvard 
University. A Survey of Sex Discrimination in the 
Graduate and Professional Schools. 

ED 237 037 
Recent Developments in Graduate Programs. 
New Opportunities through Versatility: Broaden- 
ing the Mold. Proceedings of Conference/Work- 
shop of the Council of Graduate Schools in the 
United States and the Graduate Record Examina- 
tions Board (Minneapolis, Minnesota, October 
13, 1982). 

ED 234 660 
A Specialization Program in Bilingual /Multicul- 
tural Education at the Tertiary Level—-University 
of Hawaii. 

ED 240 086 


Graduate Surveys 
Conducting an Alumni Market Survey. 

ED 239 535 
Follow-Up Evaluation Studies and Procedures, 
College of Education, Bowling Green State Uni- 
versity, Bowling Green, Ohio. 

ED 240 083 
Surveying Your Alumni: Guidelines and 22 Sam- 
ple Questionnaires. 

ED 234 659 
When People Talk, AISD Listens! ORE District- 
wide Surveys, 1983 

ED 234 080 
Graduation 
Native College Success in the Seventies: Trends at 
the University of Alaska at Fairbanks. ISER Oc- 
casional Paper No. 15. 

ED 239 814 
Which Student Outcome Measures Are the Most 
Important to the Institution? 

ED 237 537 


Graduation Requirements 


Alternatives in Evaluation and Grading of S 
Needs Students. Missouri LINCpaper 823. 

ED 236 887 
An Analysis of Illinois High School Graduation 
Requirements. 

ED 238 153 
Community and Staff Surveys Conducted for the 
Sacramento City Unified School District. Sum- 
mary Report [and] Appendices. 

ED 235 188 
Counselors and Testing: Academic Assessment. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. 14+. 

ED 237 869 
Minimum Competency Graduation Testing Pro- 
grams and the Law. 

ED 236 163 
Opinions of Michigan Citizens about Recommen- 
dations of the National Commission on Excel- 
lence in Education. A S . An Overview of 
Findings from a Statewide Public Opinion Survey 
of a Cross-Section of 400 Michigan Adults; Inter- 
viewed by Telephone, June 23-30, 1983. 

ED 239 766 
Policy Paper: Recommendations for Inclusion of 
Career Education, Vocational Education, Work 
Experience and Independent Living Skills on the 
Differential Standards for Grodention for Special 
Education Students. 

ED 239 437 
Raising Expectations: Model Graduation Re- 
quirements. 

ED 239 413 
Setting a Standard for Standard Setting. 

ED 235 226 
A Statewide Assessment of Public High School 
Principals’ Attitudes Regarding Proficiency Test- 
ing in Tennessee. 

ED 237 556 
Teacher/Student Perceptions of Minimum Com- 
petency Instruction. 

ED 237 551 
1983 Summer School. Final Evaluation Report. 

ED 238 201 


Grammar 


Bridge the Gap: A Guide to the pees - 
Acquisition Activities Targeting 
Meaningful Communication. 
ED 238 259// 

Cebuano for Beginners. PALI Language Texts: 
Philippines. 

ED 239 485 
A Course in Beginning English: English (A) Les- 
son Plans. 

ED 233 393 
A Course in Beginning English: English (B) Les- 
son Plans. 

ED 233 394 
Do You Hear What I Hear? 

ED 236 603 
Easy for You to Say: The Great Primacy of 
Speech Fallacy. 

ED 233 568 
General English Requirements: Style Book and 
Skills Arrays, K-6. 

ED 236 598 
Handbook of Polish. 

ED 236 919 
“Handles” for Teaching 


" ED 236 939 
How Do Children Avoid Constructing an Overly 


General in the Absence of Feedback 
about What Is Not a Sentence? 

ED 233 573 
Identification, Rewriting, Mastery: Alternative 
Exercises for Basic and Introductory Students. 

ED 238 005 
The Interaction of Piagetian Stages of Develop- 
ment in Early Adolescents, IQ Levels and Other 
— in Predicting Success on a 


ED 234 379 
Let Me Try to Make It Clearer. Alternative Tech- 
niques for Teaching Traditional English Grammar 
to Learning Disabled Students in the University. 
ED 234 551 
A Papago Grammar. 
ED 235 989 
The “Pro-Drop” Parameter in Adult Second Lan- 
guage Acquisition. 
ED 239 490 
A Quanititative Grammar of Meaning and Struc- 
ture: A Methodology for Language ysis. 


Grants 197 


ED 239 491 
Study and First-Language Lit- 
‘guments and New Perspectives. 
ED 233 603 
S-ESL Spoken English Test (The Standard En- 
glish as a wy}. e poken English Test), 
Tests A, B, C [and] S-ESL Grammar Test (The 
Standard English as a Second Pome Grammar 
Test), Forms O, “ B, C [and] S-ESL Vocabulary 
Test (The Standar d English as a Second Language 
Vocabulary Test), Forms O, A, B, C. 
ED 236 648 
Topic-Comment Structure and Grammatical Sub- 
ject in First Language Acquisition of Mandarin 
Chinese: A Study of Equi-Constructions. 
ED 233 579 


Second- 
eracy: Old 


Grandparents: The Other Victims of Divorce and 
Custody Disputes. Hearing before the Subcom- 
mittee on Human Services of the Select Commit- 
tee on Aging. House of Representatives, 
Ninety-Seventh Congress, Second (De- 
cember 16, 1982). 





ED 236 515 


its 

Grandmothers’ and Mothers’ Rewarding and 
Punishing of Their Children. 

ED 235 893 
Grandparenting: Using Pictures To Transform the 
Group. 

ED 237 922 
Grandparents Rights. Report Together with Ad- 
ditional Views [To Accompany H. Con. Res. 45 
which on Feb. 7, 1983, Was Referred Jointly to 
the Committees on the Judiciary and Education 
and Labor] from the Committee on Education and 
Labor. House of Representatives, 98th Congress, 
lst Session, Rept. 98-61, Part 1. 

ED 237 202 
Grandparents: The Other Victims of Divorce and 
Custody Disputes. Hearing before the Subcom- 
mittee on Human Services of the Select Commit- 
tee on Aging. House of Representatives, 
Ninety-Seventh Congress, Second Session (De- 
cember 16, 1982). 

ED 236 515 
Redefining the Grandparent Role. Office of Par- 
ent Development International Research and De- 
velopment Reports. 

ED 238 545 
Volunteer Grandparents in Head Start. 


ED 235 904 
Grants 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
io Local Education Agencies. Selected Mono- 
graphs in Educational Policy Research, Number 
2. 


ED 235 574 

The CFAE Casebook: A Cross Section of Corpo- 
tate Aid-to-Education Programs. 

ED 234 680 
Challenge Grant Amendments of 1983. Report to 
Accompany H.R. 2144. House of Representa- 
tives, Committee on Education and Labor, 
Ninety-Eighth Congress, First Session. 

ED 235 726 
Facts on Grants, 1982. A Report on Grant-Mak- 
ing. 

ED 235 707 
Financing Schooling in Alberta. Report of the 
Minister’s Task Force on School Finance. Adden- 
dum. 

ED 236 783 
Financing Schooling in Alberta: Report of the 
Minister’s Task Force on School Finance, 1982. 

ED 236 781 
Financing Schooling in Alberta. Summary Report 
of the Minister’s Task Force on School Finance. 

ED 236 782 
Grants and Proposal Writing. Revised. 

ED 234 671 
A Guide to Research and Funding for Librarians. 
First Edition. 

ED 238 445 
Individual and Systemic Changes Mediated by a 
Smali Educational Grant Program. Final Report. 

ED 237 501 
Procedures for Making Grant Awards under 
Three Department of Education Discretionary 
Grant Programs. Report. 

ED 238 130 





198 Grants 


ee erin nk Dalen SaOte & 
Librarianship, Information Science and Archives 
ee re ene dans le 


las 
bibliotecologia, las ciencias de la informacion y la 
Steaienl 


ED 238 427 
Small Grants for Teachers: A 


Statement of 
tation of Contracts and Granta wih Regional Ea 
Laboratories 


Research and 
Development Centers During FY 1983 and FY 


Pe, 234 Bias 
Subsidizing On-the-Job Training. Analysis 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 

ED 236 387 


Grants and Proposal Writing. Revised. 

ED 234 671 
A Guide to Research and Funding for Librarians. 
First Edition. 

ED 238 445 
An Introduction to Fund Raising: The Newcom- 
ers’ Guide to Development. 

be Poe 
Saat ate of Federal peti- 

cre oe seg te ‘inal Report. Initial Re- 

eee September 1981. Fast Response Survey 
System. 

ED 234 490 


Arts 
Graphic Arts. A Bilingual Text = 
Un Texto Bilingue. 


Graphic Organizers 
Direct Instruction in atennative ov tay ne 
Cumulative Instruction in Summarization and 


gmp Graphic 
ganizer Alone vs. an Outlining Strategy in 10th 
Grade World History. Technical Report No. 6. 
ED 237 966 
Visualizing the Verbal and Verbalizing the Visual. 


ED 238 417 
Graphs 
Configural Properties in Graphic Displays and 
Their Effects on Processing. 
ED 238 685 


Artes Graficas. 
ED 235 301 


Memorial Consequences of Display Coding. 
ED 238 683 


A Method for Pragmatic Communication in 
Graphic Displays. 
ED 238 684 


Pattern Perception and the Comprehension of 


Graphs. 

ED 237 339 
Understanding Charts and Graphs: A Project in 
Applied Cognitive Science. 

ED 238 687 


Cartons Charters 
ceived from a ‘aoe +t my 
tion’s "hom « New 


ED 239 322 
Gratifications Sought et ae 
ification and Theoretical Dev: 


ED 239 313 
say er he 
of Gratifications Sought and Re- 
ceived bum a Tow lndepenteat Television Sta- 
tion’s Programming. 
ED 239 322 
Gratifications Sought and Obtained: Model Spec- 
ification and Theoretical Dev: t. 


Gravity (Physics) 

Gravity. ing in Science Project. Worki 

Paper No. 20. ae 
ED 235 028 


ED 239 313 


Great Britain 
Amalgamations and Libraries. A Study of the Ef- 
pty British Polytechnic Libraries of Institu- 
tional Amalgamations with Derived Guidelines 
for Amalgamating Victorian and Other Australian 
Institutions. Occasional Publication Number 3. 


ED 233 737 
Classroom Disruption in English Comprehensive 


Schools. 
ED 235 124 
ED 237 698 


How the PhD Came to Britain. A Cen’ 
all for — Education. S$! 


ED 234 675 
Microelectronics in the Curriculum-The Science 
Teacher’s Contribution. 


_ED 239 854 
Learning. 


ED 233 620 
Preparation towards 


ED 234 160 
Relative Autonomy Reconstructed. Revised. 

ED 237 378 
Technical Aids to Teaching in Higher Education. 

ED 238 403 


ED 237 646 
TRADEC II. An Evaluation of Trades Education 
Schemes. II. Research Findings. A Project Re- 
port. 

ED 237 718 
TRADEC Ill. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
ology. A Project Report. 

ED 237 719 


Women, Class and Adult Education. 
ED 234 156 
Great Falls Precision T Project 
Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 
ED 238 184 


Great Lakes Colleges Association 
Speech and Theatre Programs in Two Midwest 
Consortia. 


ED 238 054 
Greek 


Australians 
Greek Children at. School and After. ERDC Re- 
port No. 29. 


Greeley (Horace) 
Horace Greeley and the Newspaper Forum Func- 
- A New Source for the Social Responsibility 
cory. 


ED 240 210 


ED 235 483 


Com v City of Gadsden 
The Presentation of Statistical Analysis of Data as 
Evidence in Litigation Involving Sexual and Ra- 
cial Discrimination. 


ED 237 548 


Greenhouses 
CVAE-VEH Horticulture Course Outline. 


ED 234 213 

eee Competencies in Greenhouse Manage- 

and Landscape Design Needed by 

High-School Soenal of Vocational Horticulture 
in Tennessee. Research Report Series No. 5. 


ED 233 211 


eee aye loped Course E: 

e! urse Encompassing 
the Com: yay gg Identified in the Administra- 
i the Secretarial Science Technology 


ED 234 866 


tive Area of the Secretarial Science Technology 
Task Analysis. 


ED 234 867 

Science 

ED 234 868 

Financial Perils in Higher Education—-Good 
Grief! 

ED 235 764 


Subject Index 


Notes to Parents - When Your Child Has Under- 
gone Amputation. 
D 236 896 


E 
Suicide: Training Counselors To Work with the 
Survivors. 

ED 237 921 


Grievance Procedures 
How to File a Consumer Credit Complaint. 


ED 235 070 
Illinois Community College Grievance Procedure 
Analyzer. 


ED 234 834 


Gross National Product 


USSR: Measures of Economic Growth and De- 
velopment, 1950-80. Studies go for the Use 
of the: Joint Economic Committee, 97th Congress, 
Second Session. 


ED 237 314 


Groundwater 
United Nations Environment Programme. An- 


nual Review 1981. 
ED 238 730 


Group Activities 
EN-ACT: Black Women’s Identity in Action. A 


Facilitator’s Workshop Manual. 
ED 234 288 
: Developmental Ma- 
mmuunity Settings. 
ED 234 302 
ee Using Pictures To Transform the 
up. 


Experiencing Your Identi 
terials for Academic and 


ED 237 922 
Grass Roots Activism in the United States: Global 
Implications? 

ED 240 005 
News of the Nation: A Civil War Newspaper 
Project. 

ED 238 773 
Sex Differences in Group Interaction and Task 
Performance. 

ED 239 152 
Story Starters and Group Writing Motivate Chil- 
dren To Write. 


ED 237 998 


Group Behavior 
Team-Building in Quality Circles. 


ED 238 118 


Group Counseling 
Bulimia: A Model for Group Therapy. 


ED 236 467 
The Effects of Small Group Counseling Using 
Structured Activities on the Self- —— of Dis 
advantaged Post-Secondary Studen‘ 

"ED 234 143 
The Establishment of Autonomy: Assisting Late 
Adolescents with Positive Management of Sepa- 
ration Issues. 

ED 233 290 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 
In Wilderness is Our Self Preservation. 

ED 234 961 
Level II Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 454 
Peer Intervention Network: A Program for Un- 
derachievers. 

ED 237 871 
A Single Model Counseling Group across All Spe- 
cial Needs Children. 

ED 237 923 
Social Group Work in Hospitals. 

ED 233 270 
Uses of Poetry and Music in Counseling. 

ED 239 144 
Wives of Alcoholics: A Treatment Program and 
Outcome Study. 


ED 234 318 


Discussion 

Causal Attributions and Person Perceptions in an 
Incident of Spouse Abuse. 

ED 235 408 
The Education Game. Technical Note 14. 

ED 238 603 
Focus Groups: A Needs Assessment Approach to 
Corporate Child Care Policy 


ED 238 535 





Subject Index 


Group Discussion as a Rhetorical Process: The 
Influence of the —_ Group Setting on the Pro- 
cess of 

ED 238 056 
Group Discussions: Settings for Educational 
Analysis and Evaluation. 

ED 237 561 
Student Writing in the Foreground of a Literature 
Class. 


ED 239 261 
A Theoretical Foundation for the Study of Infer- 
ential Error in Decision-Making Groups. 

ED 235 513 
Values Clarification for Introducing Theatre Stud- 
ies. 


ED 238 040 


* 

A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 

ED 238 080 
Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 

ED 234 042 
CORE Conditions for Student Organization De- 
velopment. 

ED 233 285 
Crisis in Feminism: The United States and 
France. 

ED 240 007 
A Developmental Curriculum for the Secondary 
School. 


ED 237 484 
Dynamics of Small Group Policy Bodies. 

ED 236 474 
The Effect of Differing Third P: Roles and 
Behaviors on Conciliatory and Retaliatory Nego- 
tiator Behavior Involved in a Simulated Inter- 
group Conflict. 

ED 234 309 
Evaluation of Communication about Groups: The 
Hydra Phenomenon. 

ED 233 406 
Gender, Androgyny, Activity Level and Talk- 
ativeness. 

ED 237 902 
Group Discussion as a Rhetorical Process: The 
Influence of the Small Group Setting on the Pro- 
cess of Accedence. 

ED 238 056 
Grouptalk: An Investigation of Group Process. 

ED 237 889 
Handicapped Students in Regular Vocational Ed- 
ucation: Impact on Class Interaction and Instruc- 
tional Variables. Final Report. 

ED 234 183 
An Investigation of the Giving and Receiving of 
Interpersonal Feedback within the Human Rela- 
tions Group. 

ED 238 052 
Level II Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 454 
Making Decisions in Quality Circles. 

ED 238 116 
Mental Health and the Intern—A Teacher Train- 
ing Model. 

ED 240 121 
The Suasory Functions of Communication in the 
Process of Group Decision-Making: Necessity 
and Paradox. 

ED 238 068 
Talk as Social Support: Communication in an Epi- 
lepsy Self-Help Group. 

ED 234 439 
Team-Building in Quality Circles. 

ED 238 118 
A Theoretical Foundation for the Study of Infer- 
ential Error in Decision-Making Groups. 

ED 235 513 
Topical Context Is an Important Determinant of 
Developmental Trends in Argumentation. 

ED 239 329 


Group Experience 
The CORE Model to Student Organization De- 
velopment. 
ED 233 284 


Guaranteed Student 


Mental Health and the Intern—A Teacher Train- 
ing Model. 
ED 240 121 


Guidance 
How Neutrals Can Help Bargainers in Troubled 
Times. 


ED 234 710 
Homes 
Community Residential Treatment of MR Ado- 
lescent Offenders. 
ED 233 549 
Critical Issues in the Treatment of Severe 
Self-Injurious Behavior in the Group Home Set- 


ting. 

ED 235 674 
Innovative Community-Based Career Explora- 
tion for Dendvenmoel’ Youth. Final Report. 


ED 234 176 


p Instruction 

Bibliographic Instruction in Illinois Academic Li- 
braries: A Survey Report. Illinois Library Statisti- 
cal Report No. 11. 

ED 238 454 
The Relationship of Learning Style, Aptitude and 
Instructional Program Variables to Achievement 
in the Military Training Environment. 

ED 237 549 
Results from an Investigation of Groups Working 
at the Computer. 

ED 238 724 


Group Size 


Results from an Investigation of Groups Working 
at the Computer. 


ED 238 724 


Grow 


p Structure 
The Analysis of Peer-Group Structure in Infants. 
ED 234 921 
The School Improvement Cluster: A Concept Pa- 
per. 
ED 239 402 


Grow 


p Therapy aes 
Collaborative Wellness Counseling with a Group 
of Black Adolescents. 

ED 234 571 


Group Uni 


Black Solidarity: The Tie That Binds. 

ED 234 117 
Grouptalk: An Investigation of Group Process. 

ED 237 889 
Helping Behavior: Effects of Stress and Common- 
ality of Fate on Females. 

ED 235 420 


ping (Instructional Purposes) 
Elementary Instructional Program Procedures 
Manual. 

ED 235 278 
Improving Language Skills through the Use of 
Specific Learning Centers and ———— Experi- 
ence Activities with First Grade Children. 

ED 237 198 
Social Comparison and Ability-Grouping Effects 
on Ability Evaluations in Mathematics. 

ED 237 324 


Groups 


Facilitation Skills in Quality Circles. 

ED 238 114 
Individual and Group Differences in Intelligence 
and Speed of Information Processing. 
ED 237 624 


Loan ag 

Access and Choice: itable Financing of Post- 
secondary Education. Report No. 7. 

ED 234 734 
Assuring the Effective Delivery of Student Finan- 
cial Assistance. Report No. 6. 

ED 234 733 
Guaranty Agency Questionnaire. 

ED 234 732 


Guatemala 
+ nag _— Childhood Diseases. Technical Note 
0. 23. 


ED 238 608 
Road-to-Birth Game. Technical Note No. 24. 
ED 238 609 
Seeking Safe Haven: A Congregational Guide to 
— Central American Refugees in the United 
tates. 


Guidelines 199 
ED 238 970 


Guessing (T 


ests) 
Effect of Noise in the Three-Parameter Logistic 
Model. 


ED 235 216 


Guest Workers 


A Comparison of West German and Guestworker 
Parents’ Childrearing Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 

ED 238 544 


Child Guidance As Child Caregivers: Student 
Laboratory Man‘ 


ED 235 353 


Guidance Ob 


jectives 
Guidance Services for Students: Grades 7-12. 
ED 239 196 


Guidance Personnel 
Suggestions for Survival for Counselors and Other 
Guidance Specialists. 


ED 236 484 


Guidance Programs 
ACT II: Adults in Career Transition. 
ED 233 134 
Elementary School Guidance Curriculum Grades 
K-6. Georgia Comprehensive Guidance Series. 
ED 236 520 
Evaluating Dual Career Guidance Programs for 
High School and College Students. Final Report. 
- No. 2-2F11 from July 1, 1981 to June 30, 


ED 236 450 
The Forms, Methods and Techniques of Voca- 
tional and Educational Guidance: International 
Case Studies. 

ED 237 632 
we & Talented. Overview: ERIC Fact Sheet 

0. 3. 

ED 237 791 
Guidance: A Better Way! 

ED 235 458 
Guidance Services for Students: Grades 7-12. 

ED 239 196 
Individualized Career Education Plan (ICEP) 
K-12, and Comprehensive Career Guidance Sys- 
tem. Second Edition. 

ED 233 256 
Multicultural Nonsexist Education in lowa 
Schools: Guidance & Counseling. 

ED 236 524 
Needs Assessment in Counseling, Guidance, and 
Personnel Services. Searchlight Plus: Relevant 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
Resources for Guidance Program Improvement. 
Volume 2. 

ED 239 193 
Steppin’ Up and Moving On: A Career Education 
Program for the Urban, Noncollege-Bound Stu- 
dent. 

ED 236 298 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades K-6. 

ED 236 485 
Unified State Plan for Guidance, 1 and 
Placement in Colorado. Grades 7-12 

ED 236 486 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Postsecon: k 

ED 236 487 

Guided Autobiography 

Guided Autobiography: An Approach to Human 
Development. 

ED 239 159 


Guided Design A) aoe (Teaching) 
Theatre History: t ¢ Guided Design Approach. 
ED 234 449 


Guidelines 
The ACTFL Proficiency Guidelines: A Historical 
Perspective. 
ED 238 265// 
Administrator Preparation Guidelines: Can We 
Reach Consensus? 
ED 238 098 
Administrator’s Handbook for Elementary, Mid- 
dle, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 





200 +§|§ Guidelines 


Schools of Oklahoma. Bulletin No. 113-Y. 
ED 239 392 
A Balance Sheet for Educational Item Banking. 
ED 235 209 
Evaluation of Educational Software: A Guide to 
Guides. 


ng hy 
int. Evaluation Handbook: Anza Ju- 
nior High School. 


ED 240 155 
Guidelines for the Appraisal of Policies and Pro- 
Discipline and the Control of 


ED 239 359 
from 


Invitation to Submit for Adoption in California 
Basic Instructional Materials in the Areas of: Art, 
Music, English as a Second 
Sonehon ant Femier Lehn tothe 

ED 239 417 


Initial of Collecting and 

Entry Prepared for the New York State Library. 

ED 238 oe 

Organizing for Evaluation Use: A Handbook for 

Administrators. Evaluation Productivity Project. 

ED ew yw 

ya on amy for ~~ Use. A Work! lor 

valuation Productivity Project. 

ED 238 938 

=_— and Evaluating Recommenda- 
tions). 


ED 238 909 

Teacher Conflicts: A Study of Rule Emergence. 

ED 238 041 

Vocational Assessment of Students with Special 

Needs: A Manual for Implementation in the Pub- 
lic Schools. Project VOC-AIM. 


ED 234 187 
Consortia 


ED 233 220 


The Communicative Effects of a Rewritten Driver 
Manual. 

ED 237 941 
How to Develop Board Policies for Small School 
Districts: Purpose, Process, Requirements, Cate- 
gories, References. 

ED 239 360 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 
Writing Board Minutes. Importance of and Meth- 
ods for. (Revised). 

ED 239 391 
Phyrial Education Curriculum Guide. Grades 

. 1978-79. 
ED 235 283 


Physical Education Curriculum Guidelines, Ju- 
nior High School. Grades 7, 8, 9. 
ED 235 290 


Physical Education Curriculum Guide. Pre-Kin- 

dergarten, Kindergarten, First Grade, 1977-78. 
: ; : ED 235 281 

and Third Grades. 1977-78. 
ED 235 291 
and Contraception: Strange Bedfel. 
a " e el- 
Contraception Education Survey. 

ED 238 866 
aes Graduate Medical Education 


Practice Profiles in Psychiatry, 
-——eeaenanees ond Fully Pasdee hegents. 


ED 235 005 
ledical Education 
, Obstet- 
Deliver- 
o. 5. Final 
ED 235 004 


urgen) 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue. 


ED 237 980 

Children Develop Good Study Habits: A 

ED 240 061 

Marine Habitats. Man and the Gulf of Mexico 
Series. 

ED 239 869 


Haitian 


American Training Institute ; 
Management of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 

ED 235 362 


Haitians 
Alcohol Use among Migrant Laborers. Final Re- 


port. 

ED 234 937 
ESL Training for Haitians in the State of Florida. 
Final Summary Report. 

ED 238 250 


Final Report of the Haitian/English Language 
Project. 

ED 238 252 
Management of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 

ED 235 362 
Project Kanpe, 1981-1982. O.E.E. Evaluation Re- 
port. 


ED 238 988 
Project L’Ouverture, 1981-1982. O.E.E. Final 
Evaluation Report. 

ED 238 987 
United Way of Dade County, Inc. ESL/HELP 
(English as a Second Language/Haitian Hispanic 
— Language Project). A Summary 

Report. 
ED 238 251 


Halloween 
What’s Happening in October? 


ED 234 966 


Hand Tools 


— Mechanics. V-A-1 to V-E-1. Basic 


ED 235 338 
Course Outline for Lesson Plans for ean fen, 
ment Laboratory Training in CVAE-VEH Farm 
and Ranch Mechanical Repair. 


ED 236 316 


[Hand Preference: Cognitive Development, 
Asymmetry, and Consistency.] 
ED 238 578 


Identification 

An Approach for Identifying Language Minority 
Students with Exceptional Needs. 

ED 239 457 
Assessment of Basic Competencies: A Fenstionsl 
Approach to the Assessment of Learning Disabili 
ties. 

ED 235 651 
Criteria for Identifying LD Students: Definitional 
Problems Exemplified. 

ED 236 841 
Do You Know a Child with a Handicap? Children 
with Handicaps Have a Right to an Education 
[and] Do You Know Someone with a Handicap? 
Individuals with Handicaps Have a Right to an 
Education = Conoce Usted a un Nino que Tiene 
Alguna Desventaja? Los Ninos con Desventajas 
Tienen Derecho a Recibir Educacion [and] 
ee ee a 
Desventaja? Las Personas _— Tienen Desven- 
tajas Tienen Derecho a R: Educacion. 

ED 236 906 
Individual Student Assessment Process: Lincoln 
Public Schools, 1982-83. 
Kentucky's Individualized hg Sn 

en 's tate 

Network Design for Early Intervention. 

ED 236 878 
The Learning Disabilities Program in Job Corps. 


ED 235 604 
Parent Surrogate Handbook. 


Subject Index 


ED 236 816 
Public Law 94-142: Child Find/Serve, Pro 
ACES, Related Services. 


Final Evaluation 
port, 1981-1982. Document Number 82-272-877. 
ED 233 513 
Screening Withdrawn and Depressed Students in 
Public Schools: An Inservice T. 


Special Needs in Education (E24 D3 323 
in 
Handicap, Unit 14. 
ED 235 623 
Specific ad Measuring Effects of 
the New = 
ED 240 167 
Suggested Local Organization Talk. 


Technical Assistance Papers. i 
94-142 and Related Oregon Laws. Specific Learn- 
ing Disabilities, Technical Assistance Paper 4. 
ED 236 815 
Variability of Performance: A “Signature” Char- 
acteristic of Learning Disabled Children? 
ED 236 847 


Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 

ED 234 935 
Arts and Crafts, [Ideas Compiled from Nine Is- 
sues of Instructor Magazine, August 1982 
through May 1983.] 

ED 237 445 
Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 

ED 233 944 
Crafts for Libraries: Thirty-Nine Projects to Share 
with Children. 

ED 234 791 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

ED 235 300 
Navajo Arts and Crafts. 
ED 235 969 
Ricecraft: Rice Is for More Than Eating. 
ED 237 454 
[Valentine’s Day Activities Compiled from 
Eleven Years of February Issues of Instructor 
Magazine, 1973-1983.] 

ED 238 827 


Handwriting 
A Controlled Single Subject Research Design Uti- 
lizing a Sensory Motor Intervention System. 
ED 235 637 
Reducing Problems in Fine Motor Development 
among Primary Children through the Use of 
Multi-Sensory Techniques. 


ED 235 912 


Harbor Ci 


sity Learning Program 
Job Adjustment of Disadvantaged Youth: A 
Study of Concurrent Validation. 
ED 237 601 


Harvard University MA 


The Quality of Women’s Education at Harvard 
University. A Survey of Sex Discrimination in the 
Graduate and Professional Schools. 


ED 237 037 


Hawaii 


Academic Crossover Study: Community Col- 
leges, Fall 1981. 

ED 233 747 
Aloha, Welcome to the Hawaiian Islands. 

ED 239 978 
Early Hawaiian Life: Instructional Materials/Re- 
sources for Social Studies (Elementary). 

ED 238 795 
The Hawaiian Monarchy: Instructional Materi- 
als/Resources for Grade 7 Social Studies. Draft. 

ED 238 792 
Hawaii’s Sugar Islands. 

ED 235 049 
Problem Definition and Problem Solving among 
the Five Major Ethnic Groups in Hawaii. 


ED 234 443 
School Libraries in Hawaii. 


ED 239 619 
A Specialization Program in Bilingual /Multicul- 
tural Education at the Tertiary Level—University 
of Hawaii. 

ED 240 086 
University of Hawaii Community oan, A 
Guide for Apprenticeship Coordinators and Ad- 





Subject Index 


ministrators. 
ED 238 498 
Hawaiians 
Native Hawaiian Educational Assessment 
Project. Final Report. 
ED 240 138 


Hazardous Materials 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 


ED 239 065 
Health Hazards in the Science Classroom. 


ED 238 671 


leadings 
Subdividing Text: Headings, Content and Com- 
munication. 

ED 239 276// 


Heads of Households 

An Analysis of Characteristics Which Most En- 
able Low Income Heads of Household Women to 
Complete Technical Training Programs. Final Re- 
port. 

ED 234 196 
Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 

ED 237 259 
Probiems in Securing Employment in the Rural 
South and Socioeconomic Characteristics. 

ED 237 260 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 

ED 233 873 


Health 
Aging and Health—Changing Life-Styles. 

ED 239 187 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
Medical Issues in the Education and Care of Chil- 
dren Requiring Extensive Special Education Pro- 
gramming. Working Papers in Developmental 
Disabilities. 

ED 235 659 
Personal Safety. Cooperative Occupational Edu- 
cation, Unit 18. Instructor Material and Student 
Material. 

ED 234 257 
Statistical Sources for Health Science Librarians. 

ED 234 823 
Study Guide for TCT in Health and Physical Edu- 
cation. 

ED 235 145 


Health Activities 
The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 3: Nutrition. 
ED 239 919 


Health Care Teams 
Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 
search. 
ED 235 508 


Health Conditions 
Children as Agents of Change in a Rural Commu- 
nity. (A Report on the Child-to-Child Project at 
the Village Sangma of the Vadodara District). 
ED 233 794 
Making the “Child Safe” Environment “Adult 
Safe”: Occupational Health and Safety Concerns 
for Child Care Programs. 
ED 239 761 


Health Education 

Accommodating Students with Learning Disabili- 
ties in College Health Education. Alternative 
Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 

ED 234 556 
Annotated Resource Guide for Alcohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 

ED 235 431 
Attitudes, Knowledge, and Behavior Before and 
After an Undergraduate Health and Lifestyle 
Course. 

ED 238 846 
Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 

ED 239 830 


Citation Matrices of Selected Health Journals. 

ED 240 067 
Development Communication Report No. 42, 
June 1983. 

ED 233 709 
The Development of an Associate Degree in Ru- 
ral Health Promotion: Philosophy, Administra- 
tion, Evaluation, Products. A Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 709 
Evaluation of the Title I Program: ELementary 
Reading and Math Program; Middle School 
Reading Program; NIE Demonstration Project; 
Health Education Program. Final Evaluation Re- 
port, 1976-77. 

ED 238 951 
Friends Can Be Good Medicine: Educating the 
Community about Social Support and Health. 

ED 235 404 
The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 3: Nutrition. 

ED 239 919 
Health Education Curriculum Guide. Elementary 
School. Grade K. 

ED 235 280 
Health Education Curriculum Guide. Elementary 
School. Grade 1. 

ED 235 282 
Health Education Curriculum Guide. Elementary 
School. Grade 2. 

ED 235 267 
Health Education Curriculum Guide. Elementary 
School. Grade 4. 

ED 235 268 
Health Education Curriculum Guide. Elementary 
School. Grade 5. 

ED 235 284 
Health Education for Georgia Middle Grades. A 
Competency-Based Approach. 

ED 237 485 
Health Promotion: An Overview. Unit Technical 
Paper. 

ED 240 065 
Health Promotion Seminar. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 714 
Interpersonal Communication: Techniques and 
Style. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Program. 

ED 237 715 
Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 
Motivational-Cultural Experiences. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 293 
“Mountain Education”: The Answer to the “3 
D’s.” Drinking, Driving & Drugs. A Communica- 
tion Manual for Parents. 

ED 235 435 
Nutrition in Health. A Curriculum Guide. An In- 
structional Package for Grades K-6. Bulletin No. 
4037. 

ED 238 887 
Para Cerrar la Brecha: Un Enfoque Participativo 
para la Educacion en Salud y Nutric‘on (Bridging 
the Gap: A Participatory Approach to Health and 
Nutrition Education). 

ED 239 831 
Paraprofessional Skills I and Paraprofessional 
Skills II. An Instructor Resource Guide. An Ap- 
pendix to a Final Report on the Paraprofessional 
Rurally Oriented Family Home Health Training 
Program. 

ED 237 716 
Personal Education. Middle School Seminar Se- 
Ties. 

ED 237 823 
Potential Applications and Impact of Microelec- 
tronic and Telecommunication Technology in 
Health Care Delivery. Final Report. 

ED 239 588 
The Prediction of Interest in Health Promotion. 

ED 235 411 
Project Hearty Heart. A Cardiovascular Fitness 
Curriculum for First Grade Children. 

ED 236 122 


Health Needs 201 


School Health Education: A Manual for Making 
It Happen in Your District. 

ED 236 147 
School Nurse Handbook for the School Health 
Program. 

ED 233 215 
Social Networks as a Mode of Informal Learning 
in Health Care—-Comparison of Networks in Three 
Systems: Health, Education and Community De- 
velopment. 

ED 236 308 
Source Book for Health Education Materials and 
Community Resources. 

ED 235 292 
Special Migrant Initiative. 1982 Survey to Com- 
pare the Health Status of Migrants with Local 
Residents. Final Report. 

ED 234 951 
Standard First Aid & Personal Safety, 220. 

ED 238 470 
Staying Healthy. A Bibliography of Health Pro- 
motion Materials. 

ED 234 040 
Study Guide for TCT in Health Education. 

ED 235 146 
Teacher’s Guide in Population Education for 
Health Education, First Year-Fourth Year. Sec- 
ondary Level. (Revised for Muslim Filipinos). 

ED 233 936 
Teenage Cigarette Smoking Self Test and Discus- 
sion Leader’s Guide. Guide. 

ED 234 301 
Unanswered Research Questions in Health Edu- 
cation: A Delphi Study. 

ED 235 123 
A University Faculty and Staff Health Fitness 
Program, University of Montevallo. 

ED 238 339 
Youth Participation in Health. 

ED 238 835 


Health Education Journals 
Citation Matrices of Selected Health Journals. 
ED 240 067 


Health Facilities 
Handbook for School Health Nursing. Fourth 
Edition. 
ED 237 919 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 
ED 237 246 


Health Fairs 
Toward a Healthy Community (Organizing 
Events for Community Health Promotion). 
ED 234 134 


Health Hazards 
Health Hazards in the Science Classroom. 
ED 238 671 


Health Insurance 
Health Care and Services for Consumers. 
ED 234 233 


Health Materials 
Source Book for Health Education Materials and 
Community Resources. 
ED 235 292 


Health Needs 
Cultural Factors Affecting Health Care for Inter- 
— Students: The Foreign Student Advisor’s 
ole. 

ED 233 609 
Ethics in Health Care. Syllabus # 1006.2. 

ED 237 170 
Evaluation and Identification of Policy Issues in 
the Cuban Community. 

ED 237 604 
Health Care Organization and Issues. An Instruc- 
tor Resource Guide. Appendix to a Final Report 
on the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

thy Children for Poosi 

Preparation of Young Healthy Chi lor - 
ble Hospitalization: The Issues. Monograph No. 
i 


ED 239 738 
The Psychosocial Development of Minority 
Group Children. 
ED 234 136// 
Santa Clara County Asian Health Survey: Meth- 
odology. 
ED 236 268 





202 Health Needs 


School Health Education: A Manual for Making 
It Happen in Your District. 

ED 236 147 
Special Migrant Initiative. 1982 Survey to Com- 

the Health Status of Migrants with Local 

Residents. Final Report. 

ED 234 951 
S.:avegies for Promoting Health for Specific Pop- 
ulations. 


ED 234 133 
UNICEF Annual Report 1983. 
ED 235 879 


Health 
Factors Influencing Persistence/Achievement in 
the Sciences and Health Professions by Black 
High School and College Women. Final Report. 
ED 240 200 
Instructional Analysis for Health Occupations. 
ED 234 142 


Health Personnel 
Child Abuse and Neglect in American Indians. 
ED 233 849 
Health Team Literature: A Review and Applica- 
tion with Implications for Communication Re- 


ED 235 508 
Infection Control in the Long Term Care Facility. 

ED 236 440 
Innovations in Contivuing Education. 1983 
Award-Winning New frogras. 

ED 237 816 


The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Repo-t. 
- Pe myo 4 
pa | Students for Training in Health Care. 
to Improving Selection Proce- 
See W WHO Offset Publication No. 74. 
ED 233 135 
Telecommunications Information Network: A 
Model for og see Transfer of Medical Infor- 
ration. Final Report. 
ED 239 578 
Health Programs 
Caring, ing, Change: Challenges for the 80’s. 
A Report of the National Indian Child Confer- 
ence (4th, Albuquerque, New Mexico, September 
12-16, 1982). 
ED 234 936 
Child Survival/Fair Start. A Look at the Factors 


ED 234 135 
Computers and Contraception: Strange Bedfel- 
lows? Contraception Education Survey. 

ED 238 866 
Health Care inten and Issues. An Instruc- 
tor Resource Guide. Appendix to a Final Report 
on the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 713 
Health Promotion: An Overview. Unit Technical 


ED 240 065 
Health Promotion Seminar. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Heaith Training 

ED 237 714 
Potential Applications and Impact of Microelec- 
tronic and Telecommunication Technology in 
Health Care Delivery. Final Report. 

ED 239 588 
The Prediction of Interest in Health Promotion. 

ED 235 411 
Se Ore Ratti Aeaeion Bie 
cator’s Guide. 
7 iain , vr 233 837 

‘oward a y Community (Organizing 

Events for Community Health Promotion). 

ED 234 134 


Promotion 
Health Promotion: An Overview. Unit Technical 
Paper. 
ED 240 065 


Services 
Alcohol/Drug Education Services in Treatment. 


ED 235 128 
Appalachian Regional Commission: 1982 Annual 


ED 238 642 


ED 238 304 


ED 234 893 
The Familial Road to Healthy Societies: New and 
Converging Modes of Re-Development. 

ED 234 924 
Fiscal Year 1984 Budget. Hearings before the Se- 
lect Committee on Indian Affairs, 


Senate, Ninety-Eighth Congress, 
the Fiscal Year See Bodeee (Rebrassy 25, 24, 
and 25, 1983). 

FD 238 615 
Health Care and Services for 

ED 234 233 
Health Care Financial Management: Curriculum 
Objectives and Bibliography. 

ED 238 305 
Health Care Organization and Issues. An Instruc- 
tor Resource Guide. Appendix to a Final Report 
on the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 713 
Health Services Administration Education, 
1983-85. 

ED 238 309 
Innovations in Continuing Education. 1983 
Award-Winning New Programs. 

ED 237 816 


Innovations in Protective Services. Annual Re- 

port, September 1, 1982 through August 31, 1983. 

ED 239 762 

e Services. Final Evalua- 

ca ‘Septamber ‘L, 1982 through August 
1, 1983. 


T ions in Protecti 





ED 239 763 
Instructional Analysis for Health Occupations. 

ED 234 142 
Kansas Adult Care Home Aide Curriculum. Re- 
vised. 


ED 234 231 
The Mexican-American in the Health Care Sys- 
tem. 


ED 235 944 
The New Epidemiology-A Challenge to Health 
Administration. Issues in Epidemiology for Ad- 
ministration. 
ED 238 306 
“New Federalism”: Prospects and Implications. 
ED 234 902 
Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 
ED 238 833 
Psychotherapeutic Approaches to Dealing with 
Mentally Retarded Adolescents and Adults in 
Community Settings. 
ED 233 551 
Strategies for Promoting Health for Specific Pop- 
ulations. 
ED 234 133 
UNICEF Annual Report 1983. 
ED 235 879 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 
ED 234 299 
Hearing (Physiology) 
The Care and Use of a Child’s Hearing Aid: A 
— Guide for Parents, Teachers, and Chil- 


ED 236 872 
H 


learing Aids 
The Care and Use of a Child’s Hearing Aid: A 
Practical Guide for Parents, Teachers, and Chil- 


ED 236 872 


Impairments 
The Care and Use of a Child’s Hearing Aid: A 
Practical Guide for Parents, Teachers, and Chil- 


ED 236 872 
Cognitive Education for the Hearing-Impaired 
Adolescent. 

ED 233 Sil 
Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
Disordered Students: Parts I, II, and Tr 

ED 233 517 
Emergency Victim Care. A Training Manual for 


H 


Subject Index 
ledical Technicians. Module 14. Ap- 


ppendix III: E MS Organizations. A 
Wilton (Ohio). Glossary of Terma. 


ED 239 067 
ESEA Title I Early Childhood/Jackson-Mann 
Program. Final Report, 1981. 

ED 238 962 


ESEA Title I Early Childhood/Jackson-Mann 
Program. Interim Report, 1981. 
ED 238 961 


The Hearing Impaired Child in the Regular Class. 

ED 235 165 
Help! Libraries and the Hard of Hearing. 

ED 235 821 
The Hiskey-Nebraska Test of Learning Aptitude 
in Hearing-Impaired Samples. 

ED 236 173 
Language Level as a Mediator of Learning from 


Television. 

ED 236 876 
Louisiana Statewide Assessment and Data Man- 
agement System for Hearing Impaired, Visually 
a ey and Deaf-Blind Ste Students. Final Report, 


ED 233 520 
Nebraska Survey of —- Impaired Children 
and Youth. Final Report, 1981-82. 

ED 233 519 
The Performance of Emotionally Disturbed, 
Hearing Impaired, and Visually Handicapped 
Children on the Vineland Adaptive Behavior 
Scales. 

ED 233 542 
Project SCS (Special Communication Services). 

ED 238 392 
Serving Deaf Students in Academic Libraries. 

ED 235 829 
Study Guide for TCT in Hearing Impaired. 

ED 235 147 
Syntactic and Semantic Characteristics in the 
Written Language of Hearing Impaired and Nor- 
mally Hearing School-Aged Children. 

ED 239 467 
Teaching Hearing-Impaired Children in Regular 
Classrooms. Language in Education: Theory and 
Practice, No. 54. 

ED 233 590 
Texas State Survey of Hearing Impaired Children 
and Youth. Final Report, 1981-82. 

ED 233 521 
Viewing and Enjoyment of Prime Time Commer- 
cial Television among Deaf and Hearing Students. 

ED 238 220 
When the Sensory Handicapped Child Has Cere- 
bral Palsy. Part I: Physical Management. Part II: 
Deaf-Blind Curriculum and the Child with Cere- 
bral Palsy. Working Papers in Developmental 
Disabilities. 

ED 235 654 


earings 
Department of Defense Dependents Schools Spe- 
cial Education Dispute Management System. 

ED 235 668 
Indian Education Act-Title IV. Hearing Before 
the Subcommittee on Elementary, Secondary and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 

ED 239 817 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 

ED 235 766 
Oversight of Student Loan Marketing Association 
(Sallie Mae). gene # Before the Subcommittee 
on Education, Arts and Humanities of the Com- 
mittee on Labor and Human Resources. United 
States Senate, Ninety-Seventh Congress, Second 
Session. 

ED 235 768 
Oversight on National Direct Student Loan Pro- 
gram Regulations. Hearing Before the Subcom- 
mittee on Postsecondary Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. 

ED 235 767 
Preparing School Psychologists to Testify at Due 





Subject Index 


Process Hearings. 

ED 235 456 
Vocational and Technical Education 
Oversight Hearing on Vocational, Technical /Pro- 
fessional, Alternative Education, and Career De- 
velopment in the District of Columbia before the 
Subcommittee on J and Education of the 
Committee on the District of Columbia, House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. Serial No. 97-12. 

ED 234 273 


Adventures 
Evaluation Report for the Heartsmart Adven- 
tures. 


ED 240 145 


Heat 
Heat Problems. 
ED 233 978 
Heating 
Ames Energy: A Consumer’s Guide to Energy 
Conservation. 
ED 233 898 


Heavy Equipment Mechanics 
Auto Mechanics. Heavy Equipment. Small En- 
gines. 
ED 235 328 


Hebrew 
Romanization to Facilitate the Teaching of Mod- 
ern Hebrew to Adult Native Speakers of English. 
ED 235 689 


Heilbron (Louis H) 
From the Beginning: Commencement Addresses 

and Selected Papers. 
ED 239 523 


Help Seeking 
Seeking Mental Health Care: Multivariate Analy- 
sis of a National Survey. 

ED 237 875 


Helping Behavior 
Helping Behavior: Effects of Stress and Common- 
ality of Fate on Females. 
ED 235 420 


Helping Relationship 

Academic Advising in The College of Arts and 
Sciences at The University of Pittsburgh. A De- 
scriptive Report. 

ED 233 647 
Advising by Faculty. Revised Edition. 

ED 235 742 
A Case Study Experience of a Collaborative and 
Responsive Form of Professional Development 
for Teachers. 

ED 238 861 
“Effective” Clinical Supervision Conference In- 
terventions: A Preliminary Investigation of Par- 
ticipants’ Conceptual Functioning. 

ED 233 998 
First Years of Teaching: What Are the Pertinent 
Issues? Pr ings of a National Working Con- 
ference (Austin, Texas, 1983). 

ED 240 109 
Help Seeking and Receiving. 

ED 237 848 
Nurses’ Resolutions of Six Ethical Dilemmas. 

ED 233 659 
So You Think You’ve Got Troubles? College Stu- 
dents’ Referrals for Friends with Various Personal 
Problems. 

ED 237 827 
Teaching as Learning: Some Lessons from Clini- 
cal Supervision. 

ED 238 862 
Unitary Operations: The Relationship between 
Level of Moral Development and Analytic Style. 

ED 234 325 
Volunteers in Corrections. Volunteer Manual. 

ED 237 722 


Helplessness 
Career Vitality of Professors: A Cognitive Re- 
structuring Model. 

ED 238 319 
Learned Helplessness: An Analysis of Failure 
Avoidance through Maladaptive Persistence. Pre- 
liminary Draft. 


ED 237 207 
The Relationship of Locus of Control and Attribu- 
tion to Depression. 

ED 236 461 


Stress in Professionals and Non-Professionals, 
Men and Women. 


ED 239 664 


leredity : ; 
Genes and Surroundings. [Student’s Guide.] 

ED 238 679 
Genes and Surroundings: Teacher’s Guide. 

ED 238 678 


Heres Looking at Y 


ou 
A ar eo Evaluation of the “Here’s Look- 
at You” Alcohol Education Program 
1978-1981. Final Report. 


ED 234 298 


lesburgh (Theodore M) 
On the American College Presidency: A Bibliog- 
raphy of Theodore M. Hesburgh. Public Adminis- 
tration Series: Bibliography P-1361. 

ED 238 348 


Heuristic Methods 


The Computer as a Tool for the Invention Stage 
of Writing. 

ED 236 693 
Using Problem-Solving to Think and Write: Tag- 
memics for High School Students. 

ED 234 384 


Heuristics 
A Heuristic for the Teaching of Persuasion. 


ED 234 397 
Heuristic Methods for the Mildly Handicapped: 
Research Report and Manual for Teaching Lan- 
guage Arts and Reading. Final Report. 

ED 239 469 
Heuristic Processing of Persuasion Cues. 

ED 237 830 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 

ED 236 681 


Hidden Curriculum 


The Art of Applying the Science of Education. 
ED 240 094// 


Hierarchical Anal 


lysis 

A Comparative Analysis of Two Order Analytic 
Techniques: Assessing Item Hierarchies in Real 
and Simulated Data. 

ED 236 165 
Relationships among Test Factor Structure, Test 
Hierarchical Structure, and Test Inter-Item De- 
pendency Structure. 

ED 235 222 


High Achievement 


An Abashing Anomaly: The High Achieving Pre- 
dominantly Black Elementary School. 

ED 236 274 
An Abashing Anomaly: The High Achieving Pre- 
dominantly Black Elementary School. Executive 
Summary. 


Hall of Fame. 


ED 236 275 


ED 239 341 
Student Performance Patterns Change. 

ED 234 098 
Student Responses to Classroom Instruction. Fi- 
nal Report. 

ED 237 489 


High Interest Low Vocabulary Books 


High Interest Easy Reading: For Junior and Se- 
nior High School Seudents. Fourth Edition. 

ED 239 309 
Teaching Guide for Indian Literature. Volume I. 
Reading Level 1-8. 

ED 235 967 


High Risk Persons 


Anxiety, Stress and Social Support: Prenatal Pre- 
dictors of Obstetrical Outcomes. 

ED 235 922 
Bonding and Attachment in Adoptive and Nona- 
doptive Mother-Infant Dyads. 

ED 237 232 
Competent Children at Risk: Their Parents and 
Families. 1. Description of Study and Measures. 

ED 237 225 
Competent Children at Risk: Their Parents and 
Families. 2. Markers of Competent ney 

D 237 226 

Concepts of Print in Kindergarten “at Risk” Chil- 
dren. 


ED 235 600 
The DEBT Project: Early Intervention for Handi- 


High Risk Students 203 
capped Children and Their Parents. 


ED 236 833 

The Developing Child: Discussion Papers. 
ED 235 880// 

Examination of the Efficacy of a Mother-Com- 
pleted Questionnaire Form of the Home Observa- 
tion for Measurement of the Environment 
(HOME) Inventory. 

ED 238 228 
Infants at Risk: Assessment and Intervention. An 
Update for Health-Care Professionals and Par- 
ents. Pediatric Round Table: 5. 


ED 233 785 
Kentucky’s Individualized Kindergartens: A State 
Network Design for Early Intervention. 

EL 236 878 
Minimizing High-Risk Parenting: A Review of 
What Is Known and Consideration of Appropriate 
_— Intervention. Pediatric Round Table: 


ED 233 787 
Model Adult Protective Services Law. 

ED 239 180 
Prediction of Child Maltreatment During Preg- 
nancy. 

ED 238 $32 
The Role of Infant Cognitive Level in Moth- 
er-Infant Interaction. 

ED 233 790 
ous Interactions of Preschool Hyperactive 

ys. 


ED 235 924 
Special Needs in Education (E241): Eradicating 
Handicap, Unit 14. 
ED 235 623 
Study Guide for the Regents External Degree Ex- 
amination in Health Support—Area II (4 Credits). 
ED 233 653// 
West Clay Preschool Curriculum. ESEA Title 
IV-C Project. 
ED 235 630 


Risk Students 

Adolescent Impulsivity and Self-Instruction 
Training: A Pilot Study. Review and Evaluation 
Bulletins, Volume 4, Number 6. 

ED 240 156 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
Ep _ Preliminary Final Report. Volumes 

an 

ED 235 901 
Children’s Loneliness: A Comparison of Rejected 
and Neglected Peer Status. 

ED 237 229 
Collaborative Actions to Aid Students’ Transition 
from High School to College. Testimony to the 
National Commission on Excellence in Educa- 
tion. (Public Hearing, Chicago, Illinois, June 23, 


1982) 

ED 237 011 
Early Alert: Reaching Students in Time. 

ED 239 568 
Early Intervention with Vulnerable Children: Re- 
sults of a Demonstration Project. 

ED 237 210 
Equal Education Opportunity Program Clientele: 
Characteristic, Needs, and Interest. Occasional 
Paper No. 1. 

ED 235 715 
A Final Review of the Connection Program: Serv- 
ing High-Risk Adolescents in the Secondary 
School. 

ED 240 197 
Future of the Open Door: A Presentation for 
ACCT. 


ED 235 848 
Socioeconomic Origins and Educational Back- 
weet 6 ee ee oe te A Com- 
egular Special Program 
Bnrollees Fall 1980 Freshman Cohort Study: Re- 
port No. 1 
ED 234 701 
Staff Development for University Level — 
Faculty: Improving the Teaching of Reading and 
Writing. 
ED 239 227 
Testimony to the National Commission on Excel- 


lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 
ED 237 019 


Underprepared Learners. 
ED 233 636 
Upward Reach. Disadvantaged Pupil Program 





204 High Risk Students 
Fund. Final Evaluation Report, 1982-83. 
ED 236 288 
Will Raising the School Entrance Age Reduce the 
Risk of School Failure? 
ED 239 760 


School and (NCES) 
Effectiveness of Upward Bound in Preparing 
a Youth for Postsecondary Educa- 


ED 235 262 
The High School and Beyond Data Set: Its Rele- 
vance for Bilingual Education Research. 

ED 234 ~ 
High School and Beyond: Issues Regarding the 
Language File, Bilingual Participation and Tests. 

ED 234 644 


High School Equivalency Programs 
‘ewell Truck Stop Testing Program. 
ED 234 276 
Summary of Phase One of the GED Testing Ser- 
vice Five-Year Review Process. 


High School 
Consumer and H Curriculum Analy- 
sis Based on the Needs of Secondary Greduates. 
Vocational Education Research Project. 

ED 237 772 
Distribution of High School Graduates and Col- 
lege-Going Rate, New York State, Fall 1982. 


ED 234 662 
Hall of Fame. 


ED 239 090 


ED 239 341 
Moving? A Relocation Guide. 

ED 234 334 
Patterns of Direct Entry Enrollment of Public 
High School Graduates into Miami-Dade Com- 
munity College. Research Report No. 84-01. 

ED 239 680 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 015 

High School Seniors 

Academic Profile of 1983 Maryland Coliege- 
Bound Seniors. 

ED 239 532 
Oe High School Seniors Survey Report, June 


ED 239 538 
Computer Literacy of California High School Se- 
niors. 


ED 237 069 
[Discussion with Students. DePaul Breakfast, Ta- 
ble 2. Report to Commissioners and Staff, Na- 
tional Commission on Excellence in Education.) 

ED 237 025 
Report of Results of Brookdale Community Col- 


lege High School Survey. 
The Structure of College Choice. 


ED 233 772 


ED 235 747 
High School Students 
Acculturation, Social Class and Cognitive 
Growth. Monograph No. 34. 
ED 239 751 


Act Locally; Think Globally: Some Comments on 


ProSocial Behaviour, Information a 


cation Paper No. 24. 





ED 237 194 
Alcohol Use as a Function of Self-Consciousness 
and Academic Performance. 


=> 237 915 


Career and 
County High ‘School Stut Seedents, Spring “1983, 

ED 238 485 
Career Information and Hispanic High School 
Students. 





ED 238 650 
Choices for it Youth. Ideas for Action in 
Education and Work. 
ED 239 801 
Cc Bound Digest. Valuable Information 
from Prominent Educators for All College-Bound 
Students. 
ED 235 710 
A Comparison of High School and College Stu- 
dent Attitudes toward Recreationally-Used 


ED 234 281 


Competence, Fron sg and Articulation: Re- 
turning to the Basics in Rd Education. 
ASHE-ERIC Higher Education esearch Report 
No. 6, 1983. 

ED 238 357 
Counseling High School Students for Their Indi- 
vidual Learning Styles. 
ED 237 879 


The Covariation and Factor Structure of Sub- 
stance Use and Other Health-Related Behaviors 
in Two Samples. 

ED 237 907 


Dawson Community College Needs Assessment 
Survey Analysis. 
ED 239 686 


The DeKalb High eine Needs Assessment 
for Gifted Studen’ 

ED 233 760 
Drug Abuse in the High Schools (Ohio). Hearing 
before the Select Committee on Narcotics Abuse 
and Control. House of Representatives, Nine- 
ty-Seventh Congress, Second Session. 


Evaluating 
High School and College epo! 
Project No. 2-2F11 from July 1, 1981 to June 30, 
1982. 

ED 236 450 
FINS: A Guide to the LaConner Schoo! District’s 
Program In Fishing Industry Specialization. 

ED 235 965 
The High School and Beyond Data Set: Its Rele- 
vance for Bilingual Education Research. 

RD 234 640 
High School Dropouts: Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 

ED 236 366 


How It eppeast: An Analysis of Curriculum in 
an Internship Site. 
ED 235 171 


Job Adjustment of Disadvantaged Youth: A 
Study of Concurrent Validation. 
ED 237 601 


The Later Effects of Direct Instruction Follow 
Through: Preliminary Findings. Draft. 
ED 236 162 


Mood and Sharing Condition Effects on the Dis- 
play of Altruism. 
ED 235 906 


— Ingest, of Entry and Exit Testing in 


y Education. Re- 


ED 239 677 
Reaching and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 

ED 236 451 


The Relationship of School Racial Context and 
Students Beckground Chast Characteristics upon Anglo, 
Black, and Hispanic Secon School Student’s 
Educational Aspirations and Expectations. 

ED 233 864 
A Report of Innovative Rural School Programs In 


the United S 

ED 238 663 
SAT/ACT Preparation Program: A Team Ap- 
proach. NCCSCE Working Paper Series. 

ED 234 861 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Education 
Paper No. 23. 





search Report No. 83-32. 


ED 237 193 
Social Background and Educational Opportuni' 
mee Sociology and Social Work, 
0. 


Schools 
icanos in the California Community Colleges: 
Declining Basic Skills, Early High School Gradu- 
ation and the Decline of Quality High School Ed- 


ucation. 
ED 233 848 
A Community Service for a Rural High School. 
Drug Ab the High Schools (Ohio). Hea ine 
use in the 00! io). Hearing 
before the Select Committee on Narcotics Abuse 
and Control. House of Representatives, Nine- 
ty-Seventh Congress, Second Session. 


ED 237 216 


ED 235 401 
A Guidance Handbook for Parents & Students. 


ED 239 195 
Japan’s High Schools. 


Subject Index 


ED 237 343// 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a Padre: Guia para Padres 
con Alumnos en la Escuela Superior. 
‘ cite a 238 983 
‘asmanian Education and 
peop cee ated tt Project. 


ED 233 832 
A Research Report of Small High Schools in the 
United States in Regards to Curricular Offerings, 

puter Usage, and Correspondence 

Courses. 

ED 239 825 
A Secondary School/Area Vocational Technical 
School Cooperative Career Guidance Project 
Based on the Assessed Needs of High School Ju- 
niors. 

ED 234 164 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 


ED 235 584 
owas of the Damascus High School Class of 


ED 234 059 
[Teachers’ Views on Excellence in Education. Six 
NEA Booklets.] 

ED 238 588 
Vocational Education in the Comprehensive High 
School. Highlights of the Hearing Held by the 
Board of Directors of the American Vocational 
mo tion (St. Louis, Missouri, December 2, 


High T 
An Anal 
in High 
The DeKalb High Technol 
for Gifted Students. 


ED 233 159 


is of Skills Update Needs of Teachers 
echnology Programs in Georgia. 
ED 236 358 
eeds A 





ED 233 760 
T ion, and Regional Economic 
Donia Census of State Government 
Initiatives for High-Technology Industrial Devel- 
opment. Background Paper. 

ED 235 344 





High Unemployment Areas 
Hearings on Job Creation Proposals. Hearings be- 
fore the Subcommittee on Employment Opportu- 
nities of the Committee on Education and ad Labor, 
House of Re tatives, Ninety-Eighi 


gress, First Session on H.R. 116, HRT 771, HR. 
1036, H.R. 1046, and H.R. 1060 (New York, New 

ork, February 28; Washington, DC, March 3, 7, 
a 17, 1983). 


ED 237 767 


Higher Education 
Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 
ED 237 000// 
Academic Strategy. The Management Revolution 
in American Higher Education. 
ED 236 977// 


American Indian Issues in Higher Education. 
Contemporary American Indian Issues Series, 
oO. 3. 


ED 233 826 

Beyond the Ivory Tower. Social Responsibilities 
of the Modern University. 

ED 234 735// 


Center for Studies in Child Development and 
Early Childhood Education: Focus on Issues and 
Concerns of Developing Countries. 


ED 237 187 


ED 238 566 
Colleges Enter the Information Society. 

ED 236 984 
Comments on Method in Comparative Higher 
Education. 


College Is Not for Everyone. 


ED 237 007 
ama Information on Higher Education, 


ED 235 748 

A Compilation of Federal Education Laws. Vol- 

je note er Education. As Amended through 

1, 1982. Prepared for the Use of the 

pmen on Education and Labor. House of 

Representatives, Ninety-Eighth Congress, First 
Session. 


ED 234 684 
Coordinating Australian University Develop- 





Subject Index 


ment: A Study of the Australian Universities 
Commission, 1959-1970. University of Queens- 
land Press Scholars’ Library. 
Higher Education, The Planning 

The Council for er Education, The 
and Grants Committee, Annual Report No. 9, 
Academic Year 1981/82. 

ED 235 725 
Education and Business Prospering Together: 
Methods Which Work in the Collaborative Pro- 
cess. 

ED 235 356 
An Evaluation of a University Counseling Ser- 
vice. 

ED 236 517 
A Enrollment in Colleges and Universities, 

ED 238 346 
Fiuancial Perils in Higher Education—-Good 
Grief! 

ED 235 764 
Getting Up Off the Floor: Standards and Realities 
in Higher Education. 

ED 233 635 
Government Finance of Higher Education in the 
United States of America in the 1980s: Some Pre- 
dictions and Perspectives. 

ED 236 981 
Higher Education: A Bibliographic Handbook, 


Volume II. 

ED 238 307 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 


Higher Education Financial Statistics, 1981-82. 
ED 233 666 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 
ED 238 330 


Higher Education Research & Development. Vol- 
ume 1, Number 2, 1981. 
ED 236 973 


How States Compare in Financial Support of Pub- 
lic Higher Education, 1983-84. Seventh Edition. 

ED 239 577 
How Will Higher Education Fare in State Appro- 
priations During a Period of Fiscal Conservatism? 

ED 236 982 
The Impact of New Informational Technology on 
Education in Wyoming. 

ED 238 377 


Improving Higher Education Through Budget In- 
centives. Issuegram 21. 
ED 234 667 


Leadership for Reform and Renewal of American 


Education. 

ED 239 753 
Marginal Costs and Formula-Based Funding. 

ED 240 148 
Market Analysis: Helping Creative Writing Stu- 
dents Publish. 

ED 234 424 
Marketing Higher Education: A Practical Guide. 

ED 238 356 
A Mechani Participation by Mi- 
norities and Wonee in ‘Aste Study and Re- 
search in Education. Final Report. 





ED 234 945 
The Mexican American: A Challenge for the Cali- 
fornia Community College. 

ED 233 857 
Minorities in Higher Education. Second Annual 
Status Report. 

ED 240 207 
Nailing Jello to the Wali. Forum: What Progress 
Are the States Making in Initiating Higher Educa- 
tion Reform? 

ED 235 757 
New Zealand Journal of Educational Studies: Cu- 
mulative Index of Volumes 1-17, 1966-1982. 

ED 235 915 
The Older Employee as a Concern of Staff Devel- 
opers. 

ED 238 383 
Past, Present, Future: Br Linkages 
Around the Pacific Rim. Proceedings of the An- 
nual Conference of the Pacific Rim Association 
for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 

ED 235 732 


The Path to Excellence: Quality Assurance in 
Higher Education. ASHE-ERIC Higher Educa- 


Higher Education for Learning Disabled Students 205 
tion Research Reports, No. 1. FYI Executive 
Summary. 


ED 235 697 
Policies for Higher Education in the 1980s. Inter- 
jovernmental Conference of the Organisation for 
omic Co-Operation and Development (Oc- 
tober 12-14, 1981). 
ED 234 663 
Postsecondary Program Review. Issuegram 40. 
ED 234 666 
for the ’90s: Thrust for Quality in 
igher Education [and] Thrust for Quality in 
lic Schools. 
ED 239 749 
Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 
ED 239 569 
The Quest for Excellence. Annual Report of the 
Executive Director of the Commission on Higher 
Education. 
ED 234 681 
Remarks by Dr. Fred C. Davison, President of the 
University of Georgia, at the General Assembly 
on “The Teaching Profession” (National Forum 
on Excellence in Education, Indianapolis, Indi- 
ana, December 6-8, 1983). 
ED 239 755 
Report of the Commission on University Purpose. 
ED 233 615 
The Research on Higher Education Program. 
Swedish Research on Higher — 1983-1. 
D 235 739 
Resources and Higher Education. SRHE Mono- 


graph 51. 

ED 233 627 
Responding to Qualitative and Political Issues: 
Pr ings of the Annual Forum of the Associa- 
tion of Institutional Research (Denver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 

ED 233 639 
The Role of Institutional Research in Student Re- 
tention and Campus Renewal. 

ED 240 150 


State Support for Higher Education: Current and 
Constant Dollar Appropriations Viewed in Rela- 
tion to Personal Income and Per Capita Income. 
ED 238 311 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 
ED 233 626 


Survival in the 1980s: Quality, Mission, and Fi- 
pancing Options. 

ED 236 994 
Swedish Research on Higher Education: Publica- 
im he English. R&D for Higher Education, 
1983:3. 

ED 233 656 
Technical Aids to Teaching in Higher Education. 
Third Edition. 

ED 238 403 
A Threat to Excellence: The Preliminary Report 
of the Commission on Higher Education and the 
Economy of New England. 

ED 239 758 


A Time Series Approach to to t the Longitudinal 
Study of Undergraduate Grad: 
ED 235 228 


To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 

ED 239 822 
The University as an Organisation: tem and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 

ED 238 369 


Values in Higher Education: Conflict and Accom- 
modetion. The Wilson Lecture Series, Lecture 
‘oO. 


ED 236 990 
What’s Ahead for Higher Education? 

ED 236 983 
Which Student Outcome Measures Are the Most 
Important to the Institution? 

ED 237 537 


Education Act Title Il 

Anatomy of Institutional Deveiopment for 

Higher Education Institutions Serving Students 

from Low-Income Backgrounds. Executive Sum- 
mary. 

ED 238 321 

The Anatomy of Institutional Development for 

Higher Education Institutions Serving Students 


from Low-Income Backgrounds. Final Report. 
ED 238 322 
Challenge Grant Amendments of 1983. Report to 
Accompany H.R. 2144. House of Representa- 
tives, Committee on Education and Labor, 
Ninety-Eighth Congress, First Sessi 





ED 235 726 
Evaluation Report on the Austin Peay State Uni- 
versity Project: Title III, Strengthening Develop- 
ing Institution Program. 

ED 239 571 


Factors Associated with Successful Developmen- 
tal Investment in Title III Eligible Institutions: A 
Special Report to Program Managers in the U. S. 
Department of Education. 

ED 238 323 


Higher Education Act 1965 


A Compilation of Federal Education Laws. Vol- 
ume III-Higher Education. As Amended thro’ 
December 31, 1982. Prepared for the Use of 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 234 684 


Higher Education for Learning Disabled 
Students 


Accommodating Students with Learning Disabili- 
ties in College Health Education. Alternative 
Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 

ED 234 556 
Bare Bones: An Introduction to Physical Anthro- 
pology. Alternative Techniques for Teaching 
Physical Anthropology to Learning Disabled Stu- 
dents in the University. 

ED 234 561 


Cleo and the Learning Disabled. Alternative 
Techniques for Teaching History to Learning Dis- 
abled Students in the University. 

ED 234 552 


A College Professor as a Reluctant Learner: Fac- 
ing Up to the ing Disabled. Alternative 
Techniques for Teaching English Composition to 
Learning Disabled Students in the University. 
ED 234 547 
A Humanistic Approach to the Teaching of 
Courtship and Marriage. Alternative Techniques 
for Teaching Courtship and Marriage to 
Disabled Students in the University. 

ED 234 555 
ions and Ap for Speech Com- 
munication. iiasnalioe Techniques for Teaching 
Speech Communication to Learning Disabled 
Students in the University. 

ED 234 548 


Introducing Anthropology to Everyone. Alterna- 
General Anthropol- 
ogy ‘s Learning Disabled Students in the 


University. 








ED 234 553 
The Learning Disabled Student in a Television 
and Radio Announcing Cs Course: Alternative Tech- 
niques for Ti 
Learning Disabled Students i in a the University. 
ED 234 559 
Disabled Students in the Behavioral and 
Social, Sciences. Alternative Techniques for 
Teaching the Sociology of Leisure to Learning 
Disabled Students in the University. 
ED 234 554 
Let Me Try to Make It Clearer. Alternative Tech- 
~~ for — Traditional English Grammar 
to Learning Disabled Students in the University. 
ED 234 551 
Logic for ey Alternative Techniques for 
Teaching Logic to Disabled Students in 
the University. 





ED 234 549 
Practice Makes Closer to Perfect: Alternative 
Techniques for Teaching Foreign Languages to 
Learning Disabled Students in the University. 

ED 234 558 
Psychology of Adjustment and the Learning Dis- 
abled Student. Alternative Techniques for Teach- 
ing Psychology to Learning Disabled Students in 
the University. 

ED 234 550 
Special Education Courses for the Learning Dis- 
abled: Alternative Techniques for Teaching Spe- 
cial Education and Education Courses to 
Learning Disabled Students in the University. 

ED 234 557 
Spelling Is as Spelling Does: Alternative Tech- 





206 Higher Education for Learning Disabled Students 


niques for Teaching Spelling to Learning Disabled 
Students in the University. 
 .. 234 ane 
eine Modifications in eaching o! 
General Chemistry to 


Accommodate Learning 
Disabled Students: Alternative b pan apd for 


Teaching General Chemistry te Learning Dis- 
abled Students in the University. 
ED 234 562 


Teaching a Disabled Stu- 
dents: Alternative cehnigues “= ———: Elec- 
tricity to tudents in 
University. 

ED 234 563 


Achievement of Young Ameri- 
cans. Fastback 196. 


ED 236 205 


Hiligaynon Lessons. PALI Language Texts: Phil- 
ippines. 
ED 239 484 


Hired Farm Working Force Survey 
Hired Farm Labor Data from the Decennial Cen- 
sus: Limitations and Considerations. 
ED 239 799 
Hiskey Nebraska Test of Learning Apti- 
tude 


The Hiskey-Nebraska Test of Learning Aptitude 
in Hearing-Impaired Samples. 
ED 236 173 


American Culture 

Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 

ED 234 935 
What Counselors, Educators and Psychologists 
Should Know about the Hispanic Culture in Order 
to Work More Effectively with Hispanic Excep- 
tional Students and Their Parents. 

ED 238 623 


Americans 
Academic Achievement and Reading Ability: 
Hispanics, Males and Females. 
ED 238 621 


Assessment Procedures and Enrollment Patterns 
of Cuban-Americans, Mexican-Americans, and 
Puerto Ricans in Special Education and Gifted 
Programs. 


ED 235 238 
Attitudes towards Bilingual Education among 
Hispanics and a Nationwide Sample. 

ED 235 295 
Career Information and Hispanic High School 
Students. 

ED 238 650 
Chicanos in the California Community Colleges: 
Declining Basic Skills, Early High School Gradu- 
ation and the Decline of Quality High School Ed- 
ucation. 

ED 233 848 
Critical Events Shaping the Hispanic Woman’s 
Identity. 

ED 234 303 
Detailed Occupation and Years of School Com- 
pleted by Age, for the Civilian Labor Force by 
Sex, Race, and Spanish Origin: 1980 Census of 
Population Supplementary Report. 

ED 238 648 
The Effectiveness of a Tutoring Program for Ju- 
nior High Latino Students. 

ED 237 307 
The Effect of Schooling Abroad on the Socioeco- 
nomic and Language Patterns of First Generation 
Hispanics and East Asians. 

ED 234 642 
The Effects of Race and Socioeconomic Status on 
Residential Segregation in Texas, 1970-1980. 

ED 237 280 
Emphasis on Latin American Cultures. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 294 

Evaluation and Identification of Policy Issues in 
the Cuban Community. 

ED 237 604 
Faculty/Staff Recruitment Report: Calendar Year 
1981. tion 81.47. 

ED 233 613 
Final Report on ESL Instruction for Adult Immi- 
grants from North & Central America. 


ED 238 249 
GATE-Way to Success: oy Gifted Pro- 
gram. Identification Packet [and] Instructional 
Guide. 

ED 239 438 
George W. Wingate High School Bilingual Dem- 


onstration College Preparatory Program, 1981- 
1982. O.E.E. Svaation Report. 
ED 238 992 


Guidebook to Hispanic Organizations and Infor- 
mation. 

ED 237 613 
Hispanic Participation in the Administration of 
the California Community Colleges: 1981-82. 

ED 238 622 
The Hispanic Population: A Demographic and Is- 
sue Profile. Hearings before the Subcommittee on 
Census and Population of the Committee on Post 
Office and Civil Service. House of Representa- 
tives, Ninety-Eighth Congress, First Session (Sep- 
tember 13-15, 1983). 

ED 240 211 
Hispanics and Employment. ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
Hispanics in the Pacific Northwest. 

ED 237 305 
The Impact of Language of Instruction on the 
Educational Achievement of Hispanic Students. 

ED 234 641 
Item Bias in the PPVT-R for Anglo-American and 
Mexican-American Children. 

ED 236 212 
Latinos in Metropolitan Chicago: A Study of 
Housing and Employment. Monograph 6. 

ED 240 179 
The Maintenance of Spanish over Three Gerera- 
tions in the United States. 

ED 234 633 
Meeting the Employment and Training Needs of 
Hispanics in Connecticut. Final Report. 

ED 236 381 
The Occupational Prestige of Women Immi- 
grants: A Comparison of Cubans and Mexicans. 
Paper Number 5.009. 

ED 239 010 
Office for Advanced Research in Hispanic Educa- 
tion: Project Activities and Accomplishments 
1979-1983. Final Report. 

ED 239 803 
The Organizing of Parents to Support Bilingual 
Education. 

ED 235 296 
Peer Group Contextual Factors and Hispanic Stu- 
dent’s Attitudes toward Their Own Ethnic Group. 

ED 233 866 
Response Rates to Mail Questionnaires in an Eth- 
nic Minority Population. 

ED 236 214 
School Characteristics and Assimilation; The Di- 
lemma of Desegregation Revisited. 

ED 233 865 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Public 
Policy Analysis. Mentai Health Policy Mono- 
graph Series Number 3. 

ED 236 263 
Spanish in the U.S. Setting: Beyond the South- 
west. 

ED 235 678 
A Study of Children At-Risk. 

ED 235 256 
Television for Cultural Affirmation: An Approach 
to Formative Research. 

ED 233 401 
Tri-State Minority Faculty Employment Oppor- 
tunity Project. Final Report. 

ED 236 261 
United States Language Policy: Where Do We Go 
from Here? 

ED 240 181 
U.S. Hispanics: Changing the Face of America. 

ED 233 833 


ly 
Good History vs. Bad History: The Changing Art 
of Book Reviewing. a 


ED 235 094 


Family History Unit - U.S. History - Grade 8. 


ED 239 995 
The Practice of Special Education 


ED 235 609// 


Subject Index 


Producing the Pages of a Video History. 

ED 239 590 
Program Descriptions for History-Social Science 
Instructional Materials. 
ED 240 019 


Progzam Planning for the Special Child. 
ED 236 866 
| ac Needs in Education (E241): Origins, Unit 


ED 235 618 
Tree Rings: Timekeepers of the Past. 

ED 238 675 
A Verbal and Graphic Model for Illustrating the 
Perspective of Religion in yw cena to those of 
——— Human Sciences, History, and 

phy. 
ED 237 382 


Instruction 

All American Calendar. 

ED 239 974 
Ancient Egypt: History 380. 

ED 238 464 
Cleo and the Learning Disabled. Alternative 
Techniques for Teaching History to Learning Dis- 
abled Students in the University. 

ED 234 552 
Hawaii’s Sugar Islands. 

ED 235 049 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 
Making History Come Alive: The Place of His- 
tory in the Schools. Report of the History Com- 
mission. 

ED 237 384 
National History Day Contest Guide. 

ED 236 056 
News of the Nation: A Civil War Newspaper 
Project. 

ED 238 773 
A Philosophical Approach to the Subject Matter 
Preparation of Teachers of History. 

ED 237 377 
Strategies Unlimited. 

ED 239 991 
Student Patterns in Completing General Educa- 
tion Requirements. 

ED 239 572 
Themes tt Teaching U.S. History: Conflict and 
Change. GPE Humanities Series. 

ED 237 427 


Holidays 


Fall Activities for the Early Childhood and Spe- 
cial Education Ciassroom. 


ED 238 242 
Selected Multicultural Instructional Materials. 

ED 240 217 
What’s Happening in November? 

ED 235 957 


Holistic 


Approaches to Prevention and Prescription /Cog- 
nitive: Orthodoxy and the Part-Whole Paradox. 


ED 236 536 
Collaborative Wellness Counseling with a Group 
of Black Adolescents. 

ED 234 571 
Communication Education Throughout the Uni- 
versity: An Alternative to the One-Shot Inocula- 
tion Approach. 

ED 235 507 
Creative Health for Elders through Psychology 
and Art: A Pilot Study. 

ED 234 326 
Eastern Thought and Movement Forms: Possible 
Implications for Western Sport and Physical Edu- 
cation. 

ED 238 851 
A Five-Step Evaluation of a Holistic Essay-Evalu- 
ation Process. 

ED 238 263 
Hemispheric Integration in Writing Processes. 

ED 234 879 
Holistic Health and Cooperative Vocational Edu- 
cation (CVE) at the Community College Level. 

ED 239 704 
oe the Language Arts in the Elementary 

ool. 


ED 238 029 
Methods of Studying Persons. 


ED 239 174 





Subject Index 
Nutrition and Behavior: The Psychonutrient Con- 
nection. 


ED 236 476 
Phenomenological Research with Children: 
Guidelines to Follow and Implications for the 
Practitioner. 

ED 237 228 
: New Jersey College Basic 


ED 236 222 


the Essa: 
Stile ment Test. 


Holistic Evaluation 

Assessment of Entering Student Writing Skill in 
the Community College. 

ED 235 845 
Experimental Research in Written Composition: 
A Critical View. 

ED 238 006 
The Institute for Educational Research Writing 
Skills Project. 

ED 237 530 
Listening to Writing: Implications for Evaluation 
and Pedagogy. 

ED 236 625 


Scoring Writing with an Informative Aim. 
ED 236 638 


H 
the American Dream: 1913-1983. Hu- 
man Relations Catalog for the School, Church, 
and Community. 
— 235 248 
Teaching the Holocaust through Film. 
ED 240 011 
Holt Basic Ri Series 
The Technical Adequacy of a Basal Reading Mas- 
tery Test: The Holt Basic Reading Series. 
ED 236 201 
Holtzman Project 
Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 
ED 238 914 
Home Child Care 
Effects of Group Day Care in the First Two Years. 
ED 233 805 
Infant Day Care: Effects at 2, 4, and 8 years. 
ED 233 806 
Home Computers 
The Diffusion of Home Computers: An Explor- 
atory Study. 
ED 235 786 


Home Economics 

Clothing and Textile Student Modules. 

ED 233 186 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 

ED 235 311 
Conceptual Framework and Basic Competencies 
for Vocational Home Economics Education in 
Texas. 

ED 235 351 
Consumer and Homemaking Curriculum Analy- 
sis Based on the Needs of Secondary Graduates. 
Vocational Education Research Project. 

ED 237 772 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
Effectiveness of Consumer and Homemaking Ed- 
ucation in Texas. Final Report. 

ED 237 750 
Home = Curriculum Guide. Energy 
and the Family. 

ED 236 396 
Instructor’s Guide for Clothing and Textiles Stu- 
dent Modules. 

ED 233 187 
Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 

ED 235 330 
Missouri Association of Future Homemakers of 
America, Adviser’s Handbook. 

ED 234 214 
Reconceptualizing the Teaching of Clothing in 
Consumer and Homemaking Programs: Implica- 
tions for Teacher Preparation. 

ED 236 345 
Textiles & = Curriculum Guide. Energy 
and the Famil 

ED 236 399 


Home Economics Education 


The Future of Family Life. Overview: ERIC Fact 
Sheet No. 13. 

ED 237 801 
Human Development Student Modules. 

ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 
Economics. 

ED 235 148 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final Report. 

ED 234 192 


Home Economics Related Gunpeties 
Missouri Association of Future Homemakers of 
America, Adviser’s Handbook. 


Study Guide for TCT in Home 


ED 234 214 
Home Economics Teachers 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 
ED 234 153 
Preparation of Secondary School Teachers of 
Home Economics in Clothing and Textile Con- 
cepts. 
ED 239 085 
Study Guide for TCT in Home Economics. 
ED 235 148 
Home Furnishings 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 
ED 236 400 


Home Health Aides 
The Development of an Associate Degree in Ru- 
ral Health Promotion: rhage Administra- 
tion, Evaluation, Products. A Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 
ED 237 709 
Teaching Core Courses with a Focus on Rural 
Health. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Program. 
ED 237 710 


Home Instruction 
The Parent Tutorial Curriculum: A Home Instruc- 
tion Program of Family Life Education for Clients 
of a Child Welfare Agency. 
ED 237 666 


Home Integrative Communications Sys- 


tems 
Under the Shadow of New Technology. 
ED 234 763 


Home t 

Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 

ED 235 311 
Home Management Curriculum Guide. Energy 
and the Family. 

ED 236 396 
Relationship between Social Class and Racial 
Prejudice on Home Management Skills among 
Black Americans. 

ED 240 208 
Role Sharing: Factors Influencing Increased In- 
volvement of Husbands in Family Tasks. 

ED 233 244 

Home Programs 

Chemistry for the Life Sciences. An Instructor 
Resource Guide. Appendix to a Final Report on 
the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 711 
The Development of an Associate Degree in Ru- 
tal Health Promotion: Philosophy, Administra- 
tion, Evaluation, Products. A Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 709 
Homebased Computer Assisted Adult Education 
Project—Phase III. Final Project Report, Septem- 
ber 1, 1982, through August 31, 1983. 

ED 234 181 
Home-Based Crisis Therapy: A Comparative Out- 
come Study. 

ED 239 143 
Home Based Reinforcement: Behavioral Covaria- 
tion between Academic Performance and Inap- 
propriate Behavior. 

ED 238 233 


Hi 


Homosexuality 207 


A Home Intervention Handbook. 


ED 234 540 
ong wr: Ry. Epidemiology. An Instructor Re- 
Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 
Teaching Core Courses with a Focus on Rural 
Health. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health T: Program. 
ED 237 710 

Under the Shadow of New Technology. 
ED 234 763 
Videotex Project Reviews II. Research Report 

for OCLC. 


ED 237 065 


Home Rule Act (District of Columbia) 


Revenue Bonds to Finance College and Univer- 
sity Programs. Hearing and Markup before the 
Subcommittee on Fiscal Affairs and Health and 
the Committee on the District of Columbia. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session on H.R. 6010 and H.R. 
Home Rule Act for the Purpose of Providing for 
iome Rule Act for the of Providing for 
Student Loans. (May 26 and June 23, 1982). 
ED 234 657 
Home Study 
Distant Education in 2001: Accreditation & Qual- 
ity. The Accrediting Commission Looks at the 
Evolving Forms of Correspondence Instruction. 
ED 234 743 
Helping Children Develop Good Study Habits: A 
Parents’ Guide. 
ED 240 061 
Read for Fun: Management Pro; x 
ED 239 207 


Home Visits 
Hand in Hand with Parents: A Teacher’s Guide to 
Parent Communication. 
ED 240 171 
Homemaking Skills 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 
ED 235 3i1 
Human Development Student Modules. 
ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 
ED 237 639 
Homework 
Helping Children Develop Good Study Habits: A 
Parents’ Guide. 
ED 240 061 
Homework Assistance Network. 
ED 238 425 
Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 
ED 239 133 
[Homework Policies of San Mateo County School 
Districts.] 
ED 233 463 
lomework Surveys for Teachers, Parents, and 
tudents.] 
ED 233 464 
The Relationship of Students’ Academic Achieve- 
ment to Television Watching, Leisure Time Read- 
ing and Homework. 
ED 236 249 
Homiletics 
An Analysis of Homiletics Textbooks. 
ED 235 537 


Grouping : : 
Differentiating Programs for Academically Gifted 
Elementary Students. 

ED 233 813 


lomonyms = 
The Nym Family: Synonyms, Antonyms, Hom- 
onyms, Acronyms. 

ED 239 254 


Homosexuality 


Gay Studies in a Rhetoric of Social Movements 
Course. 

ED 237 994 
Perceptions of Self and Parents among College 
Students of Different Sexual Orientations. 

ED 235 444 





208 Honesty 
Honesty 


Truthfulness in the Curriculum: A Case for In- 
cluding Ethics. 


H Kong 
pe a Arrangements a Curriculum 
for a University Training trols for Adult 
Educators in Hong Kong. 
ED 236 312 


ED 237 448 


Honors Curriculum 
an eee nee Seep Leones Pee 
gram: Restoring a Challenge to Secondary Educa- 


tion. Adv d Pl 
ED 237 251 





orses 
V.A. I Animal Science Technical Information. 
ED 235 350 


Horticulture 
Conservation for Children [Levels 1-6 and an 
All-Levels Supplement]. 
ED 239 920 
Core III Materials for Metropolitan Agriculture /- 
Horticulture Programs. Units A-I. 
ED 233 230 
Core III Materials for Metropolitan Agriculture/- 
Horticulture Programs. Units J-M. 
ED 233 231 
CVAE-VEH Horticulture Course Outline. 
ED 234 213 
Perceptions of the Value of Extended Service in 
Horticulture. Summary of Research Series. 
ED 239 083 
Readability of Vocational Horticulture Instruc- 
tional Materials. Summary of Research 31. 
ED 234 154 
Hospital Libraries 
Library Services to Hospital Patients and Handi- 
Readers Section. Libraries Serving the 
General Public Division. Papers. 
ED 239 640 
Management of Media in Hospital Libraries. 
ED 234 822 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 
ED 234 786 
Hospital Personnel 
Job Burnout from a Communication Perspective. 
ED 236 718 
Medicine and the Media: A Course in Communi- 
cation Skills for Clinician-Executives. 


ED 239 288// 
Hospitality 
Career tion Program Curriculum Guide 
for: Hospitality/Tourism Industry (Food Ser- 
vices). 
ED 234 264 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Tourist Ser- 
vices). 
ED 234 265 
Curriculum Development for the Tourism Option 
of the Hospitality, Restaurant Management Pro- 
gram. Final Report. 
ED 234 219 


Children 
Preparation of Young Healthy Children for Possi- 
Hospitalization: The Issues. Monograph No. 


ED 239 738 


Hospitals 
Development of a Hospital Library Survey: A 
KOMRML Committee Approach. Kentucky- 
Ohio-Michigan — Medical Library Papers 
and Reports, No. 1 


ED 235 838 
Health Care and Services for Consumers. 


ED 234 233 
Social Group Work in Hospitals. 

ED 233 270 
Hot Deck Procedures 
The Effectiveness of Hot-deck Procedures in 
Smal! Samples. 

ED 238 948 
Houghton Mifflin Reading Series 
The Technical Adequacy of a Basal Reading Se- 
ries Mastery Test. 


Hi 


Hi 


ED 236 191 


House of 


Representatives 
Gavel to Gavel: A Guide to the Televised Pro- 
ceedings of Congress. 
ED 233 692 


Television Cameras in Congress. Freedom of In- 
formation Center Report No. 483. 
ED 238 059 


Role Sharing: F; Infl ing Increased In- 
: Factors Influencing - 

volvement of Husbands in Family Tasks. 

ED 233 244 


Accessibility, Housing, Recreational Participa- 
tion and Retirement Life Satisfaction: Some Pre- 
liminary Results. Revised. 

ED 235 090 


Conditions of Life and Parental Values. 

ED 233 821 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
Housing. Third World Science. 

ED 235 040 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
Landlords and Tenants in Conflict. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 

ED 238 815 
Traditional Peoples of Southern Africa. A Student 
Activity Unit for Upper Elementary & Middle 
School Students. 

ED 239 951 


Housing Defi 


iciencies 
Housing Trends and Higher Education. 
ED 236 962 


ousing Discrimination 
A Decent Home...A Report on the Continuing 
Failure of the Federal Government to Provide 
Equal Housing Opportunity. 

ED 235 255 
The Equal Credit Opportunity Act and Credit 
Rights in Housing. 

ED 235 066 


Housing Needs 


Fiscal Year 1984 Budget. Hearings before the Se- 
lect Committee on Indian Affairs, United States 
Senate, Ninety-Eighth Congress, First Session on 
the Fiscal Year 1984 Budget (February 23, 24, 
and 25, 1983). 

ED 238 615 
Student Housing Market Analysis: Ketchikan 
Community College. 

ED 239 670 


ousing Opportunities 

Latinos in Metropolitan Chicago: A Study of 
Housing and Employment. Monograph 6. 

ED 240 179 


Houston Independent School District TX 


Counselor Quality Assurance Program Manual. 
ED 238 165 
Learning Resources Specialist Quality Assurance 
Program Manual. 
ED 238 166 
Teacher Quality Assurance Program Manual. 


ED 238 164 
Hualapai (Tribe 

Arizona na of Indian Affairs 1983 An- 
nual Report. 

ED 239 786 

Human Body 

Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 

ED 238 847 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 3- 
Anatomy and Physiology. Revised. 

ED 239 056 
Health ro. Curriculum Guide. Elementary 
School. Grade 2. 

ED 235 267 
Health Occupations. Body Structure and Func- 


Human Factors 


Subject Index 
tion. [500 Series.] 
ED 234 226 


Estimating the Full Cost of Family-Financed 
Time Inputs to Education. 
. - . ad 234 494 
Integrating Human Resources an ‘echnology. 
of the Association for Institutional 
Research Forum (Toronto, Canada, May 23-26, 
1983). Resuadien for Institutional Research 
1983-1984 Directory. 
ED 237 041 
The Interaction of Family Environment and Edu- 
cational Administration. 
ED 235 558 
Recycling America’s Workers: Public and Private 
Approaches to Midcareer Retr ning. 
ED 236 367 


‘actors Engineering 
Bugs Is a Tricky Business. 
ED 237 053 

A Comprehensive Process for Display Systems 
Development. 

ED 238 686 
MENO-II: An AI-Based Programming Tutor. 

ED 237 054 
Methods for Improving the User-Computer Inter- 
face. Technical Report. 

ED 234 771 
PROUST: Knowledge-Based Program Under- 
standing. 


ED 237 055 
An Undergraduate Program in Human Factors: 
The Need, the Problems, and the Outlook. 


ED 234 330 


Human 


an Geography ’ 

Agricultural Land in an Urban Society. Resource 
Publications in Geography. 

ED 235 079 
Alcohol Abuse: Geographical Perspectives. Re- 
source Publications in Geography. 

ED 235 081 
Ethnographic Description As a Tool in Humanis- 
tic Geography: A Native American Case Study. 

ED 233 844 
Finding a Place | for a : Siting Coal Conver- 
- Facilities. R tions in Geogra- 
phy. 





ED 235 083 
Mapping the Land: Aerial Imagery for Land Use 
a Resource Publications in Geogra- 
phy. 

ED 235 078 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 

ED 235 082 
Plants and People: Vegetation Change in North 
America. Resource Publications in Geography. 

ED 235 080 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 

ED 235 084 
Revitalizing Cities. Resource Publications in Ge- 
ography. 

ED 235 085 
Threading One’s Way Through the Geographic 
Region. 

ED 236 059 


Human Im 


pact 
Plants and People: Vegetation Change in North 
America. Resource Publications in Geography. 
ED 235 080 


Human Posture 


Student-Text Interaction: A Modified Replication 
of David Bloome’s Study. 


ED 234 340 


Human Relations 


Freckles Think Peace. 

ED 240 172 

the American Dream: 1913-1983. Hu- 

man Relations Catalog for the School, Church, 
and Community. 

ED 235 248 
Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Human Relations. Discussion Topics and Activi- 
ties. 


ED 239 983 





Subject Index 


Learning to Tell Our Stories. 

ED 234 383 
Mandated Multicultural Education: Boon or 
Boondoggle. 

ED 239 155 
Project to Incorporate Anthropological Concepts 
of Human Diversity in Secondary School Social 
Studies Curricula (Project Anthropology). Final 
Report, 2/1/80 to 1/31/82. 

ED 233 941 
Qualitative Research-Another Way of Knowing. 

ED 240 092// 


Human Resources 

American Productivity Center Computer Confer- 
ence on Training and Productivity for the White 
House Conference on Productivity (W: 
D.C., September 22-23, 1983). Final Report. 

ED 234 179 
Caring, Coping, Change: Challenges for the 80’s. 
A Report of th the National Indian Child Confer- 
ence (4th, Albuquerque, New Mexico, September 
12-16, 1982). 

ED 234 936 
Centering on a Quick Reference Resource Book- 
let for New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Choosing Human Resource Interventions: A Ty- 
pology Linking Country Conditions and Educa- 
tional Development Strategies. Draft Report for 
Discussion. 

ED 233 921 
Class Guests...An Added Dimension. 

ED 237 176 
End the Winter Doldrums-Think Mini! 

ED 237 256 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
L.LS.T.: Local Information Sources for Teachers 
- A Community Resource Guide for Consumer 
and Home Economics Education. 

ED 237 784 
“Mystery Guest” Program. 

ED 239 131 
Teaming, Staffing, and Improving Instruction. 

ED 235 554 


Human Services 

An Analysis of Selected Characteristics, Leisure 
Attitudes, and Recreation Participation of 
Women Employed in Leisure Services. 

ED 233 968 
Computerized Coordinated Service Center: A 
Comparison of Service Methodologies and Costs 
in the Urban and Rural Area. 

ED 237 721 
Family and Individual Services. 

ED 236 404 
Journal of Human Services Abstracts. Volume 8. 
Number 3. 

ED 236 378 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 

ED 237 765 
Management of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 

ED 235 362 
Rural Rehabilitation. A State of the Art. 

ED 233 838 
Strategies for Institutionalizing Telecommunica- 
tions Demonstrations: A Review of Innovation 
Barriers and Program Alternatives. Final Report 
# 146-04. 

ED 237 058 
A Study of Management Concerns in Human Ser- 
vices Organizations: Their Implications for Edu- 
cational Programs. 

ED 233 650 
Theory and Tests of a Cognitive Behavioral 
Model of Burnout. 

ED 235 437 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 

ED 234 299 


Humane Education 
Children’s Attitudes, agntetee and Behaviors 
Toward Animals. Phase 
ED 237 419 
Cur Wild Neighbors: Teaching Unit (Grades 1-3). 
ED 239 948 


Do Animals Have Rights? Teacher’s Packet (for 
4th, 5th, & 6th Grades). 
ED 239 947 
Humanism 
The Misinterpretation of a Key Paper in Library 
Literature. 


ED 237 112 


Humanistic Education 
Elementary Resource Classroom Packet. 
ED 233 294 
Evaluating a School-Based Behavior Curriculum 
for Adolescents: An Attempt to Produce Both 
Affective and Cognitive Growth. 
ED 235 416 
Feelings and Friends. GPE Humanities Series. 
ED 237 430 


ED 237 155 
Human Relations. Discussion Topics and Activi- 
ties. 


Holistic Teaching. 


ED 239 983 
Personal Education. Middle School Seminar Se- 
Ties. 

ED 237 823 
Revisioning Invitational Education. 

ED 234 283 
Science, Technology, and the Human Equation: 
Developing a New Paradigm for Education. 

ED 237 376 
Spirituality: An Affective Facet for Curriculum 
Consideration. 

ED 237 447 

Humanitarianism 

Seeking Safe Haven: A Congregational Guide to 
Helping Central American Refugees in the United 
States. 

ED 238 970 

Humanities 

Departing the Ivy Halls: Changing Employment 
Situations for Recent Ph.D.s. 

ED 238 391 


Esprit: A Humanities Magazine. 

ED 239 705 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
“The Mind of the University”: A Pilot Course. 

ED 239 545 
Student Patterns in Completing General Educa- 
tion Requirements. 

ED 239 572 
Student Quality in the Humanities: Opinions of 
Senior Academic Officials. Higher Education 
Panel Report Number 59. 

ED 239 576 
What Portion in the World: New Essays on Public 
Uses of the Humanities. Papers Presented at the 
National Conference of State Humanities Coun- 
cils, 1981. 

ED 233 617 


Humanities Instruction 

Comparing Humanities Instructors. 

ED 237 152 
Effective Learning: A Study of Innovative Public 
Humanities Programs. Publication Number 5-80. 

ED 235 706 
The Humanities in a Global Perspective. 

ED 237 397 
An Implementation Project to Complete the Inte- 
gration of an Interdisciplinary General Education 
Model Predicated on Certain Humanistic As- 
sumptions. 

ED 235 846 
“Learning to Do Humanities.” Final Report. 

ED 233 750 

Humanization 

Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 

ED 239 602 


Humor 
Wit and the Conscious: Using Humor as a Com- 
posing Strategy. 
ED 234 428 
Hunger 
Non-Formal Education and Agriculture: A Se- 
lected Annotated Bibliography. Annotated Bibli- 
ography #10. 
ED 237 697 


Identification 209 


Hydra Phenomenon 
Evaluation of Communication about Groups: The 

Hydra Phenomenon. 
ED 233 406 


a ee Instructor’s Guide. 


ED 234 238 
Fluid Power/Basic Hydraulics. Instructor’s 


ED 234 220 


lydrogen 
A Few Facts about Hydrogen [and] Hydrogen 
Bibliography. 


ED 239 842 


Hi 
ildren as Agents of Change in a Rural Commu- 
nity. (A Report on the Child-to-Child Project at 
the Village Sangma of the Vadodara District). 
ED 233 794 
~aeee* for seen the Spread of Infec- 
tious Diseases. 
ED 238 859 
Hyperactivity a 
Academic Cognitive Training and Stimulants in 
Hyperactivity: A Pilot Study. 
ED 236 824 
The Objective Assessment of Attention Deficit 
Disorders. 
ED 238 937 
—_ Interactions of Preschool Hyperactive 
ys. 
ED 235 924 
Two Year Stability and Validity of Playroom Ob- 
servations of Hyperactivity. 
ED 239 442 


gy one 
bsorption”: Personality Correlate or Expec- 
tancy-Mediated Artifact? 
ED 237 886 
A Comparison of Authoritarian and Permissive 
Wording of Hypnotic Suggestions. 
ED 239 166 
Interventions for Dealing with Resistance. 
ED 237 860 
Hypothesis Testing 
An Analysis of Selected Statistical Techniques 
Utilized in Quasi-Experimental Designs. 
ED 237 539 
The Nature of the Black-White Difference on 
Various Psychometric Tests: Spearman’s Hypoth- 
esis. 
ED 237 572 
Ice 
Ice & Exercise for Injury Management. 
ED 233 973 
The Use of Ice in Baseball Injuries (Cryotherapy). 
ED 233 974 


celandic 
The Role of “Local Cues” in Assigning Gender to 
New Nouns in Icelandic. 
ED 238 254 
Semantic and Formal Factors in the Comprehen- 
sion of Icelandic Pronoun Gender. 
ED 233 580 
Ichthyo 
Handle with Care! Mid-Atlantic Marine Animals 
That Demand Your Respect. Educational Series 
No. 26. Third Printing. 
ED 237 341 
IDEA Questionnaire 
Exchange, December 1978. 
ED 233 649 


Ideal Displacement 
Evaluator Concerns Arising from Ideal Displace- 
ment. 


ED 237 544 
Idealism 
Philosophy of Education in the Curriculum. 
ED 236 140 


Characters 
ty with the Embedded 


dentification 
Identifiability of es ag Trigram 
Confusabili 


and Their 
Character. 

ED 233 307 
Identifying Intellectual Advancement in Pre- 
schoolers. 





210 Identification 

ED 235 923 
Missing Children Act. (Report to Accompany 
H.R. 6976). House tatives, 
Ni Seventh Second Session. Re- 
port No. 97-820. 

ED 235 399 

Assessment 


Native Hawaiian 
Project. Final Report. 

ED 240 138 
Preschool Children’s Concepts of Their Peers. 
The of t Bi i 
The Prevalence of Frequent Binge Eati 

ED 233 266 


Screening: From “At Risk” to Educational Man- 
agement Review of Social Emotional Behavior. 
oe hoe 
U ing the “Hidd ic” ifica- 
tion and Treatment of the Female Inebriate. 
ED 233 259 


Identification (Psychology) 
College Faculty Satisfaction and Institutional 
Identification. 
ED 235 750 
The t of Story i ter 
Developmen A Liking: Charac 
tion. Technical Report No. 291. 


The 
Moral Judgment. 
ED 235 908 


Some Curriculum Implications of Teaching 
Drama. 
ED 233 400 


ED 236 472 


Ideology 
“New Federalism”: Prospects and Implications. 
ED 234 902 


ED 233 567 


Trabicking 1982 a for th 
: for the 
t Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 
ED 234 289 
Student Drug Use, Attitudes, and Beliefs: Na- 
tional Trends 1975-1982. 


ED 237 822 
Search Made a Point: We Care 


ED 236 757 


Alternative Uses for Surplus School Facilities. 
An is of Illinois Hi Sdioel Gem 
N uation 

= mel High 
ED 238 153 
Analysis of the 1981/82 HEGIS/LIBGIS Re- 
sponses of Illinois Academic Libraries. Illinois Li- 
brary Statistical Report 9. 

ED 238 428 
Academic Li- 


ED 239 621 
Corporal Punishment: An Overview. 

ED 233 478 
Data and Characteristics of the Illinois Public 
Community College System. 

ED 237 147 


The Decline and Fall of School Finance Reform 


in Hlinois. A S of the Politics of School Fi- 
nance: 1973 to 1983. 
ED 236 775 


Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 
ED 237 747 


Education versus Indoctrination: Is It an Issue in 
Illinois Social Studies? 
ED 240 018 


FY 1983 Unit Cost Report for the Public Commu- 
nity Colleges of Illinois. 
ED 237 148 


Identification of Generalizable Skills in Second- 
ary Vocational Programs. [Summary Report]. 

ED 235 309 
Illinois Community College Grievance Procedure 
Analyzer. 


ED 234 834 
Illinois Projects and Research in Composition. 

ED 236 684 
Illinois Public Library Annual Reports: Technicai 
Processing. 


ED 234 796 
wae Program Mandates: A Preliminary 
port. 


Distributive Education Gurricy. 
Marketing and Distributive Education i 
lum Planning Guide. Revised. 

ED 235 376 


Minimum Requirements for State Certificates. 

ED 236 129 
Performance Measures in Illinois Special Librar- 
ies. Illinois Library Statistical Report No. 8. 

ED 234 805 
Phase I Mandates Studies and Definition of 
Schooling. Final Staff Recommendations. 

ED 233 477 
Prospects for Public School Revenues and Local 
School District Reorganization in Illinois in the 
1980s. 

ED 238 627 
Recommended Standards for Educational Library 
Media Programs in Illinois. 

ED 237 105 
A Report of Small/Rural School Districts in Ili- 
nois Compared to School Districts of Similar Size 
Nationwide. 

ED 237 292 
Rural One-Room Schools of Mid-America. Re- 
vised. 


ED 239 824 
School Day/School Year Mandates. A Report 
and Preliminary Recommendations. 


ED 238 157 
Science and Mathematics Achievement in Illi- 
nois: A Perspective Based on Test Results. 

ED 238 920 


Education. Testimony to the National Commis- 
sion on Excellence in Education. (Public Hearing, 
Chicago, Illinois, June 23, 1982). 

ED 237 023 
State, Local, and Federal Financing for Illinois 
Public Schoois, 1983-1984. Revised. 

ED 239 412 
Student Achievement in Illinois: An Analysis of 
Student Progress. 

ED 237 536 
Student Achievement in Illinois, 1970 and 1981. 

ED 238 921 
Student Health Mandate Report and Preliminary 
Recommendations. 

ED 236 145 
Student Transportation Mandate. A Report and 
Preliminary Recommendations. 

ED 238 156 


A Study of the Quality of the Preparation and 
Performance of Illinois Educational Personnel. 
Staff Recommendations. 

ED 235 578 
The Supply and Demand for Illinois Mathematics 
and Science Teachers. 

ED 237 315 


Two Studies of Illinois Public Libraries: An Adult 
User Survey; and Fines, Fees and Charges Levied. 
Illinois Library Statistical Report No. 7. 

ED 234 809 
What Do the 1980’s Hold for Speech and Theatre 
Programs in Illinois? 

ED 233 430 


Illinois ( 


(Chicago) 
Latinos in Metropolitan Chicago: A Study of 


Madu i 


Subject Index 


Housing and Employment. Monograph 6. 
ED 240 179 
Mandating Educational Effectiveness in Chicago. 
ED 239 008 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 
ED 237 015 


Illinois Inventory of 


Illinois In’ of Educational Progress, Grade 
ven! 
11. [ith Grade Test} 

a ” ED 240 162 
Illinois Inventory of Educational Progress, Grade 
4. [4th Grade Test]. 

Illinois In of Educational mates my ben 
inois Inven lucati: 
8. [8th Grade Test) 
ED 240 161 


Illinois State 


Library 
An Evaluation for System-Provided Library Ser- 
vices to State Correctional Centers in Illinois. 
ED 237 116 


in Canada-A Challenge. Occa- 
sional Paper No. 42. 


Csttitiiliaas - P 237 779 
ting for Li . Report of an Interna- 
tional Seminar (Berlin, October 1983). 
ED 237 755 
i General Learning Potential Ex- 
tion for Inter-Cultural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 
ED 237 268 
LEA as a Methodology for Use with Semi-Liter- 
ate ESOL Adolescents: A Case Study. 
ED 239 510 
Literacy and New York City’s High School Aged 
Youth. Final Report. 


Gilliland 


ED 236 255 
Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 


ED 238 087 
The Promise of Literacy. Campaigns, Programs 
and Projects. Report of the International Seminar 
on Campaigning for Literacy (Udaipur, India, 
January 4-11, 1982). 

ED 237 730 


lustrations 
The Interaction of Picture and Print in Reading 
Instruction. 
ED 236 662 
= of Picture-Text Amalgams in Procedural 
exts. 


ED 236 665 


Image Analysis 


Defining the Images of Presidential Candidates 
from Televised Political Spot Advertisements. 
ED 238 037 


Illusions. 

ED 239 975 
Imagery: Activity Guide. 

ED 239 203 


Music, Hemisphere Preference and Imagery. 
ED 240 041 


Imagination . 
“Absorption”: Personality Correlate or Expec- 


tancy-Mediated Artifact? 

ED 237 886 
Illusions. 

ED 239 975 
Imagination, Writing, and the Integration of 
Knowledge. 

ED 239 260 


Imaging as a Heuristic. 

“- ‘ ED 234 429 
Strategies for Developing Creative Imagination & 
Thinking Skills. 
_ED 233 533 


The Where Exercise: Seeing in Writing. 
ED 237 997 


Imaging as a Heuristic. 


ED 234 429 

Source Book of Educational Materials for Diag- 

— Medical Ultrasound. Radiological Health 
ies. 


ED 239 860 





Subject Index 


Beyond the Workshop: Some Alternatives for the 
Undergraduate Creative Writing Course. 

ED 233 342 
A Cross-Cultural Study of Imitation under Condi- 
tions of Ascribed and Racial Similarity. 


ED 237 588 
A Question of Style. 
ED 236 601 


Immersion hg ory 
But Do They Speak French? A Comparison of 
French Immersion Programs in Immersion Only 
and English/Immersion Settings. Research Re- 
port 79-01. 
ED 233 598 
oa on French as a Second Language: 
Review and Evaluation Bulletin, 
Wuaae 4, Number 4. 
ED 239 504 
Comparative Evaluation of Elementary School 
Foreign Language Programs. Final Report. 
ED 238 255 
Does a Late Immersion Program Make a Differ- 
ence to the Graduates? Research Report 82-09. 
ED 233 595 
The Effects of Intensive Language Instruction on 
Student Performance in Beginning College 
French. 
ED 233 601 
Evaluation of the Bilingual (English-German) 
Program, 1982-83. 
ED 239 521 
Foreign Lanuages in the Schools. 
ED 239 516 
The French Immersion Students in Europe: An 
Informal Report of the Experiences of Several 
Young Canadians. Research Report 80-08. 
ED 233 597 
Spanish Language Arts for the English Speaker. 
Teacher’s Manual, Student Workbook, and 
Teacher’s Workbook and Vocabulary Picture 
Book: Level B. 
ED 234 646 
Studies on Immersion Education. A Collection 
for United States Educators. 


ED 239 509 


Immigrants 
— Cuban Immigrant Project. Appendixes 

ED 235 364 
Adult Cuban Immigrant Project. Final Report. 
May, 1981 - June, 1983. 

ED 235 363 
Afro-Caribbean Women in the United States: Im- 
ages and Reality. 

ED 240 180 
Case Study on Skovde Municipality and Its Eth- 
nic Minorities (Sweden). The CDCC’s Project 
No. 7.: “The Education and Cultural Develop- 
ment of Migrants”. 

ED 235 939 
A Comparison of West German and Guestworker 
Parents’ Childrearing Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 

ED 238 544 
Conditions of Life and Parental Values. 

ED 233 821 
Emendations: Adviser’s Manual of Federal Regu- 
lations Affecting Foreign Students and Scholars. 


ED 236 987 
Employment and Training Programs for Migrant 
and Refugee Youth: Lessons from the United 
States Experience. Project Report. 

ED 236 372 
The Hispanic Population: A Demographic and Is- 
sue Profile. Hearings before the Subcommittee on 
Census and Population of the Committee on Post 
Office and Civil Service. House of Representa- 
tives, Ninety-Eighth Congress, First Session (Sep- 
tember 13-15, 1983). 

ED 240 211 
Home-School-Community Linkages: A Study of 
Educational Opportunity for Punjabi Youth. Final 
Report. 

ED 236 276 
The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 
Immigration and California: Issues for the 1980s. 

ED 238 984 


Im 


Immigration, Education and Asian-Americans: A 
Cohort Analysis. 

ED 236 091 
Learning English through Art in the Elementary 
School. 


ED 235 921 
Library Resources for the Foreign Born College 
Student. 


ED 233 725 
Making Changes: Employment Orientation for 
Immigrant Women. 
ED 238 971 


Making Changes: Employment Orientation for 
Immigrant Women. Facilitator’s Guide. 


_ED 238 972 
Management of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 


ED 235 362 
New Immigrants and Ethnicity: A Preliminary 
Research Report on Immigrants in Queens. 

ED 237 599 
The Occupational Prestige of Women Immi- 
grants: A Comparison of Cubans and Mexicans. 
Paper Number 5.009. 

ED 239 010 
Printing in Tongues: The Foreign-Language Press 
in the United States. 

ED 236 281 
Six Immigrant Groups in Queens: A Pilot Study. 

ED 237 598 
Social Science Research on Southeast Asian Refu- 
gee Settlement in 

ED 237 603 
U.S. Hispanics: Changing the Face of America. 

ED 233 833 


Immigration and Naturalization Service 
Controls Over Foreign Students in U.S. Post- 


secondary Institutions Are Still Ineffective; Pro- 
posed Legislation and Regulations May Correct 
Problems. Report to the i Senate Com- 
mittee on Labor and Human Resources. 

ED 234 654 


Immigration and Naturalization Service 
Regulations 


Emendations: Adviser’s Manual of Federal Regu- 
lations Affecting Foreign Students and Scholars. 
ED 236 987 


Immunization 


Programs ue 
Student Health Mandate Report and Preliminary 
Recommendations. 
ED 236 145 
UNICEF Annual Report 1983. 
ED 235 879 


pact 

The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
On the Subculture of Development Extension 
Agents from Overdeveloped Countries. 

ED 238 612 
The Quality of Community Governance and the 
Impact of Energy Development. 

ED 234 955 
The Relationship of School Racial Context and 
Students Background Characteristics upon Anglo, 
Black, and Hispanic Secondary School Student’s 
Educational Aspirations and Expectations. 

ED 233 864 
The Rich Get Richer and the Poor Get Federal 
Budget Cutbacks. 
ED 233 869 


Impact Scales 


Differential Prediction of Alcohol vs. Hard Drug 
Use Levels in a General Youth Sample via the 
HEW Youth Development Model’s Community 
Youth Program Impact Scales, Age, and Sex. 

ED 236 441 
Predicting Wanton Assault in a General Youth 
Sample via the HEW Youth Development Mod- 
= Community Program Impact Scales, Age and 

x. 


Improvisation 211 
ED 233 261 


The Teaching ecm = wnt Role of — Centers /- 
ibraries. Background 


Paper No. 1 
“ED 239 616 


Formation 
Processing Goals and Social Judgment. 
ED 236 493 


the Education of a Writer-The Evolution of a 
Document. 


How To Im Y veuithaiag ? a of the 
iow To Improve Your . Power 
Printed Word. 

ED 236 587 


yr Anatomy of Institutional Development for 


Higher Education Institutions Serving Students 
from Low-Income Backgrounds. Executive Sum- 
mary. 

ED 238 321 
The Anatomy of Institutional Development > 
Higher Education Institutions — Studen: 
from Low-Income Backgrounds. Final 

ED 238 322 
Better Country: A Strategy for Rural Develop- 
ment in the 1980’s. 

ED 238 655 


Career Development in the Work Place. Over- 
view: ERIC Fact Sheet No. 11. 

ED 237 799 
Changing Teacher Practice. Final Report of an 
Experimental Study. 
Rveinsting Development Tealaing Poagenamn. (A 

valuating Development Training Programs. 

Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 

ED 238 651 
Factors Associated with Successful Developmen- 
tal Investment in Title III Eligible Institutions: A 
Special Report to Program Managers in the U. S. 
Department of Education. 

ED 238 323 
The Houston Plan for Educational Excellence. 

ED 239 767 
Institutional Development: Implications for Insti- 
tutions of Higher Education. 

ED 238 324 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 

ED 238 873 
Instructional Improvement in Maryland: Impact 
on Educators and Students. (Executive Sum- 
mary). 

ED 238 872 
National | A Council On Rural Dev 
ment (lst, Washington, District of Columbia, 
April tats, 1982). Executive Summary of Pro- 
ceedings. 


ED 239 798 
Out of the Classroom, into Industry: Summer 
School for Teachers. Ideas for Action in Educa- 
tion and Work. 
ED 237 818 
Positive Approach to Self-Discipline. 
ED 239 343 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 4. Executive 
Summary 
ED 235 696 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 
ED 237 288 
San Diego County Effective Schools Program. 
ED 239 337 
School Attendance Improvement: A Blueprint for 
Action. 
ED 239 416 
States Move toward School Improvement. 
ED 235 251 
Supplementary Tabular Information to Accom- 
pany the Research Monograph “Improvement of 
Education Through Research: Five 
Longitudinal Case Studies.” Report from the Pro- 
on Student Diversity and School Processes. 
Program Report 83-8. 
ED 236 144 


Improvisation 
Drama as 8 Catalyst for ag yy New Modes 


of Classroom Interaction: An Anthropologist’s 





ED 238 049 
Games. 
ED 237 161 


Search of 
pr de for Excellence: Applications of Success- 
ful Business Principles. Ideas for Action in Educa- 
tion and Work. 
ED 239 126 
a S Students mr 
lationships iti 
tion and Fees, and ht. Paying the Price 
for Paying the Bills? 
ED 238 340 


Incentive Grants 
You Are Special: A Study of Innovative Teachers. 
ED 236 149 


Bottom Line Benefits: Increasing Profits through 
Targeted Tax and Job Training Incentives. A 
Handbook for Business. 

ED 239 018 


Improving Higher Education Through Budget In- 
centives. Issuegram 21. 

ED 234 667 
Math and Beyond. 

ED 239 926 


Merit Pay Plans for Teachers: Status and Descrip- 
tions. ERS Report. 
ED 236 771// 


Positive Approach to Self-Discipline 
ED 239 343 
State Policies to Screen and Attract Teachers. Is- 


suegram 23 

ED 234 506 
Vintage High School Citizenship Recognition 
Program. 

ED 240 062 
We Need This Master Teacher Program. The 
Endpaper. 


ED 236 758 
Work Orientation and Job Performance: The ¢ Cul- 
hing R and I 





ED 237 488 


Communication Disorders in Limited- and 
Non-English Proficient Children. 
ED 238 211 





Deafness in Rural Asia. 


ED 236 877 
The Recurrence of Abuse in Child-Abusing Fami- 
lies. Final Report. 


ED 238 539 


An Ai h Quan: Planning. 
proach to titative Fiscal ing. 
Phase I Report. 


ED 239 551 
Catholic Higher Education: Trends in Enrollment 
and Finance, 1978-1982. 

ED 234 670 
Corporate Support of Higher Education, 1981. 

ED 234 679 
Financial Report of Ontario Universities, 
1982-83. Volume II-Affiliated and Federated 

and Universities. 
ED 238 332 
Financial Report of Ontario Universities, 

1982-83. Volume I-Universities. 

ED 238 331 
Impact Evaluation of Adult Basic Education Pro- 

Outcomes. AB. 


= E Evaluation Project Final 
eport. 
ED 239 032 


- em Property: Developing an Equitable 
ED 236 971 


Revenue Bonds to “A and Univer- 


gress, Second 
Gp anntdetstntingnae. 
Home Rule Act for the of Providing 
Student Loans. (May 26 and June 23, 1982). 
ED 234 657 
Social Indicators of Education and the Model Mi- 
nority Thesis. 
ED 237 611 


and prea FY 1985. 
ED 238 345 


State for a Education: Current and 
Constant Dollar Viewed in Rela- 
tion to Personal — and Per Capita Income. 

ED 238 311 


Income 


Generation 
The Learning Fund: Income Generation through 
NFE. Technical Note No. 22. 
ED 238 607 


Behavior 
Interdependence or Independence: the Aims and 
Functions of Adult Education. 
ED 237 654 


Independent Reading 
Beyond the Computer: Reading as a Process of 


Intellectual Development. 

ED 236 555 
Motivational Strategies for Reading Indepen- 
dently. 


Read for Fun: Management Pr: 


ED 236 535 
ED 239 207 


Independent Study 
Availability and Utilization of Self-Learning Ma- 


terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
Centering on Independent Study. 

ED 236 130 
“The Chips Are Down”: Beginner’s Self-Teaching 
Basic Computer Lessons. Revised Edition. 

ED 238 423 
Designing Learning Environments for the En- 
hancement of Self-Directed Learning: A Personal 
Approach to Integrating Theory and Practice. 

ED 239 028 
Developing Independent e Art Skills 
with a Kindergarten Enrichment Group through 
Learning Centers. 

ED 237 242 


Developing New Models of the COMP-LAB Col- 
- Basic Writing Course for Other Settings. Fi- 


Report. 

ED 239 258 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School, 1980-1983. 

ED 233 861 
Keeping Teachers’ Technical Skills Up-to-Date. 

ED 237 737 
Reading for the Able: The Think Box. 

ED 236 533 
Self-Directed Learning: Exploring the Fears. 

ED 234 141 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 

ED 235 584 


Indexes 


a em in Education (RIE). Volume 19, Num- 
Rls 

ED 233 123 

Sg gee in Education (RIE). Volume 19, Num- 

ED 234 138 

= in Education (RIE). Volume 19, Num- 


ED 235 297 
—— in Education (RIE). Volume 19, Num- 
4. 


ED 236 306 
— in Education (RIE). Volume 19, Num- 


ED 237 629 
eee in Education (RIE). Volume 19, Num- 


ED 239 012 


tion and Subject Cataloguing Section. 
Bibhogenke Control Division. Papers. 

ED 239 628 

How to Prepare for a Computer Search of ERIC: 

4 ——— Approach. Revised and Up- 


ED 237 100 


Subject index 


India 

Aspects of Adult Education. 

ED 237 634 
Center for Studies in Child Development and 

ly Childhood Education: Focus on Issues and 

Gameiaas of Developing Countries. 

ED 237 187 
Children as Agents of Change in a Rural Commu- 
nity. (A Report on the Child-to-Child Project at 
the Village Sangma of the Vadodara District). 

ED 233 794 
Coping in a + “eae Society: Academic Li- 
brarianship in In 

ED 233 720 
Farmers’ Functional Literacy Program in India. 

ED 234 147 
Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 


ED 238 087 
Planning and Administration of National Literacy 
Programmes: The Indian Experience. 

ED 238 093 


Indian Education Act 1972 Title IV 
Academic Performance, Attendance, and Expec- 
tations of Indian Students in Public Schools. 
Monograph 1. 

ED 237 277 
The Cultural Instruction Component of Title IV, 
Part A Programs in Public Schools. Monograph 2. 

ED 237 278 
The Evaluation of the Impact of the Part A Enti- 
tlement Program Funded under Title IV of the 
Indian Education Act. Final Report. 

ED 237 276 
Indian Education Act-Title IV. Hearing Before 
the Subcommittee on Elementary, Secondary and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 

ED 239 817 
Indian Education Oversight. Hearing before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Seventh Congress, Second 
Session on Oversight of Indian Education (May 
18-19, 1982). 

ED 237 285 
Study Design and Methods Used for “The Evalu- 
ation of the Impact of the Part A Entitlement 
Program Funded under Title IV of the Indian Ed- 
ucation Act.” Monograph 3. 

ED 237 279 


Achieving Excellence. The Indiana State Board of 
Education 1984 Legislative Program. 

ED 239 764 
Measurement and Evaluation in Indiana Public 
Schools. 

ED 234 077 
Project Primetime: 1982-83 Report. 

ED 239 765 
The Status of School Mathematics. 

ED 236 048 


Indiana Univ Purdue Univ at Indianapolis 
Columbus 
The Class of 1975: A Retrospective Look at the 
Mission of IUPUI at Columbus. A Report to Indi- 
ana University-Purdue University at Indianapolis, 
Columbus Campus. 
ED 238 318 


Indiana University 
Basic Academic Skills Expected of Entering 
Freshmen at Indiana University. Indiana Studies 
in Higher Education Number Fifty. 
ED 234 711 


Indiana University Bloomington 
Professional Preparation in Patient Education. 
ED 234 702 


Indiana Vocational Technical College Re- 
gion 8 
Indiana Vocational Technical College: Region 8. 
Organizational Development Research. A Mu'ti- 
plex Opportunities for Vocational Education Re- 
port. 
ED 237 746 


Home-School-Community Linkages: A Study of 
Educational Opportunity for Punjabi Youth. Final 
Report. 

ED 236 276 





Subject Index 


Indicator Verification 

Developing Vocational Education Indicators: 

Some Steps in Moving from Selection to Use. 
ED 235 385 


Indicators 
Developing Vocational Education Indicators: 
Some Steps in Moving from Selection to Use. 
ED 235 385 


Indigenous Populations 
bi Northwest Territories. Reference Series No. 
35. 


ED 235 061 


Indirect Costs 
Strengthening the Government-University Part- 
nership in Science. 

ED 233 887// 


Indiviauai Activities 
Learning Activities for Individualizing Instruc- 
tion. 

ED 235 129 
The Process of Technological Innovation: Re- 
viewing the Literature. 

ED 233 697 
Reading Comprehension Games and Activities 
for the Intermediate Grades. 

ED 239 214 


Individual Characteristics 
Adult Learning Disabilities. Overview: ERIC 
Fact Sheet No. 9. 

ED 237 797 
An Analysis of Characteristics Which Most En- 
able Low Income Heads of Household Women to 
Complete Technical Training Programs. Final Re- 


port. 

ED 234 196 
An Analysis of Student Teaching-Cooperating 
Teacher Conferences as Related to the Self-Con- 
cept, Flexibility, and Teaching Concerns of Each 
Participant. 

ED 234 030 
Characteristics of Professional Staff in California 
Public Schools, 1982-83. 

ED 238 860 
Clinical Preservice Activities: Education, Devel- 
opment, Training-Three Case Studies. Clinical 
Teacher Education — Preservice Series. 

ED 240 099 
Demography and Disability: A Chartbook for Re- 
habilitation. 

ED 236 338 
Distinguishing Me from Thee. 

ED 236 514 
A Factor Analytic Model of Community and Life 
= The Case of North Carolina. No. 

-4, 

ED 234 975 
Infant Day Care: Effects at 2, 4, and 8 years. 

ED 233 806 
Labor Force Status and Other Characteristics of 
Persons with a Work Disability: 1982. Current 
Population Reports. Special Studies. Series P-23, 
No. 127. 

ED 235 360 
Learning about Yourself. Cooperative Occupa- 
tional Education, Unit 4. Instructor Material and 
Student Material. 

ED 234 243 
Matching Yourself to Suitable Occupations. Co- 
operative Occupational Education, Unit 6. In- 
structor Material and Student Material. 

ED 234 245 
and Personal Attributes 
of Wate An Exploratory Study. 

ED 239 304 
Occupational and Personnel Correlates of 
First-Term Enlisted Tenure in the Air Force. Fi- 
nal Report. 


Moat; 1 Pr 





ED 233 180 
The One Child Family in Perspective. 

ED 236 504 
Participant Characteristics, Change, and Out- 
comes in Preservice Clinical Teacher Education. 
Clinical Teacher Education — Preservice Series. 

ED 240 096 
Sey Factors in the Student Teaching 


ED 240 097 
Selected Characteristics of New Students En- 
rolled gu Department of Adult Education, 
1982-1983. 


ED 233 222 
Selection Procedures for College and University 
Presidents: Search and Destroy Missions? 

ED 234 690 
Singles in Australian Society. Discussion Paper 
Number 8. 

ED 235 402 
Uncovering the “Hidden Alcoholic”: Identifica- 
tion and Treatment of the Female Inebriate. 


ED 233 259 
= in College Students’ Dating Relation- 


ED 233 289 


Individual 


Counseling 
Famine at the Feast: A ee Guide to 
Working with the Eating Disordered. 


ED 239 191 
Uses of Poetry and Music in Co’ i 


ED 239 144 


Individual Dev 


elopment AF 

Career and Personal Development for Plant Sci- 
ence Core Curriculum. Instructor’s Guide. Voi. 
15. No. 1. Revised. 

ED 234 215 
Career and Personal Development for Plant Sci- 
ence Core Curriculum. Student Reference. Vol. 
15. No. 2. 

ED 234 216 
Case Studies of Critical Events. 

ED 234 304 
Change as a Function of Play: Toot! Toot! 

ED 234 889 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
— Preliminary Final Report. Volumes 

and II. 


ED 235 901 
Critical Events Shaping the Hispanic Woman’s 
Identity. 

ED 234 303 
Developmental Discontinuities in Women’s Role 
Model Choice. 

ED 236 497 
Early Childhood Component of the 1977-1978 
Boston Elementary Enrichment Program (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 954 
EN-ACT: Black Women’s Identity in Action. A 
Facilitator’s Workshop Manual. 

ED 234 288 
Guided Autobiography: An Approach to Human 
Development. 

ED 239 159 
Human Development Student Modules. 

ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 
An Investigation of the Giving and Receiving of 
Interpersonal Feedback within the Human Rela- 
tions Group. 

ED 238 052 
Last Sabbatical: A Midlife Journey. College 
Teaching Monograph. 

ED 239 527 
Learning Responsibility: The Importance of the 
Home, School and Workplace. Ideas for Action in 
Education and Work, Issue 6. 

ED 236 437 
Learning to Teach. 

ED 234 043 
Life History Dimensions and Types between Age 


18 and 30. 
ED 235 451 
Middleton-Cross Plains Area Schools Physical 
Education Curriculum. 
ED 238 874 
Over the Rainbow, Beyond the Yellow Brick 
Road: Rhetoric and the Art of Self-Renewal. 
ED 236 715 
Personal Growth Through Student-Centered Ac- 
tivities. 
ED 238 275// 
Physical Education. A Maryland Curricular 
Framework. 
ED 238 868 
Purposiveness: A Dimension of the Curriculum 
To Foster Excellence. 
ED 237 449 
——- and Community Education. Courier 
0. 28. 


Individual Needs 213 


ED 236 339 
Neeis Staff Development to Meet Teachers’ 


Wor - * ED 237 506 

with Refugees: A Manual for Parapro- 
fe Volume II: The Life Cycle, Mental 
Tiealth, and Mental Illness. 


ED 236 320 


Individual Differences 
Alcoholic Subtypes: hy ww A of Clusters Based on 


Multiple Assessment Do: 

ED 239 145 
Anticipation of Gains in General Information: A 
Comparison of Verbal Aptitude, Reading Com- 
—— and Listening. Technical Report No. 


ED 235 462 
Causal Attributions and Person Perceptions of 
Repressors and Sensitizers. 

ED 235 409 
A Comparison of Educational Research Attitudes 
and Achievement of Students in Five Certifica- 
tion Areas. 

ED 238 928 
Counseling High School Students for Their Indi- 
vidual Learning Styles. 

ED 237 879 
Ethical Perspectives, Reactions to Other’s Moral 
Behavior, and Consequent Moral Action. 

ED 235 436 
Factors Associated with School Refusal in Ado- 
lescents: Some Preliminary Results. 

ED 237 914 
Factors Predicting Satisfaction Judgments: A 
Comparative Examination. 

ED 236 478 
Genes and Surroundings. [Student’s Guide.] 

ED 238 679 
Genes and Surroundings: Teacher’s Guide. 

ED 238 678 
Human Relations. Discussion Topics and Activi- 
ties. 

ED 239 983 
Individual and Group Differences in Intelligence 
and Speed of Information Processing. 

ED 237 624 
Individual Styles in Language and Symbolic Play. 

ED 237 211 
Life History Dimensions and Types between Age 
18 and 30. 

ED 235 451 
Methods of Studying Persons. 

ED 239 174 
Teton Sioux Culture through Literature and Writ- 
ing. 

ED 233 872 

Individual Instruction 

Alleviating Writing Anxiety in Individual and 
Small-Group Settings. 

ED 238 008 
Bibliographic Instruction in Illinois Academic Li- 
braries: A Survey Report. Illinois Library Statisti- 
cal Report No. 11. 

ED 238 454 
Effective Tutoring in a PSI Course. Person vs. 
Computer. 

ED 233 251 
Inventing the Future: Options and Strategies for 
Educators. 

ED 240 119 


Individual Needs 

Alternative Work Patterns as Innovations in the 
Work Place. Overview: ERIC Fact Sheet No. 19. 

ED 237 807 
Family and Individual Services. 

ED 236 404 
Improve Your Communication Skills. Module 
L-8 of Category L-Serving Students with Special- 
/Exceptional Needs. Professional Teacher Edu- 
cation Module Series. 

ED 234 260 
The Individual, Education and the Future. 

ED 233 992 
Meeting the Employment and Training Needs of 
Hispanics in Connecticut. Final Report. 

ED 236 381 
Perceived Needs of Developmentally Disabled 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Noz-institu- 

tionalized Peers. 
ED 237 665 





214 Individual Needs 
A Profile of Colorado’s Adult Learning Needs 
and Resources. 


ED _ 093 
Pupil Adjustment Project. ECIA Chapter 1. In- 
terim Bveheation — *1982- $3. 

ED 237 619 
Serving the Disabled College Student in Rural In- 
stitutions. 

ED 238 601 
Tailoring Vocational Education to Adult Needs. 
Overview: ERIC Fact Sheet No. 14. 

ED 237 802 
Utilizing Interactive Features in the Design of 

ideodisc Materials. 


ED 233 703 


Control in Pre-Adolescent an 
lescent — Males and Femeles. 
ED 236 481 


Height as a Determinant of Submission and the 
Assignment of Responsibility. 
ED 235 412 


ED 239 750 
Agaliha. Indian Self-Esteem Curriculum Activity 


ED 239 832 
The Locus of Career Vitality. ASHE 1983 Annual 


ED 235 761 


ED 238 666 


Programs 
Implications of an Empirical 
s of the Role of the Regular Classroom 
in Implementing IEPs. 
ED 239 472 


ED 233 508 
Developing a Bilingual Individual Education Plan 


for tonnes Minority Students. 
ED 239 456 


An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Bducation Programs. 


ED 236 861 
Follow-up Evaluation of Mark Twain Students. 


ED 236 158 
How to Streamline Your IEP: A Special Educa- 
Computer- 


tion Handbook on Assisted Individual- 
ized Raucation Programs. 
ED 236 859 


The Impact of the Structure of Instruction and the 
\nstructional Data 


ED 236 193 


ED 235 650 


ED 236 816 
Program Pianning for the Special Child. 


Peajest PASS: 1982-83 Final Technical 
Appendixes). 


[and 
Two Student Self-Managemen Techniques o 
it it i 
plied to Data-Based Program Modification. , 
ED 236 192 


Individualized Instruction 


ED 236 866 
Report 


Basic Skills Centers for Small High Schools. 

ED 237 254 
The Benevolent Beast: Computer-Assisted In- 
struction for the Teaching of Writing. 


ED 234 398 
The Bilingual Program Services for 


in Auxiliary 
High Schools, 1981-1982. O.E.E. Evaluation Re- 
port. 


ED 238 993 
Computer Instruction on Sentence Combining. 

ED 239 580 
Early Childhood Component of the 1977-1978 
Boston Elemen‘ Enrichment Program (an 
E.S.E.A. Title I ject of the Boston Public 
School System). Final Evaluation Report. 

ED 238 954 
Individualized Career Education Plan (ICEP) 
K-12, and Comprehensive Career Guidance Sys- 
tem. Second Edition. 

ED 233 256 
An Individualized Instructional ment 
System for Vocational Educators of Special 

eeds Students... Or How Can I Be in 15 Places 

at Once? LINCpaper 8: 

ED 236 886 


Individualized Report Assignments via Com- 
puter. 


ED 239 269// 
Inter-District Cooperation among Rural Schools 


In A Post-Ind 
ED 234 940 





of 


1s There “Time” for Mastery 
ED 240 055 
Mathematics Instruction in IGE and Non-IGE 


Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 
ED 236 049 


Mathematics Skills Improvement Project. ECIA 
Chapter 1. Evaluation Report, 1 
"ED 237 620 


Non-Formal Basic Design: Imagining Possible 
Futures. 


ED 233 958 
Operational Procedures for Implementing Mas- 
tery Learning in Physical Education. 

ED 240 057 
Thet PCP SYS IV Management System: Educa- 


mal Overview. 
ED 234 756 
Peril or Promise of Computer-Based Education: 


‘k for Evaluation and 


Selection of Educational Software. 





ED 233 991 
The Personalized Instruction Model in the Basic 
Speech Course. 

ED 236 741 
Producing the Pages of a Video History. 

ED 239 590 
Pupil Adjustment Project. ECA. Chapter 1. In- 

terim Evaluation Report, 1982-8 
ED 237 619 


The Relationship of Style, A titude and 
p Learning | pt 


Instructional 
in the Military Training Environment. 

ED 237 549 
Science Activities: Wider Issues—Some Consider- 
o- Learning in Science Project. Working Pa- 
per 4 





ED 236 027 
Self-Paced and Conventional Instruction in Navy 
Training. A Comparison on Elements of Quality. 
Technical Report 147. 

ED 233 182 


Survey of the Extent of Individualized Instruction 
in Navy “A” and a School Courses. Technical 


Memorandum 83- 

ED 236 327 
The Table Approach to Education. 

ED 236 567 


Telidon and Computer Assisted Learning - A Re- 
post on the First Experiment Using Telidon for 


Title I El School signal uae 
itle iemen: R id Math 
matics Sansene Final Sieaiudlion Report, 
1980-81. 

ED 238 960 
= Writing Lab in the Two-Year Technical Insti- 
ite. 


ED 235 503 


op ey ae Sym 


Proceedings um on Read- 
ing Education (2nd, Mangilan C 


November 


Subject Index 


13, 1981). 

ED 236 537 
Project Star (Elementary). ECIA Chapter 1. Final 
Evaluation Report, 1982-83. 

ED 237 621 
Project STAR (Secondary). Disadvantaged Pupil 
Program Fund. Final Evaluation Report, 1982-83. 

ED 236 290 
Reading Improvement Project. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 615 

Individually Guided Education 

Reading Instruction in IGE and Non-IGE 
Schools. Report from the Program on Student Di- 
a and School Processes. Working Paper No. 


ED 236 552 
Cap the Change. The Im; if Indochin 
turing ie e. The Impact o ese 
Refugees in Orange County; Challenges and Op- 
portunities. 
ED 235 347 


The Indochinese Refugees: An Introduction to 
Their Cultures. 

ED 240 176 
LEA as a Methodology for Use with Semi-Liter- 
ate ESOL Adolescents: A Case Study. 

= 239 510 
The Provision of E as a Second Language 
(BS.L.) Training to ult Newcomers: Six Prin- 
ciples toward a National Policy. Position Paper. 

ED 233 604 
Social Science Research on Southeast Asian Refu- 
gee Settlement in Canada. 

ED 237 603 


Teaching Mathematics to Indochinese Students 
with Limited Proficiency in English 


ED 238 718 
Teaching the Content Subjects to Indochinese 
Students. 


ED 236 297 





Designing and Using Simulations for Training. 
Technical Note No. 20. 
ED 238 605 


Discussion Starters. Technical Note No. 25. 
ED 238 610 
Mass Media and Development in Indonesia. 
ED 235 775 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 
D 238 606 


E 
Using Consultants for Materials Development. 
Technical Note No. 19. 

ED 238 604 


Style and Situation: A Sociolinguistic Approach 
to Teaching Bahasa Indonesia. 


ED 239 511 


Indonesian Languages 
Hiligaynon Lessons. PALI Language Texts: Phil- 
ippines. 
ED 239 484 
Induced Affect 


The Effects of Affective States Induced vie Cogni- 
tive, Experiential, and Vicarious Procedures on 
Behavior and Cognition. 


Industrial Arts 
Changing Attitudes toward Teacher Recruitment. 
ED 237 748 
Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 
ED 235 378 


Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 

ED 237 813 
The Dynamics of Creative Leadership for Indus- 

trial Arts Education. 32nd Yearbook. 

ED 239 017 
Elementary School Industrial Arts. An Educa- 
tor’s Handbook Containing Approaches and Re- 
sources for Making the Elementary Education 
Curriculum More Effective through Industrial 
Arts Activities. 

ED 234 272 


Elementary School Industrial Arts. ESIA Lesson 
Plans and Resources for Elementary Classroom 
Teachers and Industrial Arts Consultants. 


ED 239 740 





Subject Index 


ED 234 271 
Industrial Arts Electricity /Electronics. A Curric- 
ulum Guide for Intermediate and 
Level Programs. Revised Edition. 

ED 234 221 


Industrial Arts Works with Vocational Education. 
A Statement on the Purposes and Roles of Indus- 
trial Arts in Relation to Vocational Education and 
on the Potential in Increased Cooperative Work. 

ED 239 045 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

ED 235 300 
instructor Liability-A Continuing Dilemma. 

ED 233 236 
Productivity, A Priority for Industrial Arts. 


ED 237 782 
Robotics and Industrial Arts. 

ED 237 781 
Study Guide for TCT in Industrial Arts. 

ED 235 149 


Symposium III Proceedings (Muncie, Indiana, 
October 23, 1981). 
ED 237 648 


Graduation ee 

ED 236 361 
Industrial Arts Teachers 
Study Guide for TCT in Industrial Arts. 

ED 235 149 
Industrial Development 
Technology, Innovation, and Regional Economic 
Development. Census of State Government 
Initiatives for High-Technology Industrial Devel- 
opment. Background Paper. 

ED 235 344 


Industrial Education 
Evaluation of the Industrial Maintenance Pro- 
gram at Caldwell Community College and Tech- 


nical Institute. 

ED 238 463 
The Individual, Education and the Future. 

ED 233 992 
Teaching the Heritage of Technology. Past, Pres- 
ent, and Future. 

ED 234 019 


A Guide for Evaluating Industry-Sponsored Edu- 
cational Materials. 
ED 236 119 


ersonnel 
Rehabilitating the Industrially Disabled: Research 
Results and Counseling Strategies. 


ED 237 834 
Industrial Poli: 
Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 


ED 238 719 
Industrial Sewing Classroom Delivery Sys- 
tem 

Industrial Sewing Classroom Delivery System. 


Teacher’s Guide. 
ED 233 176 


Industrial P. 


Structure 
ting of Experts to Consider Ways and Means 
of Taking the Workers’ Interests into Consider- 
ation When Formulating and Implementing Adult 
1983). Policies (Paris, France, April 25-29, 


ED 236 310 


Industrial Training 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 9 
ED 233 680 
Emplo ee Sponsored Training. Overview: ERIC 


Fact Sheet No. 1 
Si f Entry-Level Skills Training Selected 
urvey of Entry- {) 
Missouri Letter Final P 
ED 234 217 


The Terrain of Postsecondary Education. 

ED 235 722 
Trainers in Industry and Teachers in Schools: A 
Comparative Analysis of Two Teaching Profes- 


ED 234 032 


Industry F 
Are Academia and Indus: 


wae for ene, Terns Students for 
fal erm A 


ED 236 519 


a kee the Hand Is 
Doing 

ED 239 282// 
The CFAE Casebook: A Cross Section of Corpo- 
tate Aid-to-Education Programs. 


Ninety-Seventh Congress, Second 


Corporate Support of Higher Education, 1981. 

ED 234 679 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 


ED 238 715 
Education and Business Prospering Together: 
Methods Which Work in the Collaborative Pro- 


cess. 

ED 235 356 
Exploratory Workshop on the Social Impacts of 
Robotics. Summary and Issues. A Background Pa- 


per. 

ED 237 689 
Foreign and International Studies As- 
sessment in Colorado Schools K-12 Programs and 


Higher Education. Final Report. 
ED 238 293 


ED 238 731 
Joint Industry/University Cooperation with Fed- 
erally Supported Research Facilities. Hearing be- 
fore the Subcommittee on Investigations and 
Oversight of the Committee on Science and Tech- 


ty-Eighth .S. House of 


Eighth Congress, First Sessi 


The Japan of Today, 1982. 


— Nine- 


ED 238 703 
A Model for Improving the Responsiveness of 


Technical and Communtty Colleges to the Train- 
ing Needs of Industry. 
ED 237 751 


Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 
ED 238 719 
Proceedings of the 1983 EMU Conference on 
Foreign Languages fo t Business (Ypsilanti, Michi- 
gan, April 7-9, a cribs urse Compo- 
nents and Teaching Techni iques. 


ee I cing 
ecent I d 

New Opportunities through Versatility: Broaden- 

ing the Mold. Pr of Conference/Work- 

shop of the Council of uate Schools in the 
United States and the Graduate Record Examina- 

tions Board (Minneapolis, Minnesota, October 


13, 1982). 
ED 234 660 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Surveys. Eleventh Edition. 
ED 237 333// 
USSR: Measures of Economic Growth and De- 


velopment, 1950-80. Studies Prepared for the 
of the Joint Economic Committee, 


Second Session. 


A Working Plan for Treating the 
Faculty Shortage Problem. 





ED 237 314 
Engineering 


ED 237 323 


Inexpensive Materials 
Sourcebook of Teaching Aids...Mostly Free. Post- 
4th Edition. 


ers & Pamphlets for 
ED 234 825 


ives on the 
bens ng 
Non-Verbal Communication Skills. Pediatric 


Round Table: 4. 
ED 233 784 
Effects of Early Sensory Stimulation on the Pre- 
mature Infant as Measured by the Bayley Scales 
of Infant Development. 
ED 237 235 


Infants’ Bimodal Recognition of Human Stimulus 
Configurations. 
ED 233 791 


The Infant’s Construction of His Parents in the 
First Six Months of Life. 


Infant T 


Infants 215 


ED 238 550 
The Measurement of Social Behavior of Infants 
and Toddlers in Groups. 

ED 237 186 
Social Responsiveness of Infants. Pediatric Round 
Table: 2. 

ED 233 782 


Tafant Care 


ee ighties: Social Policy and the Ear- 
liest beter sr 4 
ED 234 892 


oe eee 
Nutrition in Teenage Pregnancy. A Curriculum 


ED 238 888 


Infant Mi 


Infant Mortality. A eens Paes 
Research Service for pious de of the 
meeeeaeecs Heth ent Co Sea a 


ED 234 914 


Questionnaire 
of Infant Temperament Really 
ED 233 817 


What Do 
Measure? 


The Analysis of Peer-Group Structure in Infants. 


ED 234 921 
The Antecedents and Consequences of Mateznal 
Adaptation in the Postpartum Period. Project Pre- 
pare. 
ED 238 553 
Bonding and Attachment in —_— and Nona- 
doptive Mother-Infant Dyads. 


acne D337 232 
of Handi- 


canal Stadenta, 1983-1984, Barly’ Stimulation. 

ED 236 893 
Child Survival/Fair Start. A Look at the Factors 
Threatening the Survival, Health, and Cognitive 
Development of the World’s Disadvantaged Chil- 


dren, and the Fo: ‘oundation’s New 


Help These Children Get a Fair Start in Life. 
Working Paper. 
ED 234 135 


The Communication Game: Perspectives on the 
Devevelopment of Speech, e and 


Communication Skills. Pediatric 


et Table: 4. 
ED 233 784 


Early | i b Infants and Their 
Postpartum Depressed Mothers. 
Ri) 239 777 


Early Intervention Methods for Child Abuse Pre- 


vention. 
ED 235 890 
Effects of Group Day Care in the First Two Years. 
B ae ED 233 805 
metgency Victim Care. A ‘Training Manual for 
Pediatric Emergencies. Revised. 

ED 239 064 
id Preference: Cognitive Development, 

Asymmetry, and Consistency.] 
ED 238 578 


Infant Day Care: Effects at 2, 4, and 8 years. 
ED 233 806 

Infants at Risk: Assessment and Intervention. An 

Update for Health-Care Professionals and Par- 


ents. Pediatric Round Table: 5. 

ED 233 785 
Infants’ Bimodal Recognition of Human Stimulus 
Configurations. 


ED 233 791 
The Infant’s Construction of His Parents in the 
First Six Months of Life 

ED 238 550 


Interactive Processes in the Childbearing Family: 
Conceptual and Methodological Issues. 
ED 237 205 


a Picture Book Reading as Memory Training 
for 

ED 234 895 
The Measurement of Social Behavior of Infants 
and Toddlers in Groups. 

ED 237 186 


The Milani Comparetti Motor Development 
Screening Test. 
ED 235 665 














216 Infants 


Minimizing High-Risk Parenting: A Review of 
What Is Known and Consideration of 

Preventive Intervention. Pediatric Round Table: 
7. 


ED 1 nad 
Nutrition Education for Preschoolers: A 
ete On da Colt Gan Fad Pee 


gram. 
ED 237 245 
Oh Where, Oh Where: Memory-Based Searching 
by Very Young Children. 

ED 234 896 
A Parents’ Guide for Well-Baby Care and Minor 
Hospitalizations. 


ED 237 188 
Patterns of Maternal Behavior with First- and 
Second-Born Children: Evidence for An ve 
in Family Relations. 


Play- Relationships: 
—— ad ps: 
The Relationship between Vocal 
Frequency Characteristics Developmen 
Goel el tanmmas heahdien is Yous Ob 


ED 238 253 
The Role of Adults in Infant oo ee Impli- 
cations for Early Childhood Ed 


ED 233 804 
or 


ED 238 587 
— 


ee 238 533 
The Role of Infant Cognitive Level in Moth- 
er-Infant Interaction. 

ED 233 790 
Social Responsiveness of Infants. Pediatric Round 
Table: 2. 

ED 233 782 
What Do Ratings of Infant Temperament Really 
Measure? 

ED 233 817 
Young Children’s Reasoning and Recall in an Ob- 
ject Manipulation Task. 

ED 238 593 


Comprehension 
Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 
The Frequency and Placement of Main Ideas in 
ee ea ee 
—— = Braddock’s Research on Topic 


ED 237 939 


Skills 
Natural Kind Terms and Children’s Ability to 
Draw Inferences. 


ED 237 238 


Inferences 
Categories of Inferencing Strategies. 
ED 236 667 
Children’s Ability to Draw Inferences from Text. 


Effects of Selected W: Tasks en = 
ects Titing upon the Trans- 
fer of Prose Learning. 


ED 233 364 

Inferences and the Construction of Mental Mod- 
els in Reading Comprehension. 

ED 235 469 


Levels of Questioning: An Alternative View. 
ED 235 498 


Error 
A Theoretical Foundation for the Study of Infer- 
ential Error in Decision-Making Groups. 


ED 235 513 
(Economics) 
College Costs: Recent Trends, Likely Future. Pol- 
icy Brief. 


The Prospects for Unemplo: oun laflat = 
for yment ion. 
Hearing before the Subcommittee on Domestic 


ED 237 692 
Trends in Student Aid: 1963 to 1983. 


ED 238 379 


Teaching Romanian: Pass and Practice. 
ED 238 297 


Hispanics aid a Nationwide Sample. 
— = 235 295 
Dropouts: iptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 
ED 236 366 
The Inability to Interpret Internal Punctuation - 
An Inhibiting Factor in Comprehension. 
ED 237 956 
On Lord’s Paradox. Program Statistics Research. 
ED 237 515 


Informa! Assessment 
Non Test-Based Assessmert: Trainer Manual 


ED 236 864 
oe Teacher cage ny Selection Process: A 
Decision Making M for School Administra- 

tors. 


ED 235 560 
Technical Aspects of Formal and Informal As- 
sessment of Language Minority Students: A Prac- 
tical Approach. 

ED 239 458 


Informal Education 
Vocational and Technical Training in Less Devel- 


oped Countries: The Informal Economic Sector. 
ED 237 780 


Leadership 
Grouptalk: An Investigation of Group Process. 
ED 237 889 
The Suasory Functions of Communication in the 
Process of Group Decision-Making: Necessity 
and Paradox. 
ED 238 068 


Informal Reading Inventories 
_ Teacher-Teacher Reliability of the CRI and 


ED 234 365 


Information 


Centers 
pon Universities and Learning Referral Centers, 
5 

ED 235 730 
Michigan Dissemination Capacity Building 
Project. Final Report. 

ED 238 200 
A Report of Progress. Annual Report of the NFE 
Network Project: Operating a Clearinghouse on 
NFE Information (September 1981-August 1982) 
and Semi-Annual Reports of the NFE Network 
Project: Providing Technical Assistance in Creat- 
ing LDC National/Regional Information Centers 
(September 1981-February 1982; March 1982- 
August 1982). 

ED 235 776 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 


ED 235 828 


Information 
Annual Report, 1982. 


ED 233 738 
A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
Communicating with Commuters. Numerous 
Factors Must Be Considered To Improve Process. 

ED 236 963 
Communication in Surveys: Examining Cognitive 
Effects in Survey Research. 

ED 233 357 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Commuter Chronicle: An Effort to Enhance 
Commuter Communication in a Traditional Resi- 
dential Campus Environment. 

ED 236 964 
Comparing the Use of Research in Other Profes- 
sions with Research in Education. 

ED 240 089// 

Computer Cataloguing and Indexing Survey. 
Summary. 


ED 233 741 
Coping with Information Overload: Generic Ar- 
gument as the Least Common Denominator. 

ED 234 431 
Delivering Technical Education in Wisconsin in 
the Information Age. 

ED 237 752 
Diffusion and Adoption of Innovations in Fertil- 


Subject Index 


izer-Related Agricultural Production Technology 

in Developing Countries. 

ED 237 637 
Dissemination and Utilization Product Database 
Feasibility Study. 

ED 239 115 
Dissemination Management Project. Final Re- 
port. 


ED 235 839 

Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 

ED 238 997 
[District “Information Centers” Display Bro- 
chures About District Services.] 

ED 239 946 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 

ED 234 981 
Educational Research and Dissemination Pro- 
gram. Training and Resource Manual. 

ED 236 125 
The Effectiveness of Communication Forms Used 
by the Soil Conservation Service and Soil and 
Water Conservation Districts: A Dual Perspec- 
tive. 

ED 233 897 
Facilitating Linking between Headstart and Pub- 
lic School’ Special Education Programs. 

ED 235 607 
The Federal Advisory Committee Act after Ten 
Years. 

ED 234 437 
Freedom of Scientific Information. Science Infor- 
mation Paper No. 19. 

ED 233 722 
= of the Pacific Basin: A Keynote Ad- 


ED 235 091 
The Implementation of Disseminated Educa- 
tional Innovations: Is the Modified RD&D Model 
Viable? 

ED 235 177 
The Influence of New Media and Citizen Groups 
on the Knowledge Gap in an Inner-City Neigh- 
borhood. 

ED 236 692 
Information and the Economy: Policy Issues for 
Educators. 

ED 237 071 
Information Developer-User System Linking 
Roles of Education Assistants in the Missouri 
Small Farm Family Program. Research Bulletin 
No. 1042. 

ED 234 974 
International Expert Meeting on Exchange of In- 
formation on Science and Technology Education 
(Unesco, Paris, October 18-22, 1982). Final Re- 
port. 

ED 237 316 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Programs. Keyword 
Thesaurus Project Update for New Participants. 

ED 237 087 
Libraries and Cable TV: Plans, Proposal, and 
Study to Explore Ways of Serving the Commu- 
nity’s Information Needs Using the Data Trans- 
mission Capabilities of the Institutional 
Communications Network (ICN) of Storer Cable 
in the 1980’s and 1990's. 

ED 235 800 
On the Imbalance of International Communica- 
tion: An Analysis, a Review and Some Solutions. 

ED 235 520 
Parliamentary Libraries Section. General Re- 
search Libraries Division. Papers. 

ED 239 636 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Coraection. 

ED 239 i77 
Perspectives on Dissemination and Knowledge 
Utilization. Report of a Symposium Presented to 
the Mid-South Educational Research Association 
(November 1980). 

ED 238 191 
Professional Literature Exchange. 

ED 238 830 
Project SEEK, 1979-1982. Final Report. 

ED 237 090 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 





Subject Index 


port, 1981-1982. Document Number 82-272-877. 

ED 233 513 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services. 


ED 234 724 

A Quality of Life Approach to Assessing Videotex 
in the New Age. 

ED 233 351 
Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 

ED 234 716 
Requesting Reprints: Tests of Two Different 
Strategies. 

ED 235 442 
“START”: A Computer-Assisted Management 
Model for Student Testing, Advisement Reten- 
tion, Tracking. 

ED 235 868 
Statistics Section. Management and Technology 
Division. Papers. 


Steps toward a Technology for the Diffusion of 
Innovations. 

ED 237 855 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 

ED 233 775 
Telecommunications Information Network: A 
Model for On-Demand Transfer of Medical Infor- 
mation. Final Report. 

ED 239 578 
Towards Excellence: Developing High Standards 
in Youth Programs. 

ED 240 187 
Transborder Data Flow, informatics and National 
Policies: A Comparison among 22 Nations. 

ED 235 530 
Transborder Flow of Computerized Information: 
Controls and Restrictions. 

ED 239 315 
The UMaps Project: An Attempt to Communi- 
cate above Boundaries of Political and Organiza- 
tional Structures. 

ED 236 965 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final Report. 

ED 234 192 
Will the New Technologies Kill the Public Li- 
brary? 

ED 237 115 


Information Exchange Procedures 
International Expert Meeting on Exchange of In- 
formation on Science and Technology Education 
(Unesco, Paris, October 18-22, 1982). Final Re- 
port. 

ED 237 316 

Information Flow 
On the Imbalance of International Communica- 
tion: An Analysis, a Review and Some Solutions. 

ED 235 520 

Information Infrastructure 
The Development of Information Manpower Re- 
source. 

ED 235 833 


Information Integration Theory 

Effect of Training on Reasoning in Moral Choice. 

ED 236 518 

Information Needs 

Assessing Psychology Majors’ Career Needs. 

ED 233 260 
Assuring the Effective Delivery of Student Finan- 
cial Assistance. Report No. 6. 

ED 234 733 
Data-Base for Communication Planning. The Ba- 
sic and Statistical Data Required for the Elabora- 
tion of a Plan for a National Communication 
System. 

ED 235 816 
Data Needs for Financial Planners. 

ED 238 154 
Educational Documentation: Present and Future. 
Proceedings of an International Meeting (Flor- 
ence, Italy, May 31-June 4, 1982). 

ED 235 840 
Enhancing Academic Advising Skills: A Resource 
Manual for Staff Development. 

ED 235 699 
Information Engineering: On-Line Analysis of In- 


ED 239 647 


formation Search and Utilization. Technical Re- 
port No. 9. 

ED 234 798 
“It’s Not My Job”: A Student Services Functional 
Inventory. 

ED 234 658 
The Legal Issues of Female Inmates. 

ED 233 288 
Legal Responsibilities and Contractual Obliga- 
tions Imposed on a University by Its Catalog. 

ED 234 651 
Library Use by Graduate Students and Faculty in 
Science and Technology Areas. RB-83-4. 

ED 238 447 
Library Use in the Science and Technology Li- 
braries, Spring Semester, 1983. RB-83-2. 

ED 238 448 
A Management Information Systems Needs 
Analysis for the University of Nevada Reno. 

ED 238 335 
Native American Ascertainment: Three Reports 
on Serving Native American Broadcast Needs. 

ED 235 929 
Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
bers in the United States. 

ED 240 189 
The Part-Time Student in the Library. 

ED 234 803 
The Pasadena Community and Its Information 
Needs: A Program for Pasadena Public Library 
Services. “... Essential to an Informed Citizenry 


ED 235 819 
— and Practice in the Administration of For- 
eign Student Finances. Guidelines Series 7. 

ED 237 040 
Representation and Exchange of Knowledge as a 
Basis of Information Processes. Proceedings of 
the International Research Forum in Information 
Science (Sth, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 

ED 237 106 
Tas Force on Lib and Information Service to 
Cultural Minorities. Hearings Held at the Ameri- 
can Library Association Annual Conference, June 
1981, San Francisco, California. 

ED 233 734 
Triage and the Art of Institutional Research. 

ED 234 655 


Information Networks 


Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 

ED 238 430 
Communication Networks: A Literature Review. 

ED 234 433 
Communications Software for Microcomputers. 

ED 234 740 
Computer Cataloguing and Indexing Survey. 
Summary. 


ED 233 741 
Computing in Higher Education: A Planning Per- 
spective for Administrators. CAUSE Monograph 
Series. 

ED 236 974 
The Convergence Model of Communication. Pa- 
= ¢ the East-West Communication Institute, 

o. 18. 

ED 234 448 
Cooperation among Ontario University Libraries. 

ED 233 744 
Educational Documentation: Present and Future. 
Pr ings of an International Meeting (Flor- 
ence, Italy, May 31-June 4, 1982). 
A Field Probl Planning and Desieni ee 

ie! ‘oblem: an igning a 

Learning Exchange Network for the Mississippi 
Gulf Coast. 

ED 236 414 
Seen ot Map Libraries Section. Special 
Libraries Division. Papers. 

ED 239 652 
Improving the Use of Libraries. Proceedings from 
the Spring Meeting of the Nebraska Library Asso- 
ciation, College and University Section (Peru, Ne- 
braska, April 14-15, 1983). 

ED 234 817 
The Information Technologies: Telidon and Edu- 
cation—Perspectives and Possibilities for a New 
Information Technology and Its Impact on Edu- 
cation. 


Information Networks 217 


ED 234 770 
Information Technol on Screen: New Ap- 
proaches in Viewdata, Teletext and Cable. Pro- 
ua of the Joint One Day Seminar held by 
Aslib/Institute of Information Scientists / 
Association at the Polytechnic of the South 
(November 8, 1982). LA Conference Proceedings 
Series in Library Automation: 2. 
ED 233 707 
Libraries and Cable TV: Pians, Proposal, and 
Study to Explore Ways of Serving the Commu- 
nity’s Information Needs Using the Data Trans- 
mission Capabilities of the Institutional 
Communications Network (ICN) of Storer Cable 
in the 1980’s and 1990's. 
ED 235 800 
Meeting of Experts on Co-operation among Re- 
gional Communication Training Institutions. Fi- 
nal Report. Paris, France, April 19-22, 1983. 
ne 2 wm... f a ED = 067 
ichigan Dissemination paci uilding 
Project. Final Report. ad 
ED 238 200 
Missing Children Act. (Report to Accompany 
H.R. 6976). House of Representatives, 
Ninety-Seventh Congress, Second Session. Re- 
port No. 97-820. 
ED 235 399 
The National Laboratory on Early Childhood Ed- 
ucation: A Model of Educational Research and 
Development. 
ED 234 717 
Networking among Gerontological and Geriatric 
Resource Centers: Summary of a Survey. 
ED 237 104 
Newspapers in New York. Recommendations for 
an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 
ED 238 442 
Organizational Communication: Theoretical Im- 
plications of Communication Technology Appli- 
cations. 
ED 236 705 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 
ED 239 177 
Potential Applications and Impact of Microelec- 
tronic and Telecommunication Technology in 
Health Care Delivery. Final Report. 
ED 239 588 
Project SEEK, 1979-1982. Final Report. 
ED 237 090 
Prospects for Improving Document Delivery. 
Minutes of the Semiannual Meeting (101st, Ar- 
lington, Virginia, October 13-14, 1982). 
ED 234 785 
Report of the Ad Hoc Task Force on Cable Tele- 
vision, Stanford University. 
ED 234 736 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 
ED 234 793 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 
ED 235 828 
A Study of the State University of New York 
Biomedical Communication Network (SUNY/ 
BCN) from 1968 to 1977. 
ED 235 830 
Task Group on Computer/Communication Pro- 
tocols for Bibliographic Data Exchange. Interim 
Report = Groupe de Travail sur les Protocoles de 
Communication/Ordinateurs pour l’Exchange de 
ang Bibliographiques. Rapport d’Etape. May 
ED 237 109 
Telecommunications Information Network: A 
Model for On-Demand Transfer of Medical Infor- 
mation. Final Report. 
ED 239 578 
Transborder Data Flow, Informatics and National 
Policies: A Comparison among 22 Nations. 
ED 235 530 
Under the Shadow of New Technology. 
ED 234 763 
Videotex Project Reviews II. Reseach Report 
Prepared for OCLC. 
ED 237 065 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final Report. 
ED 234 192 
Will the New Technologies Kili the Public Li- 





Information Networks 


ED 237 115 
Overload 
Coping with Information Overload: Generic Ar- 
gument as the Least Common Denominator. 


ED 234 431 
Triage and the Art of Institutional Research. 


ED 234 655 
Information Policy 
National and International Information Policies. 
IST 682, A Graduate Course. 
ED 237 103 


Information Processing 
Administrative Libraries Section. Special Librar- 


ED 239 650 


ED 239 595 
Harmony Theory: A Mathematical Framework 
Stochestic Parallel Processing. 


for 
ED 239 868 
The Role of Education in the Information 


ED 235 105 


Base Directions: Information 
allel Strategies and Tool:.. Proceedings 
of the Workshop of the National Bureau of Stan- 
dards and the Association for Computing Ma- 
chinery (Ft. Lauderdale, Florida, October 20-22, 
1980). 

ED 233 686 
Resources Management 
Information As a Resource. Occasional Paper no. 
> 


ED 238 435 


Information Retrieval 
The Challenges, Rewards and Pitfalls in Teaching 
Online Searching. 

ED 235 811 
Engineers. CTHB Publi- 


ED 233 721 
The Direct Use of Online Bibliographic Informa- 
emery Systems by Untrained End Users: A Keview 


DIALOG for Electrical 
kation Nr 29 (1982). 


ED 238 440 
How to Prepare for a Computer Search of ERIC: 
A Non-Technical Approach. Revised and Up- 


ED 237 100 

In Search of Relevant Information on Urban 
School Desegregation/Pairing: A Dilemma Fac- 
ED 238 978 

The a nem “wm ——_ Forum in Information 
Science Proceedings (4th, Boras, Sweden, Sep- 


tember 14-16, 1981). 
ED 237 085 
i Code. 


: cena a 
th, Heidelberg, West Germany, Sep- 
poms § 1983). . 
ED 237 - 
SAPIENS: Spreading Processor fi 
Information in Network - eer ate 


Encoded 
Technical Report No. 296. 
ED 235 476 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research 


ED 235 807 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Li Resources 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
User Education in the Online Age. [ATUL Pro- 
ceedings, Vol. 14. 

ED 233 735 


Using Data Bases in Social Studies. ERIC Fact 
Sheet No. 5. 


ED 233 927 
Videotex in Education: Current Developments in 


Screen Design, Data Structure, and Access Con- 
ED 234 739 


and the“ —freceang ferme sed ae 
ED 238 294 


Information Science 
The Development of Information Manpower Re- 


source. 

ED 235 833 
Information T: : Its Impact on and Impli- 
cations for Education in Montana. A Critical Is- 
sues Paper. 

ED 238 394 
The International Research Forum in Information 
Science Proceedings (4th, Boras, Sweden, Sep- 
tember 14-16, 1981). 


ED 237 085 
weg | nn and Other Training Aspects Sec- 
tion. and Research Division. Papers. 

_ ED 239 633 


Register of Edi and seit ~ 
ter lucation Training Activities in 
Information Science and Archives 


la bil 

l'information et de l’archivi 
las actividades de formacion en la esfera de la 
bibliotecologia, las ciencias de la informacion y la 
archivologia. 

ED 238 427 
Representation and Exchange of Knowledge as a 
Basis of Information Processes. Pri of 
the International Research Forum in Information 
Science (Sth, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 

ED 237 106 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 

ED 237 111 


Information 


Scientists 
The Misinterpretation of a Key Paper in Library 
Literature. 


ED 237 112 


Sector 
Information and the Economy: Policy Issues for 
Educators. 


ED 237 071 


Seeking 
Attitudes of International Students in Regard to 
Library Skills Development in the Academic Set- 
ting. 


ED 235 810 
Basic Skills in the College Library: People, Books, 
and Machines. 

ED 233 739 
Comprehensive Needs Assessment. Revised. 

ED 238 111 
INFOQUEST: A Research Strategy Approach to 
Locating Information. 

ED 237 101 
Information Engineering: On-Line Analysis of In- 
formation Search and Utilization. Technical Re- 
port No. 9. 

ED 234 798 
Investigating Birthdays: A Library Research 
Project. 


Using the Madonna Coll en ‘Sat be 
sing lege - - 
structional Library Orientation. 

ED 233 719 


Information 


Services 
Computer Conference in Information Service. 
Research Report 191. 
ED 238 433 
ee Dees ae Resource 
od trategies ls. Proceedings 
ye iy ony bie National Bureau of Stan- 
dards and the Association for Computing Ma- 
Shinery (Ft. Florida, October 20-22, 
1980). 
ED 233 686 
cn As a Resource. i Paper no. 


ED 238 435 
Information Dissemination Technology 


Subject Index 
Transfer in Telecommunications. 
ED 239 582 


tions, and Foreign 
—- rg ig 2d Session. Commit- 


ED 239 585 
Interchange. November 1972-July 1983. 

ED 233 745 
Library and Research Section. Education 
and Research Division. Papers. 

ED 239 634 
Michigan Dissemination Capacity Building 
Project. Final Report. 

ED 238 200 
Organizing the Special Library: Why and How. 

ED 235 804 
The Pasadena Community and Its Information 
Needs: A for Pasadena Public Library 
Services. “. tial to an Informed Citizenry 


ED 235 819 
Professional Literature Exchange. 

ED 238 830 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 

A Report of Progress. Annual Ri tof the NFE 

eport ec 

Network Project: ting a Clearinghouse on 
NFE Information (September 198 1-August 1982) 
and Semi-Annual Reports of the NFE Network 
Project: Providing Technical Assistance in Creat- 
ing LDC National/Regional Information Centers 
(September 1981-February 1982; March 1982- 
August 1982). 

ED 235 776 
Research Goes To School: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
The Role of Libraries in an Information Age. 

ED 235 827 
Science and Technology Libraries Section. Spe- 
cial Libraries Division. Papers. 

ED 239 653 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 

ED 235 828 
bp stesy So Libraries and Other General Research 
Libraries Section. General Research Libraries Di- 
vision. Papers. 

ED 239 637 
Videotex Project Reviews II. Research Report 
Prepared for OCLC. 

ED 237 065 


Information Society 


Careers in an Information Society. Education for 
the Future: Proceedings of the Bradford Confer- 
ence (Bradford, England, July 1981). 

ED 235 836 


Sources 
Ames Energy: A Consumer’s Guide to Energy 
Conservation. 

ED 233 898 
Assessing Psychology Majors’ Career Needs. 

ED 233 260 
A Basic Library for Savings Institutions. Second 
Edition. 


ED 234 789 
(Bibliography, Refugee Materials Center.] 

ED 238 985 
Career information and Hispanic High School 
Students. 

ED 238 650 
CARISPLAN Abstracts. 07-001-07-377. Carib- 
bean Information —_ for Economic and So- 
cial Planning. No. 7. 


ED 238 432 
Characteristics of Cable Access Centers in the 
Top 100 Media Markets. 

ED 236 709 
College Students with Disabilities: A Resource 
Handbook. 


ED 233 504 
Early Adolescence: A Resource Directory. 

ED 236 273 
Evaluation of Educational Software: A Guide to 
Guides. 


ED 237 064 

Evaluation of Public Service Advertising Mes- 

sages with Local and Non-Local Source Attribu- 
rs A Controlled Laboratory Experiment. 





Subject Index 


ED 233 358 
Governments and Information. IST 607; A Grad- 
uate Course. 
ED 237 099 
Grants and Proposal Writing. Revised. 
ED 234 671 
Guidebook to Hispanic Organizations and Infor- 


mation. 

ED 237 613 
A Guide to National Organizations E: ed in 
State Youth Education and Employment Activi- 
ties. The State Youth Initiatives Project. Working 
Paper #1. 

ED 234 277 
Increasing Students’ Sensitivity to Sources of In- 
formation: An Instructional Study in Ques- 
_— Relationships. Technical Report No. 

4. 


ED 234 343 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 
Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Knowledge of Senior Center Activities among the 
Elderly. 


ED 237 846 
L.LS.T.: Local Information Sources for Teachers 
- A Community Resource Guide for Consumer 
and Home Economics Education. 

ED 237 784 
Management of Media in Hospital Libraries. 

ED 234 822 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
Microcomputers in Education: A Handbook of 
Resources. 

ED 235 790 
Moving? A Relocation Guide. 

ED 234 334 
My Students Use Computers: Learning Activities 
for Computer Literacy. 

ED 237 060 
National and International Information Policies. 
IST 682, A Graduate Course. 

ED 237 103 
The Navajo Way of Life: A Resource Unit with 
Activities for Grades 4-6. 

ED 235 962 
On the Imbalance of International Communica- 
tion: An Analysis, a Review and Some Solutions. 

ED 235 520 
Organizing the Special Library: Why and How. 

ED 235 804 
The Regional Learning Service. An Experiment in 
Freeing Up Lives. 

ED 234 163 
Research Goes To School: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
Source Book for Health Education Materials and 
Community Resources. 

ED 235 292 
Statistical Sources for Health Science Librarians. 

ED 234 823 
A Study of Communication Expectations of Black 
Graduate Students at a State University. 

ED 238 081 
A Study of Culturally-Appropriate Instructional 
Resources in Native American Education: A De- 
piction of the Regional Needs and Resources in 
the Pacific Northwest. 

ED 234 938 
Those Who Want, Get: The Impact on Political 
Knowledge of Media Reliance Under Conditions 
of Political Interest. 

ED 235 494 


Information Systems 
Access & Equity for Handicapped Youth in Voca- 
tional Education. 

ED 237 749 
Computer-Based Systems. Overview: ERIC Fact 
Sheet No. 5. 

ED 237 793 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
DPMA Model Curriculum for Undergraduate 
Computer Information Systems Education. 


ED 239 584 
The ERIC Report. Numbers 1-5, May 1973-De- 
cember 1974. 

ED 234 824 
Future Information Processing Technology- 
1983, Computer Science and Technology. 

ED 239 595 
An Inventory of Research Units in Pennsylvania, 
June 1983. The Technical Report. 

ED 235 700 
The Role of Archives and Records Management 
in National Information Systems: A MP 
Study. 

ED 238 438 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 

ED 235 861 
Standards of Performance for Community Based 
— Institutions: Self-Assessment Work- 


ED 235 862 
Systemic Evaluation. Methodology. 


"ED 240 142 


Information Techno! 


logy 
Administrative Libraries Section. Special Librar- 
ies Division. Papers. 
ED 239 650 
Africa Section. Regional Activities Division. Pa- 
pers. 


ED 239 648 
Asia Section. Regional Activities Division. Paper. 

ED 239 649 
Electronic Technology, Automation, and Librar- 
ies: A State-of-the-Art-Review. 

ED 235 818 
Information and the Economy: Policy Issues for 
Educators. 

ED 237 071 
Information Technology for Agricultural Amer- 
ica. Prepared for the Subcommittee on Depart- 
ment Operations, Research and Foreign 
—- 97th Congress, 2d Session. Commit- 
tee Prin’ 





ED 239 585 

Information Technology in Education: The Best 
of ERIC. 

ED 233 706 
Information Technology on Screen: New Ap- 
proaches in Viewdata, Teletext and Cable. Pro- 
ceedings of the Joint One Day Seminar held by 
Aslib/Institute of Information Scientists/Library 
Association at the Polytechnic of the South Bank 
(November 8, 1982). LA Conference Proceedings 
Series in Library Automation: 2. 

ED 233 707 
Information Technology Section. Management 
and Technology Division. Papers 

ED 239 644 
Library Schools and Other Training Aspects Sec- 
tion. Education and Research Division. Papers. 

ED 239 633 
Library Services. Miscellaneous Papers. 

ED 239 656 
National Libraries Section. General Research Li- 
braries Division. Papers. 

ED 239 635 
Opening Statements and Speeches. Plenary Ses- 
sion. Papers. 

ED 239 626 
Public Libraries Section. Libraries Serving Gen- 
eral Public Division. Papers. 

ED 239 642 
University Libraries and Other General Research 
Libraries Section. General Research Libraries Di- 
vision. Papers. 

ED 239 637 


Information 


The Convergence Model of Communication. Pa- 
sag ¢ the East-West Communication Institute, 
o. 18. 
ED 234 448 
The Misinterpretation of a Key Paper in Library 
Literature. 
ED 237 112 
Organizational Communication: Theoretical Im- 
plications of Communication Technology Appli- 
cations. 
ED 236 705 


Information Transfer 
The Value of the Energy Data Base. 
ED 234 811 


Innovation 219 


Utilization 
Collaborative for Alabama Urban School Educa- 
tors. Final Report. 
ED 240 190 
The International Research Forum in Information 


Science Pr th, S 
tember 1616 198.0 ne 
ED 237 085 


Issues in Institutional Evaluation. 

ED 234 835 
New Research: Changing Schools, Innovation Up 
Close, Improving Research Methods. 

ED 234 100 
Strategies for Increasing the Use of Statistical 
Data. Occasional Paper Number 158. 

ED 233 733 
The Value of the Energy Data Base 


ED 234 811 


Injuries 
Achilles Pain. 
ED 233 $80 
Arthroscopic Surgery. 
ED 233 976 
Chondromalacia. 
ED 233 977 
Difference Between Strain and Sprain. 
ED 233 975 
Emergency Victim Care. A Training Manual for 
oe Medical Technicians. Module 10. In- 
juries of the Eye, Ear, Nose, Abdomen, Central 
Nervous System and Genitalia. Burns and Envi- 
ronmental Injuries. Revised. 
ED 239 063 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 11- 
Childbirth, Pediatric Emergencies. Revised. 
ED 239 064 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 6. 
Bleeding Control, Wounds and Bandaging, Shock. 
Revised. 
ED 239 059 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 9. 
Backboards/Moving and Handling the Victim, 
Fractures, Dislocations. Revised. 
ED 239 062 
Handle with Care! Mid-Atlantic Marine Animals 
That Demand Your Respect. Educational Series 
No. 26. Third Printing. 
ED 237 341 
Ice & Exercise for Injury Management. 
ED 233 973 
Rehabilitating the Industrially Disabled: Research 
Results and Counseling Strategies. 
ED 237 834 
Rotator Cuff Injuries. 
ED 233 979 
The Use of Ice in Baseball Injuries (Cryotherapy). 
ED 233 974 
Inner Ci 
The Application of Social Ecological Principles to 
the Assessment of Inner-City Black Communi- 
ties. 
ED 240 191 
Inner London Education Authority (En- 


gland) 
Case Study on Adult Education in the Inner Lon- 
don Education Authority. The CDCC’s Project 
No. 7: The Education and Cultural Development 
of Migrants. 
ED 238 613 
Innovation 
AC i 





tion-Based Theory of Instruction. 
ED 234 894 

Diffusion and Adoption of Innovations in Fertil- 
izer-Related Agricultural Production Technology 
in Developing Countries. 

ED 237 637 
The Diffusion of Home Computers: An Explor- 
atory Study. 

ED 235 786 
Innovations in Protective Services. Annual Re- 
port, September 1, 1982 through August 31, 1983. 

ED 239 762 
Innovations in Protective Services. Final Evalua- 
tion Report, September 1, 1982 through August 
31, 1983. 

ED 239 763 
Research on Innovation: Stretching the Limits of 





220 Innovation 
the Discipline. 
ED 237 861 


S ies for Institutionalizing Telecommunica- 
tions trations: A Review of Innovation 
Barriers and Program Alternatives. Final Report 
# 146-04. 

ED 237 058 


Innovators 
The Process of Technological Innovation: Re- 
viewing the Literature. 
ED 233 697 


Inplant Programs 
a Training. Overview: ERIC 
Fact Sheet No. 17. 
ED 237 805 


The Persistent Dilemmas of Preparing for Work: 
Occupational Training Programs in Texas. Policy 
Research Poaiect Rew Report Number 55. 

ED 233 216 
Preparing the Communication Specialist: Some 
Implications of an Ongoing “Train the Trainer” 
Program in One Industry. 

ED 239 326 


Preventing Drug Abuse in the Workplace. Drug 
Abuse Prevention Monograph Series. 

ED 234 291 
Training Techniques to Be Better Communica- 
tors. 


ED 239 266// 
Training the Technical Editor. 


How Extension Can Help Communities Conduct 
Impact Analyses. 


ED 239 284// 


ED 239 828 


Images of Science. A Summary of Results from 
the 1981-82 National Assessment in Science. 
First Printing. 
ED 234 993// 

An Immodest Proposal: From Critical Theory to 
Critical Practice for School Renewal. 

ED 235 095 
Requests for Specific Language Input: Differences 
between Older and Younger Adult Language 
Learners. 

ED 238 260 

Inservice Education 

Aspects of Education and Training for Librarian- 
ship and Information Work in Czechoslovakia. 
Report on a Visit, May 16-29, 1982. 

ED 235 834 
Developing New Models of the COMP-LAB Col- 
lege Basic Writing Course for Other Settings. Fi- 
nal Report. 


Florida Extern Leadership Training 


ED 239 258 
Program for 
Local Administrators of Vocational Education. 
1982-1983 Final Report. 

ED 237 682 
Improving the Climate in Rural Schools through 
an Individualized Staff Development Program. 

ED 234 968 
In-Service for School Principals: A Status Report. 

ED 233 434 
Intravenous Therapy. 

ED 236 347 
A Linguistic Apprenticeship in the Advanced 

Program. 


Training 

ED 234 597 
The PCP SYS IV Management System: Imple- 
mentation and Training Overview. 

ED 234 758 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
pert, 1981-1982. Document Number 82-272-877. 

ED 233 513 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 

ED 237 288 
Special Education Needs of Regular Education 


ED 238 177 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 
ED 235 628 
Staff Development: The Carrot or the Stick? 
ED 237 658 
Comaieet Occupational/Recent Work Experi- 
A Component of the Florida Ex- 


tern Leadership Training Program for Local Ad- 
ministrators of V. Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 


Tell Me Tours. 


ED 237 681 
ED 239 344 


ED 239 284// 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
Training Materials. Presentation Plans and Over- 
heads. 


Training the Technical Editor. 


ED 233 174 


Inservice Teacher 


Education 

Adlerian Classroom Management: An Inservice 
Model. 

ED 237 483 
An Affective Competency-Based Model for Ge- 
neric Teacher Training. 

ED 238 843 
Approaches to Technological Update of Voca- 
tional/Technical Teachers. 

ED 237 673 
Bilingual Vocational Instructor Training Program: 
First Year Performance Report and Evaluation. 

ED 233 139 
Burwood Education Centre: A Multi-Campus 
Service. 

ED 234 031 
Can Teachers Become Better Thinkers? 

ED 236 151 
A Case Study Experience of a Collaborative and 
Responsive Form of Professional Development 
for Teachers. 

ED 238 861 
Case Study on Adult Education in the Inner Lon- 
don Education Authority. The CDCC’s Project 
No. 7: The Education and Cultural Development 
of Migrants. 

ED 238 613 
Competencies of Teachers of the Visually Handi- 
capped: Progress Report. 

ED 236 871 
Computer Literacy - Staff Development. 

ED 239 613 
Computers, Schools, and Society: American Edu- 
cation in an Information Age. 

ED 233 685 
The Conceptualization and Design of a Staff De- 
velopment Model for Community College 
Part-Time Faculty. 

ED 237 674 
Curriculum and Research for Equity. A Training 
Manual for Promoting Sex Equity in the Class- 
room. 

ED 235 104 
Designing and _ ‘-eeeoee for Training. 
Technical Note No. 2! 

ED 238 605 
Do-It-Yourself Home Savings Techniques Pro- 
gram. Final Report. 

ED 236 043 
Evaluation of a Competency-Based Inservice 
Training Program for Personnel Serving Disabled 
Preschoolers. 
ED 235 218 
Evaluation of MCPS In-Service Training. 

ED 235 180 
Facilitating Instructional Use of Microcomputers 
in Small Schools. 

ED 235 936 
Faculty Development Manual for Adjunct Staff in 
Postsecondary Occupational Programs. 

ED 233 777 
Field Testing Vocational Education Metric Mod- 
ules. Final Report. 

ED 233 232 
The Ghost of Computers Past, Present, and Fu- 
ture: by ied Use for Preservice/Inservice 
Reading Programs. 

ED 239 242 


Helping Students Develop Reading Ability Com- 
mensurate with Their Potential. 

ED 239 224 
Highlights from Research on Staff Development 
for Effective Teaching. 

ED 238 831 
High Tea for Public School Supervisors? Really! 

ED 236 134 
Increasing Students’ Sensitivity to Sources of In- 
formation: An Instructional Study in Ques- 


Subject Index 


ape Relationships. Technical Report No. 

ED 234 343 
In-House Course Work for Salary Step Credits: 
The Program at McLennan Community 

ED 236 729 
Inservice Programs in Learning Disabilities. A 
Position Paper of the National Joint Committee 
on Disabilities. 

ED 235 638 
An Inservice Staff Development Program for Vo- 
cational Teachers Working with Disadvantaged 


Students. 
Seiten By A 068 
Inservice to Improve ing an riting in 
Grades K-12. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 
ED 233 382 
Keeping Teachers’ Technical Skills Up-to-Date. 
ED 237 737 
La Capacitacion de Docentes en el Marco de la 
Regionalizacion Educativa (In-Service Teacher 
Training within Educational Regional 
ED 239 811 
Language Arts through Latin, 1980-1981. Report 
Number 8305. 
ED 236 908 
Mainstreaming the Handicapped: The Research 
and Development of a Six-Module Training Pack- 
age. Final Report. September 1, 1978 through 
June 30, 1979. 
ED 234 167 
Mandated Multicultural Education: Boon or 
Boondoggle. 
ED 239 155 
Mastery Learning: A Statewide Initiative Imple- 
mented through Local Effort. 
ED 233 486 
Mathematics Manipulatives in a Pre-Vocational 
Program: Teacher Inservice and Classroom Re- 
search. 
ED 237 739 
Mathematics Teacher Resource Development. 
Final Report 1982-83. E.C.1.A. Chapter 2. 
ED 239 866 
Native Language Reading Approach Program, 
1982-1983, O.E.E. Final Heetaitien Report. 
ED 238 990 
Out of the Classroom, Into Industry: Summer 
School for Teachers. Ideas for Action in Educa- 
tion and Work. 
ED 237 818 
Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 
ED 238 184 
Precision Teaching Project. Formative Evalua- 
tion. 


ED 237 061 
— — Seven Steps to Implementing a 


Workshop, Computer As- 
ror g Drafting (Cc. CAD). 


ED 234 842 
Procedures for Developing an Inservice Indus- 
try/Education — Program: Planning and 
Implementation Guide. 

ED 237 128 
Proceedings from Advanced Training for Nursing 
Home Inservice Coordinators. Think It Older 
Project. 

ED 236 417 
Progress and Planning Report: K-12 Use of Com- 
puters in the Instructional Setting. 

ED 234 983 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 

ED 240 116 
Recurrent Education and the Teaching Role. A 
Collection of Papers Prepared for the ERDC Sem- 
inar on Recurrent Education and the Teaching 
Role (Monash University, Melbourne, Australia, 
November 1980). 

ED 238 892 
Reinforcement Science Skills Project. Disadvan- 
taged Pupil Program Fund. Final Evaluation Re- 
port, 1982-1983. 

ED 236 285 
Report on the IBI Interstate Training Project: A 

Funded through Section 143, Migrant 

Education Interstate and Intrastate Coordination 
Program. 


ED 238 666 
Screening Withdrawn and Depressed Students in 
Public Schools: An Inservice Technique. 





Subject Index 


ED 233 523 
Staff Development Cooperative Evaluation Re- 
port, 1982-83. 

ED 237 522 
Staff Development Needs in Special Education: A 
7 _ Study. Program Assistance Report 

Oo. 9. 

ED 236 854 
Staff Development Plan. 

ED 240 060 
Tailoring Staff Development to Meet Teachers’ 
Needs. 


ED 237 506 
Technology Implementation: A Case Study. 

ED 233 702 
Think It Older. A Guide for the Inservice Coordi- 
nator. 

ED 236 416 
Tips on Communicating with the Board of Educa- 
tion and Superintendent: Creating Support for the 
Staff Development Program. 

ED 236 755 


Semi-Annual Report to Congress: October 1, 
1982-March 31, 1983; No. 6. (Submitted pursuant 
to Public Law 95-452). 

ED 233 492 


Institute for Native American Develop- 
ment IL 
The Institute for Native American Development 
Model 1979-1983. 

ED 233 165 
Institutes (Training Programs) 
Evaluation of Second Language Institutes for Cal- 
ifornia State Department of Education. 

ED 235 685 
An Institute for Preparing Women for Careers in 
Vocational Administration. Final Report from 
is 82 to 6/30/83. 

ED 233 164 
Precision Teaching Project. Formative Evalua- 
tion. 

ED 237 061 
Training Mentors as Educational Advisors for 
Adult Learners. Process Manual. 

ED 235 394 


Institutional Administration 
Curricula for Health Planning, Policy, and Mar- 

keting: Conference Papers 1981-82. 

ED 238 310 
Expanding and Strengthening NIE’s Regional 
Laboratory Services: Needs, Issues, and Options. 
Final Report of the NIE Laboratory Study Group. 

ED 236 997 
Laboratory Governance: Issues for the Study 
Group on Regional Laboratories. 

ED 234 727 
Management of Federal R&D Centers. 

ED 234 726 
A Study of Management Concerns in Human Ser- 
vices Organizations: Their Implications for Edu- 
cational Programs. 

ED 233 650 


Institutional Advancement 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 
ED 236 986 
An Introduction to Fund Raising: The Newcom- 
ers’ Guide to Development. 
ED 233 660 
Marketing: A How-to Book for VR. 
ED 237 741 
Marketing Higher Education: A Practical Guide. 
ED 238 356 
Research in Institutional Advancement: A Se- 
lected, Annotated Compendium of Doctoral Dis- 
sertations. 
ED 234 713 
Institutional Autonomy 
Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 
ED 237 000// 
Management of Federal R&D Centers. 
ED 234 726 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 


ED 233 626 
Institutional Characteristics 
An Abashing Anomaly: The High Achieving Pre- 


dominantly Black Elementary School. Executive 
Summary. 


ED 236 275 
Academic Calendar Systems: A Cross-Institu- 
tional Analysis. Institudlonal Report No. 83-21. 

ED 234 697 


‘o! 
ditions d’Admission aux Facultes de Medecine 
Canadiennes et Leurs Politiques de Selection. 


An Analysis of Institutional 


Enrollment 
American Higher Education. ASHE 1983 y le 
Meeting Paper. 
ED 233 652 


Bureau of Indian Affairs Plans to Consolidate 
Off-Reservation Indian Boarding Schools. 

ED 238 631 
A Comparison of the University of —y with 
Its Peer Institutions. Postsecondary Education 
Research Reports. 

ED 239 541 
A Comprehensive Review of Credit Instructional 
Programs Offered by Pasadena City Colleges, 
1981-1982. Volume I. Summary Report. 

ED 237 126 
The Context of Clinical Preservice Teacher Edu- 
cation: The Student Teaching Experience. Clini- 
cal Teacher Education — Preservice Series. 

ED 240 098 
The Contexts of Student Teaching. 

ED 234 027 
The Effects of the Institutional Structure of 
Schools on Teachers. Final Report. 

ED 234 047 
Funding to Meet the Need for Community Col- 
lege Education in Baltimore City. 
ED 235 858 

Assess- 


Georgia Pos Education: An 


itsecondary 
ment of Achievement of Statewide Goals and Ob- 


ED 238 371 
Education: An Analysis of In- 
Awards, 1971- Fs 
240 064 
Highlights from Research on Rtfective: Schools. 
ED 234 479 
Highlights of Years of Growth, 1966-1983. 
ED 233 767 
Historically Black Colleges and Universities Fact 
= ae Ill, Public Colleges/Graduate 
00) 


Graduate Study in 
stitutions and 


ED 239 554 
Historically Black Colleges and Universities Fact 
Book. Volume II, Private Colleges/Graduate 
Schools. 

ED 239 553 
Historically Black Colleges and Universities Fact 
Book. Volume I, Junior & Community Colleges. 

ED 239 552 
Observations on the Organization of Social Re- 
search. 

ED 234 722// 
= egon’s =e System: An Overview. Tech- 
Report No. 

ED 234 485 
Pima County Community College District 5 Year 
Master Plan, 1983-1988. 

ED 233 752 
A Principal’s Leadership in Developing the Char- 
acteristics of Excellent Schools. 

ED 233 446 
Student Aid and Public Higher Education: A 
Progress Report. 

ED 235 753 


Successful Schools for Young Adolescents. 
ED 240 209// 
Your Education in Washington’s Community 
Colleges. 
ED 234 859 
1983-84 Student Handbook. 
ED 234 844 


Institutional Cooperation 
Backs against the Wall: Urban-Oriented Colleges 


and Universities and the Urban Poor and Disad- 


vantaged. 
ED 234 101// 
Cities, Universities and Civilization. 


Institutional Evaluation 221 


ED 236 258 
nay Bem for Improving Career 

po It Can Work in Your Com- 
munity. An Sedation Monograph. 

ED 236 395 
Evaluating Inter-Organizational Relationships. 

ED 237 553 
Home, School, and Community in Adolescent 
—— ERIC/CUE Urban Diversity Series 

0. 

ED 236 300 
The Interactions of the Student Aid Office. 

ED 235 720 
Interactive Research and cee on 
Schooling: Antecedents, Purposes, and Signifi- 
cance for-School Improvement. 

ED 234 024 


Networking among Gerontological and Geriatric 
Resource ters: Summary of a Survey. 

ED 237 104 
New Ways of Planning for New Realities: The 
Collaborative Option. 

ED 238 198 
——— for Rural Improvement: Publications, 


ED 234 963 


Institutional Environment 


An Interactional Model for Resistance to Change 
in Educational Institutions. 

ED 234 917 
Secondary School Ethos and the Academic Suc- 
cess of Urban Minority Students. ERIC/CUE 
Fact Sheet Number 14. 

ED 235 247 
Two Dimensions of the Construct of Institutional- 
ization. 

ED 237 901 


Institutional Evaluati 


ion 

Accreditation: 1982-83 Evaluation Report. 

ED 237 525 
Accrediting Occupational Training Programs. In- 
formation Series No. 251. 

ED 233 132 
College of the Siskiyous Comprehensive Institu- 
tional Evaluation System. Management Report. 

ED 239 666 
Evaluation of Public Fundamental Schools in 
Hampton, Virginia. 

ED 234 058 
Evaluation Report on the Austin Peay State Uni- 
versity Project: Title III, Strengthening Develop- 
ing Institution Program. 

ED 239 571 
Faculty Evaluation as a Measure of Organiza- 
tional Productivity. Southern Association of 
Community and Junior Colleges Occasional Pa- 
per, Volume 2, Number 1. 

ED 235 866 
Follow-Up Study of ng = Transfer 
Alumni. Volume XII, No. 1 

ED 239 681 
How To Get the Most from a WASC Accredita- 
tion Investment. 

ED 240 132 
Issues in Institutional Evaluation. 

ED 234 835 
JCCC’s Public Image: Survey Findings. 

ED 238 489 
MANAGER (Michigan Analysis Network and 
General Evaluation Report) Handbook. 

ED 234 833 
Parsons College: Innovative Ideas, or Unethical 
Practices. 

ED 239 534 
The Path to Excellence: Quality Assurance in 
Higher Education. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 1. FYI Executive 
Summary. 

ED 235 697 
Rapid Assessment of the ED Institutional Eligi- 
bility and Compliance Monitoring Systems. Final 
Report. 

ED 233 661 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 

ED 235 861 
State Level Review of Doctoral Programs in 
Texas. 

ED 239 544 
Understanding Accreditation: Contemporary 
Perspectives on Issues and Practices in Evaluating 





222 Institutional Evaluation 
Educational Quality. 
ED 233 670// 


Libraries 
Needs Assessment Study of Institutional Library 
Services in the land State Department of 
Health and Mental Hygiene. 
ED 233 728 


Institutional Mission 
The Class of 1975: A Retrospective Look at the 
Mission of IUPUI at Columbus. A Report to Indi- 
ana University-Purdue University at Indianapolis, 
Columbus Campus. 


ED 238 318 


Perceptions 
t and Improvement of the Academic 


“ED 238 973 


Personnel 
Critical Issues in the Treatment of Severe 
Self-Injurious Behavior in the Group Home Set- 
ting. 
ED 235 674 


Institutional Renewal 
[Institutional Renewal]. 
ED 237 006 


Institutional Research 
Community College Journal for Research and 
Planning, Volume 3, Number 1. 

ED 237 120 


Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
ee of the North East Association for Institu- 
Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 
ED 233 665 
Integrating Human Resources and Technology. 
Proceedings of the Association for Institutional 
Research Forum (Toronto, Canada, May 23-26, 
1983). Association for Institutional Research 
1983-1984 Directory. 
ED 237 041 


Model. Research Report No. 83-24. 

ED 239 674 
Responding to Qualitative and Political Issues: 
Proceedings of the Annual Forum of the Associa- 
tion of Institutional Research (Denver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 

ED 233 639 
Triage and the Art of Institutional Research. 

ED 234 655 


Institutional Role 
Desafios que Enfrentaran las Administraciones 
Universitarias en los Proximos Anos (Challenges 
for —— Administration in the Years 


ED 239 809 
Development Education: NGO Priorities for the 
Eighties. Development Education Paper No. 17. 

ED 235 877 
Institutional ——— for Providing Innovation 
to the Learning Community. 

ED 234 148 


Multicultural Education: From Product to Pro- 
cess. 


ED 240 224 
The Ombudsman and the News Media. 


ek. ED 236 714 
The Organization of Citizen’s Educational Be- 
ED 234 481 


Schools 
Children in Residential Schools. ECIA Chapter 1. 
Evaluation Report, 1982-83. 


ED 237 622 


Facilities Program NY 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Report. 
ED 234 131 


P 
Attitudes towards Deinstitutionalization Held by 
Family Members of Institutionalized Mentally 
Retarded Persons. 


ED 239 422 
Experiential Cross-Cultural in Multi- 
cultural Early Field Experiences in the Small 


Community. 

ED 240 120 
On Microcomputers, Instruction, and the Se- 
verely Developmentally Disabied. 

ED 233 532 
Perceived Needs of Developmentally Disabled 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Non-institu- 
tionalized Peers. 

ED 237 665 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Report. 

ED 234 131 


Instituto Nacional de Capacitacion Profe- 


Apprenticeship in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 
per #6. 

ED 233 124 


Instruction 
The Development of Personality in Formal Edu- 


cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 

ED 237 185 


Instructional Clarity 


Instructional Clarity. Turning Research into Prac- 
tice. 
ED 238 908 


Instructional Design 
An Adaptive eo and Review Paradigm for 


Computer-Based Drills. 

ED 234 754 
An Approach to Designing Training and Devel- 
opment Programs. 

ED 239 320 
Basic References on Instructional Development. 

ED 239 579 
Cognitive Research and the Design of Science 
Instruction. 

ED 237 325 
Contributions of Mastery Learning to the Science 
of Teaching. 

ED 237 541 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 

ED 237 075 
Distance Education: The Design of Study Materi- 
als. 2nd Edition. 

ED 237 076 
Elementary Instructional Program Procedures 
Manual. 

ED 235 278 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 

ED 235 773 
= Fresh Look at Planning: A Teacher Planning 

ap. 

ED 238 600 
Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Monograph No. 1). 

ED 234 769 
Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 

ED 233 928 
In Search of a Language Teaching Framework: 
An Adaptation of a Communicative Approach to 
Functional Practice. 

ED 239 507 
The Outline Graphic. 

ED 238 413 
The Role of New Technologies in Schools: Col- 
lected Papers. Research Into Practice Project. 

ED 238 941 
A Theory-Based Computer Tutorial Model. 

ED 234 755 
Toward Theory-Based Instruction in Scientific 
Problem Solving. 

ED 233 886 


Development 
Basic References on Instructional Development. 
ED 239 579 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 
ED 237 477 
ae in English II: Planning an Integrated 
nit. 


Subject Index 


ED 233 373 
Developing Biology Courses for Distant Students. 

ED 233 673 
Developing Effective Instructional Planning and 
Decision-Making Skills: Are We Training Teach- 


ers or Tec! 
bs 240 105 
The Dilemma of Determining Essential Planning 
and Decision-Making Skills for Beginning Educa- 
tors. 
ED 237 457// 
—” Instructional Program Procedures 
anual 
ED 235 278 
English Language Arts K-12. Interim Guide 1981. 
ED 236 592 
Essential Elements of Teaching and Learning in 
Higher Education. Research and Development in 
Higher Education, Volume 4. Papers Presented at 
the Annual Conference of the Higher Education 
Research and Development Society of Austral- 
asia (7th, Melbourne, Victoria, May 9-12, 1981). 
ED 235 693 
Focus: A Forum on Teaching and in 
Utah Community and Technical Colleges, Vol- 
ume II. 
ED 234 840 
re Fresh Look at Planning: A Teacher Planning 
ap. 
ED 238 600 
A Guide for Prevocational Education Programs in 
South Carolina. 
ED 235 386 
How To Pian for Effective Instructional Use of 
— Tips for Principals from 


ED 236 769 
The Impact of the Structure of Instruction and the 
Use of Technically Adequate Instructional Data 
on Reading Improvement. 

ED 236 193 
Innovative Instructional Development in a Time 
of Reactionary Educational Policy. 

ED 238 418 
Instructional Program Planning for Outdoor Edu- 
cation. 

ED 238 658 
The Instructional Quality Inventory (IQI): A For- 
mative Evaluation Tool for Instructional Systems 
Development. 

ED 235 243 
Invitation to Sumit for Adoption in California 
Basic Instructional Materials in the Areas of: Art, 
Music, Bilingual-Bicultural, English as a Second 
Language, and Foreign Language; 1983-84. 

ED 239 417 
A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 

ED 239 526 
Quality Control in the Design and Production of 
Telecourses. 

ED 235 857 
A Resource-Allocation Theory of Classroom 
Management. 

ED 237 465// 

A Study of the Effectiveness of the Instructional 
Systems Laboratory. 

ED 238 414 
Support Systems and Teacher Decision Making: 
An Exploratory Study. 

ED 237 492 
A Systems Approach to the Preparation and Con- 
duct of Trade and Industrial Training. 

ED 234 162 
T aching, Learning, and the Management of In- 


st. action. 
ED 237 458// 

Two Student Self-Management Techniques Ap- 
plied to Data-Based Program Modification. 

ED 236 192 
Using Your Testing Program in Curriculum De- 
velopment and Instructional Improvement. 

ED 236 168 
The Videodisc and Educational Research. 

ED 236 218 
Writing Software for Education. 

ED 237 082 


Instructional Effectiveness 


Analysis of Use of a Micro-Computer Driven 

Classroom Display. Working Paper #82-30. 
ED 237 052 

Teaching for Conceptual Change: Some Ways of 





Subject Index 
Going Wrong. Final Report. 
ED 237 493 


Technical Aids to Teaching in Higher Education. 
Third Edition. 
ED 238 403 


Films 
Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
Approach. 
ED 237 074 


Film and Video Utilization Study. 

ED 235 797 
ions a Procedure from Multimedia Instruc- 
tions: The Effects of Film and Practice. 

ED 239 598 
Teaching with Film: Anthropology in the Com- 
munity College. 

ED 235 870 


Instructional Improvement 
Administrative Responsibility for Faculty Devel- 
opment. AAUA-ERIC/ er Education Ad- 
ministrator’s Update, Fall 1983. 
ED 237 005 
Benefits of Program Review. 
ED 240 128 
Bilingual Education: Meeting the Needs of the 
Eighties. 
ED 238 256 
Classroom Management and Organization Tech- 


niques. 

ED 235 902 
Critical Aspects of Faculty Development Pro- 
grams. Proceedings of the Invitational Seminar on 
Faculty Development (Sherman, Texas, April 
25-26, 1983). 

ED 238 387 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and Technology Education for All American 
Elemen and Students So That 
Their Achievement Is the Best in the World by 
1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 

ED 236 210 
Foreign Lanuages in the Schools. 

ED 239 516 
Implementing a Self-Directed Staff Development 
Program with a District-Based Leadership Model. 

ED 238 848 

Improving Instruction with School-Site Support 
Teams. 

ED 240 059 
Improving Teacher Effectiveness. The Best of 
ERIC on Educational Management, Number 70. 

ED 233 431 
Instructional Improvement and Student Learning 
through Good Teacher Evaluation. 

ED 239 380 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 

ED 238 873 
Instructional Improvement in Maryland: Impact 
on Educators and Students. (Executive Sum- 


mary). 

ED 238 872 
Instructional Leadership: The Role of the Admin- 
istrative Team and Student Achievement. 
ED 238 194 
Learning Through Writing: A Practical Guide to 
Student Writing for College Teachers. 

ED 236 265 
Making Time To Teach. An Educational Prob- 
lem/Strategy Booklet. 

ED 236 113 

Mas‘ Learning: A Statewide Initiative Imple- 
through Local Effort. 

ED 233 486 

Plantings, Number Four, April 1983. 

ED 233 641 
for the 90s: Thrust for Quality in 
Education [and] Thrust for Quality in 

Public. Schools. 
ED 239 749 
The jay | er and the Development of In- 
structional Expertise. 
ED 233 491 
Professionalism and Flexibility in 
SRHE Monograph 49. 
ED 233 620 


Raising Expectations: Model Graduation Re- 
quirements. 

ED 239 413 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 

ED 239 774 
[Responses by Members of Committee C on Col- 
lege and University Teaching, Research, and Pub- 
lication, American Association of Universi! 
Professors, to the National Commission on Excel- 
lence in Education.] 

ED 237 029 
Revitalization of Basic Business Education at All 
Instructional Levels. National Business Educa- 
tion Yearbook, No. 20. 

ED 234 140 
School District Initiatives in Response to Board 
Priorities. 

ED 233 471 
School Improvement. Keys to School Boardsman- 
ship. A Program of Continuing Education for 
School Board Members. 

ED 233 469 
Student Minimum Competency Testing. Issue- 
gram 20. 

ED 234 091 
Supervision in Weakly Normed Systems: The 
Case of the Schools. 

ED 239 381 


Towards a Theoretical Conceptualization of In- 
structional Evaluation. 

ED 234 094 
Unfinished Business in New Mexico Education. 
Recommendations of Quality Education Confer- 
ence 3. 

ED 238 823 
Using Test Results to Improve Instruction. 

ED 240 139 
Using Your Testing Program in Curriculum De- 
velopment and Instructional Improvement. 

ED 236 168 
What Should We Be Teaching in the Social Stud- 
ies? Fastback 199. 

ED 236 083 
Which Factor, Teaching or Writing, Contributes 
More to Faculty Development? 

ED 237 038 
Will Inservice Education Alleviate the Current 
Problems in Science Education? 

ED 240 066 


Instructional Innovation 


Computers in Education: Realizing the Potential. 
Chairmen’s Report of a Research Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 

ED 235 783 
Innovative Instructional Development in a Time 
of Reactionary Educational Policy. 

ED 238 418 
Integrating Computer Software into Social Stud- 
ies Instruction. 

ED 239 586 
Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 

ED 238 184 
School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 

ED 239 396 
Two-Way Telecommunications: A Viabie Tech- 
nology for Rural Instruction? 

ED 234 738 


Instructional 


Leadership 
Mastery Learning: Easier Said than Done. 
ED 239 339 
Resolving Conflicting Results from Quantitative 
and Qualitative Methodologies: A Case Study of 
a Magnet School. 
ED 238 195 


Instructional Management Systems 
ee Instructional Program Procedures 
anual. 


ED 235 278 


Instructional Materials 
Adult ESL Suggested Materials List. 


ED 233 610 
ASCD Statement on Censorship. 

ED 234 475 
Basic Training Course in Systematic Curriculum 
_—— Course Three: Instructional Media 


ED 237 478 
Bibliographic Instruction in Illinois Academic Li- 


Instructional Materials 223 


braries: A 7 a Illinois Library Statisti- 
cal Report No. 1 

ED 238 454 
(Bibliography, Refugee Materials Center.] 

ED 238 985 
Canoeing. 

ED 238 636 
Case Study on Teaching Materials for Spanish 
Language and Culture Classes for Migrant Chil- 
dren in France. (Part I, “he Eaveation nd Cu 
CDCC’s Project No. 7: ‘ and Cul- 
tural Development of Migrants” 

ED 235 937 


The Catalog of Mass Media College Courses: A 
Selective Listing of Lower Division Undergradu- 
ate Courses Available for Lease or Purchase. 
Third Edition. 
ED 234 849 
Censorship in Schools: A Missouri Community’s 
Experience. 
ED 236 726 
Chemical Dependency Unit: One Be of the 
for Student y Pet of Bryan Sr. High 
School. Teacher Manual. 
ED 235 423 
A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 
ED 236 oan 
Community Skills: A Workshop on 
and Communication. 
ED 237 271 
Competency Based instructional Resource 
Guide. Sample Format. Welding. 
ED 233 140 
Comprehending Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
- __——, Materials. Technical Report 
‘o. 10. 
ED 236 333 
Computer Instruction on Sentence Combi: 
ED 239 580 
With Curriculum. Papers and Proceedings 
a the National Workshop on Distance Education 
(2nd, Perth, Western Australia, July 13-15, 1983). 
ED 237 302 
Curriculum Development for the Tourism Option 
of the Hospitality, Restaurant Management Pro- 
gram. Final Report. 
ED 234 219 
Data Book of Social Studies Materials and Re- 
sources. Volume 9. 
ED 240 010 
Developing Computer Software for Use in the 
Speech/Comunications Classroom. 
ED 238 061 
Development Communication Report No. 42, 
June 1983. 
ED 233 709 
Directory of Library Instruction Materials in 
Pennsylvania Libraries. 
ED 233 740 
Discussion Starters. Technical Note No. 25. 
ED 238 610 
Distance Education: The Design of Study Materi- 
als. 2nd Edition. 
ED 237 076 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 
ED 234 981 
Educators’ Guide to Effective Special Education 
Materials. 1983-84 Edition (As Reported by 500 
Special Educators). 
ED 238 219 
Effects of Two Comprehension Treatments in a 
College Reading Laboratory. 
ED 236 577 


Energy Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 

ED 233 842 
English Teachers’ Journal (Israel), Number 29. 

ED 239 508 
English Teaching Profile: Lesotho. 

ED 239 501 
Environmental Education. Catalogue of Re- 
sources for Grades I to XII. 

ED 237 349 
Evaluating Children’s Disabilities with 
an Apple II Personal Computer or Tempting Poor 
Learners with an Apple. 

ED 237 078 





224 Instructional Materials 
Evaluation of Educational Software: A Guide to 
Guides. 

ED 237 064 
Evaluation of Twelve Elementary Spelling Pro- 
Using the Spelling Program Effectiveness 
Scale (SPERS). 
ED 233 339 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 


ER 235 773 
An Examination of Factors Relating to the Effec- 


ED 234 097 
A Field Test of Industrial Sewing Curriculum Ma- 
Student Achievement. 


ED 233 128 
Florida Marine Education Resources Bibliogra- 
a Number 51, Florida Sea Grant Col- 


ED 235 031 
Fotonovelas and Comic Books-The Use of Popu- 
lar Graphic Media in Development. 

ED 239 806 
Graded SPSS Exercises. 

ED 240 143 
A Guide for Evaluating Industry-Sponsored Edu- 
cational Materials. 
ED 236 119 

Materials. 


ED 238 384 
Guide to Selection of Adult Literacy Materials. 
Analyze before You Buy. 

ED 235 321 


Guide to Vocational Education Materials and 
Practices. 
ED 237 644 


How to Develop PACs. Performance and Compe- 
tency-based Student Materials. 
ED 235 308 


The The ingest > Gender Cusracteriatice of Reading 
h h Literature. 

ED 237 559 

The Instructional Quality Inventory aQh: . For- 


Guidelines for Fair Use of Copyrighted 





versity and School Processes. Working Paper No. 
318. 


ED 236 552 
Recommended Standards for Educational Library 
Media Programs in Illinois. 
ED 237 105 
Resource Guide to Educational Materials about 
Agriculture: A Project of Agriculture in the Class- 
room. 


ED 234 280 
Resources for Guidance Program Improvement. 
Volume 2. 

ED 239 193 
The Self Access Box for Classroom Use. 


ED 23£ 296 
Sharpen Your Skills: Large Type. 
_ FD 239 479 


Sharpen Your Skills: Literary Braille 
ED 238 243 
Sharpen Your Skills: Mathematics and Science 


ED 239 477 
Sharpen Your Skills: Music Braille. 

ED 239 478 
Sharpen Your Skills: Tactile Illustrating. 


ED 239 480 


ED 239 482 
Sharpen Your Skills: Textbook Format Braille. 

ED 238 244 
Source Book of Educational Materials for Diag- 
nostic Medical Ultrasound. Radiological Health 


Series. 

ED 239 860 
Statement of Censorship and Professional Guide- 
lines. 


ED 236 597 
Strategies for Developing Creative Imagination & 
Thinking Skills. 


ED 233 533 
Students, Structures, Spaces: Activities in the 
Built Environment. 


Sharpen Your Skills: Tape Recordi: 


ED 233 796 
A Study Guide to Young Children in Action. Ex- 
qrcines in the Cognitively Oriented Preschool 





mative Evaluation Tool for Instructional 
Development. 


omting Wome’ Sets a tb Ba 
tudi T - 
itegrating Women’s 2 eacher luca: 


tion: Some 

ED 233 995 
Introduction to Methods and Materials in Bilin- 
gual Education. 


ED 238 288 
lavitetion to Submit for Adoption in California 
Basic Instructional 


Materials in the Areas of: Art, 
pe tage | Sp tural, English as a Second 


Language, and Foreign Language; 1983-84. 

ED 239 417 
Japanese for Foreign Affairs ; 

ED 238 298 
Language Arts for Native Indian Students. 

ED 238 630 


ED 233 850 
The Makah Language Program Curricular Code. 
ED 233 851 
Ss dary Art (8-12). 
ED 236 084 


Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 
ED 235 330 


baiary Curriculum. Overview: ERIC Fact Sheet 
‘o. 
ED 237 790 


Mother Goose in the ESL Classroom. 
ED 238 262 





y- 
ED 234 620 


ED 238 413 
The Raven and the Crow: A Makah Story Color- 


ing 

ED 233 852 
Readability of Vocational Horticulture Instruc- 
tional Materials. Summary of Research 31. 

ED 234 154 
Reading Instruction in IGE and Non-IGE 
Schools. Report from the Program on Student Di- 


ED 238 561 
A Study of Culturally-Appropriate Instructional 
Resources in Native American Education: A De- 
piction of the Regional Needs and Resources in 
the Pacific Northwest. 

ED 234 938 


A Survey of Methods and Materials. 

ED 236 641 
Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 

ED 238 402 
Teaching Romanian: Theory and Practice. 

ED 238 297 
Test of Picture-Text Amalgams in Procedural 


Texts. 

ED 236 665 
Towards Determining and Developing an a Appro- 
priate Video Programme for In-Service Training 
of Primary School Teachers ir Kenya. African 
Studies in Curriculum Development & Evalua- 


tion. No. 52. 
ED 234 001 
Traversing the Language “Gateway”: The Pass- 


port Lesson. 

ED 238 274// 
The Treatment of Sex Roles. Guidelines for the 
Development of —s and Secondary In- 


structional Ma 
ED 237 585 
Two Strategies for Teaching Black Psychology. 
ED 240 193 
Understanding the Multicultural Experience in 
Early Childhood Education. 
ED 238 560// 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 
ED 234 787 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 
ED 235 794 
Using Consultants for Materials Development. 
Technical Note No. 19. 
ED 238 604 
eer in Education: Current Developments in 
- Screen Design, Data Structure, and Access Con- 
tr 


ED 234 739 


Subject Index 


Visualizing the Verbal and Verbalizing the Visual. 
ED 238 417 
The Visually Handicapped Child in the Regular 


ED 235 166 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final 


ED 234 192 
Water Quality Instructional Resources Informa- 
tion System }). A Compilation of Abstracts to 
Water Quality and Water Resources Materials. 


Supplement 
ED 233 909 


Water Quality Instructional Resources Informa- 
tion System }). A Compilation of Abstracts to 
Water Quali = Water Resources Materials. 
Supplement 

ED 237 359 


Water Quality Instructional Resources Informa- 
tion System (IRIS): A Compilation of Abstracts to 
Water Quality and Water Resources, Supplement 
XIV (1983). 

ED 237 346 
The Writing Center as a Consulting Service for 
Content Area Faculty. 

ED 234 396 


Instructional Models 





At tion-Based Theory of Instruction. 
ED 234 894 


Instructional Program Di 


visions 

Microcomputers in Educational Settings: A Cate- 
gorization of ERIC ED Documents through De- 
cember 1982. 

ED 237 080 
Reorganizing the Middle Grades: pe eo for 
Administrators, School Boards, and Planning 
Teams. 


ED 236 804 


| Quality Inventory 
The Instructional Quality Inventory (1QI): A For- 


mative Evaluation Tool for Instructional Systems 


Development. 
ED 235 243 


Instructional S 


ystems 
the Costs and Impacts of Managing 
T/E/I Systems: A Collection of Nine Papers. 
Evaluation Systems Project. 
ED 238 943 


Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 

ED 239 819 
The Instructional Quality Inventory (IQID): A For- 


mative Evaluation Tool for Instructional Systems 


Development. 
ED 235 243 
Non-Broadcast Instructional Video Program- 


ming. 
ED 238 510 
A Study of the Effectiveness of the Instr 


Systems Laboratory. 
ED 238 414 
A Systems Approach to the Preparation and Con- 
duct of Trade and Industrial Training. 
ED 234 162 
Development Model 





Instructional Systems 
A Systems Approach to the Preparation and Con- 


duct of Trade and Industrial Training. 
ED 234 162 


Instructional Terms 


Assessment of Instructional Terms (AIT). 
ED 236 642 


Coordinators 

Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 144 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 
Proceedings from Advanced T: ~ Nuri — 

‘oc ‘om Advan raining for 

Home Inservice Coordinators. Think It ‘Owe 
Project. 

ED 236 417 
Responsibilities of the Teacher-Coordinator and 





Subject Index 


Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Think It Older. A Guide for the Inservice Coordi- 
nator. 

ED 236 416 
Think It Older. A Guide to a Career in Gerontol- 
ogy. A Comprehensive Model for the Develop- 
ment of Training Coordinators. Final Report. 

ED 236 415 
Training Agreements. Module Number 5. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 147 


Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 143 


Enrichment 
Cognitive Education for the Hearing-Impaired 
Adolescent. 
ED 233 511 


Instrumentation 

Instrumentation Considerations in Research In- 
volving Eye-Movement Contingent Stimulus 
Control. Technical Report No. 305. 

ED 239 235 
Revitalizing Laboratory Instrumentation. The Re- 
port of a Workshop of the Ad Hoc Working 
Group on Scientific Instrumentation (March 
12-13, 1982). 

ED 236 047 
1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and Technology. U.S. House of Repre- 


sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 (February 23,25; March 1,8,10, 


1983). No. 21 
ED 238 705 


Ames Energy: A Consumer’s Guide to Energy 
Conservation. 


ED 233 898 


Companies 
ee Literacy and the Workplace. Proceed- 


aN: ei. (Wash- 
ingen, District of Columbia, pm 6, 1983). 
ED 235 384 





Integrated Activities 

Composition Handbook for Decatur Teachers. 

ED 234 404 
Elementary School Industrial Arts. An Educa- 
tor’s Handbook Containing Approaches and Re- 
sources for Making the Elementary Education 
Curriculum More Effective through Industrial 
Arts Activities. 

ED 234 272 
Elementary School Industrial Arts. ESIA Lesson 
Plans and Resources for Elementary Classroom 
Teachers and Industrial Arts Consultants. 

ED 234 271 
The English Teacher and the Arts. 

ED 239 298 
Integrating Word Processors into a Freshman 
Composition Curriculum. 

ED 235 493 
Learning Through Writing: A Practical Guide to 
Student Writing for College Teachers. 

ED 236 265 
Making Connections between Speaking and Writ- 
ing. 

ED 238 023 
Pedagogical, Psychological, and Literary Applica- 
tions of Self-Report Inventories. 

ED 236 553 
Writing Activities for Developing Reading Com- 
prehension. 

ED 234 370 


Curriculum 
Development of Social Studies Curriculum Con- 
tent for Zambian Junior Secondary Schools. Afri- 
can Studies in Curriculum Development and 
Evaluation No. 72. 


ED 236 085 


Intellectual Development 
= ne Curriculum for the Secondary 
ool. 


Elementary Arts Curriculum Guide. 
Curriculum LA-001-82. 
ED 234 405 


English Language Arts: Early Years. Curriculum 
Support Series. 

ED 236 590 
English Language Arts: Middle Years. 

ED 236 591 
Generalist Teaching Policy and Practice. 

ED 239 400 
Improving my eye and Attitudes in the Col- 
lege Content : A Replication Study. 

ED 234 372 
Integrating Subject Areas in Education 
Curriculum: A Joint Innovative ronal Report of 
the Finalization Meeting (Bangkok, Thailand, 
December 9-15, 1981). 

ED 238 536 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 

ED 236 716 
Putting  Hemety Dey Together Again: Inte- 
grating the Language Arts. Talking and Writ- 
ing Series, K-12: Successful C Classroom Practices. 


ED 233 381 


Pest nt 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 
ED 238 699 


Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 

ED 238 700 
Safe Cockroach Control: A Guide to Se Up 
an Integrated Pest Management Feuguer ellie 
School System. 

ED 238 697 
Urban Pest Management. Selected R: 


ED 238 ‘698 


ED 237 484 
Impact of —_ Support Systems on Children’s 
Academic ani Functioning after Parental 
Divorce. 

ED 235 887 
Intellectual Competence and Aggression 


ED 233 820 
A Meeting of Minds. 
ED 234 875 


P 





New GC i 
to Measure the Perry "Scheme. 


ED 235 438 


Sex Diff in I 1 and Ego Develop- 


ment. 





ED 236 503 


Intellectual 


Discipiines 
Affirmative Action Status Report: 1982-83 New 
Hires at New Jersey Public Colleges and Universi- 
ties. Special Report Series. 
ED 233 633 


Computers and Curriculum: What’s the Fuss? 
ED 237 068 
Learning Through Writing: A Practical Guide to 
Student Writing for College Teachers. 
ED 236 265 
The Paradigmatic Mentality: A Diagnosis. 
ED 235 089 
Education in New 
ic Categories. 
ED 238 998 
Tees i of Knowledge and Understanding in 
ional Paper No. 61. 
ED 237 503 
Program Expansion and Collaboration with Other 
Programs and Departments. 
ED 234 694 


Summary Report, 1982. Doctorate Recipients 
from United States Universities. 


Participation in Postsecon: 
York State by Racial and E 


ED 234 682 
Teaching the Content Subjects to Indochinese 
Students. 


ED 236 297 


Intellectual 


Argument in Transition: Proceedings of the Sum- 
mer Conference on Argumentation (3rd, Alta, 


Utah, July 28-31, 1983). 
ED 234 459 
Conference in Rhetorical Criticism. Address of 


In 


Intelligence Tests 


the Annual Conference and Commended 
(15th, Hayward, California, May 9, 1980). 


and Commended 

(16th, Hayward, California, April 24, 1981). 
Intellectual Models and School Polidy mg ten 2 
gation as a Method of Assimilation. 4 

ED 237 592 
On the State of Speech Communication Research. 

ED 236 733 
Rhetorical Traditions and the Teaching of Writ- 
ing. 


ED 238 026// 
ED 236 623 


The Rhetoric of Explanation. 


Property ‘ / 
Intellectual Property: Developing an Equitable 


Policy. 
ED 236 971 
Software Piracy, Ethics, and the Academician. 
ED 233 700 


Intellectuals 
A Meeting of Minds. 


ED 234 875 


The Nature of the Black-White Difference on 
Various Psychometric Tests: Spearman's Hypoth- 
esis. 


ED 237 572 
The Relationship between the Social and Intellec- 
tual Competence of Young Children and Their 
Mothers’ Communicative Behavior with Caregiv- 
ers. 

ED 238 576 


Intelligence Differences 
The Cultural-Distance Approach: A Model for 


—_ Black-White Performance Differences 
on 


of IQ. 
ED 240 192 
Individual and Group Differences ii in Intelligence 


and Speed of Information 
ED 237 624 


bie ee Fe om and Early Maturational Cor- 
telates of Intelligence. 
ED 234 920 


— Quotient 
Development of Size Judgement Ability among 


Down Syndrome and Normal Children. 
ED 238 949 
The Interaction of Piagetian Stages of Develop- 
ment in Early A ne nog 1Q Levels and Other 


Variables in Pr aG 
Task. 


ED 234 379 





Intelligence Tests 
Automated Analysis of WISC-R Subtest Scatter. 


ED 233 279 
Carl Campbell Brigham, the Native Intelligence 
Hypothesis, and the Scholastic Aptitude Test. 

ED 237 516 
Comparability of WISC-R and WAIS-R IQ 
Scores with Educable Mentally Handicapped Ad- 
olescents. 

ED 233 555 
Confirmatory Factor Analysis of the WAIS-R: 
Plausibility of Models. 
ED 237 575 


The Cultural-Distance Approach: A Model for 
Aad zing Black-White Performance Differences 
easures of IQ. 

ED 240 192 
Ethnic Group Bias in WISC-R Verbal Items. 

ED 236 172 
Gilliland General Learning Potential Ex- 
amination for Inter-Cultural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 

ED 237 268 
Handicapped Children’s Performance on Stan- 
dard and Adaptive Items of the Stanford-Binet 
Intelligence Scale (Form L-M). Working Papers 
in Developmental Disabilities. 


If Not 1.Q. - What? 
ED 235 883 
—- Testing and Race in the Public 


ED 235 661 


ED 238 897 
Screening Gifted Students: A Comparison of the 





226 Intelligence Tests 


SIT and WISC-R. 
ED 237 555 


AS Reveetioeing Se Deity eames 
A on Fom of the Disabled Read: 


ers. 
ED 240 129 
Use of the D-48 Test to me oe tery Gifted Disadvan- 
Third- and Fourth- Elementary 
Children. 


ED 238 240 


Listening Speaking Componen‘ 
—— t in 
English for Academic Purposes. 

ED 236 927 


Faculty Handbook: Ohio Program of Intensive 


ED 238 245 
Style and Situation: A isti 
ing Bahasa 


ED 239 511 


ual for Project 
ED 240 177 


Organizational Relationship 
Creating Conditions for Successful Collaboration. 
ED 237 475 


Interaction 
Audio Teleconferencing. SAT Users Conference. 
ED 239 592 
Books and the Mass Media: Modes of Interaction 
rs 
ED 233 322 
and Methodological Framework 
oe 4 — of Family Interaction among the 


ED 233 240 
Grouptalk: An Investigation of Group Process. 

ED 237 889 
Height as a Determinant of Submission and the 
Assignment 


it of Responsibility. 

ED 235 412 
Integration for Severely Handicapped Children 
and Youth. 


ED 239 436 
The Interactions of the Student Aid Office. 
ED 235 720 
Interaction Strategies of First Graders Who Have 
Different Bilingual Preschool Mod- 
els. Final Report. 
An In of Ni Ini 4 7 a 
vestigation urses’ Interaction les 
with Physicians and Suggested Patient Care a 
ventions. 
" an ED 234 vad 
egotiation A Conceptualization o! 
the Constitutive Rules off of Negotiation Interaction. 
ED 236 736 
Qualitative Research-Another Way of Knowing. 
—— = 240 — / 
Relationships among Test Factor Struc! est 
Hierarchical —- and Test ete De- 


ED 235 222 
teraction and Task 


ED 239 152 
tion 


ED 239 316 


The Story Is in the re le 
of Conversation among ” 


ED 238 083 


External Validity Issues Associated with Class- 
room Observational Research. 


a at ‘i ED 234 039 
vestigation urses’ Interaction Styles 
with Physicians and Suggested Patient Care Inter- 
ventions. 


Negotiation Competence: A 


ED 234 458 
ion of 


the Constitutive Rules of Negotiation Interaction. 
ED 236 736 
Interactive Research and Development on 


——_ Research and Development on 
hooling: Antecedents, Purposes, and Si 
= for School Improvement. 
ED 234 024 


Interactive yo 
Adult —e 2 Television. [and] Adult 
and the Overhead Projector. [and] Us- 
ing Media with Adults. 
ED 235 796 


Technological Delivery Systems. 
ED 237 pl / 
bree Interactive Features in the Design of 
Materials. 


ED 233 703 
Interactive Video 

individualizing Instruction through Interactive 
Video. 

ED 234 750 
Potential Roles for Public Television Stations in 
the Emerging Interactive Videodisc Industry. An 
Evaluation. 

ED 239 589 


Intercollegiate Cooperation 

— College - University Cooperation and 
Its Benefit 

ED 238 484 
Educational Resource Sharing. Conference Re- 
port. 

ED 239 026 
Education Policy Committee Report to the Spring 
1981 Conference. 

ED 238 496 


Intercultural 


Communication 

Intercultural Relevance and Technological Trans- 
fer: A Communicative Competence Approach. 

ED 238 035 
Interpersonal Perception in International Busi- 
ness Negotiations: An Up-Date. 

ED 235 531 
Multiculturalism for a Global Society: Together 
We Can. 

ED 233 952 
Professional Responses to Non-Negotiable Eth- 
nic Markers in Black Language and Culture. 

ED 239 323 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 

ED 233 409 
Value Systems in International Business. 

ED 237 391 
The World Hypotheses: Implications for Intercul- 
tural Communication Research. 


ED 238 045 


Intercultural Counseling 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 


ED 236 321 


Programs 
Critical Issues in Internationalizing Teacher Edu- 
cation: A Formula for Developing Global Per- 
spectives. Initial Draft. 
ED 233 993 
Cross-Cultural Perspectives in the Curriculum. 
Resources for Change. 
ED 237 392 
Multi-Cultural Approach to Education: Using 
University Students in K-12 Classes as a Re- 
source. MAIS Project. 


ED 235 077 


Interdependence or Independence: the Aims and 
Functions of Adult Education. 

ED 237 654 

The Mountain West and the World: International 

Connections and Alternative Futures. A Hand- 

book of 15 Activities for Classrooms. 

ED 238 768 


Multiculturalism for a Global Society: Together 
We Can. 


ED 233 952 
No City Is an Island: The Study of Interdepen- 


: ED 238 757 
Teaching about Global Issues. ERIC Fact Sheet 


Interdisciplinary 
ee Oe reins of 
Resource Guide. 


Subject Index 


No. 4. 


ED 233 926 
7 eo 
Worldwatch Paper 5 


ED 233 950 


Countries: A 
cal Science Series. 


Economics-Politi- 


ED 233 956 
Applied Sociology and Social Work. 

ED 237 390 
Arts-R-Us. 


ED 235 116 
Bookwebbing across the 

ED 237 926 
_ and Science: A Symbiotic Relation- 


ED 238 001 
Conservation for Children [Levels 1-6 and an 
All-Levels Rao 
ED 239 920 


Coordinated Academic English 1-2/World His- 
tory. 


ED 239 998 
Creative Quickies, Vol. II. 
ED 237 452 


Cross-Cultural Perspectives in the Curriculum. 
Resources for 

ED 237 392 
Deaf/Blind Students-They Can’t What? 

ED 235 626 
Economic Promises and Challenges of Productive 
Resources: A Study of Man’s Use of Productive 
Resources over the Ages (From the Stone Age to 
the Space Age). 

ED 239 935 


Elementary School Industrial Arts. An Educa- 
tor’s Handbook Containing Approaches and Re- 
sources for Making the Elementary Education 
Curriculum More Effective through Industrial 
Arts Activities. 


ED 234 272 
Energy Efficient Economists. 

ED 238 749 
Energy Tech-Knowledgy. 


ED 239 837 
_ Education Manual for Grades I to 


ED 237 348 
Exploring Communication. GPE Humanities Se- 
Ties. 
ED 237 426 
Exploring the World of Stamps in Your Class- 
room. A Teacher’s Guide to Stamp Collecting. 
ED 236 098 
External Evaluation of Student Projects in Indus- 
try and Academia. 
ED 239 270// 
Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 
ED 237 169 
Foreign ¢ Arts in the Grades: A Concep- 
tual Approach (F.L.A.G.). 
ED 238 ytd 


The Growing A Garden-Based Sci: 
ence ond New Nunidon Curriculum for 2nd through 
6th Grades. Book 1: Becoming a Farmer. 

ED 239 917 
The Growing Cl A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 2: Science. 








ED 239 918 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 
noes Art with the Curriculum Areas. A Kit 
for The Elementary Classroom. Centering On. 

ED 237 468 
pesenstins the Language Arts in the Elementary 

ool. 


ED 238 029 
Interdisciplinary Connections among Writing 
Theories and Teaching Practices. 
ED 236 694 
An Interdisciplinary Curriculum to Meet the 
Needs of Developmentally Disabled Children. 
AJ AU Develop Seif-A ‘een 
journey. Init to - Awareness 
Through a Fine Arts Approach. 





Subject Index 


ED 239 992 
Learning Disabilites: Issues in the Preparation of 
Professional Personnel. A Position se of the 
— Joint Committee on Learning Disabi- 
ites. 


ED 235 641 
“Learning to Do Humanities.” Final Report. 

ED 233 750 
Making Decisions: Our Global Connection. Les- 
sons for Teaching Citizenship Skills and 
Using Local Involvement in World Affairs: 
Grades 8-12. 

ED 238 788 
Mathematics and Global Perspectives: A Work- 
ing Team. 

ED 233 876 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 

ED 233 903 
Medical Issues in the Education and Care of Chil- 
dren Requiring Extensive Special Education Pro- 
—-> Working Papers in Developmental 

ties. 


ED 235 659 
Merging the Liberal Arts with Work Experiences. 
CSCC Bulletin; Issue 9, 1983 

ED 237 124 
Myself and Others. GPE Humanities Series. 

ED 237 425 
National Women’s History Week Curriculum 
Guide. 


ED 233 916 
A Novel Approach to Reading. 
ED 234 369 
Of Codes and Crowns: The Development of Law. 
Instructor’s Manual. Law-in-Social Studies Series. 
ED 238 764 
Of Codes and Crowns: The Development of Law. 
[Student’s Book] Law-in-Social Studies Series. 
ED 238 765 
Our Class as an Icosahedral Community. 
ED 235 995 
An Overview of Clarkson’s Technical Communi- 
cations Program. 
ED 239 285// 
Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 
ED 233 902 
Peacebook: A Resource Guide for Peace Studies 
at U.C. Berkeley, 1982-83 [and] 1983-84. 


ED 236 068 
Pedagogical, Psychological, and Literary Applica- 
tions of Self-Report Inventories. 
Fesris Viliog Jalon High Schoots Language Pre 
erris ley Junior ‘ool’s ¢ Pro- 
cessing for Grades 7-10. 
ED 237 924 
Plantings, Number Four, April 1983. 
ED 233 641 
A Program in American and Pennsylvania Stud- 
ies. 
Proj Prepare: Li Si pen Woe oo 
‘oject e: Livingston-Steuben-Wyoming 
BOCES Library Research Skills Syllabus, Senior 
High Level. Field-Test Edition. 
ED 234 784 
Promoting Foreign Language Study Outside the 
Foreign Language Classroom. 
ED 239 515 
Reinforcing Basic Skills Through Social Studies. 
Grades 4-7. 


ED 239 981 
Secondary Lesson Plans in Law-Related Educa- 
tion. 


ED 236 073 
Social Studies Core Curriculum in Fieldston 
Lower School. 
ED 233 930 
Stacks of Ideas: Activities for Library Media Cen- 
ter and Classroom K-12. 
ED 239 659 
Staff Development for University Level English 
ae Improving the Teaching of Reading and 
riting 


ED 239 227 
Themes. 


ED 235 994 
Using Sociology: The Application of Concepts. A 
Paper for the Pennsylvania Sociological Society. 

ED 237 158 
Vallecito Middle School’s Educational Televi- 
sion. 


Ini 


Interlibrary Lam 
Coordinating 


pe - Py: 239 607 
‘oyage to Economic Literacy: ear Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 
ED 238 752 
A Weekend Drive: Source for an Interdisciplinary 
Ti Unit. 
ED 235 076 
The Wide World of Economics: A Sixth Grade 
Study of the Economic Forces at Work Around 
the World. 
ED 238 753 
Women’s History Lesson Plan Sets. 
- — ED 233 on 
riting across the Curriculum: Designing an Ef- 
fective Model. 


ED 238 025 


Interdistrict P 


olicies 
Collaborative for Alabama Urban School Educa- 
tors. Final Report. 


ED 240 190 

Inter-District Cooperation among Rural Schools 
In A Post-Industrial Society. Revised. 

ED 234 940 


Groups 
External Constraints on Sy aren) 
A Study of the New York School aa 
ED 240 204 


Interest Inventories 


Construct Validity in Vocational Interest Mea- 
surement. 

ED 234 060 
Vocational-Career Assessment Instruments Ref- 
erence Handbook. 

ED 237 783 
Assessment of High 
ve Difficulty Reading. 

ED 233 272 
The WIQ: A Multi-Dimensional Instrument to 
— Antecedents of Women’s Vocational 

oice. 


Vocational Personali 
School Students Who 


ED 234 229 


Interfaith R 


elations 
Know Your Neighbor’s Faith: An Annotated In- 
terfaith Bibliography. 
ED 237 413 
i Education and Christian-Jewish Rela- 
tions. A Curriculum and Resource Handbook. 
ED 236 088 


Interft 


erence (Language) 
The “Pro-Drop” Parameter in Adult Second Lan- 
guage Acquisition. 
ED 239 490 


terference 
Anxie ety my on of Information from 
Long Term Memory. 


ED 238 913 


tergenerational Programs 
Intergenerational Education: Young and Old 
Learning Together. 

ED 239 775 


Reconnecting the Generations through Continu- 
ing Education. 

ED 239 124 
Volunteer Grandperents in Head Start. 

ED 235 904 


Relations 
ing the American Dream: 1913-1983. Hu- 
man Relations Catalog for the School, Church, 


and Community. 

ED 235 248 
Greek Children at School and After. ERDC Re- 
port No. 29. 

ED 240 210 
Order and Mystery in Negotiation Groups. 

ED 233 417 


terior Design 
Level and Social Environment as Determinants of 
Perceived Work Environment. 

ED 237 876 


the Organization of Library Ser- 
vices in Menopotiten Milwaukee. 

ED 237 097 
Library Services. Miscellaneous Papers. 

ED 239 656 


Library Statistics of and Universities in 
the Pacific Northwest, 1980-81. 


In 


In 


International Education 227 


ED 237 089 

ODIN. Online Database Information Network: 
ODIN Policy & Procedure Manual. 

ED 237 094 

Decument Delivery. 

i leeting (101st, Ar- 

lington, Virginia, October 13-14 19 1982). 


ED 234 785 
aaa Miami Valle ted Materials among 
Conse Libraries in 

rt Ayr A Descriptive 


ED 235 826 
Study of the Communications Needs of the Fox 
Valley Interlibrary Loan Network. Final Report. 
ED 233 718 
Wisconsin Interlibrary Loan Guidelines. Second 
Edition. Bulletin No. 3107. 
ED 234 788 


termediaries 

Attributes of Communication between Clients 
and Staff of High Capacity Computer Data Pro- 
cessing Centers. 

ED 233 679 


Intermode Differences 
An Examination of Instructional Strategies Used 


with Two-Way Television. 


ED 238 407 
La a Procedure from Multimedia Instruc- 
tions: The Effects of Film and Practice. 

ED 239 598 
Technical Aids to Teaching in Higher Education. 
Third Edition. 

ED 238 403 
Telidon and Computer Assisted Learning - A Re- 
om on the First Experiment Using Telidon for 


ED 235 795 
International Baccalaureate 
Chandler High School College Prep Honors Pro- 
gram: Restoring a Challenge to Secondary Educa- 
tion. Advanced Placement. 
ED 237 251 


ternational Business 
Value Systems in International Business. 
ED 237 391 
International Centre Parliamentary Docu- 
mentation 


Parliamentary Libraries Section. General Re- 
search Libraries Division. Papers. 


ED 239 636 


International Conference on Population 
Population and the Future: From Bucharest 
(1974) to Mexico City (1984). Summary Report 
of the United Nations Fund for Population Activi- 
ties Briefing for Non-Governmental Organiza- 
tions in New York (2nd, New York, New York, 
February 16, 1983). 
ED 237 389 
International Coopera 
pees pcr re Titerec ec. Report of an Interna- 
tober 1983). 
ED 237 755 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 
ED 235 088 
Law of the Sea, Resource Use, and International 
Understanding. 
ED 239 999 


ternational Education 
Coalition Building for Global Perspectives: A Pro- 
cess and Resource Manual. 

ED 238 803 

Foreign Area Studies in the USSR. Training and 

Employment of Specialists. 

ED 237 762 
The Global a Pages: A Resource Directory. 
Revised Edit 

ED 237 424 
Graduate Education: A National Investment in 
Knowledge. Proceedings of the Annual Meeting 
of the Council of Graduate Schools in the United 
eae Springs, Colorado, December 

ED 239 570 
Intergovernmental Conference on Education and 
International Understanding, Co-operation — 
Peace and Education Relating to Human 
and Fundamental Freedoms, with a View to 
veloping a Climate of Opinion Favourable to the 





228 International Education 


Strengthening of Security and Disarmament 

(aris, France, April 12-20, 1983). Final Report. 

ED 238 780 

International Education and the U.S. Community 

College: From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 

pnt 233 780 

Register of Education and Training Activities in 

Librarianship, Information Science and Archives 

= Inventaire des activites de formation dans le 

la bibli mie, des sciences de 





io de 

tap actuldndes do frenacian on in cafes do be 

bibliotecologia, las ciencias de la informacion y la 
archivologia. 

ED 238 427 


Without a Nickel: The Challenge of International- 
izing the Curriculum and the Campus. AASCU 
Studies 1983/2. 


ED 238 316 


Educational Exchange 

Decision Oriented Evaluation in Education: The 
Case of Israel. 

ED 238 894 
Educating Students from Other Nations. Ameri- 
can Colleges and Universities in International Ed- 
ucational Exchange. 

ED 233 629// 

Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 
Mathematics Education. 

ED 237 362 
On Evaluation Policy in the United States and 
Israel. Report No. A-112. 

ED 238 917 
Open Doors: 1981/82. Report on International 
Educational Exchange. 

ED 234 678 
The Planning and Implementation of American 
Graduate Degree Programs for Iranian Educa- 
tors. 


ED 237 043 
ine of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part III: Program Over- 
views and Components. 
ED 239 495 
Technical Assistance in Vocational and Technical 
Education. 
ED 235 842 


International Environmental Education 


Actions of the International Environmental Fdu- 
cation Programme 1975-1983. 


ED 237 322 
International Federation of Library Asso- 
ciations 


Management of Library Associations Section. 
Management and Technology Division. Papers. 
ED 239 646 
Law 
Transborder Data Flow, Informatics and National 
Policies: A Comparison among 22 Nations. 
ED 235 530 


International Organizations 

Accelerating Child Survival and Development in 
Dark Times. 

ED 235 881 
Acquisition and Exchange Section. Collection 
and Services Division. Papers. 

ED 239 629 
Administrative Libraries Section. Special Librar- 
ies Division. Papers. 

ED 239 650 
Africa Section. Regional Activities Division. Pa- 
pers. 

ED 239 648 
Art Libraries Section. Special Libraries Division. 
Papers. 

ED 239 651 
Asia Section. Regional Activities Division. Paper. 

ED 239 649 
Bibliography Section. Bibliographic Control Divi- 
sion. Papers. 

ED 239 627 
Children’s Libraries Section. Libraries Serving the 


ED 239 638 
Secti 


ED 239 628 
Conservation Section. Management and Technol- 
ogy Division. Papers. 

ED 239 643 


ay sot Map Libraries Section. Special 
Libraries Division. Papers. 

ED 239 652 
Information Services. Miscellaneous Papers. 

ED 239 657 
Information Technology Section. Management 
and Technology Division. Papers 

ED 239 644 
Law of the Sea, Resource Use, and International 
Understanding. 

ED 239 999 
Libraries for the Blind Section. Libraries Serving 
the General Public Division. Papers. 

ED 239 639 
Library Schools and Other Training Aspects Sec- 
tion. Education and Research Division. Papers. 

ED 239 633 
Library Services. Miscellaneous Papers. 

ED 239 656 
Library Services to Hospital Patients and Handi- 
capped Readers Section. Libraries Serving the 
General Public Division. Papers. 

ED 239 640 
Library Theory and Research Section. Education 
and Research Division. Papers. 

ED 239 634 
Management of Library Associations Section. 
Management and Technology Division. Papers. 

ED 239 646 
National Libraries Section. General Research Li- 
braries Division. Papers. 

ED 239 635 
A New International Order: Proposals for Making 
a Better World. 

ED 233 964 
Official Publications Section. Collections and Ser- 
vices Division. Papers. 

ED 239 630 
Opening Statements and Speeches. Plenary Ses- 
sion. Papers. 

ED 239 626 
Parliamentary Libraries Section. General Re- 
search Libraries Division. Papers. 

ED 239 636 
Public Libraries Section. Libraries Serving Gen- 
erai Public Division. Papers. 

ED 239 642 
Rare and Precious Books and Documents Section. 
Collections and Services Division. Papers. 

ED 239 631 
Round Table Mobile Libraries Section. Libraries 
Serving the General Public Division. Papers. 

ED 239 641 
Serials Publications Section. Collections and Ser- 
vices Division. Papers. 

ED 239 632 
Social Science Libraries Section. Special Libraries 
Division. Papers. 

ED 239 654 
Toward a World Peace Movement. 

ED 237 403 
UNESCO/IFLA Presession Seminar: Exchange 
of Experience Seminar for Developing Countries. 
University Libraries in Developing Countries— 
Structure and Function in Regard to Information 
Transfer for Science and Technology. 

ED 239 655 
University Libraries and Other General Research 
Libraries Section. General Research Litraries Di- 
vision. Papers. 

ED 239 637 
World Confederation of Organizations of the 
Teaching Profession. Annual Report, 1983. 

ED 238 891 


International Programs 
The Archival Appraisal of “Cas Images: A 
RAMP Study with Guidelines. 


ED 239 625 
Assessing the Impacts of Intergovernmental Eco- 
nomic Organizations: The Case of the World 
Bank and Nonformal Education. 

ED 235 987 
The Contribution of Distance Education in Pro- 
viding Education for a Just Social Order. 

ED 237 073 
Critical Issues in Internationalizing Teacher Edu- 
cation: A Formula for Developing Global Per- 
spectives. Initial Draft. 


Subject Index 


ED 233 993 
A Guide for Surveying Archival and ae 
=_— Systems and Services: A RAMP 


ED 234 815 
International Cooperation in Energy Policy: Im- 
pacts on Development in Third World Nations. 

ED 235 088 
International Expert Meeting on Exchange of In- 
formation on Science and Technology Education 
(Unesco, Paris, October 18-22, 1982). Final Re- 
port. 


ED 237 316 
Manual on Bibliographic Control. 

ED 234 801 
A New International Order: Proposals for Making 
a Better World. 

ED 233 964 
Refugees and Migrants: Problems and Program 
Responses. A Look at the Causes and Conse- 
quences of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
Programs to Address the Problems of Refugees 
and Migrants in the United States and Elsewhere 
in the World. A Working Paper. 

ED 239 818 


The Role of Archives and Records Management 
in National Information Systems: A RAMP 
Study. 

ED 238 438 
STS-9 and Spacelab 1. NASA Educational Briefs 
for the Classroom. 

ED 238 677 
Technical Assistance in Vocational and Technical 
Education. 

ED 235 842 
Writings on Archives Published by and with the 
Assistance of UNESCO: A RAMP Study. 

ED 235 808 


International Relations 


American Business in South Africa. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 

ED 238 811 
China under the Four Modernizations: Part 2. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 

ED 235 108 
Co-operating for Literac a. Report of an Interna- 
tional Seminar (Berlin, October 1983). 

ED 237 755 
Crossroads: Quality of Life in a Nuclear World. A 
High School English Curriculum. 

ED 240 044 
Crossroads: Quality of Life in a Nuclear World. A 
High School Science Curriculum. 

ED 240 045 
Crossroads: Quality of Life in a Nuclear World. A 
High School Social Studies Curriculum. 

ED 240 046 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24 

ED 238 330 
International Human Rights: Politics & Law. A 
Syllabus. Revised. 

ED 233 962 
Issues in International Communications: Devel- 
opment Communications Research. 

ED 234 455 
Japanese for Foreign Affairs ‘ 
ED 238 298 
Law of the Sea, Resource Use, and International 
Understanding. 

ED 239 999 
Nuclear Energy, Nuclear Weapons Proliferation, 
and the Arms Race. 

ED 233 911 
Nuclear Weapons and Nuclear War. Papers Based 
on a Symposium of the Forum on Physics and 
Society of the American Physical Society, (Wash- 
ington, D.C., April 1982). 

ED 233 910 


Situations for Communication: Growth in Com- 
petence and Confidence. 
ED 238 276// 
na about Global Issues. ERIC Fact Sheet 
0. 4. 


ED 233 926 
Transborder Data Flow, Informatics and National 
Policies: A Comparison among 22 Nations. 

ED 235 530 





Subject Index 


Transborder Flow of Computerized Information: 
Controls and Restrictions. 
ED 239 315 


Serials Data System 
Serials Publications Section. Collections and Ser- 
vices Division. Papers. 
ED 239 632 


tandard Book Description 
Serials Publications Section. Collections and Ser- 
vices Division. Papers. 
ED 239 632 


International Studies 
Coalition Building for Global Perspectives: A Pro- 
cess and Resource Manual. 

ED 238 803 
Foreign Languages and International Studies As- 
sessment in Colorado Schools K-12 Programs and 
Higher Education. Final Report. 

ED 238 293 
The Global Yellow Pages: A Resource Directory. 
Revised Edition. 

ED 237 424 
Proceedings of the EMU Conference on Foreign 
Languages for Business (Ypsilanti, Michigan, 
April 7-9, 1983). Part I: Business Perspectives. 

ED 239 493 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part II: Program Develop- 
ment and Retraining Strategies. 

ED 239 494 
Strategies Unlimited. 

ED 239 991 


International Trade 
Economic Simulation Game: A Two Day Simula- 
tion for Grades 9-12. 

ED 238 759 
International Trade: U.S./U.S.S.R. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. 

ED 238 819 
A Voyage to Economic Literacy: A Year Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 

ED 238 752 


Internment Camps 
The Japanese American Internment, 1942-45: A 
Lesson from Recent History. Multicultural Edu- 
cation Resource Series. 

ED 240 042 
Internship Programs 
Administration in Higher Education: An Intern- 
ship Experience. 

ED 235 719 
Broadcast Internships-An Important Element in 
a Teaching Career. 

ED 239 324 
A Checklist for University Supervisors Regarding 
the Operation of Successful Intern Seminars and 
Field Experiences. 

ED 236 116 
Coordinating an Undergraduate Internship Pro- 
gram in a Large Psychology Department. 

ED 235 751 
An Executive Training Program. 

ED 233 500 
Field Placement in Social Gerontology. 

ED 236 095 
Handbook for the Principal Internship. Revised. 

ED 238 155 
Home, School, and the IEP. ESEA Title IV Part 
C Project Report, Final Evaluation Report, 
1981-82. 

ED 234 120 
How It Happened: An Analysis of Curriculum in 
an Internship Site. 

ED 235 171 
Impact Analysis: The Effect of the APS-UNM 
Graduate Intern Progam on Teacher Perfor- 
mance. 

ED 235 173 
The Integration of Theory and Practice: A Pri- 
mary Focus of Teacher Education Internships. 

ED 238 879 
Keeping Teachers’ Technical Skills Up-to-Date. 

ED 237 737 
Liberal Learning and Careers Conference Report. 

ED 234 668 
Liberal Learning and Careers Update. 

ED 238 370 


Interpersonal Communication 229 


Operation Bridge: Over the Troubled Waters of 
—_ Education. Transcript [and] Evaluation 


ED 239 121 
Out of the Classroom, Into Industry: Summer 
School for Teachers. Ideas for Action in Educa- 
tion and Work. 

ED 237 818 
Partnership for Rural Improvement: New Dimen- 
sions. Annual Report 1980-1981. 

ED 235 983 
Project BABS (Bilingual Academic and Business 
Skills). O.E.E. Evaluation Report, 1981-1982. 

ED 234 122 
Women & Minorities’ Leadership Program in Ed- 
ucational R&D. Final Report, December 1, 1981 
to November 30, 1982. 


ED 233 499 
terorganizational Relationships 
Evaluating Inter-Organizational Relationships. 
ED 237 553 


Interpersonal Attraction 


Attraction under Aversive Conditions: Misattri- 
butions or Fear-Reduction? 

ED 237 856 
Communication Patterns in Four Types of Inti- 
mate Friendship. 

ED 238 051 
“Don’t Act Ugly!”: Parents’ Attractiveness- 
Based Judgments of Preschool Children. 

ED 237 209 
The Effects of Empathy on Perceptions of a 
Self-Discloser. 

ED 233 257 
Interpersonal Attraction: The Influence of Simi- 
larity, Perceived Correctness, and Importance of 
Causal Understanding. 

ED 236 496 
The Mating Gradient: Alive and Well on the Col- 
lege Campus. 

ED 236 470 
Preschool Teachers’ Reactions to Attractive and 
Unattractive Children: An Observational Study. 

ED 237 240 
Viewing Attractiveness Socialization from a So- 
cial Network Perspective. 

ED 237 239 
What Is Beautiful Feels Good: Affective Reac- 
tions to Physical Attractiveness. 

ED 234 327 


Interpersonal Communication 


Adoption Processes of Cable Television. 

ED 233 419 
An Analysis of Student Teaching-Cooperating 
Teacher Conferences as Related to the Self-Con- 
cept, Flexibility, and Teaching Concerns of Each 
Participant. 

ED 234 030 
Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 238 076 
Attributes of Communication between Clients 
and Staff of High Capacity Computer Data Pro- 
cessing Centers. 

ED 233 679 
Causality Perspectives as Predictors of Communi- 
cation Effectiveness. 

ED 235 517 
Communicating with Children. 

ED 234 928 
Communication and Energy Conservation: Social 
Status in a Tale of Two Cities. 

ED 236 615 
Communication and the Dual-Career Couple: A 
Literature Assessment. 

ED 236 747 
Communication Apprehension as a Determinant 
of Channel Preferences. 

ED 233 408 
Communication in Loving Relationships. 

ED 236 744 
Communication Patterns in Four Types of Inti- 
mate Friendship. 

ED 238 051 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 

ED 236 434 


Communication Skills for Career Success. A Pro- 
grammed Textbook. Book III: Conflict Resolu- 
tion. 


ED 236 435 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 

ED 236 433 


Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 

ED 235 536 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 

ED 238 080 
Computer Conferences: Success or Failure? 

ED 235 771 
A Conceptual and Methodological Framework 
for the Study of Family Interaction among the 
Elderly. 

ED 233 240 
Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 

ED 234 042 
The Cronkite-Ford Interview at the 1980 Repub- 
lican National Convention: A Therapeutic Ana- 
logue. 

ED 235 511 
Culture and the Attribution Process: Techniques 
for Tapping the Cognitive Bases of Culture. 

ED 235 527 
The Development of an Interviewing Course. 

ED 239 273// 

The Development of Interaction Management 
Skills in Early and Late Adolescence. 

ED 238 053 
The Effect of Differing Third Party Roles and 
Behaviors on Conciliatory and Retaliatory Nego- 
tiator Behavior Involved in a Simulated Inter- 
group Conflict. 

ED 234 309 
The Effects of Empathy on Perceptions of a 
Self-Discloser. 

ED 233 257 
The Effects of Perceived Mutual Understanding 
in Interpersonal Communication. 

ED 238 038 
The Element of Drama in Strategic Interaction. 

ED 238 284 
An Examination of the Johari Window as a Re- 
search Tool and a Theoretical Model. 

ED 238 039 
Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
The Gender Communication Scale: A Scale De- 
velopment of an Instrument to Measure Gender 
Role Behavior. 

ED 238 072 
Gender Schemas and Perceptions of Speech Style. 

ED 238 043 
Greatest Moments in Interpersonal Communica- 
tion: Peak Communication Experiencing. 

ED 236 752 
Improving Speaking and Listening Skills. New 
Directions for College Learning Assistance, 
Number 12. 

ED 233 413// 

The Interpersonal Communication Unit in the 
Secondary Speech Course: A Personal View. 

ED 233 420 
Interpersonal, Nonverbal, and Small Group Com- 
munication: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
Intimacy Status and Self-Disclosure to Significant 
Others and Strangers. 

ED 236 471 
An Investigation of Nurses’ Interaction Styles 
with Physicians and Suggested Patient Care Inter- 
ventions. 

ED 234 458 
An Investigation of the Giving and Receiving of 
Interpersonal Feedback within the Human Rela- 
tions Group. 

ED 238 052 
Multidimensional Communication in Youth- 
Adult Relationships. 

ED 236 464 
Perceptions of Compliance-Gaining Situations: 
An Extended Analysis. 

ED 235 533 





230 Interpersonal Communication 


Perceptions of Unresponsive Others: Attribu- 
tions, Attraction, Understandability, and Mem- 
ory of Their Utterances. 
Specialist: Some 
the Communication 
Pos GonSut he a 
Program in One Industry. 
ED 239 326 


Reconnecting the Generations through Continu- 
ing Educati 
ED 239 124 
Examination 


walanen 239 316 


“ED | 239 239 503// 
Some Correlates of Child-Rearing Attitudes. 
ED 235 907 
The Story Is in the Telling: A Cooperative Style 
of Conversation Women. 


_ ED 238 083 


ED 234 439 
bmg Communication Skills. K-12 Curriculum 


ED 237 987 
Teacher Conflicts: A Study of Rule 


Teaching Effective Interviewing T: 
ED 239 272// 
Teaching Listening Skills for Parents. 
ED 234 438 
Towards Resolution of the Confusion among the 
Concepts “Empathy,” “Role-Taking,” “Perspec- 
tive Taking,” and “Decentering.” 
ED 236 748 


Trust, Solidarity and Target Valence: Some Prob- 
lems with Our Validity Paradigm. 


Emergence. 
ED 238 041 


ED 237 573 
A for Interpersonal Situations or, How 
Do I Class Thee, Let Me Count the Ways. 

ED 233 416 
The Valence Bias and Ambiguity in Interpersonal 
Communication. 

ED 236 498 
Vintages for Changing Tastes: Experiential Strate- 
gies in Interpersonal Courses. 

ED 238 050 


Adaptive versus Appropriate Behavior: Informal 
and Formal Assessment and Implications for In- 
struction. 

ED 233 530 
Administration in Higher Education: An Intern- 
ship Experience. 

ED 235 719 


The Analysis of Peer-Group Structure in Infants. 
ED 234 921 
eee 


ED 236 888 
Attempts at Defining Interpersonal Competen- 
cies. 


ED 237 519 

Career and Personal Development for Plant Sci- 
ence Core Curriculum. Instructor’s Guide. Vol. 

15.) No. 1. Revised. 

ED 234 215 
Career and Personal Development for Plant Sci- 
ence Core Curriculum. Student Reference. Vol. 
15. No. 2. 

ED 234 216 
C 4 Attributions in Relationship Dysfunction: 
Reexamination. 


ED 236 475 
Child Development. ECIA Chapter 1. Evaluation 
Report, 1982-83. 

ED 237 617 


Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 


ED 236 434 


” FP a ED opr vod 
Communicative Competence: A Review p- 
proaches. 


ED 238 048 
A Developmental Curriculum for the Secondary 


ED 237 484 
Elementary School Guidance Curriculum Grades 
K-6. Genngis Congulishdivs Guilienas Soules, 

ED 236 520 
Elementary Students’ Sociometric Status and Be- 
havior: A Discriminant Analysis. 


ED 234 923 
Evaluation Report for the Heartsmart Adven- 
tures. 


of Family S' S eines 
ee jupport Systems on ’s 

pewry hee wh yoni tioning after Parental 
eo 


ED 235 887 
Impression Management and the Control of So- 
cial Anxieties. 

ED 233 249 
Improving Peer Acceptance of Mainstreamed 
Handicapped Children by Teacher Training. Final 
Report. 

Commi I a a 
Interpersonal nication: an 
Style. An Instructor Resource Guide. Appendix 
to a Final Report on the fessional Rurally 
Oriented Family Home Health Training Program. 

ED 237 715 
Interpersonal, Nonverbal, and Small Group Com- 
— Abstracts of Doctoral Dissertations 

Published in “Dissertation Abstracts Interna- 

Sonal” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
Intervention and Children’s Peer Relations: Eval- 
uating Processes and Outcomes. 

ED 233 824 
Kids and Manners - A Ticket to Success. Kinder- 
garten-6th. 

ED 235 112 


Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 

ED 234 313 
A Multimethod Assessment of Children’s Social 
Competence. 


ED 235 891 
Observing Troubled Children’s Interpersonal Ne- 
gotiation Strategies: Implications of and for a De- 
velopmental Model. 
ED 233 815 
age —. haa Children Birth to 
ive. 
ED 234 543 
Perceptions of Unresponsive Others: Attribu- 
tions, Attraction, Understandability, and Mem- 
ory of Their Utterances. 
ED 239 327 
Personal Education. Middle School Seminar Se- 
Ties. 
ED 237 823 
Preschool Children’s Concepts of Their Peers. 
ED 233 800 
Pupil Adjustment Project. ECIA Chapter 1. In- 
terim Evaluation Report, 1982-83. 
Regulation of Ex: Beha eae ne 
tion kpressive ior as lecting 
Affect Socialization. 
ED 234 901 
Relationship between Social Skill and Conflict 
Resolution Tactics. 
ED 235 445 
The Relationship between the Social and Intellec- 
tual Competence of Young Children and Their 
Mothers’ Communicative Behavior with Caregiv- 
ers. 
ED 238 576 
Remediating the Deficit: Social Skills Training 
with Juvenile Offenders. 
ED 235 446 
A Resource Manual for the Development and 
Evaluation of Special for yo 
Students. Volume V-C: Affective Curriculum for 
Secondary Emotionally Handicapped Students. 
ED 235 652 
Side Walks in Education. NIACE Studies in the 
Human Career No. 14. 
ED 234 144 
Social Skills: Alternatives to Aggression. 
ED 235 457 
Stigma Perception and Social Adjustment of 
Mentally Retarded Persons. 


ED 238 209 


Subject Index 
To Facilitate or Impede? The Impact of Selected 


Adolescent Development. Ecological fcagee- 
tives for Successful Schooling Practice. 

ED 233 501 
Topical Context Is an Important Determinant of 
Developmental Trends in Argumentation. 

ED 239 329 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 

ED 235 895 

Student Team Learning. The Johns Hop- 

kins Team Learning Project. 

ED 237 623 


Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Social 
Interaction Generic Instrument. Final Report, 
Research Report Number Two. 

ED 239 558 
Your Employer, Your Coworkers and You. Coop- 
erative Occupational Education, Unit 12. Instruc- 
tor Material and Student Material. 


ED 234 251 


Distance 
Nonverbal Factors in the Education of Chinese 
American Children: A Film Study. 
ED 240 199 
Influence Process 
Conceptual Dimensions of Interpersonal Influ- 
ence. 
ED 237 854 


Interpersonal Negotiation Strategies 
Observing Troubled Children’s Interpersonal Ne- 


gotiation Strategies: Implications of and for a De- 
velopmental Model. 
ED 233 815 


Advising by Faculty. Revised Edition. 


ED 235 742 
American Indian Self-Image Workshop Manual. 

ED 237 248 
Causal Attributions in Relationship Dysfunction: 
A Reexamination. 

ED 236 475 
Communication and the Dual-Career Couple: A 
Literature Assessment. 

ED 236 747 
Communication in Loving Relationships. 

ED 236 744 
A Conversation with James E. Gilliam on Autism. 

ED 233 560 
Critical Events Shaping the Hispanic Woman’s 


Identity. 

ED 234 303 
Grandparenting: Using Pictures To Transform the 
Group. 

ED 237 922 
Help Seeking and Receiving. 

ED 237 848 


Interactive Processes in the Childbearing Family: 
Conceptual and Methodological Issues. 

ED 237 205 
Intergenerational Education: Young and Old 
Learning Together. 

ED 239 775 


Interpersonal Behavior and Leader Behavior 
Characteristics of Business Administration and 
Educational Administration Graduate Students. 

ED 238 139 
Interpersonal Relations and Conflict Resolution. 

ED 238 829 
Intimacy Status and Self-Disclosure to Significant 
Others and Strangers. 
M Personal Relationshi aoe 

lanaging Perso elationships. perative 

Occupational Education, Unit 16. Instructor Ma- 
terial and Student Material. 

ED 234 255 
The Mating Gradient: Alive and Well on the Col- 
lege Campus. 

ED 236 470 
Mental Health and the Intern—A Teacher Train- 
ing Model. 

ED 240 121 
Patterns of Nonverbal Behavior and Perceived 
Relational Messages Associated with Communi- 
cation Reticence. 

ED 235 521 
Pedagogical, Psychological, and Literary Applica- 
tions of Self-Report Inventories. 

ED 236 553 





Subject Index 
Singles in Australian Society. Discussion Paper 


Number 8. 
ED 235 402 
> a in College Students’ Dating Relation- 
ps. 


ED 233 289 

Your Employer, Your Coworkers and You. Coop- 

erative Occupational Education, Unit 12. Instruc- 
tor Material and Student Material. 


ED 234 251 


ie Development of Ca for Inter- 

preter T: ‘raining Programs in Vocational Educa- 

tion. Final Reps Report, July 1, 1980" June 30, 1981. 

ED 234 230 

the Use of Interpreters and 
ool Setting. 


Issues Re; 
Translators in a 
ED 239 454 


ive Skills 
The Metaphoric Interpretation of Paintings: Ef- 
fects of the Clustering Strategy and Relaxed At- 
tention Exercises. 


ED 237 388 


fessional Relationship 

Clinical Peer Group Evaluation: A Descriptive 
Analysis. 

ED 236 507 
Colonialism on Campus: A Cri -_ of Mentoring 
to Achieve Equity in Higher Education. 

ED 235 760 
Dialogue: The Key to Professionalism in Techni- 
cal Communication. 

ED 239 278// 

Evaluating the Performance of Trustees and 
School Heads. 

ED 238 122 
The Foreign Language Newsletter: Function, 
Value, and T ym 

ED 238 283// 

If You Would Preserve the Management Team, 
You Must Pitch In and Do Your Part. The Endpa- 
per. 

ED 236 765 
Making It in Academia: Gurus Can Get You 
There? 


ED 235 758 
The Middle Way: Patron as Guide. 

ED 235 759 
Networking and Mentoring: A Study of 
Cross-Generational Experiences of Blacks in 
Graduate and Professional Schoois. 

ED 235 745 
Plantings, Number Four, April 1983. 

ED 233 641 
Policy vs. Administration: The Difference. 

ED 238 135 
The Project Team in Instructional Television. 

ED 235 780 
Reflections on the MEC Consortium: Classroom 
Teacher as Teacher Educator. 

ED 234 525 
A Study of Superordinate, Subordinate and Exter- 
nal Role Relations as Determinants of Principals’ 
Perception of On-the-Job Stress. 

ED 233 437 
Using Consultants for Materials Development. 
Technical Note No. 19. 

ED 238 604 


Interrater Reliability 
Criterion-Referenced my apy in Certifi- 
cation and Licensure: the Minimally 
Competent Candidate. 

ED 236 208 
Improving Diagnostic Reliability in Reading 
through Training. Research Series No. 126. 

ED 237 934 
Observational Ratings of Teaching Performance: 
Dimensionality and Stability. 

ED 235 245 
Qualities of Judgmental Ratings by Four Rater 
Sources. 


ED 237 913 
The Structure of Instruction Rating Scale (SIRS): 
Development and Technical Characteristics. 

ED 236 188 


A Descriptive Study of the Perceived Influeace of 

Institutional Interruptions on the Morale and 

bt en * Teachers and Pupils in Elementary 
00) 


ED 235 557 
A Study of the Quantity of Time for Teaching 
Reading. 


ED 237 973 


Interschool Communication 
Collaboration Wears a Layered Look. 


ED 238 128 
Diffusing Curriculum Changes within a School: 
Strategies and Structure. 

ED 236 797 
Don’t Abandon Inner-City Schools. The Endpa- 
per. 


ED 236 761 


Interstate 


Compacts 
Interstate Compact on the Placement of Children: 
Standards for Foster Family Services Systems 
Projects. Volume I: Narrative. Final 
ED 235 914 


Interstate Migrant Secondary Services 
Program 


Interstate Migrant Secondary Services Program. 
Program Manual Volume I. 
ED 237 265 


Programs ’ 
Interstate Compact on the Placement of Children: 
Standards for Foster Family Services Systems 
Projects. Volume I: Narrative. Final R 


eport. 
ED 235 914 
Interstate Migrant Secondary Services Program. 
Program Manual Volume I. 


ED 237 265 


Intervention 


Acceptability of Behavioral Interventions Used in 
Classrooms: The Influence of Amount of Teacher 
Time, Severity of Behavior Problem, and Type of 
Intervention. 

ED 234 575 
Behaviour Problems in the Comprehensive 
School. 

ED 239 462 
Building Bridges for Culturally Diverse Gifted 
Students. 


ED 234 570 
Community Residential Treatment of MR Ado- 
lescent Offenders. 

ED 233 549 
A Community Service for a Rural High School. 

ED 235 982 
CORE Conditions for Student Organization De- 
velopment. 

ED 233 285 
The CORE Model to Student Organization De- 
velopment. 

ED 233 284 
Deafness in Rural Asia. 

ED 236 877 
Dealing Effectively with Non-Compliant Stu- 
dents. 

ED 234 572 
The DEBT Project: Early Intervention for Handi- 
capped Children and Their Parents. 

ED 236 833 
Early Intervention Programs for Young Handi- 
capped Children in Australia, 1979-80. 

ED 236 822 
The Effectiveness of Therapeutic Intervention 
with Infants Who Have Cerebral Palsy or Motor 
Delay. 

ED 234 524 
The Effects of School Desegregation on Student 
Achievement, Motivation, and Social/Psycholog- 
ical Development: A Review of Research. A Re- 
search Report. 

ED 233 433 
Feeding Management of a Child with a Handicap: 
A Guide for Professionals. 

ED 238 218 
A Home Intervention Handbeok. 

ED 234 540 
Infants at Risk: Assessment and Intervention. An 
Update for Health-Care Professionals and Par- 
ents. Pediatric Round Table: 5. 

ED 233 785 
Interventions for Dealing with Resistance. 

ED 237 860 
Kentucky’s Individualized Kindergartens: A State 
Network Design for Early Intervention. 

ED 236 878 
The Disabled University Student: A 
Synopsis of Applied Research. 


Intravenous Therapy 231 


ED 235 598 
Learning through Play. Pediatric Round Table: 3. 
Neighborhood _—_ Pr Hull aceuee 

“y ‘oject, 

1982 - October 198 

ED 233 795 
Peer Intervention Network: A Program for Un- 
derachievers. 

ED 237 871 
Preventing Emotional in Abused and 
Neglected Children and Their Families through 
Early Intervention. 

ED 234 539 
Severe Behavior Disorders of Children and 
Youth. Monograph in Behavioral Disorders. Sum- 
mer, 1983. 

ED 239 432 
4 eg of Evaluations of Educational Interven- 

ion Programs S by Project Renewal. 

Publication No. 90. 


ED 238 969 
Symptoms, Causes and Possible Treatment of An- 
orexia Nervosa. 

ED 237 870 
Towards a Theoretical Conceptualization of In- 
structional Evaluation. 


ED 234 094 


Communicating with Mentally Retarded Persons: 
Asking Questions and Getting Answers. 
ED 235 633 
The Critical Events Interview Manual. 
ED 234 305 
The Cronkite-Ford Interview at the 1980 Repub- 
lican National Convention: A Therapeutic Ana- 
logue. 
ED 235 511 
The Development of an Interviewing Course. 
ED 239 273// 
Dropout Interviews: Summer, 1982, Final Tech- 
nical Report. 
ED 236 233 
Effective Principals: Knowledge, Talent, Spirit of 
Inquiry. 
ED 234 521 
Evaluating On-the-Job Training. Module Number 
9. Work Experience Program Modules. Coordina- 
tion Techniques Series. 
ED 233 151 
New Approaches in Interviewer Training and 
Evaluation at the Census Bureau. 
ED 233 214 
Non Test-Based Assessment: Trainer Manual 
ED 236 864 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 
ED 233 145 
Oral History: Its Background, Definition, and In- 
terview Types. 
ED 237 380 
: The Use of Telephone 
tudy a Hidden Family 


Parental Child Snatchi 
Survey Techniques to 
Problem. 

ED 240 130 
A Plan for Conducting a Local Community Edu- 
cational Opinion Poll. 

ED 236 252 
Producing the Pages of a Video History. 

ED 239 590 
The Relation between See of Description 
and an Interview Protocol a Case of 
Phenomenographic Research. [Report] 1983:02. 

ED 234 078 


The a ¢ of Empathy on Perceptions of a 
Self-Discloser 

ED 233 257 
Intimacy Status and Self-Disclosure to Significant 
Others and Strangers. 

ED 236 471 


Intonation 
Mother Goose in the ESL Classroom. 


ED 238 262 


Intraception 
Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 


ED 234 313 


Intravenous Therapy 
Intravenous Therapy. 





232 Intravenous Therapy 
ED 236 347 


Motivation 
A Study of Extrinsic vs. Intrinsic Motivation in 
College Students. 
ED 234 320 


Introductory Courses 
The Failure of Excellence in Texts. 
ED 233 963 
FLEX: A Foreign Language Experience. 
ED 238 301 
A Survey Course in Mythology: Is It Possible? 


ED a _ 
Teaching Techniques for the Languages 
Disciplines. An Instructional Manual. 

ED 234 653 
Introspection as a Technique for Investigating Re- 
tention. 

ED 236 161 

Intuition 

Perceptions of Stability and Change in Others and 
Self. 

ED 237 862 


Inuktitut 
Teaching Inuktitut to Grade 2. Interim Edition. 
ED 239 488 
(Tribe) : 
Inupiaq Cultural Enrichment Program. Junior 
High-High School. 
ED 235 963 


(Rhetorical) 

The Computer as a Tool for the Invention Stage 
of Writing. 
Imaging as a Heuristic. 

ED 234 429 
Learning to Manage the Writing Process: Tasks 
and Strategies. 

ED 234 420 
Teaching Writing Easily and Effectively to Get 


Results. Part I: The Analysis Approach, A Model. 
ED 233 371 


ED 236 693 


Inventors and Inventions. 
ED 239 973 


Inventors and Inventions. 
ED 239 973 


elena ncermateeaeal 


Social Support, Network Structure, and the In- 
ventory of Socially Supportive Behaviors. 
ED 239 142 


Kidnaping 
venile Justice of the Committee ou the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 

ED 234 910 


Investment 
The Role of ae in Improving Productivity 
and Creating Jobs. 


ED 235 571 
Standard and Poor’s How to Invest. A Handbook 
for Buying and Selling Stocks and Bonds. 

ED 239 950 


Basic 
Music, Bilingual-Bicultural, English as 
Language, and Foreign Language; 1983-84. 
ED 239 417 


Invitational Education 
Revisioning Invitational Education. 
ED 234 283 
Agriculture I Curricul Guide 
i in Iowa: iculum i for 
Grades 4-5-6. 
The Amish. 


ea [An Elementary Schooi 


ED 239 829 
re. 239 970 
Teaching 


ED 239 969 
Basic Iowa Driver’s Manual - Teacher’s Guide. 
[And] Basic Iowa Driver’s Training Manual - Stu- 
dent Handbook. 


ED 239 976 
Education for Business in Iowa: Curriculum and 
Reference Guide. 

ED 239 350 
Importance of Inc! Mathematical Concepts 
Instruction as a Part of the Vocational Agricul- 
tural Program of Study. 

ED 239 100 


Mandated Multicultural Education: Boon or 
Boondoggle. 

ED 239 155 
A Research Report of Small/Rural School Dis- 
tricts in Iowa Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 293 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 

ED 235 584 
Support Services. Module Number 15. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 157 


Iowa (Fort 


Madison) 
Fort Madison Community Betterment Survey. 
ED 237 291 


Iran 


The Planning and Implementation of American 
Graduate Degree Programs for Iranian Educa- 
tors. 

ED 237 043 


Classic and Romantic in Irish Curriculum Devel- 
opment. 
ED 235 106 
Irish Educational Studies, Vol. 2. Proceedings of 
the Annual Education Conference of the Associa- 
tion (7th, Belfast, Northern Ireland, April 1982). 
ED 235 105 


Iron (Metal) 


Iron Smelting. Third World Science. 
ED 235 041 


Irrational Beliefs 
Irrational Beliefs as Moderators of the Life 
Stress-Depression Relationship. 
ED 234 335 


The Council for Higher Education, The Planning 
and Grants Committee, Annual Report No. 9, 
Academic Year 1981/82. 

ED 235 725 
Decision Oriented Evaluation in Education: The 
Case of Israel. 

ED 238 894 
English Teachers’ Journal (Israel), Number 29. 

ED 239 508 
On Evaluation Policy in the United States and 
Israel. Report No. A-112. 

ED 238 917 
Past and Present Child Care in Israel. 

ED 234 903 
A Survey of Evaluations of Educational Interven- 
tion Programs Sponsored by Project Renewal. 
Publication No. 90. 

ED 238 969 


ne Management 
wef ene gg ‘os School Superintendents: 
Final Report. Part I 
ED 238 125 
Issue Management by School Superintendents: 
Final Report. Part IL 
ED 238 126 


Italian Americans 
New Utrecht High School Project Impact, 
1981-1982. O.E.E. Evaluation Report. 
ED 238 986 
Italy 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 
ED 235 619 
_ Analysis 
A Comparative Se of Two Order Analytic 
Techniques: Assessing Item Hierarchies in Real 
and Simulated Data. 


Subject Index 


ED 236 165 
Computerized Testing and Feedback for Faculty 
and Curriculum Development. 

ED 235 853 
Finite Measures from Perfect Scores. 

ED 236 164 
An Investigation of the Interaction between Item 
Content and Group Membership on the Tests of 
General Educational Development. 

ED 234 074 

d-Test Rescore Decisions 
and Item Statistics: A Matter of 


Obj ve) Ref, 





ED 236 238 
Parallelogram Scaling of Binary Items. 

ED 238 924 
Relationships among NTE Cut-Scores, Not Valid 
Items, NTE Tests and Curriculum Match and 
Minimally Competent Examinees. 

ED 240 144 


Reliability and Validity of Two-Option Muiti- 
oe and Comparably Written True-False 
tems. 


ED 236 177 
The Reliability of Measuring Differential Item 
Performance. 

ED 234 061 
a Reading Tests Call For and What Children 


ED 238 904 


tem Banks 
A Balance Sheet for Educational Item Banking. 
ED 235 209 
Computer Literacy: Definition and Survey Items 
for Assessment in Schools. 
ED 238 895 
CSAR: An Interactive Item Bank System for the 
Storage and Retrieval of Item Information. 
ED 235 233 
IER Criterion-Referenced Language Arts yo 
tive and Item Bank: A Bank of Language Arts 
Objectives and Test Items for Grades One 
through Eight. 
ED 237 529 


IER Criterion-Referenced Mathematics Objec- 
tive and Item Bank: A Bank of Mathematics Ob- 
jectives and Test Items for Grades One through 
Eight. 

ED 237 528 
The Institute for Educational Research Writing 
Skills Project. 

ED 237 530 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 


Item Hierarchies 
A Comparative Analysis of Two Order Analytic 
Techniques: Assessing Item Hierarchies in Real 
and Simulated Data. 
ED 236 165 


Item Position (Tests) 
The Effect of Item Sequence on Bar Examination 
Scores. 
ED 237 532 
Ithaca College NY 
Curriculum Diversification: Responding to 
Changing Needs. 


ED 234 696 
Itinerant Teachers 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 
ED 238 644 
Ivory Coast 
Social Inequality and Access to Schooling in the 
Third World: An African Case. Monograph 83-4. 
ED 236 788 
Jackdaws 
Using Jackdaws to Build Background and Interest 
for Reading. 
ED 234 351 


jamaica 

Moral Education and the Primary School Curric- 
ulum: A Comparative Review of Case Studies of 
Selected Latin American and Caribbean 





Subject Index 


Countries. 
ED 239 932 


Ji 

College Entrance Examinations and Social Cohe- 
sion. 

ED 236 979 
Improvement of Curriculum Standards in Japan - 
Revision and Enforcement of the Course of 
Study. 

ED 236 065 


ED 235 111 


Japan. 
The Japan of Today, 1982. 
Japan’s High Schools. 
ED 237 343// 


Nationalism and Worldmindedness: Japanese 
Versus American Comparison. 


ED 238 731 


ED 236 104 
Perspectives on Japan: A Guide for Teachers. 

ED 236 090 
Preschool Education in Japan. NIER Occasional 
Paper 04/83. 

ED 235 876 
School Lunch Programme in Japan. NIER Occa- 
sional Paper 02/82. 

ED 235 541 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 

ED 235 828 
Special Training _ in Japan. NIER Occa- 
sional Paper 05/83 

ED 237 635 
The Standard of Education in Japan. 

ED 236 064 
A Step by Step Guide for Planning a Japanese 
Cultural Festival. 


ED 238 748 
A Study of Japan for the Intermediate Grades. 

ED 239 968 
The University of the Air Foundation—The Aim of 
the Establishment of the University and Its Pro- 
gramme. NIER Occasional Paper 04/82. 

ED 237 063 
Women’s Studies and the International Student: 
A Report on a Course for Japanese Women. 

ED 236 096 


—- 
cquiring Clothing Verbs in Japanese. 
ED 233 578 


Japanese for Foreign Affairs ; 
ED 238 298 
Japanese Americans 
The Japanese American Internment, 1942-45: A 
Lesson from Recent History. Multicultural Edu- 
cation Resource Series. 
ED 240 042 
Japanese Culture 
Japan. 
ED 235 111 
Learning From the Treasures: Acting Techniques 
from the Classic Japanese Theater and Their Rela- 
tionship to the West. 
ED 236 712 
Japanese People 
Cultural Adjustment Difficulties of Japanese Ad- 
olescents Sojourning in the U.S.A. Occasional Pa- 
pers in Intercultural Learning No. 5. 
ED 237 396 


Jefferson County Adult Reading Program 
KY 


Guide to Selection of Aduit Literacy Materials. 
Analyze before You Buy. 
ED 235 321 
Organizing a Successful Adult Literacy Program. 
ED 235 320 


Jews 
Teaching the Holocaust through Film. 
ED 240 011 
Jicarilla Apache (Tribe) 
Analysis of Post Secon 
of the Jicarilla Apaches o! 


Educational Pursuits 
New Mexico. 
ED 237 261 
Job Aids 
Information Engineering: On-Line Analysis of In- 
formation Search and Utilization. Technical Re- 
port No. 9. 
ED 234 798 


Job 


Analysis of the Technical Writing Profession 
through the DACUM Process. 

ED 239 259 
Complete Statistical Survey Results of 1982 
Texas Competency Validation Project. 

ED 234 202 
Curriculum Models and Competencies. Associate 
Degree Nursing and Nursing Education Options: 
Associate Degree with Practical Nursing. 

ED 237 150 
The Field Program Associate in the Partnership 
for Rural Improvement. 

ED 237 269 
Framework for Training: A Report of the Texas 
Early Childhood Careers Recognition Council. 

ED 234 883 
Handbook of Job Analysis for Reasonable Ac- 
commodation. Personnel Management Series. 

ED 236 331 
Modifications in the DACUM Process of Curric- 
ulum Development at Daytona Beach Commu- 
nity College. 

ED 235 844 
Painlessly Preparing Personalized Training Plans. 

ED 235 777 
Selecting a Business Writing Career. 

ED 239 280// 

Strategy for Enlisting Lateral Entrants via Com- 
puter Technology (SELECT): An Automated 
System for Determining Rating and Pay Grade 
Qualification for Potential Navy Lateral Entry 
Accessions. 

ED 237 062 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 

ED 233 348 
Traditional Occupational Analysis and Contem- 
porary CBVE Instruction. 

ED 239 075 


Job Applicants 


Interview & Job-Search Preparation for 
Dickinson College. Revised. 
ED 239 199 


Job Application 


Career and Personal Development for Plant Sci- 
ence Core Curriculum. Instructor’s Guide. Vol. 
15. No. 1. Revised. 

ED 234 215 
Career and Personal Development for Plant Sci- 
ence Core Curriculum. Student Reference. Vol. 
15. No. 2. 

ED 234 216 
Career Development Course: Instructor’s Hand- 
book and Curriculum Guide. 

ED 233 234 
Career Skills through English. Grade 10. 

ED 237 699 
Completing Employment Forms. Cooperative 
Occupational Education, Unit 10. Instructor Ma- 
terial and Student Material. 

ED 234 249 
Contacting an Employer. Cooperative Occupa- 
tional Education, Unit 8. Instructor Material and 
Student Material. 

ED 234 247 
How To Write a Resume. Power of the Printed 
Word. 

ED 236 586 
Writing a Letter of Application. Cooperative Oc- 
cupational Education, Unit 9. Instructor Material 
and Student Material. 

ED 234 248 


Job Corps 


The Learning Disabilities Program in Job Corps. 
ED 235 604 


Job Devel 


Alternative Work Patterns as Innovations in the 
Work Place. Overview: ERIC Fact Sheet No. 19. 
ED 237 807 
Hearings on Job Creation Proposals. Hearings be- 
fore the Subcommittee on Employment Opportu- 
nities of the Committee on Education and Labor, 
House of Representatives, OnE -Eighth Con- 
gress, First Session on H.R. 116, H.R. 777, H.R. 
{036 H.R. 1046, and H.R. 1060 (New York, New 
York, February 28; Washington, DC, March 3, 7, 
and 17, 1983). 
ED 237 767 


Job Creation through Economic Development: 
The Roie of Private Industry Councils. Private 


Job Placement 233 


Industry Council Guide Number 2. 
ED 239 021 
Public Service Employment: A Field Evaluation. 
Subsidizing On-the-Job T: p: = oe 
ul -the-. 
a National Survey of nomeen Stodice i Eon 
ployment and Training Policy: 1. 


ED 236 387 
Workers Dislocated by i 
Toward New Institutions for Midcareer Worker 
Transformation. Research 5 

ED 236 371 


Job 


Dimensions 
The Child Development Curriculum and Its Rele- 
vance to Job Competencies Expected in the Field. 
ED 234 888 


Job Layoff 

Lay-Offs and Short-Time Working in Selected 
OECD Countries. 

ED 235 345 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 

ED 237 786 


Job Orientation 
Instructional Aides: Employment, Payroll Proce- 
dures, Supervision, Performance Appraisal, Legal 
Aspects. 
ED 238 824 


Job Performance 

Developing a Professional Competence Model for 
Management Education. Final Report, Research 
Report Number Ten. 

ED 239 566 
Developing a Professional Competence Model for 
Nursing Education. Final Report, Research Re- 
port Number Nine. 

ED 239 565 


Goal Setting Participation and Leader Suppor- 
tiveness Effects on Performance. 

ED 237 se 
Managerial Power and Worker Performance: A 
Longitudinal and Cross-Sectional Study. 

ED 239 138 
He of Withdrawal Behaviors. Working Paper 
83-10. 

ED 237 887 
Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 

ED 234 804 
The Practice, Practicality, and Prospects of Train- 
ing for Performance A 

ED 237 880 
Relating the Reading Skills of Minority-Bilingval 
Personnel to the Reading Demands of Work. Fi- 
nal Report. 

ED 234 157 


Job Placement 

Career Development and Job Placement Survey 
Summary Report. Beyond Access: Meeting the 
Instructional Needs of Handicapped Students in 
Postsecondary Occupational Education. 

ED 235 332 
Career Planning and Placement Strategies for 
Postsecondary Students with Disabilities. 

ED 238 226 
Competencies for Placement and Follow-Up Per- 
sonnel: Workshop and Resource terials. 

ED 236 460 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Labor Outlook on Jobs & Training. An Analysi 
of the Job Training Partnership Act of 1982. 

ED 239 122 
Missouri’s Statewide Job Placement Service 
FY-84. A Free School-Based Job Placement Ser- 
vice to Students and Industry. 

ED 237 735 
Motivational and Self-Imagery Development Job 
Development. Disadvantaged Pupil 

Fund. Final Evaluation Report, 1982-83. 

ED 236 287 
The Placement Handbook. A Guide for the Com- 
petitive Employment of the Handicapped. 

ED 234 170 
Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 146 





234 Job Placement 


Senior Citizen Self Revitalization Manual and 
Guide. A Community Approach. 
ED 234 212 


Sah set at Rew ee © 
Persons Entering Non-Traditional 

Finai Report from July 1, 1982 - June 30, 1983. 

ED 233 162 


ED 237 758 
Support Services. Module Number 15. Work Ex- 
—_- Program Modules. Coordination Tech- 


niques Series. 
ED 233 157 


Job 
Adaptation to Work: An Analysis of Employee 
ee 
ED 237 899 
A Career Development Approach for Black Stu- 
dents. 
ED 239 044 
Changing Times: Rural Teachers’ Comment on 
the Quality of Their Work Life. 
ED 238 649 
itutional 


College Faculty Satisfaction and Insti 
Identification. 


ED 235 750 
Employee Involvement, og and - oar 
ene 

ED 235 516 


i Among 
of Indian Affairs System 
cae nus Reservation. 
ED 235 990 
The Influence of Procedural and Distributive Jus- 
tice on Organizational Behavior. 
ED 239 132 
Job Ad it of Disadvantaged Youth: A 
Study ol Concurrent Validation. 
ED 237 601 
of Another Group of Potential 
Sete A eee Replication. 
ED 236 442 
The Marriott Secret: Put Your Staff First. The 
Endpaper. 


ED 236 764 


ED 235 695 

Nontraditional and Traditional Completers’ Atti- 
tudes toward School and Work. 

ED 237 708 

poet to the Future, Vol. III. The National 

of Youth Labor Market Ex- 
— in we in 1981, Boal Report. 

ED 236 221 


Satisfactions and Dissatisfactions of People in 
Traditional and Nontraditional Jobs. Final Re- 


port. 

Sex, Sex Role Iden Leadership Style and Job 
tity, ip Sty 

Sotiefecti 


ED 233 278 
Teacher Transfer and Job Satisfaction: An Ex- 


ploratory Field Study. 
le ED 233 438 
Using Analytic Perceptions to Predict 
Stressor Levels among Factory Supervisors. 
ED 236 468 
Job pews Methods 


Career Development Course: Instructor's Hand- 
book and Curriculum Guide. 


Career Skills through English. Grade 
Decisions about Work. 
Curriculum. 


+" 233 234 
ED 237 699 
t Decisi 


ED 236 448 


ing Job Opportunities. Cooperative Occupa- 
ee Sem. Instructor Material and 
Student Material. 


D 234 246 
sii hd Widen 6 Hinsemn: Benes of do then 
Word. 


ED eyed 586 


Interviewing for C 
tions in the Corporate Communi 





unity. 
ED 238 032 


lob Sharing 
Employers and Families: S 


Interview & Job-Search Preparation for 
Dickinson College. Revised. 
ED 239 199 


ED 239 129 
Pre-Vocational Curriculum (Career Education) 
for 9th and 10th Grade Levels. (Student Study 


Guide). 

ED 236 314 
Pre-Vocational Curriculum (Career Education) 
for 9th and 10th Grade Levels. (Teacher Guide). 

ED 236 313 
Sex Bias and Work. Module 3. Choosing Occupa- 
tions and Life Roles. 

ED 233 227 


ste owe Se 
Benefit. San Diego Symposium iego, Cali- 
fornia, April 15, 1983). [Summary]. 

ED 233 799 


Job Skills 


Alignment Adjustment Procedures. Automotive 
Mechanics. Steering & Suspension. Instructor’s 

Guide [and] Student Guide. 
ED 235 368 


Analysis of the Technical Writing Profession 
through the DACUM Process. 
ED iy 4 259 
Application of the DACUM Process in Allied 
Health Education: The Development of a Dental 


iculum. 
ED 236 405 
Attitudes, Application, Action: Employability 
Skills for the Adult Literacy Student. 
ED 235 322 


Building Work Skilis through Volunteering. Ideas 
for Action in Education and Work. 

ED 239 127 
CAD/CAM Program Development Study 
Project Report. 

ED 233 213 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Tourist Ser- 
vices). 

ED 234 265 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 


ED 236 433 
Competency Based Refresher Nurse Curriculum. 

ED 236 401 
Complete Statistical Survey Results of 1982 
Texas Competency Validation Project. 
mes Weet'b 234 202 
eloping a Curriculum for a Processing 
Certificate. Final Report. 

ED 236 340 
Education for Tomorrow’s Jobs. 

ED 236 418 
The Education of a Writer-The Evolution of a 
Document. 

ED 239 265// 

Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 

ED 234 254 
Evaluation of Project School to Work: A Mono- 
graph. 

ED 237 594 
Front-End Types. Automotive Mechanics. Steer- 
ing & Suspension. Instructor’s Guide [and] Stu- 
dent Guide. 

ED 235 366 
Guidelines for the Interviewee in the Performance 
Appraisal Interview. 

ED 234 451 


Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 
port. 


ED 237 683 
Identification of Generalizable Skills in Second- 
ary Vocational Programs. [Summary Report]. 
ED 235 309 
As Identification of the Word Processing Skills 
and Knowledge Needed by Entry-Level Secretar- 
ial/ Clerical ie as Perceived by Members 
of the Local Business Community. 
Identifying Student P, t Neo Teche 
t ions of Non-Techni- 
cal Werte wees 


ED 239 038 


Subject Index 


Instructional Analysis for Health Occupations. 
ED 234 142 
Intro to Valve Guide 


Reconditi Automo- 
tive Mechanics. Valves. Instructor’s [and] 
Student Guide. 


the Subcommit 
Job Forecasting. Hearings before t- 
tee on Investigations and Oversight of the Com- 
Tecate Hine meant US. House of 


Represent th Congress, First 
Secsion (April €-7, ao eel 


ED 235 358 
Job Planning Manual and S ; 
ED 237 788 


Job Prospects and ey pay series eo Require- 
ments of Kansas City Area Busin 
ED 238 490 


Job Safety. Cooperative Occupational Education, 
Unit 14. Instructor Material and Student Mate- 
rial. 


ED 234 253 
Looking towards the Future in the Health Occu- 
pations. Recommendations of the Statewide 
Health Occupations Education Review Commit- 
tee. 


ED 237 640 
Time and Lag Cooperative Occu- 
pational ucation, Unit 17. Instructor Material 
and Student Material. 
ED 234 256 
Meeting Lawyer Needs through Assessment: 
What Is Important to Attorneys. 
ED 236 732 


Paraprofessional Skills I and Paraprofessional 
Skills II. An Instructor Resource Guide. An Ap- 
pendix to a Final Report on the Paraprofessional 
Rurally Oriented Family Home Health Training 
Program. 

ED 237 716 
Partners for Youth Employability: An Ideabook 
for Educators and Employers. 

ED 234 270 
Peninsula Academies Program. 

ED 239 608 
Pre-Alignment Checks. Automotive Mechanics. 
Steering & Suspension. Instructor’s Guide [and] 
Student Guide. 


ED 235 367 


ED 234 198 
Prepare Exceptional Students for —. 
Module L-12 of Category L-Serving 
with Special/Exceptional Needs. Professional 
Teacher Education Module Series. 


Pre-Industrial Training Workshop. 


ED 234 261 

Progressing on the Job. Cooperative Occupational 

pomrg: wat Unit 13. Instructor Material and Stu- 
terial. 


ED 234 252 
Removing Barriers to CETA/Education Collabo- 
ration. 

ED 237 596 
Speechwriting: The Business Perspective. 

ED 239 331 
Survey of Entry-Level Skills neve by Selected 
Missouri Manufacturers. Final Report. 

ED 234 217 
Technical Competencies in Greenhouse Manage- 
ment and Landscape i Needed by 
High-School Teachers of Vocational Horticulture 
in Tennessee. Research Report Series No. 5. 

ED 233 211 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Report. 

ED 234 131 
Towards the Electronic Office. An Overview of 
the Curricular Implications of New Technology 
for Office and Business Education and Training. 
An Occasional Paper. 

ED 237 646 
Traditional Occupational Analysis and Contem- 
porary CBVE Instruction. 

ED 239 075 
The Utilization of V-TECS Catalogs with Handi- 
capped Students: Implementation Manual. 

ED 237 757 
Vocational Options for Deaf-Blind Youth 
Through Community-Based Training. Project 
ADVANCE. 


ED 233 543 
Welding. 
233 175 


Work Attitudes Handbook. A Unit of Study To 





Subject Index 


Teach Students Positive Work Attitudes. 


ED 237 787 
The Work Survival Skills Training Curriculum 
Manual. 


ED 234 178 

bite Business and Office Occupations Sur- 
vey for Entry-Level Employment Competencies. 
ED 239 039 


Job Target 

Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 

ED 234 159 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 


Job Training 
American Productivity Center Computer Confer- 
ence on Training and Productivity for the White 
House Conference on Productivity (Washington, 
D.C., September 22-23, 1983). Final Report. 
ED 234 179 
Bottom Line Benefits: Increasing Profits through 
Targeted Tax and Job Training Incentives. A 
Handbook for Business. 
ED 239 018 


Building Work Skills through Volunteering. Ideas 
for Action in Education and Work. 

ED 239 127 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 

ED 233 680 
The Development and Qualifications of Trainers: 
The Australian Experience. 


ED 237 151 
The Development of Human Resources-through 
Learning. 


ED 233 173 
Dislocated Workers and the American Flex- 
iconomy. Research Paper. 

ED 236 370 
crn Leave in Europe. Policy Paper No. 

ED 235 573 
Effects of Administration’s Fiscal Year 1984 Bud- 
get on oe and Employment Programs. 
Hearing before the Task Force on Education and 
Employment of the Committee on the Budget, 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. Serial No. TF4-2. 

ED 233 181 
The Emergency Vietnam Veterans Jobs Training 
Act of 1983. Hearings before the Subcommittee 
on Education, Training and Employment of the 
Committee on Veterans’ Affairs. “fouse of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 

ED 236 409 
Employment and Training of Ex-Offenders: A 
Community Program Approach. 

ED 239 089 
Employment and Training Programs for Migrant 
and Refugee Youth: Lessons from the United 
States Experience. Project Report. 

ED 236 372 
Employment and Training Pro to Reduce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 

ED 236 373 


Entrepreneurship in Voc Ed: A Guide for Pro- 
= Planning. Leadership Training Series No. 

ED 233 217 
Equal Opportunities and Vocational Training. A 
Survey on Vocational Training Initiatives for 
Women in the European Community. 

ED 237 740 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 

ED 239 024 
Federal Job Training Partnership Act for Veter- 
ans. Hearing before a Subcommittee of the Com- 
mittee on Government Operations, House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 237 727 
FINS: A Guide to the LaConner School District’s 
Program In Fishing Industry Specialization. 


ED 235 965 
A Guide to National tions E; ed in 
State Youth Education and Employment Activi- 
ties. The State Youth Initiatives Project. Working 
Paper #1. 

ED 234 277 
Guide to the Job Training Partnership Act. Cu- 
mulative Analyses of the Law and Subsequent 
Policy Issuances. Installment #1. 

ED 239 025 
How to Custom Design Training for Business and 
Industry. 

ED 237 774 
Job Adjustment of Disadvantaged Youth: A 
Study of Concurrent Validation. 

ED 237 601 
Job Creation through Economic Development: 
The Role of Private Industry Councils. Private 
Industry Council Guide Number 2. 

ED 239 021 
Job Training Partnership Act: An Analysis. 

ED 237 675 
Joining the Ranks: Partnership in Rehabilitation. 

ED 238 508 
JTPA. Job Training Partnership Act (P.L. 97- 
300): Suggested Activities for State Advisory 
Councils on Vocational Education. 

ED 239 119 


Labor Outlook on Jobs & Training. An Anal: 
of the Job Training Partnership Act of 1982. 

ED 239 122 
Management of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 

ED 235 362 
A Manual for Developing Successful Projects. 
Company School Collaboration. 

ED 236 323 
The Marriott Secret: Put Your Staff First. The 
Endpaper. 

ED 236 764 
National Survey of Training Services to Business 
and Industry through Vocational Education. 

ED 237 773 
New Approaches in Interviewer Training and 
Evaluation at the Census Bureau. 

ED 233 214 
An Overview of the New Job Training System. 
Survey Report I. 

ED 239 088 
Painlessly Preparing Personalized Training Plans. 

ED 235 777 
The Persistent Dilemmas of Preparing for Work: 
Occupational Training Programs in Texas. Policy 
Research Project Report Number 55. 

ED 233 216 
The Placement Handbook. A Guide for the Com- 
petitive Employment of the Handicapped. 

ED 234 170 
Reemploying Dislocated Workers—Five Strate- 
gies for Pennsylvania. A Statement before the 
House of Representatives Committee on Appro- 
priations, Legislature of the Commonwealth of 
Pennsylvania. 

ED 236 368 
Regional Occupational Program (ROP) Office 
Occupations Entry Standards Assessment. 

ED 237 817 
The Role of Education and Training in Relation 
to the Employment and Unemployment of Young 
People. 

ED 237 217 
The Role of Training in a Changing Economy. 

ED 237 679 
Senior Citizen Self Revitalization Manual and 
Guide. A Community Approach. 

ED 234 212 
Skills Training for School Leavers: Some Alterna- 
tive Approaches. Current Issues Brief No. 2. 

ED 237 729 
The Special Needs Learner: A Guide for Profes- 
sionals in Employment-Related Training. 

ED 233 172 
State and Local Law Enforcement Training 
Needs in the United States. Volume I: Executive 


Report. 

ED 238 884 
State and Local Law Enforcement Training 
Needs in the United States. Volume II: Technical 


Report. 

ED 238 885 
Steps for Establishing a Training Information 
Clearinghouse. 


Joint Custody 235 


ED 237 775 
A Study of the Relationship of Vocational Educa- 
tion Systems to the 


raining 
ary Students: A come Study. 

ED 236 860 
A pt plo Conduct an Analysis of Fall Out 

w-Income Head of Household Women 

Seeking Employment. Final Report. 

ED 234 201 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final Report. 

ED 240 188 
Survey of Entry-Level Skills Training by Selected 
Missouri Manufacturers. Final Report. 

ED 234 217 
Utilizing the Job Training Partnership Act Funds 
for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 

ED 237 754 
Vocational and Technical T,aining in Less Devel- 
oped Countries: The Informal Economic Sector. 

ED 237 780 
The Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 

ED 239 023 


lob Training Partnership Act 1982 
Adult Retraining-An Investment in People. 

ED 237 707 
Bottom Line Benefits: Increasing Profits through 
Targeted Tax and Job Training Incentives. A 
Handbook for Business. 

ED 239 018 
The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 

ED 239 087 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 

ED 239 024 
Federal Job Training Partnership Act for Veter- 
ans. Hearing before a Subcommittee of the Com- 
mittee on Government Operations, House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 237 727 
Guide to the Job Training Partnershi: —_— Act. Cu- 
mulative Analyses of the Law a. ubsequent 
Policy Issuances. Installment # 

ED 239 025 


Job Training Partnership Act: An Analysis. 

ED 237 675 
JTPA. Job Training Partnership Act (P.L. 97- 
300): Suggested Activities for State Advisory 
Councils on Vocational Education. 

ED 239 119 
Labor Outlook on Jobs & Training. An Analysis 
of the Job Training Partnership Act of 1982. 

ED 239 122 
An Overview of the New Job Training System. 
Survey Report I. 

ED 239 088 
Private Industry Council Roles and Options: 
Making the Job Training Partnership Work. 

ED 239 022 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 

ED 237 688 

iain Se Job Training Partnership Act Funds 

for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 

ED 237 754 
The Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 


ED 239 023 
Jogging 
eat Problems. 


Johari Window 
An Examination of the Johari Window as a Re- 
search Tool and a Theoretical Model. 
ED 238 039 


ED 233 978 


Johnson O Malley Act 
Eastern Oklahoma Johnson-O’Malley Indian Ed- 
ucation Handbook. 


ED 239 790 
Joint Custody 
Yours, Mine or Ours: Child Custody Decisions. 
Revised. 
ED 233 818 





What Are the Major Aspects of Jordan’s Econ- 
omy? (A Learning Activity ). 
ED 235 075 


ED 238 830 


riting 
Media Journals: Relevancy and Writing in Psy- 
chology Instruction. 
ED 239 708 
eT 
ters Kindergarten Expecting to Write and He 


ED 238 646 


journalism 
The Frontier Newspaper Community: A Com- 
puter Profile. 

ED 235 484 
Journalism and srations P Education: Abstracts 


cember 19383 Vol 44 Nos. 1 through 6). 

ED 238 015 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 

ED 233 350 
Three Perspectives on American Journalism. 
Journalism Mo::ographs Number Eighty-Three. 

ED 233 348 


Journalism Education 
Academic Public Relations Curricula: How They 
Compare with the Bateman-Cutlip Commission 
Standards. 


ED 233 355 
Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 
Minoriti 


ED 236 689 
The Study of <a Journalism in the High 
Schools. Centering On. 


ED 237 991 


History , 
The Frontier Newspaper Community: A Com- 
puter Profile. 
ED 235 484 
Image Makers: Reporters or Sources. 
ED 235 489 
The Impatient Press: Placing Black Newspapers 
in the Ideologies of Black Progress. 
ED 237 983 
a Not Money: E. W. Scripps and the Penny 
Newspapers of the Pacific Northwest. 
ED 233 368 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 
ED 233 350 
Judaism 
Judaism and Counseling: Perspectives and Com- 
parisons. 
ED 237 826 
Education and Christian-Jewish Rela- 
tions. A Curriculum and Resource Handbook. 
ED 236 088 
Judges 
The Judge as Metacritic: A Model for Judging 
Interpretation Events. 
ED 238 046 
Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 
ED 235 509 


Judicial Evaluation Approach 
Phase II: Final Evaluation Report of Minimum 
Competency Testing Clarification Process. 
ED 236 159 
Junior High School Students 
The Effectiveness of a Tutoring Program for Ju- 
nior High Latino Students. 
ED 237 307 


The Impact of Classroom Interaction Patterns on 


Students’ Achi lated Beliefs and Be- 
haviors. 





ED 237 206 
Relaxation Training: Its Usefulness in the Middle 
School Curriculum. 

ED 236 150 


Self-Concept Change as a Function of Affective 
Experience. 
ED 239 776 


Junior High Schools 
Attitudes of Selected Groups toward Issues in Ju- 
nior High/Middle School Classroom Manage- 
ment. 
ED 237 481 
An Evaluation of Government Pilot Junior Sec- 
ondary Schools Project in Plateau State—Nigeria. 
_ Studies in Curriculum & Evaluation No. 
ED 234 003 
Management. 
ED 234 021 


Schooling for Young Adolescents: A Key Time in 
Secondary Education. 


Improving Junior High 


ED 237 589 
Just World Hypothesis 
What Does the Just World Scale Measure: Di- 
mension or Style? 
ED 237 858 
Just World Scale (Rubin and Peplau) 
What Does the Just World Scale Measure: Di- 
mension or Style? 
ED 237 858 
Justice 
Criminal Justice in America. 
ED 238 766 
The Influence of Procedural and Distributive Jus- 
tice on Organizational Behavior. 
ED 239 132 
Juvenile Courts 
Juvenile Law: Decisions and Alternatives. Ado- 
lescent Decisions Curriculum. 
ED 236 447 
PINS Jurisdiction in New York State Today: Cri- 
tique and Recommendations. 
ED 237 828 
Juvenile Gangs 
Predicting Gang Fight Participation in a General 
Youth Sample via the HEW Youth Development 
Model’s Community Program Impact Scales, 
Age, and Sex. 
ED 239 188 
Juvenile Justice System 
Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 
ED 237 857 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 
ED 236 075 
Kansas 
Continuing Education Needs and Interests of 
Kansas Adults. A Statewide Survey. Winter 
1979/80. 
ED 239 029 
Funding Practices and Alternatives for Voca- 
tional Education in Kansas. 
ED 234 236 
Kansas Goals for Adult Learning. 
ED 236 315 
Microcomputers in Vocational Education. 
ED 235 306 
A Research Report of Small/Rural School Dis- 
tricts in Kansas Compared to School Districts of 
Similiar Size Nationwide. 
ED 237 294 
pecial Education Personnel Attrition in Kansas, 
1976 to 1982: A Summary of Attrition Rates and 
an Analysis of Reasons for Quitting 
ED 238 231 
Kansas (Johnson ) 
Career and Educational Interests of Johnson 
County High School Students, Spring 1983. 
ED 238 485 
JCCC’s Public Image: Survey Findings. 
ED 238 489 


(Kansas City) 
Job Prospects and Educational /T: 
ments of Kansas City Area Business saledes. 


ED 238 490 
Kansas Individualized Curriculum Se- 


quencing 
The KICS Model: Evaluation Studies. 
ED 235 629 


Subject Index 


ee See . 
Misinterpretation of a Key Paper in Library 


Literature. 
ED 237 112 


Kearney State College NE 


Undergraduate Program in Human Factors: 
The Need, the Problems, and the Outlook. 
ED 234 330 


Kelley v Metro County Board of Ed of 
Ni 


jashville 

Neighborhood Schools: The New(?) Legal Re- 

sponse to Enrollment Decline and Desegregation. 
ED 233 451 


Kendall Demonstration Elementary School 
DC 


Schools and Computers: What to Do and What to 
Expect. 
ED 238 878 


Kent Infant 


Scale 
Caregiver Reports on the Developmental Status 
of Handicapped Young Children: The Kent Infant 
Development Scale and the Minnesota Child De- 
velopment Inventory. 
ED 235 608 


Kent State University OH 


Neustadt’s “Presidential Power” and University 
Governance: A Case Study Analysis. 


ED 234 688 


Compendium of Selected Data & Characteristics: 
University of Kentucky Community College Sys- 
tem, 1982-83. 

ED 234 860 
Pupil Transportation Tentative Calculation, Fis- 
cal Year 1983-84. 

ED 239 395 
Status of Women in Kentucky State Agencies. 
Sixth Report. An Analysis of Employment Job 
Levels and Salaries as of November, 1982. Staff 
Report 83-6. 

ED 237 628 
Whatever Happened to Rural Women? A Com- 
parative Study of Labor Force Participation. 

ED 235 961 


entucky Individualized Kindergartens 
Kentucky’s Individualized Kindergartens: A State 
Network Design for Early Intervention. 

ED 236 878 


Kenya 
Books and gy in Kenya. Studies on Books 


and Reading No. 
ED 234 350 


An Evaluation of the Effectiveness of Radio Pro- 
es in Teaching English Language to Class 
ix Pupils in Primary Schoois in South Nyanza - 
Kenya. African Studies in Curriculum Develop- 
ment & Evaluation, No. 46. 
ED 235 788 
An Examination of the Suitability of Primary 
Teachers’ College Graduates as Primary School 
Teachers in Kenya. African Studies in Curriculum 
& Evaluation. No. 40. 
ED 234 006 
Socio-Economic Background as an Influence Fac- 
tor in Pupils’ Achievement in Primary Schools in 
Embu District, Kenya. African Studies in Curric- 
ulum Development & Evaluation No. 69. 
ED 234 931 
Techniques and Strategies of Improving the Su- 
pervision, Assessment and Evaluation of the 
Competence of Student Teachers in the Kenya 
Primary Teachers’ Training Colleges. African 
Studies in Curriculum Development & Evalua- 
tion. No. 44. 
ED 234 009 
Towards Determining and Developing an Appro- 
~— Video Programme for In-Service Training 
of Primary School Teachers in Kenya. African 
Studies in Curriculum Development & Evalua- 
tion. No. 52. 


ED 234 001 


An Analysis of Young Children Learning Key- 
boarding Skills. 


ED 238 542 
Keyboarding: The State of the Art. 


ED 236 352 


Keymath Diagnostic Arithmetic Test 





Subject Index 


An Analysis of School Achievement for Wood- 
cock Reading a Tests and Key Math Diag- 
nostic Arithmetic Tests of Adolescents in a 
Psychiatric Hospital. 


ED 237 562 


Keys to School Becedemenshl Project 
Keys to School Boardsmanship Project. Rural Ed- 
ucation Program Final Report. 
ED 235 935 


Keystone Central School District PA 
The Role of Microcomputers in Rural Schools. 
ED 234 969 
Keywords 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Pro Keyword 
Thesaurus Project Update for New Participants. 
ED 237 087 


Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile Justice of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 

ED 234 910 
Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing before 
the Subcommittee on Crime of the Committee on 
the Judiciary, House of Representatives, Nine- 
i981) Congress, First Session (September 

4, 


ED 234 911 


Education in Maryland. A Resource Guide - 
Teaching Children Ages 4, 5, 6, and 7. 

ED 238 525 
Kentucky’s Individualized Kindergartens: A State 
Network Design for Early Intervention. 

ED 236 878 
Kindergarten Reinforcement. Disadvantaged Pu- 
pil Program Fund. Evaluation Report, 1982-1983. 

ED 236 289 
The Kindergarten Student Aide: Procedures and 
Practices in the Kindergarten Classroom. 

ED 235 917 
Preschool Education in Japan. NIER Occasional 
Paper 04/83. 


ED 235 876 


Children 

Computer Programming by Kindergarten Chil- 
dren Using LOGO. 

~~ Lage - 
Developing Independent Language Art 

with a Kindergarten Enrichment Group ‘anu 
Centers. 

ED 237 242 
Learning English through Art in the Elementary 
School. 

ED 235 921 
Maternal Involvement and Academic Achieve- 
ment. 

ED 237 201 
Project Primetime: 1982-83 Report. 

ED 239 765 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 

ED 239 774 
The Sun is Shining in my Eyes: The Navajo Child 
_ Kindergarten Expecting to Write and He 


ED 238 646 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 
ED 235 895 
Will Raising the School Entrance Age Reduce the 
Risk of School Failure? 


ED 239 760 


Kindergarten Language Seeing yet 
Kindergarten e Screening Test: 1982-83 
Norms. Research Report 83-06. 


ED 238 898 
Kinesthetic Methods 
Deutschunterricht Durch Handeln (Teaching 
German through Action). 
ED 235 687 
Ensenando El Espanol por Medio de Accion 
(Teaching Spanish through Action). 
ED 235 686 


L’Enseignement du Francais au Moyen de L’Ac- 
tion (Teaching French through Action). 
ED 235 688 


Kinetics 

Unified Technical Concepts. Application Mod- 
ules Volume I. 

ED 239 117 
Unified Technical Concepts. Application Mod- 
ules Volume II. 

ED 239 118 
Unified Technical Concepts. Physics for Techni- 
cians. 


ED 239 049 
The Value of Biomechanical Research in Dance. 


ED 233 987 


wledge 
Representation in Memory. 


ED 235 770 


— Gap Hypothesis 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 
ED 237 990 
Knowledge Level 
Children’s Attitudes, ip Beentete and Behaviors 
Toward Animals. Phase 
ED 237 419 
Citizenship and Social Studies Released Exercises 
from the 1981-82 Assessment. 
ED 233 965 
A Comparison of School and Non School Se- 
lected Knowledge Acquisition as Perceived by El- 
emen' School Children of Australia and the 
United States. 
ED 237 405 
A Developmental Analysis of Children’s Under- 
standing of the Learning Process. 
ED 235 889 


The Influence of New Media and Citizen Groups 
on the Knowledge Gap in an Inner-City Neigh- 
borhood. 

ED 236 692 
Knowledge of Senior Center Activities among the 
Elderly. 


a os ‘ ED Pd 846 
as Assessment of Basic Reading Concepts 
(MABRO). 


ED 236 649 
Mental Effort and Learning from TV: Comparing 
Expectations for PBS and Commercial Network 
Programming. 
ED 235 539 
The Priority of Knowledge and Understanding in 
Teaching. ional Paper No. 61. 
ED 237 503 
Procedural Handbook: 1981-82 Mathematics and 
Citizenship/Social Studies Assessments. 
ED 233 966 
Semantic Priming Revisited: In Search of Struc- 
tural Age Change in Semantic Knowledge. 
ED 238 248 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 
ED 237 990 
Students’ Knowledge of “Things That Go Bump 
in the Night.” 
ED 234 315 
Student Teachers’ Planning and Decision-Making 
Related to Pupil Evaluation. 
ED 240 104 
Those Who Want, Get: The Impact on Political 
Knowledge of Media Reliance Under Conditions 
of Political Interest. 
ED 235 494 
The Use of Analogy in Causal Reasoning. 
ED 236 539 
Knowledge Representation 
Representation and Exchange of Knowledge as a 
Basis of Information Processes. Proceedings of 
the International Research Forum in Information 
Science (Sth, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 
ED 237 106 
Knowledge Utilization 
A Conceptual Study of Knowledge Use in 
Schools. Final Report (Draft). 
ED 240 203 
Information Technologies as Vehicles of Evolu- 
tion. 
ED 234 454 
Perspectives on Dissemination and Knowledge 


Labor Force 237 


Utilization. Report of a Symposium Presented to 
the Mid-South Educational Research Association 
(November 1980). 

ED 238 191 

Kohlberg (Lawrence) 

Dewey and Kohlberg: A Comparative Analysis. 

ED 235 100 '' 

Koontz Child Developmental Program 
The DEBT Project: Early Intervention for Handi- 
capped Children and Their Parents. 

ED 236 833 

Korean 
Baseline Report for the Korean-English Longitu- 
dinal Study. 

ED 234 634 
Reading Comprehension in Korea: A Text-Ori- 
ented Linguistic Approach. 

ED 233 331 

Korean Americans 
The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 

Kubler Ross (Elisabeth) 

Financial Perils in Higher Education~Good 
Grief! 
ED 235 764 

Kuder Occupational Interest Survey 
Career Interests and Ethnic Bias: Report for the 
Commonwealth Multicultural Education Pro- 
gram. 

ED 234 072 

Kuwait 
English Teaching Profile: Kuwait. 

ED 234 645 

La Salle College PA 
An Evaluation of La Salle College’s Master of 
Arts Program in Bilingual/Bicultural Studies 
(Spanish), 1982-83. 

ED 238 257 

Labeling (of Persons) 

From Babies into Boys and Girls: The Acquisition 
of Gender Identity. 
ED 235 910 
Predicting Wanton Assault in a General Youth 
Sample via the HEW Youth Development Mod- 
= Community Program Impact Scales, Age and 
X. 


ED 233 261 

Special Needs in Education (E241): Handicap Is 
Social, Unit 13. 

ED 235 622 


Labor Demands 

Disputes in the Workplace: Management vs. La- 
bor. Instructor’s Guide [and] Student Materials. 
Business Issues in the Classroom. Revised. 

ED 238 814 
Meeting Technology and Manpower Needs 
through the Industry/University Interface. An 
Aerospace Industry Perspective. 

ED 239 848 
Supply and Demand for Scientists and Engineers. 
Second Edition. 

ED 239 849 


Labor Economics 
The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 
ED 239 087 
Education and Work. 
ED 236 794 
The Future of Work. A Report by the AFL-CIO 
Committee on the Evolution of Work. 
ED 233 137 
New Data Available for the National Longitudi- 
nal Surveys. 
ED 234 064 
Labor Education 
Role of the Arab Universities in Labour Educa- 
tion: A Comparative Study. 
ED 235 754 
The Terrain of Postsecondary Education. 
ED 235 722 
Labor Force 
Black Male Labor Force Participation. 
ED 240 201 
Detailed Occupation and Years of School Com- 





E 
Farm Population of the United States: 1982. 
ED 238 659 
The Future of Work. A Report by the AFL-CIO 
Committee on the Evolution of Work. 
Volk E nike N ~ 
T olume ew 
scoot 5 et ee a 


ED 235 576 


Engineering 
Manpower: Background; Supply and Demand; 
and Comparison with Japan, the Soviet Union, 


Technology, Transmi 
Science and Technology. U.S. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 

ED 235 996 
Workers without Jobs: A Chartbook on Unem- 
ployment. Bulletin 2174. 

ED 237 725 
The 1977 Navajo Labor Force Survey: A Prelimi- 
nary Analysis. 

ED 234 957 


Labor Force Development 

American Productivity Center Computer Confer- 
ence on Training and Productivity for the White 
House Confe-ence on Productivity (Washington, 
D.C., September 22-23, 1983). Final Report. 

ED 234 179 
The Challenge: Developing Technological Liter- 
acy in Education. 

ED 234 012 
The Compumity College and the Human Re- 
sources Development Council: Toward a Na- 
tional Training Strategy for the United States. 

ED 238 459 
The Development and Qualifications of Trainers: 
The Australian Experience. 


ED 237 151 
The Development of Human Resources-through 
Learning. 


ED 233 173 
Educational Leave in Europe. Policy Paper No. 
83-C3. 


ED 235 573 
New Technology and the Human Response: The 
Issues Facing Vocational Education in the 1980's. 
ED 239 671 
ion and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 
id Managing Technol Pro ~ on 
Planning an: echnology Programs: 
Challenge to Higher Education. 
ED 237 050 


Putting America Back to Work: Phase II. 

ED 238 460 
A Rationale for Developing Communication 
Training Programs: Issues and Resources for Cur- 
riculum Development. 

ED 238 070 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final Report. 

ED 240 188 
Testimony Before The National Commission on 
Excellence in Education. (Public Hearing, Den- 
ver, Colorado, September 16, 1982). 

ED 237 032 
Training by Contract: College-Employer Profiles. 
- of Mae = 239 524 

raining for Preparing Students for 

Work in + sell sew ss Training. 

ED 236 519 


Vocational Education: The Federal Role. Position 
Statement on Reauthorization of the Vocational 
Education Act. 
ED 239 120 
Labor Legislation 
Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 
ED 234 254 
Erosion of the At-Will Rule and Freedom of Com- 


munication in Private Sector Organizations. 

ED 234 456 
Federal and State Employment Laws. Module 
Number 11. Work Experience Program Modules. 
Coordination Techniques Series. 


Migrant Education. 


ED 233 153 


ED 237 281 


Labor Market 

Communication Industry Needs and Higher Edu- 
cation Programs: What Are We Doing Now to 
Prepare for 1990? 

ED 237 001 
The Dislocated Worker. Preparing America’s 
Workforce for New Jobs. 

ED 239 087 
Education and Work. 

ED 236 794 
The Education of the Handicapped Adolescent: 
The Transition from School to Working Life. 

ED 237 213 
Evaluation of the Recreation Leadership Program 
at Caldwell Community College and "Technical 
Institute. 

ED 238 461 
Flood Tides and Aging Swimmers: An Explora- 
tion into the Supply and Demand for Teachers. 

ED 240 084 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
Immigration and California: Issues for the 1980s. 

ED 238 984 
The Labour Market Impacts of High Technology: 
Implications for the Universities. 

ED 238 328 
New Teachers in the Job Market: 1981 Update. 

ED 234 041 
Sectors and Jobs in Metropolitan Economies. A 
Rand Note. 

ED 237 763 
A Study of the Relationship of Vocational Educa- 
tion Systems to the Local Job Market for Individ- 
uals with Exceptional Needs. Employment and 
Training Opportunities for Handicapped Second- 
ary Students: A Special Study. 

ED 236 860 


Labor Needs 

A Consortium Involving Business, Industry, 
Post-secondary and Vocational Institutions: Plan- 
ning for Statewide High Technology Training 
Programs. Final Technical Report. 

ED 237 705 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
Library Human Resources: A Study of Supply and 
Demand. 

ED 234 799 
A Model Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Occupational Demand and the Rise of Post- 
secondary Vocational Education. 

ED 235 566 
» peemann Forecasting of Librarians in Austra- 


ED 233 729 
Responsiveness of Training Institutions to Chang- 
ing Labor Market Demands. 

ED 237 736 

Labor Relations 

Disputes in the Workplace: Management vs. La- 
bor. Instructor’s Guide [and] Student Materials. 
Business Issues in the Classroom. Revised. 

ED 238 814 
Erosion of the At-Will Rule and Freedom of Com- 
munication in Private Sector Organizations. 

ED 234 456 
Fair Employment Practices. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 

ED 238 806 
Teacher Unionism and Its Impact: A Study of 
Change Over Time. Final Report. 

ED 238 124 
Youth for Hire. Instructor’s Guide [and] Student 
Materials. Business Issues in the Classroom. Re- 


ED 238 805 
Labor Studies 


Subject Index 
With Babies and Banners: Illustrated Historical 
Booklet. 


ED 235 048 
With Babies and Banners: Study/ Activity Booklet 
[and] Educator’s Guide. 

ED 235 047 


Supply 

Attitudes toward the Skilled Trades: Employment 
Issues in the Precision Metalworking Industry. 

ED 235 327 
Climbing the Ladder: An Update on the Status of 
Doctoral Women Scientists and Engineers. 

ED 239 861 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
Effects of Federal Support for Nursing Education 
on Admissions, Graduations, and Retention 
Rates at Schools of Nursing. 

ED 235 333 
Library Human Resources: A Study of Supply and 
Demand. 


ED 234 799 
elem Forecasting of Librarians in Austra- 


ED 233 729 
Student Employment Information Service. A Re- 
port to the Board of Directors. 

ED 238 334 
Supply and Demand for Scientists and Engineers. 
Second Edition. 


ED 239 849 


Labor Turnover 


The Influence of Procedural and Distributive Jus- 
tice on Organizational Behavior. 

ED 239 132 
North Carolina Medical Technology Manpower 
Survey. 

ED 235 704 
ge of Withdrawal Behaviors. Working Paper 


ED 237 887 
pecial Education Personnel Attrition in Kansas, 
1976 to 1982: A Summary of Attrition Rates and 
an Analysis of Reasons for Quitting. 
ED 238 231 
Teacher Recruitment and Retention Strategies for 
Smaller Schools. A Handbook for Superinten- 
dents and School Boards. 


ED 234 972 


Labor Utilization 


Computer Conferencing for the Third World: 
Roadmap for the Future. 

ED 233 682 
Education and Work. 

ED 236 794 
Making Work Go Round. Plans for Combatting 
Unemployment. Special Report. 

ED 236 322 
The Older Employee as a Concern of Staff Devel- 


opers. 

ED 238 383 
Origins of the Sexual Division of Labor. 

ED 238 789 
The Professional Environment in Army Laborato- 
ries and Its Effect on Scientific and Engineering 
Performance. 

ED 237 330 
A Study of the Use of Office Technology and the 

ing Role of the Management Support Staff 

in the Modern Office. Final Report. 

ED 239 042 
The Training and Utilization of Scientific and En- 
gineering Manpower in the People’ 's Republic of 
China. Science and Technology in the People’s 
Republic of China Background Study No. 5. 
Transmitted to the Committee on Science and 
Technology, U.S. House of Representatives, 
Ninety-Eighth Congress, First Session, Serial P. 





ED 238 714 


Laboratori 


ies 
Computer Literacy. 
ED 239 612 
Instructional Space Utilization at the University 
of Alaska. Volume I, Volume II, Volume III. 
ED 239 537 
Joint Industry /University Cooperation with Fed- 
erally Supported Research Facilities. Hearing be- 
fore the Subcommittee on Investigations and 
Oversight of the Committee on Science and Tech- 
nology. U.S. House of Representatives, Nine- 





Subject Index 


ty-Eighth Congress, First Session. 
ED 238 703 


Laboratory ad Research 
Creating Field Research in the Lab: Simulation as 
Communicating and Organizing. 
ED 234 445 
Essential Laboratory Activities Guide. Secondary 
Science. 
ED 235 285 


Procedures 

Estimating og Insect Populations. Introduc- 
tion to Sampling. 

ED 233 879 
Suggestions for Teaching Mathematics Using 
Laboratory Approaches. 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 

ED 236 050 
Teacher’s Resource Guide on Acidic Precipita- 
tion with Laboratory Activities. 

ED 234 990 


Safety 
Essential Laboratory Activities Guide. Secondary 
Science. 
ED 235 285 
Health Hazards in the Science Classroom. 
ED 238 671 
Instructor Liability-A Continuing Dilemma. 
ED 233 236 
Laboratory Schools 
Generalizability and Accessibility of Causal Evi- 
dence in Educational Practice. 
ED 240 078 
Guidelines for Comprehensive Child Develop- 
ment Instruction and Services Programs. 
ED 238 482 
School District WA 
FINS: A Guide to the LaConner School District’s 
Program In Fishing Industry Specialization. 
ED 235 965 
Lactation 
Nutrition in Teenage Pregnancy. A Curriculum 
Guide. 
ED 238 888 
Laetrile 
Medical Argument and Field Theory: The Lae- 
trile Case. 
ED 236 708 
Land Grant Universities 
A Review and Critique of Rural Development Re- 
search in the Land-Grant System Since 1970- 
with Focus upon the South. SRDC Series 65. 
ED 238 654 


Land Settlement 
(Bibliography, Refugee Materials Center.] 
ED 238 985 
Cooperative Efforts: Voluntary Resettlement 
Agencies and Mutual Assistance Associations. 
ED 237 593 


Land Use 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 
ED 235 079 
Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section III. Introduction to Soil Manage- 
ment and Classification. 
ED 236 311 
Mapping the Land: Aerial Imagery for Land Use 
 eaaaes Resource Publications in Geogra- 
phy. 
ED 235 078 
Landlords 
Landlords and Tenants in Conflict. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 
ED 238 815 


ing 
Core III Materials for Metropolitan Agriculture /- 
Horticulture Programs. Units J-M. 


ED 233 231 
CVAE-VEH Horticulture Course Outline. 

ED 234 213 
Technical Competencies in Greenhouse Manage- 
ment and Landscape Design Needed by 
High-School Teachers of Vocational Horticulture 
in Tennessee. Research Report Series No. 5. 


ED 233 211 


Language 
Decisions about 


Langer 


(Susanne) 
On Making the I Universal: From Langer to Brit- 
ton to Kinneavy. 


ED 237 992 


. Student Guide. Fair 

Play: Developing Self: t and Decision- 
Making Skills in the Middle School. 

ED 238 519 

nage about Language. Teacher’s Guide. Fair 

= Developing Self-Concept _ Decision- 


‘aD 238 518 


Language 


Acquisition _ 

Acquiring Clothing Verbs in Japanese. 

ED 233 578 
The Acquisition of Spanish as a First Language. 

ED 234 615 
Advances in Child Development: Theory and Re- 
search. 

ED 237 195 
Asian- and Pacific-American Perspectives in Bi- 
lingual Education: Comparative Research. 

ED 239 011// 

Baseline Report for the Korean-English Longitu- 
dinal Study. 


ED 234 634 
poy gum for the Spanish-English Longitu- 


ED 234 635 
Berko’s Wug-Technique Revisited. 

ED 239 519 
Children’s Emer, oy — to Read Favorite 
Storybooks. A 

ED 236 557 
The Communication Game: Perspectives on the 
Devevelopment of Speech, e and 
Non-Verbal Communication Skills. Pediatric 
Round Table: 4. 

ED 233 784 
Deictic Particles in Samoan Child Language. 

ED 233 584 
The Developmental Aspects of the Writing Pro- 
cesses of Young Children: A Review of Related 
Research. Instructional Research Laboratory 
Technical Series #R83003. 

ED 236 674 
Development of Attenuation Patterns in the Con- 
trolling Communicative Function. 

ED 239 489 
The Development of Children’s Interrogatives: 
From Formulas to Rules. 

ED 233 583 
The Development of Language and Literacy: Es- 
sential Knowledge for Effective Teaching and 
Learning. 


ED 237 464// 
Diagnosis of Language Competency Inventory 
(DLCI. 


ED 236 650 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 
1981-82. 

ED 234 124 
Form and Function in the Development of 
Possessives. 

ED 233 574 
From Gesture to Symbol: The Relation Between 
Form and Meaning in the Acquisition of Personal 
Pronouns in American Sign Language. 

ED 233 582 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
How Do Children Avoid Constructing an Overl 
General Grammar in the Absence of Feedbac 
about What Is Not a Sentence? 

ED 233 573 
inn hocenee ae sie the _ of 
pecific Learning ters an e Experi- 

ence Activities with First Grade Children. 
ED 237 = 


Impro' Your Child’s Listening and 
Skills: yo *s Guide to Language Sour 
ment. 

ED 234 576 
Individual Styles in Language and Symbolic Play. 

ED 237 211 
Kindergarten Language Screening Test: 1982-83 
Norms. Research Report 83-06. 

ED 238 898 
Language Development and Intellectual Func- 


Language Acquisition 239 


tioning. Occasional Papers No. 10. 

ED 233 340 
Language Development as a Problem-Solving 
Process. 


ED 233 572 
Language Level as a Mediator of ing from 
Television. 


. ED ay oe 
Language Transfer in Language Learning. Issues 
in Second Language Research. 

ED 239 502// 


national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 


ED 238 014 
Learning” and “Acquisition” - How Real Is the 
Dichotomy: Some Neurophysical Evidence. 
ED 239 492 
The Mass-Count Distinction: Children’s Uses of 
Morpho-Syntactic vs. ic Ap 





"ED 233 577 
Native Language Reading Approach Program, 
1982-1983. O.E.E. Final Evaluation Report. 

ED 238 $90 
A Papago Grammar. 

ED 235 989 
Parent Helper: Handicapped Children Birth to 
Five. Communication. 

ED 234 542 
Patterns of Verb Use in Mother and Child. 
Pla: hips: Co; a ~ 

i oom Relationships: Correspondence or 

Denies 


ED 238 587 
Pupil Adjustment Project. ECIA Chapter 1. In- 
terim Evaluation Report, 1982-83. 

ED 237 619 
The Relationship between Vocal Fundamental 
Frequency Characteristics and Developmental 
— of Language Acquisition in Young Chil- 


ED 238 253 
The Role of “Local Cues” in Assigning Gender to 
New Nouns in Icelandic. 
ED 238 254 
Second Language Acquisition: Implications for 
Assessment and Placement. 
ED 239 455 
Selected Papers from the 1982 Conference “New 
York Writes: Kindergarten through College” 
(New York, New York, April 3, 1982). 
ED 234 401 
Semantic and Formal Factors in the Comprehen- 
sion of Icelandic Pronoun Gender. 
ED 233 580 
The Semantics of a Child’s Use of Reflexives in 
Spanish. 
ED 233 581 
oom the Problem of Learning to Read: Chil- 
Linguistic Awareness and Reading 
nl 
ED 233 315 
Study Talk: Queensland’s Contribution to the Na- 
tional Language Development Project. 
ED 234 394 
Style Characteristics of the Language Acquisition 
of Mentally Retarded Children. 
ED 239 443 
Techniques for Collecting Literacy Events from 
Young Children. 
ED 236 647 
The Theories of Piaget and Vygotsky concerning 
the Relationship between Thought and Language. 
ED 238 592 
Topic-Comment Structure and Grammatical Sub- 
ject in First Language Acquisition of Mandarin 
Chinese: A Study of Equi-Constructions. 
ED 233 579 
Toward a Theory of How Children Learn to Read 
and Write “Naturally”: An Update. 
ED 239 245 
The Wesleyan Papers: Keeping the Child in 
Childhood, Volume I, Number 1. 
ED 239 739 
West Clay Preschool Curriculum. ESEA Title 
IV-C Project. 
ED 235 630 
What Are Conditionals For? 
ED 233 585 
uisition of Mandarin 
ike English.” 


Why Chinese Children’s A 
Predicates Should Be “Just 





240 Language Acquisit':n 


- ED 233 _ 
Writing ae & in Young Children: What We 
Are Learning from Research. The Talking and 
Writing Series, K-12: Successful Classroom Prac- 
tices. 
ED 233 389 
You, Your Child, and Language: Activities for 
Language Development. Second Edition 
ED 236 897 
Foreign Languages for the Gifted and Talented. 
ED 233 608 


Arts 
int. Using a Restaurant Theme. 
ED 239 927 
Assessment of Instructional Terms (AIT). 
ED 236 642 
Basics. [A Compilation of Learning Activities 
from Seven Issues of Instructor Magazine, 
= 1982 through March 1983 and May 
1983. 
ED 237 444 
Beyond Basic Skills: Using the Microcomputer to 
Extend Basic Skills Instruction in the Language 
Arts. 


ED 236 691 
Categories for Observing Language Arts Instruc- 
tion (COLAND. 
Computers in Language Arts. 

ED 238 010 


A Concept Development Based Approach to Vo- 
cabulary Instruction. 


Creative Quickies, Vol. II. 


ED 236 632 


ED 237 940 


ED 237 452 
Curriculum Handbook-Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 

ED 234 585 
Decisions about Language. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 

ing Skills in the Middle School. 

ED 238 519 
Decisions about Language. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 518 
Elementary Enrichment Program (Reading, 
Mathematics and Language Arts Programs). Final 
Evaluation Report for Title 1, 1978-79. 
ED 238 953 
Elementary Enrichment Pr i 


School Progrem (R /Languag: 
— Title I Final Evaluation Report, 


ED 238 959 

Elementary Language Arts Curriculum Guide. 
Curriculum Guide LA-001-82. 
ED 234 405 


English, Journalism, Reading. Curriculum Guide 
for the Language Arts. Grade 7-12. LA-501-82. 

ED 236 593 
English Language Arts: Early Years. Curriculum 
Support Series. 

ED 236 590 
English Language Arts K-12. Interim Guide 1981. 

ED 236 592 
English Language Arts: Middle Years. 

ED 236 591 
English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
_ December 1983 (Vol. 44 Nos. 1 through 


ED 238 016 
English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 
ESEA Title I Secondary Program. Interim Re- 
port, 1981. 


ESEA Title I 
grams. Final Report, 1981. 


ED 238 963 
Reading/Math Pro- 


ED 238 964 
gall eH ng hag = ELemeni 


tary 
Reading and Math Program; Middle School 
Reading ; NIE Demonstration Project; 


Final Evaluation Report 
ae ion 
I, 1977-1978. 
ED 238 952 


An Evaluative Comparison of Language Arts 
ubtests and Language Arts Text- 
ED 238 000 
Learning: Drama for Middle 

School Tunior High. 
ED 236 742 


ED 239 200 
Hartford Project Concern Program. Final Evalua- 
tion Report, 1982-83. 


Greek and Roman Myths. 


ED 237 612 
Heuristic Methods for the Mildly neste pe 
Research Report and Manual for Teaching Lan: 
guage Arts and Reading. Final Report. 

ED 239 469 
The Hows and Whys of Cody Creations (Cody’s 
Drop-In Writing Center). 

ED 235 485 


Ideas Plus: A Collection of Practical Teaching 
Ideas. Book One. 

ED 239 301 
TER Criterion-Referenced Language Arts Objec- 
tive and Item Bank: A Bank of Language Arts 
Objectives and Test Items for Grades One 
through Eight. 

ED 237 529 
The Implications of Sentence Combining for the 
Language Arts Curriculum. 

ED 238 021 
Integrating the Language Arts in the Elementary 
School. 

ED 238 029 
Language Arts Activities for Teaching About Ag- 
ing. 


ED 236 596 
Language Arts Curriculum Guide. 
ED 239 305 


Language Arts Curriculum Guide. Grades 7-9 
ED _ 288 
Language Arts for Native Indian ey 
238 630 


Language Arts through Latin, 1980-1981 Report 
Number 8305. 

ED 236 908 
Language Experience...Fiction and Fact. 

ED 233 367 
The Law and the Teacher of Basic Skills. 

ED 236 556 
- Celebrate Autumn: Activities for Grades 
4-8. 


ED 239 712 
Let’s Celebrate Winter: Activities for Grades 4-8. 

ED 239 713 
A Literature Program for the Gifted: Gifted Writ- 
ers + Gifted Readers = Positive Reading Atti- 
tudes. 

ED 233 ed 
Motivational Strategies for Teaching 
Arts: A Resource, K-12. 

ED 236 595 
Our Class as an Icosahedral Commurity. 

ED 235 995 
=." Books in the Language Art Curriculum, 


ED 239 211 
Putting Humpty Dumpty wed Again: Inte- 
grating the Language Arts. The Talking and Writ- 
ing Series, K-12: Successful Classroom Practices. 

ED 233 381 
Recommended English Language Arts Curricu- 
lum Guides, K-12. 

ED 236 673 
SOCK Language. English as a Second Language. 

ED 238 637 
Speaking Activities and the Pupil. 

ED 236 734 
ee of Censorship and Professional Guide- 

es. 


ED 236 597 
Teaching Both Sides of the Brain: Book II: Read- 
ing. 

ED 239 962 
Teton Sioux Culture through Literature and Writ- 
ing. 


ED 233 872 
Title I ESEA Pro; in the Boston Public 
Schools: Middle School Reading Program; High 
School Reading Program; High School Mathe- 
matics and R /Language Arts 
Program (PL 81- 874). Final Evaluation Report to 
Project and School Personnel, 1978-79. 


ED 238 958 


Subject Index 


We Must Make All Students Literate. 


ED 236 698 
1984 Report on Trends and Issues in : A 
— of Reports from the NCTE Commis- 
ions. 


ED 239 290 


Language Attitudes 
Attitudes of Secondary School Counselors and 


Superintendents Toward Foreign 
Study: A Descriptive Study. 

ED 234 609 
Attitudes towards Bilingual Education among 
Hispanics and a Nationwide Sample. 

ED 235 295 


Language Camps 
Foreign Language Camps: A Success Story. 


ED 234 627 
Foreign Language Camps at the College Level. 
ED 233 602 


vawlish Teaching Pro 
English Teaching Profile: Lesotho. 


ED 239 501 
Enrichment 
Foreign Language Camps: A Success Story. 
ED 234 627 
Language Energized, Participation Maximized: 
The Growth of a Writing Project. 
ED 236 622 


Language 


Experience Approach 
Assessing Instructional Needs with Language Ex- 
perience Stories. 
ED 236 922 
Drawing Out: Second Language Acquisition 
through Student-Created Images. 
ED 236 932// 
ae om Experience Approach to Reading (and 
Writing). oe ccc Reading for Sec- 
ond Language Learn 
ED 236 933// 


Language Experience...Fiction and Fact. 
ED 233 367 
LEA as a Methodology for Use with Semi-Liter- 
ate ESOL Adolescents: A Case Study. 
ED 239 510 
a Approach in Teaching the Special Education 
ild. 


ED 239 460 
Fluency 
Language Census Report, 1983. 
ED 239 512 


Nonfluencies in the Speeches of Black College 
Students. 


ED 238 066 
Handi 


caps 
Development of Attenuation Patterns in the Con- 
trolling Communicative Function. 


ED 239 489 


_ The Importance of Scorer Bias to Handicapped 


Preschoolers’ Stronger Performance with Famil- 
iar Examiners. 

ED 236 203 
Improving Your Child’s Listening and Language 
Skills: A Parent’s Guide to Language Develop- 
ment. 

ED 234 576 
Language Transfer in Language Learning. Issues 
in Second Language Research. 

ED 239 502// 


Normal Aging and Linguistic Decrement. 

ED 238 302 
Selective Preservation of Syntax in Alzheimer’s 
Dementia. 

ED 238 303 
Strategy Verbalization Effects on Self-Efficacy 
and Listening Comprehension. 

ED 233 816 
Systematic Bias in the Assessment of Handi- 
capped Children. 

ED 236 202 
West Clay Preschool Curriculum. ESEA Title 
IV-C Project. 

ED 235 630 


Laboratories 
Using the Language Laboratory (or Rolls Royce 
Bumpers Make Very Good Bottle Openers). 
ED 234 600 


Leggege Deeieeee 
Case Study on Portuguese Culture in Cassis 





Subject Index 


(France). The CDCC’s Project No. 7.: “The Edu- 
cation and Cultural Development of Migrants”. 

ED 235 938 
Language among the Cherokee: Patterns of Lan- 
guage Use in Northeastern Oklahoma. Part II: 
Questionnaire and Codebook. 

ED 234 638 
Language among the Cherokee: Patterns of Lan- 
alconey Use rr — Oklahoma. Part I: 


ED 234 637 
The Maintenance of Spanish over Three Genera- 
tions in the United States. 


ED 234 633 


of Instruction 
The Application of Videodisc Technology to the 
Diagnosis of Math Skills. 
ED 237 317 


The Effect of Schooling Abroad on the Socioeco- 
nomic and Language Patterns of First Generation 
Hispanics and East Asians. 

ED 234 642 
English Teaching Profile: Lesotho. 

ED 239 501 
Foreign Language Camps at the College Level. 

ED 233 602 
Heritage Language Education: A Literature Re- 
view. 

ED 233 588 
The Impact of Language of Instruction on the 
Educational Achievement of Hispanic Students. 

ED 234 641 
A Theoretical Framework for Bilingual Instruc- 
tion: How Does it Apply to Students in Special 
Education? 

ED 239 452 
The Use of English as a Medium of Instruction in 
the First Three Grades of Zambian Primary Edu- 
cation. African Studies in Curriculum Develop- 
ment & Evaluation No. 48. 

ED 234 011 
Use of Prior Knowledge in Understanding Fables 
in First and Second Languages. 

ED 233 571 


Language Patterns 
Dialects and Reading. 

ED 233 302 
Perspective-Taking and Social Behavior in Behav- 
iorally Disordered Boys. 

ED 235 903 
Sharing Time: A Student-Run Speech Event. 

ED 234 906 
A Stylistic Content Analysis of Speeches of Black 
College Students. 


ED 236 731 
Planning 
Development Education, Language Planning, and 
Language Policy: An Overview of the Fields with 
Respect to the Teaching of English. 


Language Planning. 


ED 234 617 
ED 233 562 


An Axiomatic Theory of Cognition and Writing. 

ED 233 353 

Beginning Sotent Dee Knowledge about 
e 


Written . BRDKAWL Project 1980-82. 
Final Report for the Period September 1980-Au- 
gust 1982. 

ED 236 571 
Comparison of Sentence Processing in Listening 
and Reading among College- and School-Age 
Skilled and Unskilled Readers. Final Report. 

ED 234 358 
A Comparison of Some Processing Time Mea- 
sures Based on Eye Movements. Technical Re- 
port No. 285. 

ED 234 356 
Comprehension of Ambiguous and Other Polyse- 
mous Utterances: Presented in Written Mode. 

ED 236 663 
Dealer’s Choice: The Languzge Processing Game. 
Instructional Research Laboratory Technical Se- 
ries #R83006. 

ED 234 362 
Development of Attenuation Patterns in the Con- 
trolling Communicative Function. 

ED 239 489 
The Development of Language and Literacy: Es- 
sential Knowledge for Effective Teaching and 
Learning. 


ED 237 464// 

The Effects of Concreteness and Negation on the 

Difficulty of Hypothetical, Disjunctive and Lin- 
ear Syllogisms. 

ED 233 410 


Effects of Selected Writing Tasks upon the Trans- 
fer of Prose Learning. 

ED 233 364 
Extended-Cloze Reading Skills Test of Hierarchi- 
cal and Spatial/Chronological Ordering Ability. 

ED 236 640 
Felicity Conditions for Human Skill Acquisition: 
Validating an Al-Based Theory. Cognitive and In- 
structional Sciences Series. 

ED 238 727 
[Hand Preference: Cognitive Development, 
Asymmetry, and Consistency.] 

ED 238 578 
Language Level as a Mediator of Learning from 
Television. 

ED 236 876 
Natural Kind Terms and Children’s Ability to 
Draw Inferences. 

ED 237 238 
Normal Aging and Linguistic Decrement. 
Perris Valley Junior High Schooi ie 

erris ley Junior 00i’s e Pro- 

cessing for Grades 7-10. 

ED 237 924 
The “Pro-Drop” Parameter in Adult Second Lan- 
guage Acquisition. 

ED 239 490 
The Quality, Direction, and Distance of Within 
Sentence Constraints. 

ED 236 646 
Reconstructive Recall of Linguistic Style. Techni- 
cal Report No. 286. 

ED 234 357 
The Role of Short-Term Memory in the Compre- 
hension of Written Text. 

ED 234 373 
Selective Preservation of Syntax in Alzheimer’s 
Dementia. 

ED 238 303 
Semantic Priming Revisited: In Search of Struc- 
tural Age Change in S ic Kn 

ED ‘238 248 
Sources of Difficulty in the Young Child’s Under- 
standing of Metaphorical Language. Technical 
Report No. 290. 





ED 234 376 
The Speech Events Structuring Written Composi- 
tion. 

ED 239 248 
Speed Listening: Exploring an Analogue of Speed 
Reading. Final Report. 

ED 233 306 
What is the Basis for Making an Eye Movement 
during Reading? Technical Report No. 287. 

ED 234 374 


Language Profici 


ency 
The ACTFL Proficiency Guidelines: A Historical 
Perspective. 
ED 238 265// 
Case Study on Hajitkoum, Migrant Cultural Ac- 
tion Group (Brussels, Belgium). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 
ED 235 941 
Community and Parental Influence: Effects on 
Student Motivation and French Second Language 
Proficiency. 
ED 235 684 
Curriculum Development at the Foreign Service 
Institute. 
ED 238 267// 
Discourse-Sensitive Measurement of Language 
Development in Bilingual Children. 
ED 234 636 
Doing the Unthinkable in the Second-Language 
Classroom: A Process for the Integration of Lan- 
guage and Culture. 
ED 238 269// 
English-as-a-Second Language. ECIA Chapter 1. 
Evaluation Report, 1982-83. 
ED 237 618 
English for the Health Sciences: Special Projects 
Report. 
ED 238 246 
An Indirect Test of Oral Proficiency. 
ED 238 299 
Issues of Language Assessment. Volume II: Lan- 


Language Role 241 


guage Assessment and Curriculum 
ED 236 911 
Language Profile of Bilingual Students (LPBS). 
ED 239 505 
A Linguistic oe ag eer in the Advanced 
Language Training Pr 
ED 234 597 


Oral Proficiency eo and Programs at the 
University of South Caro! 
ED 239 520 
Preservice and Inservice Teacher Training: Focus 
on Proficiency. 
ED 238 270// 
The Proficiency-Oriented Classroom. 
ED 238 266// 
Proficiency-Oriented Classroom Testing. Lan- 
guage in Education: Theory and Practice, No. 52. 
ED 233 589 
Proficiency Projects in Action. 
ED 238 271// 
Proficiency Testing for the Other Language Mo- 
dalities. 


ED 238 268// 
Psychological Perspectives in Second Language 
Development. 

ED 235 952 
Report on the Study of Limited Language Profi- 
ciency. 


ED 234 631 
Teaching for ay were the Princi- 
ple. The ACTFL Foreign Language Education Se- 
Ties. 

ED 238 264 
Tests, Achievement, and Bilingual Students. 

ED 238 907 
Topic and Situation as Factors in Language Per- 
formance. 

ED 234 632 


Research 
An Attempt toward a TESOL Theory: Some 
Meta-Research Considerations. 


ED 239 506 
Aural Comprehension in the Second Language 
Classroom. 


ED 233 569 
Automatic Linguistic Analysis. 

ED 234 639 
Bilingual, Bicultural, and Bidialectal Studies Re- 
lated to Reading and Communication Skills: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
December 1983 (Vol. 44 Nos. 1 Sle | 


ED 238 018 
Colloquium on French as a Second e: 
Pr Review and Evaluation Bulletin, 
Volume 4, Number 4. 

ED 239 504 
Language Use, Language Ability, and Language 
Development: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts Inter- 
national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 014 
Reading Comprehension and Creativity in Black 
Language Use: You Stand to Gain by Playing the 
Sounding Game! Technical Report No. 295. 

ED 235 475 
A Stylistic Content Analysis of Speeches of Black 
College Students. 

ED 236 731 


Role 
English Teaching Profile: Kuwait. 


ED 234 645 
English Teaching Profile: Lesotho. 

ED 239 501 
English Teaching Profile: Malaysia. 

ED 238 258 
English Teaching Profile: Portugal. 

ED 236 929 
English Teaching Profiles from the British Coun- 
cil: Burma, Cyprus, Czechoslovakia, Ethiopia, 
Ghana, India, Lesotho, New Zealand, Pakistan, 
Qatar, Malaysia. 

ED 234 605 
—— Teaching Profiles from the British Coun- 

cil Language and Literature Division: Updates 

and Supplements. 

ED 234 606 
Historical Aspects of Bilingualism in the United 
States. 

ED 235 293 





242 ~—sCcLanguage Skills 


Language Skills 
Assessment of Instructional Terms (AIT). 
Child Development. ECIA Chapter cGakube 
t. tion 
Report, 1982-83. 
ED 237 617 
Game. 


Dealer's ae The Processing 
bent x > Technical Se- 
ries PRSS006. 


ED 234 362 
Diagnosis of Language Competency Inventory 


(@LCc). 

ED 236 650 
The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 

tic Classroom. 

ED 237 318 
The Effect of Dramatic Play on the Story Retell- 
ings of Second Grade Children. 

ED 233 812 
English-as-a-Second Language. Chapter 1. 
Evaluation Report, 1982-83. 
English Curriculum Guide 7-12 


ED 237 618 


ED 239 302 
Evaluation of the Bilingual (English-German) 
Program, 1982-83. 


ED 23¢ 521 
An Evaluative Comparison of Language Arts 
Achievement Subtests and Language Arts Text- 


ence Activities with First Grade 
ED 237 198 
Integrating the Language Arts in the Elementary 


redemuis Beton pens 
lorcement. 
pil Program Fund. Evaluation Report, 1982-1983. 


tions i 
national,” un trough December 1983 (Vol. 44 
Nos. 1 through 6). 
ED 238 014 
and Business 


ject BABS (Bilingual Academic and 

Suite). O.E.E. Evaluation Report, 1981-1982. 
Secoad- Ss and Fi nn oo Lie 
irst- it- 

eracy: oy rt New me oy 
1D 233 603 
iit tdnep ties Ane 

Workbook. 
ED 236 725 
—_ Talk: Queensland’s Contribution to the Na- 
tional Language Development Project. 

ED 234 394 
The Syntactic Proposition for Protocol Analysis. 
ED 236 636 
Teaching Inuktitut to Grade 2. Interim Edition. 
_ ED 239 488 
Students 


Report, came Report Number One. 
Vocabulary Pr ye on 

ement: Program and 
Exemplary T i 


ED 239 229 


Lear. Styles in Language and Symbolic Play. 


ED 237 she adhd 

lames and Writing Series, Series, 
Classroom Practices. 

ED 233 386 


ho Siting of Men Pation: Contents, Cheloes, 
and Constraints in a Scientific 


Language Teachers 
— Ohio Program of Intensive 
The Foreign Language senitiinas Seaaien, 
‘oreign 8 i 
Value, and Techniques. 
ED 238 283// 


Talking and Writ 
K-12, Stewed Chesnen 


ED 236 617 


Introduction to Language. Linguistics 101. 

ED 238 289 

A Look at Our Profession: Common Concerns, 
Common Dreams. 

ED 238 273// 

Preservice and Inservice Teacher Training: Focus 

on Proficiency. 

Proficiency-Based Forei as ol 

S ? er 

Certification: The Texas Project. 

ED 238 285 


Study Guide for TCT in French. 

ED 235 143 
Study Guide for TCT in German. 

ED 235 144 
Study Guide for TCT in Latin. 

ED 235 150 
Study Guide for TCT in Spanish Education. 

ED 235 159 
A Study of the aeainne f Os See 
the English Language in the Congo. African Stud- 


~ or Development & Evaluation. 
0. 


ED 234 002 


Language Tests 
Berko’s Wug-Technique Revisited. 


ED 239 519 
English Teachers’ Journal (Israel), Number 29. 

ED 239 508 
Foreign Lanuages in the 

ED 239 516 


IER Criterion-Referenced Arts Obj 
tive and Item Bank: A Benk of ian 
Objectives and Test Items for Grades One 


through Eight. 
ED 237 529 


An Indirect Test of Oral Proficiency. 
ED 238 299 

Issues of Language Assessment. Volume II: Lan- 

guage Assessment and Curriculum Planning. 
ED 236 911 


Kindergarten Language Sune Test: 1982-83 
Norms. Research Report 83-06. 
ED 238 898 


The Ontario Test of English Achievement. The 
Final Report on Its Development. 
ED 234 672 
Proficiency-Oriented Ciassroom Testing. Lan- 
guage in Education: Theory and Practice, No. 52. 
ED 233 589 
ow Testing for the Other Language Mo- 
ces 


ED 238 268// 

Report on the Study of Limited Language Profi- 
ciency. 

ED 234 631 

A Validity Study of an Editing Cloze Proficiency 

Test for Students of English as a Second Lan- 


guage. 

ED 236 217 
What We Know about Language Acquisition and 
Its Implications for Practice. 

ED 236 931 


Language U 


sage 
An Axiomatic Theory of Cognition and Writing. 
ED 233 353 
But Do They Speak French? A Comparison of 
French Immersion in Immersion Only 
and — Settings. Research Re 
port 7: 
ED 233 598 


tegies in the Practice 

of Lawyering (Oracle, AZ, June 24-27, 1983). 
ED 236 750 
po gant Competence: A Review of Ap- 


ED 238 048 


ED 234 362 
Development of Attenuation Patterns in the Con- 
trolling Communicative Function. 
E Child Can Write! Learning o iecehing 
ve rite and Teac. 
Written Expression in the 1980s. -_ 
ED 239 308 


Foreigner Register: Characteristics and Implica- 
tions. 
ED 236 936 


Subject Index 


From Babies into Boys and Girls: The Acquisition 
of Gender Identity. 
ED 235 910 


A Heuristic for the Teaching of Persuasion. 
ED 234 397 
the Cherokee: Patterns of Lan- 
ging ne in Nor ortherastern Oklahoma. Part I: 


ED 234 637 
“Let’s Read Together”: —— Children’s As- 
sisted Storybook Interac’ 

ED 239 234 


as a aes Factor in the 
Teale, of Written Chinese 


ED 239 513 
pon ae in the Speeches of Black College 


S 

ED 238 066 
Patterns of Verb Use in Mother and Child. 

ED 233 575 
—— Caused by the Neologisms in Teaching 


ED 239 518 
Removing Bias: Guidelines for Student-Faculty 
Communication. 

ED 235 535 
Situated Code yo An Empirical Examination 
of Two Types of Bargaining Interactions. 

ED 239 316 
Spanish in the U.S. Setting: Beyond the South- 
west. 


ED 235 678 
Teaching Romanian: Theory and Practice. 
ED 238 a7 


ED 233 379 
oo Errors to Their Sources: A Study of the 
Encoding Processes of Adult Basic Writers. 

ED 238 024 

Understanding the How’s and Why’s of Writing: 

Foy gay of Children’s Concepts of Writ- 

in Primary Classrooms. Volume 1: The Kin- 
Gupaien Data. 

ED 236 686 


Using Oral Language to Learn in a Grade Five 
Classroom. 


ED 234 378 

What Dictionary to Use? A Closer Look at the 

“Oxford Advanced Learner’s Dictionary,” the 
Dictionary of Contemporary English” 

oh ¢ “Longman Lexicon of Contempory En- 


ED 238 294 
The Writer’s Mind: Writing as a Mode of Think- 
ing. 


ED 233 366 


Language Variation 


Bilingual Education for Native Americans: The 
Argument from Studies of Variational English. 

ED 233 605 
English in Europe: The German Variety and Its 
Cultural Context. 

ED 233 600 
Phonological Variation: Educational Taxonomy 
for Adults. 

ED 235 675 
Problems Caused by the Neologisms in Teaching 
Chinese. 


ED 239 518 
Professional Responses to Non-Negotiable Eth- 
nic Markers in Black Language and Culture. 

ED 239 323 
Spanish in the U.S. Setting: Beyond the South- 
west. 

ED 235 678 
Style and Situation: A Sociolinguistic Approach 
to Teaching Bahasa Indonesia. 

ED 239 $11 


for Purposes 
Fp ng “a . EMU Conference on Foreign 
Languages for Business (Ypsilanti, Michigan, 
April 7-9, 1983). Tere Business Perspectives. 
ED 239 493 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part III: Program Over- 
views and Components. 
ED 239 495 
Homme ney of the 1983 EMU Conference on 
loreign Languages for Business (Y psilanti, Michi- 





Subject Index 


gan, April 7-9, 1983). Part II: Program Develop- 
ment and Retraining Strategies. 
ED 239 494 


Proceedings of the 1983 EMU Conference on 
ign Languages for Business (Ypsilanti, Michi- 
pril 7-9, 1983). Part V: Business French. 

ED 239 497 

Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part VI: Business German. 
ED 239 498 


Laotians 
Indochinese Refugee Experience. Refugees from 
Vietnam, Laos, and Cambodia in Nova Scotia. 
ED 240 186 


Large Group Instruction 
The Electronic Chalkboard and Other Group In- 
structional Uses of the Computer. 
ED 237 344 


Type Materials 
pg in Special Media. Reference Circular 
0. 81-3. 


Sharpen Your Skills: Large Type. 


ED 234 800 


ED 239 479 


Latchkey Children 
Relationship of Child Abuse to the Workplace: 
Employer-Based Strategies for Prevention. Pre- 
vention Focus Working Paper No. 4. 

ED 234 890 
Working Parents, Schools and Children in 
Self-Care. 

ED 238 552 


Latent Trait Theory 
An Alternate Procedure to Obtain Ability Esti- 
mates in Latent Trait Models. 

ED 235 203 
The Analysis of Dichotomous Test Data Using 
Nonmetric Multidimensional ing. 

ED 235 204 
An Application of a Multidimensional Extension 
of the Two-Parameter Logistic Latent Trait 
Model. 

ED 240 168 
An Assessment of the Relationship between the 
Assumption of Unidimensionality and the Quality 
of IRT True-Score Equating. 

ED 235 190 
Comparison of IRT Observed-Score and True- 
Score ’Equatings.’ 

ED 236 207 


Connecticut Application of Item Response The- 
ory to Large Scale Assessments. 

ED 236 171 
An Empirical Study of Vertical Equating Meth- 
ods Using the Three-Parameter Logistic Model. 

ED 236 169 
Estimating the Imputed Social Cost of Errors of 
Measurement. 

ED 237 533 
Estimation of Two-Parameter Logistic Item Re- 
sponse Curves. Research Report 83-1. Mathemat- 
ical Sciences Technical Report No. 130. 

ED 240 159 
Finite Measures from Perfect Scores. 

ED 236 164 
Information Loss Caused by Noise in Models for 
Dichotomous Items. 

ED 235 215 
An Investigation of Methods for Reducing Sam- 
pling Error in Certain IRT Procedures. 

ED 236 211 
An Investigation of the Feasibility of Applying 
Item Response Theory to Equate Achievement 
Tests. 

ED 235 198 
An Investigation of the Feasibility of Using Item 
— Theory in the Pre-Equating of Aptitude 

ests. 

ED 235 197 
An Investigation of the Interaction between Item 
Content and Group Membership on the Tests of 
General Educational Development. 

ED 234 074 
A Latent Trait Model for Differential Strategies in 
Cognitive Processes. 

ED 235 220 
Optimal Measurement Considerations for Diag- 
nostic Tests. Methodology Project. 

ED 238 940 


Leader Behavior Description Questionnaire 


Relationships among Test Factor Structure, Test 
Hierarchical Structure, and Test Inter-Item De- 
pendency Structure. 

ED 235 222 


Tailored Testing Th and Practice: A Basic 
Model, Normal Ogive Submodels, and Tailored 
Testing Algorithms. 

ED 236 180 


Testing and Test Theory: Whither and Whence. 
ED 237 514 
Using Residual Analyses to Assess Item Response 
Model-Test Data Fit Lal Laboratory of Psychometric 
and Evaluative Research Report No. 140. 
ED 236 186 


Latent Variables 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 
ED 235 186 


Lateral Dominance 
Hemispheric Differences in Bilingual Word and 
Recognition. 

ED 236 915 
Hemispheric Specialization and Learning Style 
Theory: Some Considerations for the Elementary 
Teacher. 

ED 233 807 


Language Arts through Latin, 1980-1981. Report 
Number 8305. 

ED 236 908 
Study Guide for TCT in Latin. 

ED 235 150 


Latin America 

Academic Achievement, School Quali 
Family Background: Study in Seven Latin 
can Countries. 

ED 233 448 
Changing the Role of Adult Education Programs 
in Latin America. 

ED 235 093 
Desafios que Enfrentaran las Administraciones 
Universitarias en los Proximos Anos (Challenges 
for University Administration in the Years 
Ahead). 


ED 239 809 
Latin America in World Geography Textbooks 
for the Secondary School. 

ED 240 013 
The Latin American Book Market: Problems and 
Prospects. Studies on Books and Reading No. 2. 

ED 233 319 
Library and Information Science Education in the 
Americas: Present and Future. Papers from a 
— held in Austin, Texas, February 14, 
1980. 

ED 237 088 


Latin American Culture 
Moral Education and the Primary School Curric- 
ulum: A Comparative Review of Case Studies of 
Selected Latin American and Caribbean 
Countries. 
ED 239 932 


Latin Americans 
Selected Topics on Hispanic Access to Higher 
Education. Testimony to the National Commis- 
sion on Excellence in Education. (Public Hearing, 
Chicago, Illinois, June 23, 1982). 
ED 237 023 
Latitude 
Earth-Sun Relationships: Latitude, Longitude and 
Time. 
ED 236 061 
Laubach Streamlined Series 
Northern Nevada ESL Teacher Training Project 
Handbook. An Evaluation of the Laubach 
Streamlined Series and the Clovis Life Skills 
Modules. 
ED 239 031 


Effects of Laughter on Discomfort Thresholds. 
ED 233 267 


Law Enforcement 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 

ED 240 214 


Federal Stra for Prevention of Drug Abuse 
and T 1982. Prepared for the 


Drug 
President Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 

ED 234 289 
Implementation of the Parentai 
vention Act of 1980. Oversight Hearing 
the Subcommittee on Crime of the 
the Judiciary, House of Representatives, Nine 
ty-Seventh Congress, First Session (September 
24, 1981). 

ED 234 911 
Remarks before the National Bar Association (Se- 
attle, Washington, August 9, 1983). 

ED 234 116 


Law 


Libraries 
Annual Report of the Librarian of Congress, 1982. 
For the Fiscal Year Ending September 30, 1982. 
ED 238 429 
An Evaluation for System-Provided Library Ser- 
vices to State Correctional Centers in Illinois. 
ED 237 116 


Law of the Sea Convention 
Law of the Sea, Resource Use, and International 
Understanding. 
ED 239 999 


Law Students 
Measuring Legal Research Skills on a Bar Exami- 
nation. 
ED 240 149 
Laws 
Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 
ID 234 254 
Gavel to Gavel: A Guide to the Televised Pro- 
ceedings of Congress. 


ED 233 692 
Keys Please! [Revised]. 

ED 239 217 
Learning the Law: Law Education for Young 
North Carolinians. 

ED 239 938 
The Legal and Law Enforcement Professional: 
Ideas for Involvement. 

ED 237 440 
Living Together under the Law: An Elementary 
Education Law Guide. 

ED 233 953 
Model Adult Protective Services Law. 

ED 239 180 
Native American Rights Fund: 1982 Annual Re- 
port. 


ED 238 611 
The Right to Privacy for Juveniles: A Review for 
Schoo! Counselors. 

ED 233 281 
Your Personal Life and the Law. Cooperative Oc- 
cupational Education, Unit 19. Instructor Mate- 
rial and Student Material. 

ED 234 258 


Lawyers 
Colemeateation Strategies in the Practice of Law- 
yering. Proceedings of the 1983 Summer Confer- 
ence on Communication Strategies in the Practice 
of Lawyering (Oracle, AZ, June 24-27, 1983). 
ED 236 750 
Meeting Lawyer Needs through Assessment: 
What Is Important to Attorneys. 
ED 236 732 


Layout (Publications) 
Audience Reactions to Two Visual Formats. 
ED 239 274// 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 
ED 235 301 


Impact of Electronic Publishing on Scholarly 
Journals. 


ED 235 789 
Proceedings: International Technical Communi- 
cation Conference (30th, St. Louis, Missouri, May 


1-4, 1983). 

ED 239 263 
“USA Today”: Comparative ia 4m Two 
National and Two Los Angeles 
pers. Research Bulletin. 

ED 239 294 


Leader Behavior Description Question- 


naire 





jas Leader Behavior Description Questionnaire 


Interpersonal Behavior and Leader Behavior 
Characteristics of Business Administration and 
Educational Administration Graduate Students. 

ED 238 139 


Leaders 
A Choctaw Anthology. 


ED 239 788 
The Hawaiian Monarchy: Instructional Materi- 
als/Resources for Grade % Social Studies. Draft. 

ny 238 792 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curriculum. 

ED 235 973 


Navajo Leadership and Government: A History. 
Teacher’s Guide. Hlanele Bilingual-Bicultural So- 
cial Studies Curriculum 

ED 235 974 


What’s Happening in September? 


ED 234 965 
When You Don’t Know What's it: Revi- 
-~ crc, veiinine tn ea Hides Aaadioon 


ED 239 816 


Leaders Guides 
Team-Building in Quality Circles. 


The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 
Monograph. 

ED 234 145 


A Different Call to Arms: Women in the Core of 
the Communications Revolution. 


ED 238 118 


ED 235 490 
The Dynamics of Creative Leadership for Indus- 
trial Arts Education. 32nd Yearbook. 

ED 239 017 
Excellence in Vocational Education. 

ED 235 382 
Indicators of Quality Schools: III. Review of the 
Literature on Effective Schools. 

ED 239 405 
Interpersonal Behavior and Leader B 


Eight Case-Studies. 
ED 237 961 


A Study of the Relationship between Element 
School Principals’ Paychological Type and Pex 


ceived Problem-Solving S 
ED 238 171 


Administration in Higher Education: An Intern- 
> 


ED 235 719 

tions, 

ED 240 182 

A Comparison of the Responsibilities of Univer- 
sity and Corporate Presidents. 


ED 233 657 
eed Perils in Higher Education—Good 


ED 235 764 
On Leadership and the Future of Community 
Colleges. 


ED 233 759 


The Principal’s Role in Elementary School 
ence. Handbook II. Project for Promoting Science 
among Elementary School Princi; 

ED 236 002 
Principals, Whither Will You Lead Us? 

ED 233 456 
Seminary as Servant. Essays on Trusteeship (Re- 


vised). 

ED 237 003 
Some Observations on the President’s a 
Hazards and Opportunities. Occasional Paper Se- 
ries #11. 

ED 234 687 
Two Decades of Experience with Educational 
R&D Centers. 

ED 234 723 
User’s Guide to the Handbook of College and 





Characteristics of Business Administration and 

Educational ees Graduate Students. 

ED 238 139 

Leadership ont Decision Making for Effective 
Educational Change. 


ED 233 461 
Leadership as Praxis: Issues in Administration. 
ED 233 473 
The Professional Environment in Army Laborato- 
ries and Its Effect on Scientific and ineering 
Performance. 
ED 237 330 
dary Gov- 


ED 234 511 
To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 


oui ED 239 822 
Legos Equity in le ee Leadership. 


ED 236 805 


State Structures of renee 
ernance. Issuegram 30. 


Attempts at Defining Interpersonal Competen- 
cies. 


ED 237 519 
The Characteristics of a Student Activities Direc- 
tor. 


ED 239 707 
The Dynamics of Creative err for Indus- 
trial Arts Education. 32nd Y. 

i 239 017 


Educational Leadership: What Next? 

ED 239 388 
In Quest of a Gender- pay ee apg 
ship: Contributions from Research on Women 
Leaders in School 


ED 238 197 
Education 


ED 237 777 
Neustadt’s “Presidential Power” and University 
Governance: A Case Study Analysis. 


ED 234 688 
School Leadership and Reading Achievement: 


Uni y Trusteeship. 

ED 238 366 
Workshop Helper: Tips on How To Run a Suc- 
cessful Workshop. 


ED 235 395 


Leadership Styles 


Community Skills: A Workshop on Leadership 
and Communication. 

ED 237 271 
“Effective” Clinical Supervision Conference In- 
terventions: A Preliminary Investigation of Par- 
ticipants’ Conceptual Functioning. 

ED 233 998 
An Exploratory Contingency Model for Schools. 

ED 238 132 
Goal Setting Participation and Leader Suppor- 
tiveness Effects on Performance. 

ED 237 910 
Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Four Ethnographic 
ool Principals. 

ED 236 808 
Instructional Leadership: Four Ethnographic 
Studies on Junior High School Principals. Execu- 
tive Summary. 


ey 


Instructional Leadership: 
Studies on Junior High 


osu 236 ned 
+ Ry eg oy an 
MET) Course Requirements for Re- 
be uit Company Commanders an and “A” School In- 
structors. T; Report 154. 

ED 237 777 
Organizational Environment, Structure, Leader- 
ship, and Effectiveness: An Exploratory Model. 


ED 238 174 
Power of the Presidency. 


ED 238 380// 
Presidential Passages: Former College Presidents 
Reiiect on the Splendor and Agony of Their Co- 


ED 238 381// 
my ed of a: ore and the 
~S of 

ED 234 955 
Sex, Sex Role Identity, Leadership Style and Job 
Satisfaction. 


ED 233 278 


tae December 1983 vee 44 Nos. 1 ail 

ED 238 017 
Collaboration for School Improvement: A Case 
Study of a School District and College Imple- 
menting Change. Occasional Paper No. 3. 

ED 233 304 
The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 


Monograph. 
ED 234 145 
Evaluation Report of the Ontario Camp Leader- 
ship Centre at Bark Lake. 
ED 235 960 
Facilitation Skills in Quality Circles. 
ED 238 114 
Florida Extern Leadership Training Program for 
Local Administrators of "ocala Education. 
1982-1983 Final Report. 
High ia ah Pag Sag 682 
Flying High With Civil Air Patrol: The Sierra 
Blanca Civil Air Patrol Squadron. 
ED 233 856 
Increasing the Effectiveness of Women’s Pro- 
grams on per > Campuses: A Summary of the 
Activities and Accomplishments of the National 
Women’s Centers Training Project. 
ED 235 721 
Leadership and Management Education and 
Training MET) Course Requirements for Re- 
cruit Company Commanders and “A” School In- 
structors. Ti ical Report 154. 
ED 237 777 
Level II Human Relations Skills for the Occupa- 
tional Specialist bere - Groups. Compe- 
tency-Based Modular 
ED 236 454 
Management Training for School Leaders: The 
Academy Concept. Fastback 198. 
ED 236 785 
New Paths toward Research Leadership for Mi- 
norities and Women. Final Report. 
ED 238 160 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 
ED 233 845 
Peer Support Training Workshop Notebook. 
ED 238 980 
Practicum in School Administration Handbook: 
School Principal Program and Supervisor/Direc- 
tor Program. 
ED 236 779 
ing for the Future: A New Professional De- 
velopment Programme for Adult Educators. 
ED 239 547 
Preservice Education and Leadership Training. 
ED 233 514 
Women & Minorities’ Leadership Program in Ed- 
ucational R&D. Final Report, Dooeaiber 1, 1981 
to November 30, 1982. 
ED 233 499 


Leaps and Bounds (Television Series) 


Leaps and Bounds. A Guide for ETV Movement 
Education Series. 


ED 237 509 


Learner Based Evaluation 


A Learner-Based Evaluation of Microcomputer 
Software. 
ED 233 693 


ing 

Children’s Judgments about Covariation between 
Events: A Series of Training Studies. Final Re- 
port. 

ED 238 706 
Eliciting Systematic Rule Use in Covariation 
Judgment [the Early Years]. 

ED 238 708 


Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Monograph No. 1). 

ED 234 769 
eg gi in Science Education. Volume 9, 
Number 4 

ED 237 369 
J Response-Outcome Relations: The Role 
of os tame aa Contingency, Outcome 
Probability, and Method of Information Presenta- 





Subject Index 

tion. 

ED 238 710 
Methods of Assessing Strategies for Judging 
Covariation between Events. 

ED 238 707 
Science Education Resources. An Annotated Bib- 
liography. 

ED 238 701 
Training for Improved Covariation Judgment. 

ED 238 709 


Learning across the Curriculum 
Learning Better, Learning More: In the Home and 
cross the Curriculum. The Talking and Writing 
Suiien, K-12: Successful Classroom Practices. 
ED 233 383 
Activities 
org ho a Guide. Bulletin 1580. Re- 
vised 198 

ED 239 907 
Almost 100 Ideas; For Teachers (and Parents, 
Too!). 

ED 237 453 
Approaches to Teaching the Short Story. 

ED 233 335 
Bolshevik Revolution. 

ED 237 373 
> Arithmetic. Curriculum Guide. Bulletin 
1612. 

ED 239 910 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 

ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 

ED 236 894 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Secondary. 

ED 236 895 
Canoeing. 

ED 238 636 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 

ED 238 699 
Classroom Ideas-April 1982. Primary Edition. 

ED 239 722 
Classroom Ideas-December 1981. Primary Edi: 
tion. 

ED 239 718 
Classroom Ideas-Fall 1981. Intermediate Edition. 
Volume 1. 

ED 239 730 
Classroom Ideas-Fall 1982. Intermediate Edition. 
Volume 4. 

ED 239 733 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Intermediate Edition. 

ED 239 726 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Primary Edition. 

ED 239 725 
Classroom Ideas-February 1982. Primary Edi- 
tion. 

ED 239 720 
Classroom ideas for April 1980. 

ED 239 715 
Classroom Ideas for May 1980. 

ED 239 716 
Classroom Ideas for September 1980. 

ED 239 717 
Classroom Ideas-January 1982. Primary Edition. 

ED 239 719 
Classroom Ideas-March 1980. 

ED 239 714 
Classroom Ideas-March 1982. Primary Edition. 

ED 239 721 
Classroom Ideas-May 1982. Primary Edition. 

ED 239 723 
Classroom — 1982. Intermediate Edi- 
tion. Volume 3. 

ED 239 732 
Classroom Ideas-Spring 1983. Intermediate Edi- 
tion. Volume 6. 

ED 239 735 
Classroom Ideas-Spring 1983. Primary Edition. 

ED 239 727 
Classroom Ideas-Winter 1981. Intermediate Edi- 
tion. Volume 2. 

ED 239 731 
Classroom Ideas-Winter 1982. Intermediate Edi- 


tion. Volume 5. 
ED 239 734 
Classroom Ideas-Winter 1982. Primary Edition. 
ED 239 724 
Classroom Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Intermediate Edition. 
ED 239 728 
Classroom Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Primary Edition. 
ED 239 729 
ters with Everyday Math (Math 
a Prectied. Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 
ED 233 904 
Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 
ED 238 700 
Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 
ED 235 378 
Community Study. A Guide for Teachers. 
ED 238 741 
Conger 38 7 . A Co-Ser Project of Cort- 
land-Madison , Summer 1983 
ED 237 356 
Consumer Education Curriculum Guide. Energy 
and the Family. 
ED 236 397 
Consumer Education. Vocational Home Econom- 
ics Education. 


ED 236 348 


ED 237 374 
Designing and Using Simulations for Training. 
Technical Note No. 20. 

ED cy = 


Developing Independent Art S 
with a ng Enrichment Group acme 
Learning Cen 


Death of the Roman Republic. 


ED 237 242 
Drawing Out: Second Language Acquisition 
through Student-Created Images. 

ED 236 932// 
Le ar Computer Literacy. Student Activity 
andboo! 

ED 233 674 
Elementary School Industrial Arts. ESLA Lesson 
Plans and Resources for Elementary Classroom 
Teachers and Industrial Arts Consultants. 

ED 234 271 
An Energy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


ED 239 912 
An Energy Environment Education Program for 
Grade 6. 


ED 239 913 
Environmental Education: A Sourcebook for Pri- 
mary Education. 

ED 236 086 
Exploring the World of Stamps in Your Class- 
room. A Teacher’s Guide to Stamp Collecting. 

ED 236 098 
Focus on the Question for Intermediate Algebra. 

ED 237 334 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

yok 236 398 
Getting a Head Start on Prewriting Skills. 

ED 235 920 
Gifted/Talented Magnet School: 
Model/Curriculum Guide, 1983-1984. 

ED 239 429 
Go-Pher These Main Ideas. 

ED 239 212 
oa Pre-Kindergarten through 2nd Grade. 

ED 239 711 
“Handles” for Teaching A 
i ain 7 939 

iome Management Curriculum nergy 

and the Family. 

ED 236 396 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
How to Develop PACs. Performance and Compe- 
tency-based Student Materials. 

ED 235 308 


Learning Activities 245 


Idea Place: Early Grades. oa Compiled 
from Seven Issues of Learning Magazine, Septem- 
_ 1982 and January to April-May 
ED 233 970 
Idea Place: Middle Grades. i Compiled 
from Seven Issues of zine, Septem- 


Learning Maga 
= 1982 and January to April-May 


ED 233 969 
Ideas for Learning Centers. Third and Fourth 


ED 240 051 

Individualized Career Education Plan (ICEP) 

K-12, and Comprehensive Career Guidance Sys- 
tem. Second Edition. 

ED 233 256 


Instructional Strategies Sate K-6. Career De- 
velopment Assessment Seri 

ED 239 034 
Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 

ED 239 035 


Learning Activities for Individualizing Instruc- 
tion. 


ED 235 129 
Learning Better, Learning More: In the Home and 
Across the Curriculum. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 383 
rig Celebrate Autumn: Activities for Grades 


ED 239 712 
Let’s Celebrate Winter: Activities for Grades 4-8. 
ED 239 713 
Mangroves and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 
ED 237 337 
oves Build Land. “Mangroves are a Valu- 
able Resource.” Grades 7 and 8. A Two Lesson 
Unit. Student Learning Activity Module. 
ED 237 338 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 
ED 239 823 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 
ED 233 905 
Mathematics Curriculum Guide for Kindergarten 
through 3rd Grade. ESEA Title VII Bilingual Pro- 
gram. Dysart Unified School District. 
ED 233 880 
Mathematics for Georgia Middle Grades. 
ED 237 328 
Mathematics I. Curriculum Guide. Bulletin 1608. 
ED 239 909 
Mathematics II. Curriculum Guide. Bulletin 
1161. Revised 1983. 
ED 239 908 
Mathematics. MDC-Squared Review Guide. 
Course Ili. A Co-Ser Project of the Cortland- 
Madison BOCES. 
ED 237 358 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 
ED 233 903 
Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 
ED 239 797 
Months of the Year: A Teaching Unit of Ideas. 
ED 233 802 
My Students Use Computers: Learning Activities 
for Computer Literacy. 
f th Novel or rand 
Nava} Changes-A History of the Navajo People 
Dine Lahgo Ahoodzaa-Dine Bahane. 
Teacher's Guide. Fifth-Eighth Grade Navajo Bi- 
lingual-Bicultural Social Studies Curriculum. 
ED 235 971 
Official Learning Center Contract for Gifted and 
Talented Education. 
ED 236 898 
Oral Communication Instruction in Middle and 
High School Classes. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 
ED 233 385 
Oral Communication in the Elementary Class- 
room. The Talking and Writing Series, K-12: Suc- 
cessful Classroom Practices. 
ED 233 387 
Patterns, Sequences, and Equations (Math and 





246 Learning Activities 
Language/Fine Arts). Module 2. MATHCO 
Teacher's Guide. , 


ED 233 902 
Personal Development Skills and Strategies for 
Effective Survival as a Rural Special Educator. 
Instructor’s Supplement for the Curriculum Mod- 
ule. 


- = 235 = 
Personal Development Skills trategies for 
Effective Survival as a Rural Special Educator. 
Student Text for the Curriculum Module. 

ED 235 931 
A Preschool Environment for Emergent Reading. 

ED 233 327 
Readiness for First Grade: Activities and Experi- 
ences. 


ED 234 887 
SOCK Language. English as a Second Language. 


ED 238 637 
Solid Waste/Energy Curriculum. 

ED 237 355 
Spatial Encounters: Exercises in Spatial Aware- 
ness. 


ED 236 183 
Speaking Activities and the Pupil. 
ED 236 734 


ies fe . ‘ seation & 
Strategies for Developing Creative Imagination 


ED 233 533 
Students, Structures, Spaces: Activities in the 
Built Environment. 
ED 233 796 
Ss i for Teaching Mathemetics Using 
+ eel wn 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 
The Sun is Shining i Eyes: The Ne Child 
is in my avajo 
Enters Kindergarten hel to Write and He 


ED 238 646 
Swap Shop: Original Teaching Ideas Submitted by 
Readers of “Learning” Magazine. 


ED 235 114 
Teachers Ex : When You Need a Good Idea 
ine Issues of Instructor Maga- 

zine, August 1982 - May 1983.] 
ED 238 821 
Teacher vs. Student Selection of Instructional Ac- 


ED 236 843 
Teaching Activities: Newborn to 36 Months. 

ED 236 834 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 


Team-Building in Quality Circles. 
ED 238 118 


Textiles & Clothing Curriculum Guide. Ener 
and the Family. ad 


ED 235 968 


ED 236 399 
nog Handbook-Highline Indian Tutoring Pro- 


ED 239 787 
What’s Happening in August? 


What's Happening in November? 
What's Happening in October? 
What's Happening in September? 
Why Chess in the Schools. 


ED 234 964 
ED 235 957 
ED 234 966 
ED 234 965 


Your Monthly Acti RE ahaa 
our vity pac of 
significant dates to learn about and celebrate.] 
ED 235 115 
Learning Centers (Classroom) 
a , Independent 
a Kindergarten Enrichment 
Learning Centers. 
Go-Pher These Main Ideas. 


Art Skills 
through 


ED 237 242 


ED 239 212 
Ideas for Learning Centers. Third and Fourth 


ED 240 051 


ED 237 198 


ED 237 404 
Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 

ED 239 797 
The Planning Board: Ideas for Construction and 
Use with Young Children. 

ED 233 801 
Read All about It: Developing Newspaper Skills. 

ED 239 204 
A Study of the Effect of Computers on the Pre- 
school Environment. 

ED 234 898 
USAFE Child Care Training Guide. 
ED 239 779 


Disabilities 
7 Learning Disabili- 


ties in College Health Education. Alternative 
Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 

ED 234 556 
Adult Learning Disabilities. Overview: ERIC 
Fact Sheet No. 9. 

ED 237 797 
An Analysis of Individualized Education Program 
Goals Selected for Learning-Disabled Students. 

ED 235 644 
Assessment of Basic Competencies: A Functional 
Approach to the Assessment of Learning Disabili 
ties. 

ED 235 651 
Assessment of Cognitive Social Skills in 
Disabled Boys. 


ED 236 888 
Bare Bones: An Introduction to Physical Anthro- 
pology. Alternative Techniques for Teaching 
Physical Anthropology to Learning Disabled Stu- 
dents in the University. 

ED 234 561 
Basic Iowa Driver’s Manual - Teacher’s Guide. 
[And] Basic Iowa Driver’s Training Manual - Stu- 
dent Handbook. 

ED 239 976 
Cleo and the Learning Disabled. Alternative 
Techniques for Teaching History to Learning Dis- 
abled Students in the University. 

ED 234 552 
pre 5 jo and Learning Profiles of Delinquent 

and Learning-Disabled Adolescents. 

ED 237 896 
A College Professor as a Reluctant Learner: Fac- 
ing Up to the led. Alternative 
Techniques for Teaching English Composition to 
Learning Disabled Students in the University. 

ED 234 547 
Colloquium on French as a Second e: 

Review and Evaluation Bulletin, 

Volume 4, Number 4. 

ED 239 504 
Criteria for Identifying LD Students: Definitional 
Problems Exemplified. 


ED 236 841 
A Descriptive Stud of a Select Group of Learn- 
ing Disabled ildren: Their Family Back- 
= Attentional Patterns and Interpersonal 

ityles. 

ED 238 215 
Developing Remedial Mathematics Strategies. 

ED 238 213 
Development of a Scale to Assess Attention Defi- 
cit Disorder in Children. 

ED 236 881 
Differences between Anglo- and Mexican-Ameri- 
can Students Classified as Learning Disabilities. 

ED 234 535 
“The Dyslogic Syndrome”: Some Improbable Im- 
plications to Teacher Education. 

ED 233 557 
Early Intervention with Vulnerable Children: Re- 
sults of a Demonstration Project. 

ED 237 210 
The Effect of Alternative Data-Utilization Rules 
on Spelling Achievement: An N of 1 Study. 

ED 236 844 
The Effect of Redundancy on foe foe Aca- 
demic Performance in Math of a Primary Grade 

Handicapped Student. 


ED 233 509 
ey Children’s Learning Disabilities with 
an Apple a Computer or Tempting Poor 
Learners with an Apple. 


Subject Index 


ED 237 078 
A Flowchart Guide to Assist Educators in Their 
Selection of Appropriate Assessment Instru- 
ments. 


ED 238 208 
A Follow-Up of - * Who Entered Learning 
Disabilities Self-Contained Classes in 1981-1982: 
Service #171. 
ED 238 224 
A Home Intervention Handbook. 
ED 234 <4 


A Humanistic age to the Teaching of 
for Teacki and 


ED 234 555 
Illustration of a Learning Procedure. 
ED 234 580 
The Impact of Computer Assisted Instruction As 
It Relates to Learning Disabled Adults in Califor- 
nia Community Colleges. 
ED 238 509 
Implications and Applications for Speech Com- 
munication. Alternative Techniques for Fr rm 
Speech Communication to 
Students in the University. 
ED 234 548 
Inservice Programs in Disabilities. A 
Position Paper of the 1 National Joint Committee 
on Learning Disabilities. 
ED 235 638 
to Everyone. Alterna- 
General Anthropol- 
Disabled Students in the 


Introducing Anthropolo 
tive Techniques for Teachi 
ogy to Learning 
University. 

ED 234 553 
Issues in the Delivery of Educational Services to 
Individuals with Disabilities. A Position 
Paper of the National Joint Committee on Learn- 
ing Disabilities. 

ED 235 640 
Learning Disabilites: Issues in the Preparation of 
Professional Personnel. A Position Paper of the 
National Joint Committee on Learning Disabi- 

lites. 


ED 235 641 
Learning Disabilities: Implications for Rehabilita- 
tion Research, Teaching, and ice. Kentucky 
Studies in Rehabilitation, Series 1, Monograph 1. 

ED 236 813 
Learning Disabilities: Introduction and Strategies 
for College Teaching. 

ED 235 864 
Learning Disabilities: Issues on Definition. A Po- 
sition Paper Prepared hd ba National Joint Com- 
mittee on Learning Disabilities. 

ED 235 639 
Learning Disabilities: Program Evaluation, 
1982-1983. 

ED 238 241 

The Learning Disabilities Program in Job Corps. 

ED 235 604 
Learning Disabilities: The Needs of Adults with 
Learning Disabilities. A Position Paper of the Na- 
tional Joint Committee on Learning Disabilities. 

ED 235 642 
Learning Disabled Adults in Postsecondary Edu- 
cation. 


ED 238 239 
The Learning Disabled Student in a Television 
and Radio Announcing Course: Alternative Tech- 
niques for Teaching Mass Communication to 
Learning Disabled Students in the University. 
ED 234 559 
Learning Disabled Students in the Behavioral and 
Social Sciences. Alternative Techniques for 
Teaching the Sociology of Leisure to 
Disabled Students in the University. 
ED 234 554 
The Learning Disabled University Student: A 
Synopsis of Applied Research. 
ED 235 598 
Let Me Try to Make It Clearer. Alternative Tech- 
niques for Teaching Traditional English 
to Learning Disabled Students in the University. 
ED 234 551 
tage for ae Alternative Techniques for 
Logic to Learning Disabled Students in 
= University. 
ED 234 549 
The Longitudinal comet of Conservation 
Skills in Learning Disabled Children. 
ED 234 918 
Microcomputer Uses to Promote Physical Profi- 





Subject Index 


ciency and Motor Development of Learning Dis- 
abled Students. 
ED 235 650 
Modalities of Educational Management of the 
Tourette Syndrome Child. 
ED 233 507 
Peer and Cross-Age Tutoring. 
ED 238 844 
Policy Paper: Recommendations for Inclusion of 
Career Education, Vocational Education, Work 
Ex and Independent Living 
ferential Standards for Graduation for Special 
Education Students. 
ED 239 437 
ae ef Tenhing to enian tenement 
wg td ‘or es to 
Learning Disab! hey oe hy the University. 
ED 234 558 
Predictive Validity of the SAT on Two Handi- 
——— ¢ Deaf and the Learning Dis- 


chology of Adj and thi ae be. 
of Adjustment e — 
abled Student. Alternative Techni ‘each- 
ing Psychology to Learning Disabled Students in 
the University. 

ED 234 550 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 

ED 239 971 
Remedial and Compensatory Reading Instruc- 
tion: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts Internatio: 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 945 
Special Education Courses for the Learning Dis- 
abled: Alternative Techni for Teaching Spe- 
cial Education and ucation Courses to 
Learning Disabled Students in the University. 

ED 234 557 
Specific Learning Disability: Measuring Effects of 
the New State Criteria. 

ED 240 167 
Spelling Is as Spelling Does: Alternative Tech- 
niques for Teaching Spelling to Learning Disabled 
Students in the University. 

ED 234 560 
Suggestions for Modifications in the Teaching of 
General Chemistry to Accommodate 
Disabled Students: Alternative Techniques for 
Teaching General Chemistry to Dis- 
abled Students in the University. 

ED 234 562 
Teaching Electricity with Learning Disabled Stu- 
dents: Alternative heag o for Teaching Elec- 
tricity to Learning Disabled Students in the 
University. 

ED 234 563 
Technical Assistance Papers. A Series on PL 
94-142 and Related Oregon Laws. Specific Learn- 
ing Disabilities, Technical Assistance Paper 4. 

ED 236 815 
Variability of Performance: A “Signature” Char- 
acteristic of Learning Disabled Children? 


ED 236 847 
What Are Learning Disabilities? 
ED 235 169 


Learning Exchange Networks 
A Field Problem: Planning and Designing a 
— — Network for the Mississippi 


ED 236 414 


Learning Experience 
Careering oy) College: Perspectives on Lifelong 
—7 id Career Development. Final Report, 
Research Report Number Eight. 
ED 239 564 
How It apant An Analysis of Curriculum in 
an Internship Site. 
Playful Li = ‘ ED = i 
iteracy Activities and Learning: Pre: 
nary Observations. 
ED 238 577 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Education 
Paper No. 23. 
‘ “ - = 237 193 
tudents’ xperiences Learning: Orientations 
to Learning, Perceptions of Gains, and Develop- 
ment as Learners. 
ED 237 048 


ual Meeting 
Reading Association (28th, Ana- 
heim, California, May 26, 1983). 
ED 239 221 
in Science Project 
Plant, Living: Notes for Teachers. Learn- 
ing in Science Project. Working Paper No. 30. 
ED 236 013 
Animals. Learning in Science Project. Yorkins 
Paper No. 22. 
ED 235 030 


Burning. A Resource Unit for Teachers. 

in Science Project. Working Paper No. 36. 
ED 236 019 

in Sci Project. 


Working Paper No. 27. 
ED 236 010 


Children’s Views and Classroom Ex: 
Learning in Science Project. Working Paper 43. 
ED 236 023 
Electric Current. in Science Project. 
Working Paper No. 25. 
ED 236 008 


cone a in Science Project. Working Pa- 
0. 

ED 235 025 
Focus on Attitudes. Learning in Science Project. 
Working Paper No. 9. 


Focus on Classrooms. Learning 
Project. Working Paper No. 10. 


ED 235 019 
in Science 


ED 235 020 
Focus on Experiments. in Science 
Project. Working Paper No. 2. 
ED 235 012 
Focus on Knowl Learning in Science 
Project. Working Paper No. 3. 
ED 235 013 
Focus on Process Skills. < eee 
Project. Working Paper No. 7 


Focus on the Learner. Learning 
Project. Working Paper No. 6. 
ED 235 016 


Focus on the Syllabus. + i in Science 
Project. Working Paper No. 8 
ED 235 018 


Focus on the Teacher. ~~ in Science 
Project. Working Paper No. 5 


ED 235 017 
in Science 


ED 235 015 
Focus on Topics. Learning in Science Project. 
Working Paper No. 4. 

ED 235 014 
Focus on Written Resources. Learning in Science 
Project. Working Paper No. 11. 

ED 235 021 
Force, Friction, Gravity: Notes for Teachers. 
one in Science Project. Working Paper No. 


ED 236 016 
Force. Learning in Science Project. Working Pa- 
per No. 16. 

ED 235 024 
The Framework: Toward Action Research. 
iene in Science Project. Working Paper No. 


ED 236 011 
Friction. Learning in Science Project. Working 
Paper No. 19. 

ED 235 027 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 

ED 236 033 
bt, Learning in Science Project. Working 
Paper 


0. 20. 

ED 235 028 
note and Cooling. A Resource Unit for Teach- 
a ak ma in Science Project. Working Paper 

‘o. 38. 


ED 236 021 
An Initial Framewor! ~ Oy ee in Science 
Project. Working Paper No. 
ED 235 011 


Way and the Teacher's Way. A 
on Student Learning Dif- 
Science Project. Working 


ED 236 030 
Light. Learning in Science Project. Working Pa- 


Learning Modalities 247 


per No. 23. 


ED 236 006 
— Learning in Science Project. Working Pa- 
per No. iS. 


ED 235 023 
Mountains. Science Education Research Unit. 
Working Paper No. 202. 

ED 236 032 


Te eee 
Working Paper 50. 
ED 236 028 


Particles. Learning in Science Project. Working 
Paper No. 18. 
ED 235 026 
Physical Change. Learning in Science Project. 
Working Paper No. 26. 
ED 236 009 


Plants. Learning in Science Project. Working Pa- 


per No. 24. 

ED 236 007 
Portraying Children’s Classroom i 
_ in Science Project. Working Paper No. 


tions. Learning in Science Pr ho woking 
in oject. 
Te No. 37. 

ED 236 020 


Reconsidering the Framework. Learning in Sci- 
ence Project. Working Paper No. 14. 

ED 235 022 
Rocks and Minerals. Science Education Research 
Unit. Working Paper No. 204. 


ED 236 034 
Science Activities: Specific Pr Solu- 
aay _ in Science Project. Working Faper 
‘o. 48. 


Sci A The Probl: nama Sot 
ence Activities: The em. in Sci- 
ence Project. Working Paper 47. 

ED 236 025 
Science Activities: Wider Issues-Some Consider- 
— Learning in Science Project. Working Pa- 
per 49. 

ED 236 027 
Soils. Science Education Research Unit. Working 
Paper 201. 

ED 236 031 
Teaching about Animal, Plant, Living. Part 1. 
_— in Science Project. Working Paper No. 

1. 


ED = 014 
Teaching about Force. Learning in Science 
Project. Working Paper No. 34. 

ED 236 017 
Toward Solutions: The Work of the Activities Ac- 
tion-Research Group. in Science 
Project. Working Paper 46. 

ED 236 024 
Toward Solutions: The Work of the Biology Ac- 
tion-Research Group. in Science 
Project. Working Paper No. 29. 

ED 236 012 


Toward Solutions: The Work of the Chemistry 
Action-Research Group. Learning in Science 
Project. Working Paper No. 35. 

ED 236 018 
Toward Solutions: The Work of the Physics Ac- 
tion-Research Group. Learning in Science 
Project. Working Seger No. 32. 

ED 236 015 
Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 

ED 236 029 
Weather. Learning in Science Project. Working 
Paper No. 21. 

ED 235 029 


Learning Laboratories 
The Hows and Whys of Cody Creations (Cody’s 
Drop-In Writing Center). 


ED 235 485 
ye Mathematics Lab Program, Chapter II, 
ECIA. Report of Evaluation. 

ED 236 228 


The Table Approach to Education. 

ED 236 567 
The Writing Center as a Consulting Service for 
Content Area Faculty. 

ED 234 396 


Learning Modalities 


A Comparison of Schematic Processes in Mem- 
ory for a Television, Text, and Radio Story. 





248 Learning Modalities 
ED 235 414 
Characteristics 
Solving. Final Technical 


ED 238 735 
One of a Kind: A Practical Guide to Learning 


Styles K-6. 
ED 238 855 
One of a Kind: A Practical Guide to Learning 
Styles 7-12. 

ED 238 _ 


Pictures, Spoken Word and Electronic Print: 
ee ae bo Bae. 
tional Television. 


Format Variables and Learner 
Mathematical Problem 


ED ny ha 
T / Styles and Preferences: 
ee oe es Health Occupations Ed- 


ED 237 664 


eaching. A Review of Compe- 

tency and Performance Based Staff Development. 
A Staff Development Publication. 

ED 234 211 


Decisions about Drug Use. Adolescent Decisions 
Curriculum. 


ED 236 443 

t of Performance Based Education 

for Architectural Curricula: Instructional Pro- 

gram for Light Commercial Architectural Draft- 
ing. 


ED 235 305 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 

ED 234 981 
Field Testing Vocational Education Metric Mod- 
ules. Final Report. 

ED 233 232 
A Field Test of Industrial Sewing Curriculum Ma- 
terials. Student Achievement. 

ED 233 128 
Instructor Training. Background Paper. 

ED 236 420 
Kids and Manners - A Ticket to Success. Kinder- 
garten-6th. 

ED 235 112 


A Learning-Centered Approach to Middle School 
Social Studies Developed around a Semi-Contrac- 
tual Modular Format. 

ED 237 404 
The Life of the Pawnee People (Upper Elemen- 
tary Unit). 

ED 235 933 
Operational Procedures for = Soong Mas- 
tery Learning in Physical Education. 

ED 240 057 
The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 

ED 235 934 
Personal Development Skills and Strategies for 
Effective Survival as a Rural Special Educator. 
- Supplement for the Curriculum Mod- 


ED 235 932 
The Table Approach to Education. 


ED 236 567 
What Are the Major Aspects of Jordan’s Econ- 
omy? (A pee wend Activity Package). 

ED 235 075 


ED 235 880// 

Learning: Orientations 

to Learning, Pere Eas of Gains, and Develop- 
ED 237 048 


ungen 
ematikunterricht. hag y of Instructional Ac- 
tions - Volume 5, IDM Series, Inquiries into 
Mathematics Instruction.) 

ED 234 985 


Black Students-Special Problems/Special Needs 
for Retention. 


ED 237 179 


Follow-up Evaluation of Mark Twain 


ED 236 158 
Improvi the Mathematical Skills of Low 
ers. ERIC/CUE Fact Shest Ne Number 18. 
ED 237 584 
Lernen und Lehren von Mathematik-Analysen 
zum Unterrichtshandeln II - Band 6, IDM-Reihe, 
bere vege 7 zum —— 
and Teaching thematics - Anal 
se of instructional Actions II - Volume 6, ID 
Series, Inquiries into Mathematics Instruction.) 


ED 234 986 
Teaching Modern Languages. 
ED 233 586// 


Learning 


Processes 
Comprehending Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
- —— Msterials. Technical Report 
‘o. 10. 

ED 236 333 
Designing Learning Environments for = En- 
hancement of Self-Directed 
Approach to Integrating Theory and a 

ED 239 028 
A Developmental Analysis of Children’s Under- 
standing of the Learning Process. 

ED 235 889 
Dialectics and Meaning: The Effects of Opposi- 
tion in Cognition and Learning. 

ED 239 154 
The Effect of Communication Induced Arousal 
on Recall and Recognition. 

ED 233 428 
Eleven Propositions for Innovative Research in 
Social Studies: An Anthropological Approach to 
Learning and Teaching. 

ED 236 105 


The Human Brain: Cognition in Education. Re- 
port of the First Annual Conference (Brookings, 
South Dakota, September 24-25, 1982). 

ED 234 035 
A Learning Framework for Development. 

ED 237 930 

ing in Interaction: Contributions to a Cogni- 

tive Science of Education. Oceanside School 
Project Concerned with the Effect of Differential 
Classroom Organization on the Learning of Class- 
room Discourse Rules and Cognitive Content. Fi- 
nal Report. 


Learning to Teach. 
ED 234 043 


Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 


ED 234 048 


ED 239 602 
™ Mills Learning Methods Test: A Bibliogra- 
phy. 

ED 235 244 
A New Direction in Education: A Framework for 

and Interpreting Research in Excel- 
lence in Teaching. 

ED 240 080 
On-line Computer Applications in Research into 
Attitude Change. Applications in Farm Manage- 
ment Education. 

ED 240 165 
Philosophy of Education and the Psychology of 
Learning. 


ED 233 990 
Punitive Parents as Models: Effects of Re- 
ward-Incentives and Sex of Model on Recall of 
Punitive Parental Behaviors. 
ED 235 448 
The Relationship between Simultaneous-Succes- 
sive Processing and Academic Achievement. 
ED 234 323 
A Revision of Learning and Teaching = Revision 
del aprender y del ensenar. 
ED 239 603 
Schooling & Technology. Volume 2: The New 
Education: Student, Teacher, Unlimited Informa- 
tion. 
ED 235 576 
cing Language and Activities in Teaching 
High School Physics. A Report to the National 
Science Foundation. 
ED 238 732// 
Strategies for Oral Interaction and ing. 
Style Charac’ of th suid SRaehten 
tyle teristics ie e uisition 
of Mentally Retarded Children. ” 
ED 239 443 


Subject Index 


‘eaching Conceptualization through Narrative 
== A Formula for Theme. 
ED 236 681 


Teaching = Longmen’ in a Identifying 


and Acc-mmi 
_— 238 282// 
The Teaching of Learning Strategies. 


ED 237 180 
Toward 2 Modei of Higher Order Thinking Skills. 
T Learning Styl _— we 
ranslating le into 
room Prectice: A Way of Increasing Teacher Ef- 
fectiveness Through the Determination of 
Individual Learning Styles. 
ia - ED 236 121 
Ui an in 
Water A Prat Css Susy Appetce ett 
odology, Preliminary Results and Sadlestions for 
Teachers). 
ED 236 241 


Readiness 

The Development of Children’s Economic Rea- 
soning. 

ED 236 099 
A Theoretical Model of Concept Learning in Eco- 
nomics. Studies in Economic Education, No. 10. 
Revised Edition. 

ED 236 063 


Learning Referral Centers 


con Universities and Learning Referral Centers, 
1981. 


ED 235 730 


Learning Resources Centers 
Circulation Aide Training Manual. 


ED 239 620 
District Level Instructional Media Programs in 
Wisconsin Public Schools, 1982. A Status Report. 
Bulletin No. 2416. 
ED 233 689 
Handbook for Library Volunteers. Rev. 
ED 237 118 
Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 
ED 238 419// 
A Learning Center Can Happen to You. 
ED 233 694 
Resources Specialist Quality Assurance 
Program Manual. 
ED 238 166 
Lincoln Senior Elementary Resource Center. 
ED 238 455 
Management of Media in Hospital Libraries. 
ED 234 822 
Media Libraries in Action for Administrators, 
Teachers, Media Librarians, Library Tech- 
nicians/ Aides, and Volunteer Parents (Helping 
Programs Grow). 
ED 239 658 
The Organization, Structure, Staffing, and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 
ED 238 450 
Organizing and Establishing a Media and Re- 
search Services Center in a Secondary Voca- 
tional-Technical School: Procedures, Activities, 
Conclusions. 
ED 235 803 
A Perspective from Developing Countries. Back- 
ground Paper No. 3. 
ED 239 615 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 
ED 233 698 
Recommended Standards for Educational Library 
Media Programs in Illinois. 
ED 237 105 
A Report of Perceptions of Censorship of IMC 
Materials in 1982-83 from a State-Level Perspec- 
tive. 
ED 238 451 
School Libraries in Hawaii. 
ED 239 619 
School Media Centers at the International Level. 
ED 234 808 
The Teaching-Learning Role of Media Centers/- 
Libraries. Background Paper No. 1. 
ED 239 616 


ED 233 715 


Tips and Other Bright Ideas. 





Subject Index 


Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 
ED 233 699 
bo my pe of a by mag in an Elementary 
ool Learning Resource Centre. 
ED 239 601 


Strategies 
Direct Instruction in Metacognitive Strategies: 
Cumulative Instruction in Summarization and 
Graphic Organizer Construction vs. Graphic Or- 
ganizer Alone vs. an Outlining Strategy in 10th 
Grade World History. Technical Report No. 6. 
ED 237 966 
Effect of Content Instruction on Cloze Passage 
Performance. 
ED 236 525 
Effects of Discourse Type on Recall by Young, 
Middle, and Old Adults with High and Average 
Vocabulary Scores. 
ED 237 970 
English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
+ a December 1983 (Voi. 44 Nos. 1 Geengh 
ED 238 016 
Five Finger Exercises for the Novice Playwright. 
ED 235 538 
Disabilities: Introduction and Strategies 
for College Teaching. 
ED 235 864 
Mastery Learning in Your Classroom. A Hand- 
book for an Approach to an Alternative Learning 
Strategy. Centering On. 
ED 237 469 
Precis Writing and Outlining: Aids to Learning 
Social Studies Content. 
ED 236 561 
Reading, Comprehension, and Memory Pro- 
cesses: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 
ED 237 944 


School Textbooks and Lifelong Learning: Text- 
books as Tools for Learning How to Learn. An 
Exploratory Case Study: United States of Amer- 
ica. 

ED 235 325 
Student Learning Processes: How Poorly Pre- 
pared Students Succeed in College. 

ED 238 506 
Students’ Cognitive Processes While 
from Teaching. Final Report (Volume One). 

ED 237 497 
Using Teacher/Student Generated Questions. 

ED 239 233 
Will Inservice Education Alleviate the Current 
Problems in Science Education? 


Learning Theories 
Accessing Cognitive Skills in Preschool Children 
of Middle and Low Income Families. 
ED 234 908 
An Axiomatic Theory of Cognition and Writing. 
ED 233 353 
Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 


ED 240 066 


ED 238 847 
Conceptual Entities. 

ED 237 326 
Converting Memory Protocols to Scores on Sev- 
eral Dimensions. 

ED 234 066 
The Development of Children’s Economic Rea- 
soning. 


ED 236 099 
Felicity Conditions for’ Human Skill Acquisition: 
Validating an AI-Based Theory. Cognitive and In- 
structional Sciences Series. 


Learning” and “Acquisition” - How Real Is the 
Dichotomy: Some Neurophysical Evidence. 
ED 239 492 
A Learning Framework for Development. 
ED 237 930 
Lernen und Lehren von Mathematik-Analysen 
zum an II - Band 6, IDM-Reihe, 
Untersuchungen Mathematikunterricht. 
and Teaching of Mathematics - Analy- 
sis of Instructional Actions II - Volume 6, ID) 
Series, Inquiries into Mathematics Instruction.) 
ED 234 986 
More on the Functional View of Cognition: A 
Biofunctional Model of Mental Content, Mental 
Structures, Awareness, and Attention. Technical 
Report No. 304. 
ED 239 244 
On Making the I Universal: From Langer to Brit- 
ton to Kinneavy. 
ED 237 992 
An Organization of Learning Styles Theory and 
Constructs. 
ED 235 185 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
| eet December 1983 (Vol. 44 Nos. 1 Pon | 
ED 238 078 
A Schema-Theoretic View of Basic Processes in 
— Comprehension. Technical Report No. 


ED 239 236 
Semiotics. Fact Sheet. 

ED 234 339 

eaching/ Learning Styles and Preferences: Rele- 

vance and Relatedness to Health Occupations Ed- 
ucation. 

ED 237 664 
A Theoretical Model of Concept Learning in Eco- 
nomics. Studies in momic Education, No. 10. 
Revised Edition. 

ED 236 063 
Vocabulary Instruction and the Nature of Word 
Meanings. 

ED 239 231 
The Young Child as Writer-Reader, and Infor- 
mant. Final Report. 

ED 234 413 


Learning to Read Through the Arts Pro- 
gram 
Title I Children’s Pro; 


Through the Arts. 
1981-82. 


gram: Learning to Read 
. Final Evaluation Report, 


ED 236 280 


Leasing \ 
Truth in Leasing. 


ED 235 072 
Leather 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 
ED 235 300 
Leaves of Absence 
Educational Leave in Europe. Policy Paper No. 
83-C3. 
ED 235 573 
Lebanon 
Development and Validation of Principals’ 


Role-Specific Behaviors in Lebanese Secondary 
Schools. 


ED 236 793 
Lecture Method 
Effect of Teacher Vagueness and Use of Lecture 
Notes on Student Performance. 


ED 234 034 
Higher Education Research & Development, Vol- 
ume 1, Number 1, 1982. 


ED 233 640 


Legal Problems 249 


Course (A High School One Semester Course). 
ED 238 790 


ED 238 766 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 


Criminal Justice in America. 


ED 236 075 
Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 

ED 233 928 
International Human Rights: Politics & Law. A 
Syllabus. Revised. 

ED 233 962 
It’s - Law: Student’s Rights and Responsibili- 
ties 

ED 240 008 
The Japanese American Internment, 1942-45: A 
Lesson from Recent History. Multicultural Edu- 
cation Resource Series. 

ED 240 042 
Juvenile Law: Decisions and Alternatives. Ado- 
lescent Decisions Curriculum. 

ED 236 447 
Law in U.S. History: A Teacher Resource Man- 
ual. Revised. 

ED 233 961 
Law-Related Education Evaluation Project, Final 
Report. Phase II, Year 2 

ED 237 393 
Learning the Law: Law Education for Young 
North Carolinians. 

ED 239 938 

The Legal and Law Enforcement Professional: 
Ideas for Involvement. 

ED 237 440 
Linking Law to Learning: Instructional Strategies 
Manual. 


ED 233 954 
Living Together under the Law: An Elementary 
Education Law Guide. 

ED 233 953 
Meeting Lawyer Needs through Assessment: 
What Is Important to Attorneys. 

ED 236 732 
Of Codes and Crowns: The Development of Law. 
Instructor’s Manual. Law-in-Social Studies Series. 

ED 238 764 
Of Codes and Crowns: The Development of Law. 
[Student’s Book] Law-in-Social Studies Series. 

ED 238 765 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 

ED 236 716 
Pluralism in the Legal Profession: Models for Mi- 
nority Access. 

ED 237 304 
Practical Law in New Mexico. 

ED 238 776 
Secondary Lesson Plans in Law-Related Educa- 
tion. 

ED 236 073 
Teachers Guide to Law-Related Curriculum in 
the Fourth Grade. 

ED 235 269 
Understanding the Law: A Handbook on Educat- 
ing the Public. 

ED 240 031 
Utah Mock Trial Competition. 

ED 237 383 

Histo 
wo aa Crowns: The Deveiopment of Law. 

Instructor’s Manual. Law-in-Social Studies Series. 

ED 238 764 
Of Codes and Crowns: The Development of Law. 
[Student’s Book] Law-in-Social Studies Series. 

ED 238 765 


loge Information 
¢ Legal Issues of Female Inmates. 
ED 233 288 





250 —_— Legal Problems 


ED 236 869 
A Legal Primer for Independent Schools. 

ED 236 803 
Legal Problems of Religious and Private Schools. 

ED 238 169 
Minimum Competency Graduation Testing Pro- 
grams and the Law. 

a ED 236 ad 

Nei Schools: e- 
est ee 

ED 233 451 
Normalization Re- of a 


Examined. 

National Conference on Normalization and Con- 
temporary Practice in Mental Retardation. Ad- 
vancing Your Citizenship Series Number 5. 

ED 236 856 
Providing Legal Services to Students Living Off 
Campus. 

ED 236 969 
Report from the July 1982 Assessment Confer- 
ence (Eugene, Oregon, July 1982). 

ED 236 829 
School Officials and the Courts: Update 1983. 
ERS Monograph. 

ED 239 419// 

Teacher Evaluation: Perspectives, Practices, and 
Promises. 


ED 233 996 


cage Geeed 
leasuring Legal Research Skills on a Bar Exami- 
nation. 


ED 240 149 


Responsibility 

Alternative Uses for Surplus School Facilities. 

ED 239 411 
Consumer Education Curriculum 

ED 239 084 
Disciplining Handicapped Students. 

ED 238 187 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 2. 
Equipment, Safe Driving Practices, Legal As- 
pects, Controlling the Situation, haien Evalua- 
tion Conference. Revised. 

ED 239 055 
Guidelines for Off-Air Copying. 

ED 234 775 
Illustrative Bylaws for Independent Colleges. 

ED 238 372 
Instructor Liability-A Continuing Dilemma. 

ED 233 236 
Intellectual Property: Developing an Equitable 
Policy. 

ED 236 971 
A Legal Primer for Independent Schools. 

ED 236 803 
Legal Problems of Religious and Private Schools. 

ED 238 169 
Legal Responsibilities and Contractual Obliga- 
tions Imposed on a University by Its Catalog. 

ED 234 651 
Legal Responsibility a Curriculum in the Basic 
Skills: Whose Job Is I 

ED 237 960 
North Carolina School Law: The Principal’s Role. 

ED 233 468 
Oklahoma State Board of Education Policies and 
Procedures for Teacher Due Process Hearings. 
(implementations of Senate Bill No. 249 and As 
Amended by Senate Bill No. 308). Revised. 

ED 239 393 
The Right of Language Minority Students to a 
Fair Shot at a High School Diploma: A Legal 
Analysis. 


ED 238 181 
Sex Equity in Public Education. 35. 
ED 236 508 


Your Rights: A Handbook for Native American 
Youth in Arizona. 
ED 238 660 


The Mishomis Book: The Voice of the Ojibway. 


ED 239 826// 
The Raven and the Crow: A Makah Story Color- 
ing Book. 


ED 233 852 
Rural One-Room Schools of Mid-America. Re- 


ED 239 824 
Tall Tales of North America. 


ED 239 201 


Legislation 
Direct Legislation Campaigns and Parapolitical 


Organizations: A Case for Communications Anal- 


ysis. 

ED 235 529 
Freedom of Scientific Information. Science Infor- 
mation Paper No. 19. 

ED 233 722 
Future Information Processing Technology- 
1983, Computer Science and Technology. 

ED 239 595 
Governments and Information. IST 607; A Grad- 
uate Course. 

ED 237 099 
Information Technology for Agricultural Amer- 
ica. Prepared for the Subcommittee on Depart- 
ment Operations, Research and Foi 
Agriculture, 97th Congress, 2d Session. Commit- 
tee Print. 


ED 239 585 
A Legislative History of the Equal Rights Amend- 
ment in the United States 

ED 238 785 
Special Needs in Education (E241): The Powers 
That Be, Unit 8. 

ED 235 617 
nel Swiss Equal Rights Amendment: A Case 

y- 


ED 240 006 
What’s Happening in August? 
ED 234 964 


Legislative History 


Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 

ED 235 916 
The Development of the Missouri Documents 
Depository System: 1971-1977. 

ED 239 622 


Legislators ; 
Actions for Legislators. 


ED 235 548 
Differences and Implications of Legislator and 
Educator Perceptions of Quality Education. 

ED 237 142 
Gavel to Gavel: A Guide to the Televised Pro- 
ceedings of Congress. 

ED 233 692 


State Legislative Voting and Leadership: The Po- 
litical Economy of School Finance. 
ED 238 094 


Lehigh University PA 


An Evaluation of a University Counseling Ser- 
vice. 
ED 236 517 


Leisure Education 


Leisure-A Criterion of Mental Health. 

ED 235 304 
ee in Higher Education: Survival in the 

’s. 

ED 236 138 
Who's Where in Recreation Education: A Direc- 
tory of Professional Preparation Curricula in 
Parks, Recreation, Leisure, and Related Areas. 

ED 236 132 


A a: H 





Recreational Participa- 
tion and Retirement Lif Life Satisfaction: Some Pre- 
liminary Results. Revised. 

ED 235 090 
An Analysis of Selected Characteristics, Leisure 
Attitudes, and Recreation Participation of 
Women Employed in Leisure Services. 

ED 233 968 
Cross-National Issues Related to Labor and Lei- 
sure Participation of People with Disabilities. 

ED 238 210 
Learning Disabled Students in the Behavioral and 

ial Sciences. Alternative Techniques for 

Teaching the Sociology of Leisure to 
Disabled Students in the University. 

ED 234 554 
Leisure-A Criterion of Mental Health. 
ED 235 304 


Lesotho 
English Teaching Profile: Lesotho. 


ED 239 501 


Observation Cziteria 
Teacher Observation: A Format for Systematic 


Subject Index 


Formative Evaluation. 
ED 238 086 


Lesson Plans 


Auto-Mechanics Course. Bilingual Vocational In- 
structional Materials. 

ED 234 205 
Clerical /Secretarial Course. Bilingual Vocational 
Instructional Materials. 

ED 234 207 
Demonstrate a Manipulative Skill. Second Edi- 
tion. Module C-16 of Category C-Instructional 
Execution. Professional Teacher Education Mod- 
ule Series. 

ED 236 356 
Dental Assisting Course. Bilingual Vocational In- 
structional Materials. 

ED 234 208 
Energy Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 

ED 233 842 
Food Service Course. Bilingual Vocational In- 
structional Materials. 

ED 234 7 
Integrating Art with the Curriculum Areas. A Ki 
for The Elementary Classroom. Centering _ 

ED 237 468 
Leaps and Bounds. A Guide for ETV Movement 
Education Series. 

ED 237 509 
Learning Activities for Individualizing Instruc- 
tion. 

ED 235 129 
Northeastern Local School District Course of 
Study and Instructional Guides for Sex Educa- 
tion. 

ED 233 983 
Nursing/LVN Course. Bilingual Vocational In- 
structional Materials. 

ED 234 209 
Teachers Guide to Social Studies in the Junior 
High School. 

ED 235 272 


Using a Native American Language as a Class- 
room Teaching Tool: Teaching Shoshoni Poetry. 
ED 235 954 


Letters ( 


Identifiability of Peripheral Trigram Characters 
and Their Confusability with the Embedded 
Character. 

ED 233 307 
Makah Alphabet Book. 

ED 233 850 


Letters ( 


Correspondence) 

The Nature and Development of Letter Writing in 
Hispanic and Anglo Children Using a School- 
Based Postal System. Final Report. 

ED 234 416 
The Teacher Screening and Selection Process: A 
Decision Making Model for School Administra- 
tors. 

ED 235 560 
What to Say in a Letter of Recommendation? 
Sometimes What You Don’t Say Matters Most. 

ED 236 953 
Writing a Letter of Application. Cooperative Oc- 
cupational Education, Unit 9. Instructor Material 
and Student Material 

ED 234 248 


Letters of Recommendation 


What to Say in a Letter of Recommendation? 
Sometimes What You Don’t Say Matters Most. 
ED 236 953 


Letters to the Editor 


Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 


ED 237 979 


Levertov 


Machine 
Learning” and “Acquisition” —- How Real Is the 
Dichotomy: Some Neurophysical Evidence. 
ED 239 492 


Lewis University IL 


Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. dary. 

ED 235 121 
Handbook for the Student Teaching Semester. 

ED 235 122 





Subject Index 


Lexical Collocation 
Lexical Collocation and Topic Occurrence in 
Well-Written Editorials: A Study in Form. 

ED 236 621 


Liberal Arts 
Classics, Quilting and Computers. 

ED 237 156 
Curriculum Diversification: Responding to 
Changing Needs. 


ED 234 696 
Graduate Education: A National Investment in 
Knowledge. Proceedings of the Annual Meeting 
of the Council of Graduate Schools in the United 
States (Colorado Springs, Colorado, December 
1-3, 1982). 

ED 239 570 
[Institutional Renewal]. 

ED 237 006 
Liberal Learning and Careers Conference Report. 

ED 234 668 
Liberal Learning and Careers Update. 

ED 238 370 
The Liberal View: A Career Planning & Job- 
Search Guide for Dickinson College. Revised. 

ED 239 198 
Literature and Reading as Liberal Arts. 

ED 234 388 
A Longitudinal Study of Student Change in Cog- 
nitive Development and Generic Abilities in an 
Outcome-Centered Liberal Arts Curriculum. Fi- 
nal Report, Research Report Number Six. 

ED 239 562 
Merging the Liberal Arts with Work Experiences. 
CSCC Bulletin; Issue 9, 1983 

ED 237 124 
Student Perspectives on Liberal Learning at Al- 
verno College: Justifying Learning as Relevant to 
Performance in Personal and Professional Roles. 
Final Report, Research Report Number Seven. 

ED 239 563 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Insights 
from the Evaluation and Revision Process. Final 
Report, Research Report Number Three. 

ED 239 559 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Social 
Interaction Generic Instrument. Final Report, 
Research Report Number Two. 

ED 239 558 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Valuing 
anc Communications Generic Instruments. Final 
Report, Research Report Number One. 

ED 239 557 


An Analysis of the Rural-Urban Balance for Edu- 
cation in Developing Countries: A Case Study of 
Liberia. 

ED 234 976 
Librarians 

Coping in a Fone Society: Academic Li- 

brarianship in India. 

ED 233 720 
Library Human Resources: A Study of Supply and 
Demand. 

ED 234 799 
Minimum Educational Requirements for Ap- 
pointment to University Librarian Ranks at the 
University of Connecticut Libraries. Report of the 
Advisory Council on Evaluation and Promotion. 

ED 233 727 
are, Forecasting of Librarians in Austra- 


ED 233 729 
Online Database Retrieval Service: A Statement 
of Policy. 

ED 234 776 
Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 

ED 234 804 
Trends in Faculty Status for Librarians, with Spe- 
cial Emphasis on Academic Libraries in Califor- 
nia. 


ED 235 809 
Womca in Librarianship: A Cross-National Prob- 
lem Study. 


ED 238 453 


Academic Library Service to Disabled Students: 
Today and Tomorrow. 


ED 235 653 
Task Group on Computer/Communication Pro- 
tocols for Bibliographic Data Exchange. Interim 
Report = Groupe de Travail sur les Protocoles de 
Communication /Ordinateurs pour l’Exchange de 
he Bibliographiques. Rapport d’Etape. May 


ED 237 109 


Access Services 
Improving the Use of Libraries. Proceedings from 
the Spring Meeting of the Nebraska Library Asso- 
ciation, College and University Section (Peru, Ne- 
braska, April 14-15, 1983). 


ED 234 817 


ition 

Acquisition and Exchange Section. Collection 
and Services Division. Papers. 

ED 239 629 
Alternative Materials in Libraries: A Handbook. 

ED 234 812 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 

ED 235 814 
Cooperative Collection Development in Mul- 
titype Library Networks: A Beginning—Goals and 
Methods. Proceedings of the Annual Conference 
of the Missouri Library Association (1980). 

ED 235 837 
Library Materials Cost Studies in ARL Libraries. 
SPEC Kit 95. 

ED 235 801 
New York State Plan for Federal Depository Li- 
brary Service. 

ED 238 449 
A Report of a Survey on Censorship in Public 
Elementary and High School Libraries and Public 
Libraries in Minnesota. 

ED 233 732 
A Report of Perceptions of Censorship of IMC 
Materials in 1982-83 from a State-Level Perspec- 
tive. 

ED 238 451 
Serials Cancellation Project. Final Report. 

ED 238 452 
Two Reports on Research Libraries. Forum I: 
Toward the 21st Century: An Agenda for Re- 
search Libraries and Their Users (Racine, Wis- 
consin, December 8-10, 1982). Forum II: 
National and Regional Aspects of Collecting and 
Preserving Library Materials (Wye Plantation, 
Maryland, October 10-12, 1983). 

ED 238 439 
UNESCO/IFLA Presession Seminar: Exchange 
of Experience Seminar for Developing Countries. 
University Libraries in Developing Countries- 
Structure and Function in Regard to information 
Transfer for Science and Technology. 


ED 239 655 


Library Administration 


Amalgamations and Libraries. A Study of the Ef- 
fect on British Polytechnic Libraries of Institu- 
tional Amalgamations with Derived Guidelines 
for Amalgamating Victorian and Other Australian 
Institutions. Occasional Publication Number 3. 

ED 233 737 
Approved Recommendations on Working Out 
National Standards of Library Service for the 
Blind. 

ED 238 431 
+ gaa Libraries in ARL Institutions. SPEC Kit 


ED 239 617 
The Changing Role of Librarian. 

ED 235 812 
Computer Use in Massachusetts Libraries, De- 
cember 1982. 

ED 233 742 
Coordinating the Organization of Library Ser- 
vices in Metropolitan Milwaukee. 

ED 237 097 
Fund Raising in ARL Libraries. Kit 94. 

ED 234 794 
Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Library Automation as a Source of Management 
Information. Papers presented at the Clinic on 
Library Applications of Data Processing (19th, 
Urbana, IL, April 25-28, 1982). 

ED 237 102 


Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 


Library Catalogs 


Performance Measures in Illinois Special 
ies. Illinois Library Statistical Report No. 8. 

ED 234 805 
The Shattered Stereotype: The Academic Library 
in Technological Transition. 

ED 237 107 


Library Associations 
Annual Report, 1982. 


ED 233 738 
Asia Section. Regional Activities Division. Paper. 

ED 239 649 
GODORT History and Procedural Manual. Re- 
vised and Enlarged. 

ED 237 095 
Management of Library Associations Section. 
Management and Technology Division. Papers. 

ED 239 646 
Research Libraries in the Online Environment. 
Minutes of the Semiannual Meeting (102nd, 
Banff, Alberta, May 4-6, 1983). 

ED 238 437 


Library Automation 


Africa Section. Regional Activities Division. Pa- 
pers. 

ED 239 648 
The ALIS Online Circulation Control System of 
Danmarks Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 

ED 237 096 
Art Libraries Section. Special Libraries Division. 
Papers. 

ED 239 651 
Asia Section. Regional Activities Division. Paper. 

ED 239 649 
—— Libraries in ARL Institutions. SPEC Kit 


ED 239 617 
Circulation System to Online Catalog: The Tran- 
sition at OSU. 

ED 235 813 
Communications Software for Microcomputers. 

ED 234 740 
Computerisation in Public Libraries. A Report of 
the Survey Carried Out by the Technical Panel of 
the Association of London Chief Librarians dur- 
ing 1982. 

ED 235 815 
Computer Use in Massachusetts Libraries, De- 
cember 1982. 

ED 233 742 
Library Automation as a Source of Management 
Information. Papers presented at the Clinic on 
Library Applications of Data Processing (19th, 
Urbana, IL, April 25-28, 1982). 

ED 237 i02 
A Report of the Computer Application Task 
Force. 

ED 234 766 
Research on the Impact of a Computerized Circu- 
lation System on the Performance of a Large Col- 
lege Library. Final Report. 

ED 235 806 
The Role of Libraries in an Information Age. 

ED 235 827 
Study of the Communications Needs of the Fox 
Valley Interlibrary Loan Network. Final Report. 

ED 233 718 
UNESCO/IFLA Presession Seminar: Exchange 
of Experience Seminar for Developing Countries. 
University Libraries in Developing Countries— 
Structure and Function in Regard to Information 
Transfer for Science and Technology. 

ED 239 655 
University Libraries and Other General Research 
Libraries Section. General Research Libraries Di- 
vision. Papers. 

ED 239 637 


Catalogs 
The ALIS Online Circulation Control System of 
Danmarks Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 
ED 237 096 
Circulation System to Online Catalog: The Tran- 
sition at OSU 


ED 235 813 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 

ED 234 814 
On-Line Catalog Evaluation Project. Data Analy- 
sis Plan, Version 2.2. 





252 Library Catalogs 


ED 234 783 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, Sooudier 14-16, 1982. 

ED 233 730 


Online Public Access Catalogs. ERIC Fact Sheet. 
ED 233 746 
Rare and Precious Books and Documents Section. 
Collections and Services Division. Papers. 
ED 239 631 


versity and The Council on ally 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 

ED 234 787 
—— ofa aeree? in an Elementary 

School Learning Resource Centre. 
ED 239 601 


Library Circulation 

The ALIS Online Circulation Control System of 
Danmarks Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 

ED 237 096 
Circulation Policies of Some State-Supported Ac- 
ademic Libraries in Idaho, Illinois, Indiana, Iowa, 
Montana, South Dakota and Washington. 

ED 239 621 
Circulation System to Online Catalog: The Tran- 
sition at OSU. 

ED 235 813 
The Influence of a Book Display on Circulation in 
a Two-Year College Library. 

ED 233 723 
Management of Circulation Functions in Health 
Sciences Libraries. 


ED 234 821 
Research on the Impact of a Computerized Circu- 
lation System on the Performance of a Large Col- 
lege Library. Fina! Report. 

ED 235 806 


Two Studies of Illinois Public Libraries: An Adult 
User Survey; and Fines, Fees and Charges Levied. 
Illinois Library Statistical Report No. 7. 

ED 234 809 


Collections 
Analysis of the 1981/82 HEGIS/LIBGIS Re- 
sponses of Illinois Academic Libraries. Illinois Li- 
brary Statistical Report 9. 


ED 238 428 
A Basic Library for Savings Institutions. Second 
Edition. 


ED 234 789 
Blueprints for Building a Career Resources Li- 


ED 238 478 
Chicanos: A Checklist of Current Materials, Sep- 
tember 1972-December 1982. 

ED 233 827 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 

ED 235 814 

The Development of a Computer-Based Library 
System: LCDF - Library Collection Distribution 
Formulas. 

ED 234 777 
Evaluation of the Bilingual (English-German) 
Program, 1982-83. 

ED 239 521 


First Language Materials in School Libraries. 
ED 234 598 
Forecasting Library Futures: Participative Deci- 
with a Microcomputer Model. Back- 
ground Paper. Workshop 3. 
ED 238 444 


Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 
ED 234 818 
Library Statistics of Colleges and Universities in 
the Pacific Northwest, 1980-81. 
ED 237 089 


Microform Collections in New Orleans Academic 
and Public Libraries: A Union List. 

ED 234 802 
Multidimensional Mapping of Libraries Based on 
Shared Holdings in the OCLC Online Union Cat- 
alog. Research Report. 


ED 235 802 
Newspapers in New York. Dessengeeieeines Sor for 
an Initial Statewide Plan of Data Collecting 
Entry Prepared for the New York State _. 

ED 238 442 
The Polish Collection at the Alliance College Li- 
brary in Cambridge Springs, PA: The Origins of 
the Collection in 1950, Its Rapid Development in 
the 1970’s and the Introduction of the Online 
Computer Library Center (OCLC) in 1982. 

ED 235 823 
Rare and Precious Books and Documents Section. 
Collections and Services Division. Papers. 

ED 239 631 
Round Table Mobile Libraries Section. Libraries 

the General Public Division. Papers. 

ED 239 641 
Social Science Libraries Section. Special Libraries 
Division. Papers. 

ED 239 654 


Acquisition and Exchange Section. Collection 
and Services Division. Papers. 

ED 239 629 
Cooperation among Ontario University Libraries. 

ED 233 744 
Cooperative Collection Development in Mul- 
titype Library Networks: A Beginning—Goals and 
Methods. Proceedings of the Annual Conference 
of the Missouri Library Association (1980). 

ED 235 837 
LCSH Entry Vocabulary Project. Final Report. 

ED 234 780 
Library Training Institute for Service to the Deaf. 

Proceedings (California State University, Fuller- 

ton, California, July 31-August 11, 1978). 

ED 234 781 
New York State Agency Libraries. 

ED 238 441 
ene in ARL Libraries. SPEC Kit 


ED 237 110 
Two Reports on Research Libraries. Forum I: 
Toward the 21st Century: An Agenda for Re- 
search Libraries and Their Users (Racine, Wis- 
consin, December 8-10, 1982). Forum II: 
National and Regional Aspects of Collecting and 
Preserving Library Materials (Wye Plantation, 
Maryland, October 10-12, 1983). 

ED 238 439 
Wisconsin Interlibrary Loan Guidelines. Second 
Edition. Bulletin No. 3107. 

ED 234 788 


Library Devel 
Th 


lopment 
¢ Changing Role of Librarian. 
ED 235 812 


Library Education 


Africa Section. Regional Activities Division. Pa- 
pers. 

ED 239 648 
Aspects of Education and Training for Librarian- 
ship and Information Work in Czechoslovakia. 
Report on a Visit, May 16-29, 1982. 
The Chall R ‘ds and Pitfalls in Teaching 

e lenges, Rewards an in Teac 

Online Searching. 

ED 235 811 
The Destruction of an Undergraduate Library Sci- 
ence Instructional Program: A Case History. 

ED 235 817 
The Development of Information Manpower Re- 
source. 

ED 235 833 
Governments and Information. IST 607; A Grad- 
uate Course. 

ED 237 099 
Library and Information Science Education in the 
Americas: Present and Future. Pai from a 
— held in Austin, Texas, February 14, 

ED 237 088 
Li Schools and Other Training Aspects Sec- 
tion. Education and Research Division. Papers. 

ED 239 633 
Library Services to Hospital Patients and Handi- 
capped Readers Section. Libraries Serving the 
General Public Division. Papers. 

ED 239 640 
Minimum Educational Requirements for Ap- 
pointment to University Librarian Ranks at the 
University of Connecticut Libraries. ee — the 
Advisory Council on Evaluation and 


Subject Index 


ED 233 727 
The Misinterpretation of a Key Paper in Library 


Literature. 
ED 237 112 
National and International Information Policies. 
IST 682, A Graduate Course. 
ED 237 103 


lington, Virginia, October 13-14, 1982). 
. - - = 234 785 
egister of Education Training Activities in 
Librarianship, Information Science and Archives 
= Inventaire des activites de formation dans le 
e de la bibliotheconomie, des sciences de 
Thebeaneiien et de l’archivistique = Inventario de 
las actividades formacion en la esfera de la 
bibliotecologia, las ciencias de la informacion y la 


‘ologia. 

ED 238 427 
School Libraries in Hawaii. 

ED 239 619 
Speaking Out. Personal and Professional Views 
on Library Service for Blind and Physically Hand- 
icapped Individuals. 

ED 237 091 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 

ED 237 111 


Library Equipment 
Administrative Libraries Section. Special Librar- 


ies Division. Papers. 

ED 239 650 
Library Buildings and Equipment Section. Man- 
agement and Technology Division. Papers. 

ED 239 645 


Expenditures 
Analysis of the 1981/82 HEGIS/LIBGIS Re- 
sponses of Illinois Academic Libraries. Illinois Li- 
brary Statistical Report 9. 
ED 238 428 


Fund Raising in ARL Libraries. Kit 94. 

ED 234 794 
Library Statistics of Colleges and Universities in 
the Pacific Northwest, 1980-81. 

ED 237 089 


Library Extension 


The Influence of a Book Display on Circulation in 
a Two-Year College Library. 

ED 233 723 
A Learning Center Can Happen to You. 

ED 233 694 
The Library of Congress 1982. A Brief Summary 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 

ED 234 820 
The Part-Time Student in the Library. 

ED 234 803 
The World of Public Relations: For Libraries. 

ED 233 736 


Library F 


facilities 
Building Renovation in ARL Libraries. SPEC Kit 
97. 


ED 235 835 
Library Buildings and Equipment Section. Man- 
agement and Technology Division. Papers. 

ED 239 645 
Planning Barrier Free Libraries. A Guide for Ren- 
ovation and Construction of Libraries Serving 
Blind and Physically Handicapped Readers. 

ED 234 806 


The Changing Role of Librarian. 


ED 235 812 
Fund Raising in ARL Libraries. Kit 94. 

ED 234 794 
Needs Assessment Study of Institutional Library 
Services in the Maryland State Department of 
Health and Mental Hygiene. 

ED 233 728 
Task Force on Li and Information Service to 
Cultural Minorities. Hearings Held at the Ameri- 
can Library Association Annual Conference, June 
1981, San Francisco, California. 

ED 233 734 


Library Guides 
Directory of Library Instruction Materials in 


Pennsylvania Libraries. 
ED 233 740 
Using the Madonna College Library. A Self In- 





Subject Index 


structional Library Orientation. 
ED 233 719 


Library Instruction 
ACC Study Guide Series. 
ED 234 869 
Attitudes of International Students in Regard to 
Library Skills Development in the Academic Set- 


ting. 

ED 235 810 
Basic Skills in the College Library: People, Books, 
and Machines. 

ED 233 739 


Bibliographic Instruction in Illinois Academic Li- 
braries: A Survey Report. Illinois Library Statisti- 
cal Report No. 11. 

ED 238 454 
Computer Software for Library/Media Center 
Applications [and] An Update. 

ED 233 716 


Directory of Library Instruction Materials in 
Pennsylvania Libraries. 

ED 233 740 
How To Use a Library. Power of the Printed 
Word. 


ED 236 585 
Improving the Use of Libraries. Pr from 
the Spring Meeting of the Nebraska Library Asso- 
ciation, College and University Section (Peru, Ne- 
braska, April 14-15, 1983). 





ED 234 817 
INFOQUEST: A R h Strategy Approach to 
Locating Information. 

ED 237 101 
An Introduction to Citation Indexing at the Uni- 
versity of Rhode Island Library. 

ED 234 797 
Library Services for the Physically Impaired at 
Northern Illinois University in DeKalb, Illinois. 

ED 234 587 
Library Skills Workbook. First Edition. 

ED 233 726 
A Perspective from Developing Countries. Back- 
ground Paper No. 3. 

ED 239 615 
Project Prepare: Livingston-Steuben-Wyoming 
BOCES Library Research Skills Syllabus, Senior 
High Level. Field-Test Edition. 

ED 234 784 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 

ED 233 698 
School Libraries in Hawaii. 

ED 239 619 
Serving Deaf Students in Academic Libraries. 

ED 235 829 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Library Resources 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
bi ty Books: 54 Suggestions To Increase Library 

se. 


ED 237 178 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 

ED 234 787 
Using the Madonna College Library. A Self In- 
structional Library Orientation. 

ED 233 719 
Who Was Melvil Dewey? [Revised]. 
ED 239 660 


Library Material Selection 
Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Library Service to Local Jails: Guidelines. 

ED 235 822 
A Report of a Survey on Censorship in Public 
Elementary and High School Libraries and Public 
Libraries in Minnesota. 

ED 233 732 


The Use of the Journal Access Service and Its 
Implications for Journal Selection at the Center 
for Research Libraries. 

ED 234 810 


Library Materials 
Approved Recommendations on Working Out 
ge Standards of Library Service for the 


ED 238 431 


Becoming a Volunteer: Resources for Individuals, 
Libraries, and Organizations. Reference Circular 


No. 81-2. 
Coming nt rari Libary gs Pe 
‘a- 

pers Presented at the Allerton Park Institute (Ur- 
bana, Illinois, November 15-18, 1981), yin 
Park Institute Number 27. 

ED 233 743 
Development of a Hospital Library Survey: A 
KOMRML Committee Approach. Kentucky- 
Ohio-Michigan Regional Medical Library Papers 
and Reports, No. 19. 

ED 235 838 


Library Materials Cost Studies in ARL Libraries. 
SPEC Kit 95. 
ED 235 801 


Library Service to Local Jails: Guidelines. 

ED 235 822 
Removal of Books from School Libraries. 

ED 237 113 
Task Force on Li and Information Service to 
Cultural Minorities. Hearings Held at the Ameri- 
can Library Association Annual Conference, June 
1981, San Francisco, California. 

ED 233 734 


“ee 


Library Association (1980). 

ED 235 837 
Libraries and Cable TV: Plans, Proposal, and 
Study to Explore Ways of Serving the Commu- 
nity’s Information Needs Using the Data Trans- 
mission Capabilities of the Institutional 
Communications Network (ICN) of Storer Cable 
in the 1980’s and 1990's. 

ED 235 800 
The Library of Congress 1982. A Brief S 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 

ED 234 820 
yg Service to the People of New York State. 

A Long-Range Program, October 1, 1983-Sep- 

tember 30, 1988, for the 1 the Improvement of Library 
Services Utilizing Local, State, and Federal Re- 
sources. 

ED 238 446 
Library Systems in Selected States: A Descrip- 
tion. 

ED 233 724 
Multidimensional Mapping of Libraries Based on 
Shared Holdings in the OCLC Online Union Cat- 
alog. Research Report. 

ED 235 802 
A Report of the Computer Application Task 
Force. 

ED 234 766 
Research Libraries in the Online Environment. 
Minutes of the Semiannual Meeting (102nd, 
Banff, Alberta, May 4-6, 1983). 

ED 238 437 
Resource S of Printed Materials among 
Dayton-Miami Consortium Libraries in 
1982: A Descriptive Study. 

ED 235 826 
Serials Cancellation Project. Final Report. 

ED 238 452 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 

ED 234 786 
Study of the Communications Needs of the Fox 
Valley Interlibrary Loan Network. Final Report. 

ED 233 718 
ean in ARL Libraries. SPEC Kit 


ED 237 110 


of Congress 
Annual Report of the Librarian of Congress, 198. 
For the Fiscal Year Ending September 30, 1982, 
ED 238 429 
How to Find Information on Educational and 
Psychological Tests at the Library of Congress. 
The Library of Co: 1982. A B a. a 
e oO ess ri 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 
ED 234 820 


Library of Congress Subject Headings 
LCSH Entry Vocabulary Project. Final Report. 


Library Role 253 
ED 234 780 


Library Personnel 


Analysis of the 1981/82 HEGIS/LIBGIS Re- 
sponses of Illinois Academic Libraries. Illinois Li- 
brary Statistical Report 9. 

ED 238 428 
Development of a Hospital Library Survey: A 
KOMRML Committee Approach. Kentucky- 
Ohio-Michigan — Medical Library Papers 
and Reports, No. 1 

ED 235 838 
Library Service to Local Jails: Guidelines. 

ED 235 822 
Library Statistics of Colleges and Universities in 
the Pacific Northwest, 1980-81. 

ED 237 089 


Painlessly Preparing Personalized Training Plans. 
ED 235 777 


Library Planning 


aa Renovation in ARL Libraries. SPEC Kit 


ED 235 835 
and Preserving Library Materials. Pa- 
pers Presented at the Allerton Park Institute (Ur- 
bana, Illinois, November 15-18, 1981). Allerton 
Park Institute Number 27. 
ED 233 743 
a Collection Development in Mul- 
type Library Networks: A Beginning—Goals and 
Methods. Proceedings of the Annual Conference 
of the Missouri Library Association (1980). 
ED 235 837 
The Development of a Computer-Based Library 
System: LCDF - Library Collection Distribution 
Formulas. 
ED 234 777 
Library Buildings and Equipment Section. Man- 
agement and Technology Division. Papers. 
ED 239 645 
Library Service to the People of New York State. 
A Long-Range Program, October 1, 1983-Sep- 
tember 30, 1988, for the improvement of Library 
Services Utilizing Local, State, and Federal Re- 
sources. 
ED 238 446 
The Organization, Structure, Staffing, and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 
ED 238 450 
Organizing the Special Library: Why and How. 
ED 235 804 
The Pasadena Community and Its Information 
Needs: A Program for Pasadena Public Library 
Services. “... Essential to an Informed Citizenry 


ED 235 819 
A Report of the Computer Application Task 
Force. 

ED 234 766 


Procedures 

Circulation Policies of Some State-Supported Ac- 
ademic Libraries in Idaho, Illinois, Indiana, Iowa, 
Montana, South Dakota and Washington. 

ED 239 621 
Library Service to Local Jails: Guidelines. 

ED 235 822 
Online Database Retrieval Service: A Statement 
of Policy. 

ED 234 776 
Problem Patron Manual. 

ED 235 824 


Library R 


esearch 

A Guide to Research and Funding for Librarians. 
First Edition. 

ED 238 445 
Introductory Data Collection and Analysis. 

ED 234 819 
Library Theory and Research Section. Education 
and Research Division. Papers. 

ED 239 634 
On-Line Catalog Evaluation Project. Data Analy- 
sis Plan, Version 2.2. 

ED 234 783 


Research in Librarianship: An Analysis of Re- 
search Articles in Core Library Journals of 1980. 
ED 235 825 


Library Role 


Coping in a Developing Society: Academic Li- 
brarianship in India. 
ED 233 720 





234 Library Role 


Electronic Technology, Automation, and Librar- 
ies: A State-of-the-Art-Review. 
ED 235 818 


Future of Libraries. A Panel Discussion by Librar- 


ians, Administrators, Faculty, and Students. Pa- 
pers pad oe the Millionth Volume Celebration. 


sourcerer’s Apprentice. Gomnleall Paper 11. 


ED 238 419// 
Motivating Children and Young Adults to 


Read-2. 
s ug ata 
The tructure, x“ 
tee of Ohad Lhnay aed Centers 
Background Paper # #2. Roles and Functions o' 
School Library Media Personnel. 
ED 238 450 


Reading and Successful Living: The Family- 
School Partnership. 


ED 235 466// 
The Role of Libraries in an Information Age. 


ED 235 827 
School Libraries in Hawaii. 


ED 239 619 
Will the New Technologies Kill the Public Li- 
brary? 


ED 237 115 


Library Schools 

Library and Information Science Education in the 
Americas: Present and Future. Papers from a 
Conference held in Austin, Texas, February 14, 
1980. 

2 ED er 
Lil Schools and Other Training Aspects Sec- 
Sag and Research Division. Papers. 


. “ ED 239 633 
a Li 
tudy 


and Information Science Ada- 
ited by State (TEA), Re- 
gional ACS), and National (NCATE) 


ED 239 624 


Library Science 
The ae ee Peng ys Library Sci- 
ence Instructional Program: A Case History. 
ED 235 817 
A Glossary of Initialisms, Terms, Acronyms, 
Phrases, etc. 2nd ed. Publication No. 17 (Re- 


ED 237 086 
The Misinterpretation of a Key Paper in Library 
Literature. 

ED 237 112 
The Professionalization of Librarianship. Occa- 
sional Papers Number 160. 

ED 235 805 
Research in Librarianship: An Analysis of Re- 
search Articles in Core ee Journals of 1980. 


ED 235 825 

Library Science Literature 
Research in Librarianship: An Analysis of Re- 
search Articles in Core hes jemi of 1980. 
ED 235 825 


Library Services 
Academic Library Service to Disabled Students: 
Today and Tomorrow. 
ED 235 653 
Africa Section. Regional Activities Division. Pa- 
pers. 


ED 239 648 
in of the 1981/82 HEGIS/LIBGIS Re- 
of Illinois Academic Libraries. 


sponses Illinois Li- 
brary Statistical Report 9. 

ED 238 428 
Annual Report of the Librarian of Congress, 1982. 


For the Fiscal Year Ending September 30, 1982. 


ED 238 429 
Level Protocol Development for Li- 
_ and Information Science A\ 


Specification. Report No. TG.1.5; TG.50. 
ED 238 430 


Approved Recommendations on Working Out 
See Senate ef EReiny Services fer the 


ED 238 431 
me Data Bases in Your Library’s Fu- 
ture’ 


' ED 233 714 
Becoming a Volunteer: Resources for Individuals, 


Libraries, and Organizations. Reference Circular 


No. 81-2. 

ED 234 790 
Braille Reader Survey: Survey Findings. 

ED 234 522 
Children’s Libraries Section. Libraries Serving the 
General Public Division. Papers. 

ED 239 638 
Computer Use in Massachusetts Libraries, De- 
cember 1982. 

ED 233 742 
Coping in a Developing Society: Academic Li- 
brarianship in India. 

ED 233 720 
Crafts for Libraries: Thirty-Nine Projects to Share 
with Children. 

ED 234 791 
Development of a Hospital Library Survey: A 
KOMRML Committee Approach. Kentucky- 
Ohio-Michigan Regional Medical Library Papers 
and Reports, No. 19. 

ED 235 838 


An Evaluation for System-Provided Library Ser- 
vices to State Correctional Centers in Illinois. 
ED 237 116 
Expert Meeting and Membership Meetings, 
Standing Committee Meeting. Section of Librar- 
ies for the Blind. International Federation of Li- 
brary Associations. Summary. 
ED 237 092 
Help! Libraries and the Hard of Hearing. 
ED 235 821 
Improving the Use of Libraries. Proceedings from 
the Spring Meeting of the Nebraska Library Asso- 
ciation, College and University Section (Peru, Ne- 
braska, April 14-15, 1983). 
ED 234 817 
Information and Referral Services in Public Li- 
braries: A Survey. 
ED 238 434 
Information Technology Section. Management 
and Technology Division. Papers 
ED 239 644 
A Learning Center Can Happen to You. 
ED 233 694 
Libraries for the Blind Section. Libraries Serving 
the General Public Division. Papers. 
ED 239 639 
The Library of Congress 1982. A Brief Summary 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 
ED 234 820 
Library Services for the Physically Impaired at 
Northern Illinois University in DeKalb, Illinois. 
ED 234 587 
Library Services. Miscellaneous Papers. 
ED 239 656 
Library Services to Hospital Patients and Handi- 
capped Readers Section. Libraries Serving the 
General Public Division. Papers. 
ED 239 640 
Library Service to Local Jails: Guidelines. 
ED 235 822 
or Service to the People of New York State. 
A Long-Range Program, October 1, 1983-Sep- 
tember 30, 1988, for the Improvement of Library 
Services Utilizing Local, State, and Federal Re- 
sources. 
ED 238 446 
Library Skills Workbook. First Edition. 
ED 233 726 
Library Training Institute for Service to the Deaf. 
Pr (California State University, Fuller- 
ton, California, July 31-August 11, 1978). 
ED 234 781 
Library Use by Graduate Students and Faculty in 
Science and Technology Areas. RB-83-4. 
ED 238 447 
Library Use in the Science and Technology Li- 
braries, Spring Semester, 1983. RB-83-2. 
ED 238 448 
Media Libraries in Action for Administrators, 
Teachers, Media Librarians, Library Tech- 
nicians/Aides, and Volunteer Parents (Helping 
Programs Grow). 
ED 239 658 
National Libraries Section. General Research Li- 
braries Division. Papers. 
ED 239 635 
Needs Assessment Study of Institutional Library 
Services in the Maryland State Department of 
Health and Mental Hygiene. 
ED 233 728 


Subject Index 


Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
bers in the United States. 

ED 240 189 
New York State Agency Libraries. 


ED 238 441 
New York State Plan for Federal Depository Li- 
brary Service. 


ED 238 449 
Online Database Retrieval Service: A Statement 
of Policy. 
ED 234 776 
Online Public Access Catalogs. ERIC Fact Sheet. 
ED 233 746 
Parliamentary Libraries Section. General Re- 
search Libraries Division. Papers. 
ED 239 636 
ED 234 803 


A Perspective from Developing Countries. Back- 
ground Paper No. 3. 
ED 239 615 


Public Libraries Section. Libraries Serving Gen- 
eral Public Division. Papers. 


The Part-Time Student in the Li 


ED 239 642 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 

ED 234 807 
Report from the States, 1981-1983. White House 
Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 
sponses. 

ED 238 436 
Round Table Mobile Libraries Section. Libraries 
Serving the General Public Division. Papers. 

ED 239 641 
School Media Centers at the International Level. 

ED 234 808 
Science and Technology Libraries Section. Spe- 
cial Libraries Division. Papers. 

ED 239 653 
The Shattered Stereotype: The Academic Library 
in Technological Transition. 

ED 237 107 
Speaking Out. Personal and Professional Views 
on Library Service for Blind and Physically Hand- 
icapped Individuals. 

ED 237 091 
Standards for Library Services to Disabled Stu- 
dents. 

ED 236 835 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 

ED 234 786 
Task Force on Library and Information Service to 
Cultural Minorities. Hearings Held at the Ameri- 
can Library Association Annual Conference, June 
1981, San Francisco, California. 

ED 233 734 
Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para los Parres 
y los Pre-Escolares. 

ED 239 476 
Used Books: 54 Suggestions To Increase Library 
Use. 


ED 237 178 
Videotex in Libraries: An Assessment of the Brit- 
ish Experience and Directions for the Future. 

ED 237 093 
Youth Participation in School and Public Librar- 
ies. 


ED 238 443 


Library Skills 
ACC Study Guide £ cries. 


ED 234 869 
Attitudes of International Students in Regard to 
Library Skills Development in the Academic Set- 


ting. 

ED 235 810 
Basic Skills in the College Library: People, Books, 
and Machines. 

ED 233 739 
Directory of Library Instruction Materials in 
Pennsylvania Libraries. 

ED 233 740 
INFOQUEST: A Research Strategy Approach to 
Locating Information. 

ED 237 101 
Investigating Birthdays: A Library Research 
Project. 

ED 236 701 





Subject Index 


Library Skills Workbook. First Edition. 

ED 233 726 
A Perspective from  Develaging Countries. Back- 
ground Paper No. 

ED 239 615 


Project Prepare: Livingston-Steuben-Wyoming 
BOCES Library Research Skills Syllabus, Senior 


High Level. Field-Test Edition. 

ED 234 784 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 


ED 233 698 
Serving Deaf Students in Academic Libraries. 

ED 235 829 
Stacks of Ideas: Activities for Library Media Cen- 
ter and Classroom K-12. 

ED 239 659 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Library Resources 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
Using the Madonna College Library. A Self In- 
structional Library Orientation. 

ED 233 719 


Standards 
Approved Recommendations on Working Out 
National Standards of Library Service for the 
Blind. 


ED 238 431 
Recommended Standards for Educational Library 
Media Programs in Illinois. 

ED 237 105 

Statistics 

Bibliographic Instruction in Illinois Academic Li- 
braries: A Survey Report. Illinois Library Statisti- 
cal Report No. 11. 

ED 238 454 
Development of a Hospital Library Survey: A 
KOMRML Committee Approach. Kentucky- 
Ohio-Michigan Regional Medical Library Papers 
and Reports, No. 19. 

ED 235 838 
Illinois Public Library Annual Reports: Technical 
Processing. 

ED 234 796 
Introductory Data Collection and Analysis. 

ED 234 819 
Performance Measures in Illinois Special Librar- 
ies. Illinois Library Statistical Report No. 8. 

ED 234 805 
Report from the States, 1981-1983. White House 
Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 
sponses. 

ED 238 436 
Statistics Section. Management and Technology 
Division. Papers. 

ED 239 647 


Library Technical Processes 
Computer Software for Library/Media Center 
Applications [and] An Update. 

ED 233 716 
The Shattered Stereotype: The Academic Library 
in Technological Transition. 

ED 237 107 
Temple Israel Library Manual: A Handbook on 
Processing Procedures for the Non-Professional. 

ED 235 831 
Library Technicians 
Circulation Aide Training Manual. 

ED 239 620 
Temple Israel Library Manual: A Handbook on 
Processing Procedures for the Non-Professional. 

ED 235 831 

Users 

Information Technology Section. Management 
and Technology Division. Papers 

ED 239 644 
Library Use x Graduate Students and Faculty in 
Science and Technology Areas. RB-83-4. 

ED 238 447 
Library Use in the Science and Technology Li- 
braries, Spring Semester, 1983. RB-83-2. 

ED 238 448 
Management of Circulation Functions in Health 
Sciences Libraries. 

ED 234 821 
Problem Patron Manual. 

ED 235 824 


Round Table Mobile Libraries Section. Libraries 
the General Public Division. Papers. 

ED 239 641 

Two Studies of Illinois Public Libraries: An Adult 

User Survey; and Fines, Fees and Charges Levied. 
Illinois Library Statistical Report No. 7. 

ED 234 809 

og Books: 54 Suggestions To Increase Library 

ise. 


ED 237 178 


Life Cycles 


Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, man oe School 
Science Project. 


ED 239 888 


Life Events 


Case Studies of Critical Events. 
ED 234 304 


The Critical Events Interview Manual. 
ED 234 305 

Critical Events Shaping the Hispanic Woman’s 
Identity. 

ED 234 303 
: Developmental Ma- 
mmunity Settings. 

ED 234 302 
Irrational Beliefs as Moderators of the Life 
Stress-Depression Relationship. 


peo yg Your Identi 
terials for Academic and 


ED 234 335 


Life Goals 
Is a Doctorate for Me: A Workbook for Decision 
Making. 


ED 236 490 


Life History Method 


Life History Dimensions and Types between Age 
18 and 30. 


ED 235 451 


Life P 


Choosing Occupations and Life Roles. Teacher’s 
Handbook. 

ED 233 224 
Examining Sex Bias. Module 1. Choosing Occu- 
pations and Life Roles. 

ED 233 225 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 

ED 233 226 
Technology, Free Enterprise, and Careers 
through Industrial Arts. A Competency Based 
Curriculum Guide Designed to Meet High School 
Graduation Requirements. 

ED 236 361 


Life Review 


Guided Autobiography: An Approach to Human 
Development. 

ED 239 159 
The Older Learner: Education as a Means to 
One’s Past. 


ED 237 655 


Life Satisfaction 


Accessibility, Housing, Recreational Participa- 
tion and Retirement Life Satisfaction: Some Pre- 
liminary Results. Revised. 

ED 235 090 


A Career Development Approach for Black Stu- 
dents. 


ED 239 044 
Creative Health for Elders through Psychology 
and Art: A Pilot Study. 

ED 234 326 
A Factor Analytic Model of Community and Life 
— i¢ Case of North Carolina. No. 

ED 234 975 
Factors Predicting Satisfaction Judgments: A 
Comparative Examination. 

ED 236 478 
Family Life Satisfaction across Positional Roles, 
Family Development Categories and SES. 

ED 236 480 
Life Satisfaction in a Gifted Population. 

ED 237 820 
Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 

ED 237 259 

Life Span Development 

Sex and Experienced Control throughout Adult- 
hood: A Non-Linear Model. 

ED 236 483 


Lighting 255 


Life Style 
Aloha, Welcome to the Hawaiian Islands. 


ED 239 978 
Battered Women: A Lifestyle Study. 
D 239 160 


EB 
Choosing Occupations and Life Roles. Teacher’s 
dbook. 


Hans 
ED 233 224 
The Life of the Pawnee People (Upper Elemen- 


tary Unit). 

ED 235 933 
Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 


The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 
ED 235 934 


A School Program for a Healthier America: Edu- 
cator’s Guide. 

ED 233 837 
Singles in Australian Society. Discussion Paper 
Number 8. 

ED 235 402 


Lifelong 


Learning 
Academic Excellence and Public Service: A His- 
tory of University Extension in California. 
ED 239 531// 
Adult Participation in Lifelong Learning Activi- 
ties in California. 
ED 239 030 
Career Resource Centers. Searchlight Plus: Rele- 
vant Resources in High Interest Areas. 31+. 
ED 236 516 
Collaboration in Lifelong Learning. A Report on 
the Airlie House Lifelong Learning Leaders Re- 
treat (November 29 - Deceades 1, 1982). 
ED 236 362 
Cooperation and Competition in the Learning So- 


ciety. 

ED 238 474 
Counselors in Adult and Continuing Education. 
Revised. 

ED 233 242 
Economic and Political Dimensions of Recurrent 
Education. Policy Paper No. 83-C2. 

ED 235 572 
Effective Learning: A Study of Innovative Public 
Humanities Programs. Publication Number 5-80. 

ED 235 706 
Enhancing the State Role in Lifelong Learning: A 
Summary Report of a Project. 

ED 235 390 
Enhancing the State Role in Lifelong Learning. 
Case Studies of the Six Pilot States. 

ED 235 343 
Kansas Goals for Adult Learning. 

ED 236 315 
Lifelong Learning in America: An Overview with 
Implications for Secondary Education. Education 
& Work Program Project Report. 

ED 235 324 
Project 60: Innovative Program for Older Stu- 
dents. 

ED 236 960 
Recurrent Education: Investing in a Lifetime of 
Working and Learning. 

ED 236 795 
School Textbooks and Lifelong Learning: Text- 
books as Tools for Learning How to Learn. An 
Exploratory Case Study: United States of Amer- 
ica. 

ED 235 325 
The University of the Air Foundation-The Aim of 
the Establishment of the University and Its Pro- 
gramme. NIER Occasional Paper 04/82. 

ED 237 063 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 

ED 239 821 


Light 


Light. Learning in Science Project. Working Pa- 
per No. 23. 

ED 236 006 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 

ED 233 884 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 


ED 233 885 
Lighting 





256 «=—s Lighting 


Analysis of Use of 2 Micro-Computer Driven 
Classroom Display. Working Paper #82-30. 
ED 237 052 


An Approach for a ~ oe Minority 
Students with Exceptional N 
ED 239 457 


Bilingual Special Education: An Overview of Is- 
sues. Professional Papers. 
ED 238 232 
Bilingual Vocational Instructor Training 
First Year Performance Report and Evaluation. 
ED 233 139 


Bilingual Vocational Instructor Training Program. 
July 1, = 1983. Part I: Performance 
Report. Part II: Final Evaluation Report. 


Chapter Second sseiiteee 
I ee asa e 
(Funding Source: ECIA 83-035-134, F330- 
910-0900.) Interim Evaluation Report, 1982-83. 


C. . P 
Neo-Engish Proficient Children. 
ED 238 211 


Reading among 
Students from Spanish-Speaking emer 
Monograph 2. 

ED 240 178 
Developing a Bilingual Individual Education Pian 
for Language Minority Students. 

ED 239 456 
The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 
tic Classroom. 


ED 237 318 
Evaluation of Second Language Institutes for Cal- 
ifornia State Department of Education. 

ED 235 685 
The Exceptional Child: A New Challenge for Ex- 
ceptional People. 

ED 239 451 


The Federal Law of Bilingual Education. 

ED 235 294 
Federal Service Mandates in Education: A Pre- 
liminary Assessment. 

ED 238 161 
High Technology and Equal Educational Oppor- 
tunity. Parts I and II. 

ED 238 982 
How to Utilize Various State and Federal Agency 
Resources for Limited English Proficient Pupils 
with Exceptional Needs. 


ED 239 459 
Identification, Assessment and Pr S 


ogramming Sys- 

tem for Students of Limited English Proficiency: 
A Systems Manual. 

ED 236 918 


Issues of Language Assessment. Volume II: Lan- 
guage Assessment and Curriculum Planning. 

ED 236 911 
Issues R: 


egarding the Use of Interpreters and 
Translators in a School Setting. 


Language Census Report, 1983. 
ED 239 512 


Learning to Use a New Language: Language 
Functions and Use By First Grade Chinese- 
Americans. Final Report. 


ED 239 454 


ED 236 945 
eae Proficient Students: A Review of 
National Estimates. 

ED 235 676 
Nonbiased Assessment. 

ED 236 863 
One Approach in Teaching the Special Education 


ED 239 460 
An Overview of the Requirements of Special Edu- 
on (SB 1870) and Bilingual Education (AB 


: ED 239 453 
ee on Special Education Services for 
P Students.] 
ED 239 461 
A Program to Provide Vocational Training to 
Limited English Speaking Adults in a py = tw 
tional Setting. Final Report. 
ED 234 175 
Project BABS (Bilingual Academic and Business 
Skills). O.E.E. Evaluation Report, 1981-1982. 
ED 234 122 


Psychological Perspectives in Second Language 
Development. 


ED 235 952 
Report from the July 1982 Assessment Confer- 
ence (Eugene, Oregon, July 1982). 

ED 236 829 
The Right of Language Minority Students to a 
Fair Shot at a High School Diploma: A Legal 


Analysis. 

ED 238 181 
Second Language ore Implications for 
Assessment and Placemen 

ED 239 455 
Special Education and the Bili Child. Pro- 
ceedings of Conference Held at lena Hilton 
(Pasadena, California, December 3, 1981). 

ED 239 450 
Studies on Immersion Education. A Collection 
for United States Educators. 

ED 239 509 
Technical Aspects of Formal and Informal As- 
sessment of Language Minority Students: A Prac- 
tical Approach. 

ED 239 458 
A Th ical F r Bilingual Instruc- 
tion: How Does it = de Students i in Special 
Education? 





ED 239 452 
Training Bilingual Parents as Career Educators 
for Handicapped Youth. 

ED 236 825 
What We Know about Language Acquisition and 
Its Implications for Practice. 


ED 236 931 


Linear Equating Method 


An Investigation of the Feasibility of Applying 
Item Response Theory to Equate Achievement 
Tests. 


ED 235 198 


Linear 


Resource Allocation Modelling in Vocational Re- 
habilitation: A Prototype Developed with the 
Michigan and Rhode Island VR Agencies. 

ED 235 319 


Cohesion, Comprehending and Comprehensibil- 


ity. 
ED 233 314 


Linguistic Awareness 
Solving the Problem of Learning to Read: Chil- 
dren’s Linguistic Awareness and Reading 
Progress. 


ED 233 315 


Linguistic Borrowing 
Bikol Dictionary. PALI Language Texts: Philip- 


pines. 
ED 239 483 


ic Theory 

Analogizing from Generative Linguistics to Com- 
position. 

ED 236 672 
An Attempt toward a TESOL Theory: Some 
Meta-Research Consideraticns. 

ED 239 506 
Interdisciplinary Connections among Writing 
Theories and Teaching Practices. 

ED 236 694 
Language Transfer in Language Learning. Issues 
in Second Language Research. 

ED 239 502// 

New Lamps for Old: Realism & Surrealism in For- 
eign Language Teaching. 

_ ED 234 599 
A Quanititative Grammar of M =o Struc- 
ture: A Methodology for Language 

ED 239 491 
The Young Child as Writer-Reader, and Infor- 
mant. Final Report. 


ED 234 413 


Linguistics 
Introduction to Language. Linguistics 101. 
- 7 . Pha 238 _ 
constructive Recall of Linguistic Style. Techni- 
cal Report No. 286. 


ED 234 357 
Link 


The Link Co Pr 
ie urse Programme: Proposals for Pol- 
icy Development. Discussion Paper. 


ED 237 696 


Subject Index 


An Analysis and Synthesis of the Perceptions of 
Selected Secondary School Counselors of the 
American School Counselor Association Regard- 
ing Community Linkages in Career Education. 

ED 236 309 
Barriers to of Vocational Education and 
Apprentices : A Factor Analytic 

y: 


ED 239 069 
A Model for Linking Vocational Education and 
Industry. 


ED 239 070 


An Alternate Procedure to Obtain Ability Esti- 


mates in Latent Trait Models. 
ED 235 203 


AFT Educational Research and Dissemination 


Program. Final Report. 

ED 234 050 
Case Study of Swiss-Migrant Joint Associations 
(Switzerland). The CDCC’s Project No. 7: “The 
Education and Cultural Development of Mi- 
grants.” 

ED 235 940 
Educational Research and Dissemination Pro- 
gram. Training and Resource Manual. 

ED 236 125 
The Field Program Associate in the Partnership 
for Rural Improvement. 

ED 237 269 
Information Developer-User System Linking 
Roles of Education Assistants in the Missouri 
Small Farm Family Program. Research Bulletin 
No. 1042. 

ED 234 974 
A Manual for Developing Successful Projects. 
Company School Collaboration. 

ED 236 323 
Partnership for Rural Improvement: External Re- 
view. February 23-March 5, 1980. 

ED 235 985 
Partnership for Rural Improvement: New Dimen- 
sions. Annual Report 1980-1981. 

ED 235 983 
Partnership for Rural Improvement: Publications, 
1976-1983. 

ED 234 963 
Partnership for Rural Improvement: The Manage- 
ment for Transition. Annual Report 1981-1982. 

ED 235 984 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services 

ED 234 724 

Research Goes To School: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
Social Networks as a Mode of Informal Learning 
in Health Care-Comparison of Networks in Three 
Systems: Health, Education and Community De- 
velopment. 

ED 236 308 
VTAE Economic Development Project. Final Re- 
port. 

ED 235 361 


Inc 
SAT/ACT Preparation Program: A Team Ap- 
proach. NCCSCE Working Paper Series. 
ED 234 861 


Lion of the West 


) 
A Sourcebook of Interdisciplinary Materials in 
American Drama: J. K. Paulding, “The Lion of 
the West.” Showcasing American Drama. 
ED 236 723 


Listening to Writing: Implications for Evaluation 
and Pedagogy. 
ED 236 625 


Comprehension 
Anticipation of Gains in General Information: A 
Comparison of Verbal Aptitude, Reading Com- 
re and Listening. Technical Report No. 
ED 235 462 
Aural Comprehension in the Second Language 
Classroom. 
ED 233 569 
Comprehension of Ambiguity and Other Polyse- 
mous Utterances: Presented in Spoken Mode. 





Subject Index 


ED 236 666 
Convergent/ Divergent Predictions of Urban First 
Graders. 


ED 236 564 
The French Listening Comprehension Skills of 
Grade 6 English Program Students; Second Year 
of Testing. Research Report 81-10. 
ED 233 596 
Listening and Language Learning: Aspects of 
Theory and Practice. 
ED 236 935 


Listening Skills Assessment: Manual and Script. 
1980 New Hampshire Educational Assessment 


ED 236 651 
The Next Word on Verbal Ability. 

ED 236 572 
Perceptions of Unresponsive Others: Attribu- 
tions, Attraction, Understandability, and Mem- 
ory of Their Utterances. 

ED 239 327 
Retrieval Speed as a Determinant of Adult Read- 
ing Comprehension. 

ED 236 546 
Songs in the Academic Classroom. 

ED 236 606 
Sources of Difficulty in the Young Child’s Under- 
standing of Metaphorical Language. Technical 
Report No. 290. 

ED 234 376 
Speed Listening: Exploring an Analogue of Speed 
Reading. Final Report. 

ED 233 306 


Strategy Verbalization Effects on Self-Efficacy 
and Listening Comprehension. 

ED 233 816 
Testing the French Listening Comprehension of 
Grade 8 English Program Students. Research Re- 
port 82-07. 


ED 233 593 


Listening ion Tests 

The French Listening Comprehension Skills of 
Grade 6 English Program Students; Second Year 
of Testing. Research Report 81-10. 

ED 233 596 

Testing the French Listening Comprehension of 
Grade 8 English Program Students. Research Re- 
port 82-07. 


Listening Skills 

Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 


ED 233 593 


ED 236 433 

Comparison of Sentence Processing in Listening 
and Reading among College- and School-Age 
Skilled and Unskilled Readers. Final Report. 

ED 234 358 
Comprehension of Ambiguity and Other Polyse- 
mous Utterances: Presented in Spoken Mode. 

ED 236 666 
Developing Oral Communication Skills. 

ED 234 464 
Developing the Listening Speaking Component in 
English for Academic Purposes. 

ED 236 927 
Effective Teaching of Business Communications: 
Responding to Reported Business Needs. 

ED 235 532 
Elementary Language Arts Curriculum Guide. 
Curriculum Guide LA-001-82. 

ED 234 405 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
High School English Curriculum Objectives. 

ED 236 682 
Improve Your Communication Skills. Module 
L-8 of Category L-Serving Students with Special- 
/Exceptional Needs. Professional Teacher Edu- 
cation Module Series. 

ED 234 260 
Improving Speaking and Listening Skills. New 
Directions for College Learning Assistance, 
Number 12. 

ED 233 413// 

Listening and the Pupil. 

ED 236 746 
Listening Skills Assessment: Manual and Script. 
1980 New Hampshire Educational Assessment 
Program. 


ED 236 651 


pro egy for the Senta and MLAB) Tose 
of the Literacy rey ttery (LAB). Tech- 
nical Memorandum 82-4. 

ED 236 659 


Problems in Assessing Listening Skills. 
ED 239 332 
Proficiency Testing for the Other Language Mo- 
dalities. 


ED 238 268// 
The Search for Communication Skills. 
ED 235 540 
Short-Term Auditcry Memory of Above-Average 
and Below-Average Grade Three Readers. 
ED 236 574 
argo =, Lees an Analogue of Speed 
Poeding Ti Report. 
ED 233 306 


Study Habits: Advice to Students, Parents and 
Teachers from Research Data. 

ED 239 183 
bo Communication Skills. K-12 Curriculum 


ED 237 987 
Teaching Listening Skills for Parents. 

ED 234 438 
Teaching Speaking and Listening Skills in the Ele- 
mentary and Secondary School. Resources for 
Schools #19. 


ED 234 440 


iteracy ’ 
Center Study Group on Learning & Development 
[Report]. 

ED 236 999 
The Consumption Benefits of Literacy. 

ED 236 548 
Co-operating for Literac omg a Report of an Interna- 
tional Seminar (Berlin, October 1983). 

ED 237 755 
Families and Literacy: The Contribution of 
Out-of-School Experiences to Children’s Acquisi- 
tion of Literacy. Final Report. 

ED 234 345 
The Future of the Book: Part II-The 
ce Reading. Studies on Books and Reading 

0. 9. 


ED 234 348 
Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 

ED 238 087 
Literacy in Historical Perspective. 

ED 237 942 
Literacy in the Open-Access College. 


ED 237 125// 
Literacy Resources: How Preschoolers Interact 
with Written Communication. Final Report. 
ED 237 227 
Manual for the Administration and Interpretation 
of the Literacy Assessment Battery (LAB). Tech- 
nical Memorandum 82-4. 





ED 236 659 
Playful Literacy Activities and Learning: Prelimi- 
nary Observations. 

ED 238 577 
The Sociolinguistics of Literacy: An Historical 
and Comparative Study of Five Cases. Final Re- 
port. 

ED 236 943 
Toward a Theory of How Children Learn to Read 
and Write “Naturally”: An Update. 

ED 239 245 


Literacy Cam; 


paigns 

Planning and Administration of National Literacy 
Programmes: The Indian Experience. 

ED 238 093 
Training of Local-Level Administrative Personnel 
in National Literacy Programmes. Methodologi- 
cal Report of a Training Workshop (Nazareth, 
Ethiopia, November 20-30, 1981). 

ED 238 091 


Literacy Education 
Adult Literacy Education: An Ethical Endeavor. 
ED 239 043 


Aspects of Adult Education. 

ED 237 634 
Attitudes, Application, Action: Employability 
Skills for the Adult Literacy Student. 

ED 235 322 
Basic Skills in Defense. Professional Paper 3-82. 

ED 237 776 
The Design and Implementation of an Urban 
Adult Basic Education Program. 


Li 


Li 


Literary Genres 257 


ED 237 657 
Direc of Adult Education Periodicals. Sixth 
Revised Edition = Repertoire des sur 
lEducation des Adultes. Sixieme Edition i 
= Repertorio de Periodicos sobre Educacion de 
Adultos. Sexta Edicion Revisada. 

ED 233 127 
An Examination of the Adult Performance Level 
Project and Its Effects upon Adult Literacy Edu- 
cation in the United States. 

ED 236 576 
Guide to Selection of Adult Literacy Materials. 
Analyze before You Buy. 

ED 235 321 
“If Only They Can Be Reached...” Strategies for 
Literacy Program Recruitment. 

ED 235 323 
Literacy and New York City’s High School Aged 
Youth. Final Report. 

ED 236 255 
Making Literacy Work: The Specific Literacy Ap- 
proach. 

ED 236 413 
Organizing a Successful Adult Literacy Program. 

ED 235 320 
Planning and Administration of National Literacy 
Programmes: The Indian Experience. 

ED 238 093 
Poor Design and Management Hamper Army’s 
Basic Skills Education Program. Report to the 
Secretary of the Army. 

ED 233 179 

rogram and Curriculum Development in the 

Post-Literacy Stages. (A Workshop Manual). 


ED 239 ae 
The Promise of Literacy. Campaigns, Pr 
pon Projects. Report of he International fete 
on Campaigning for Literacy (Udaipur, India, 
January 4-11, 1982). 
ED 237 730 
Secretary’s Initiative on Adult Literacy. 
ED 239 037 
Spanish Literacy Investigation Project. 
ED 234 182 
Training of Local-Level Administrative Personnel 
in National Literacy Programmes. Methodologi- 
cal Report of a ae Workshop (Nazareth, 
Ethiopia, November 20-30, 1981). 


ED 238 091 


Literacy Events 


Literacy Resources: How Preschoolers Interact 
with Written Communication. Final Report. 
ED 237 227 


Literacy Retention 


Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 
ED 239 820 


Literary Criticism 


Biocybernetic Approach to the Analysis of a Lit- 
erary Text. 

ED 237 928 
Classroom Partners: Literature and the Printed 
Media. 

ED 236 600 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(17th, Hayward, California, May 7, 1982). 

ED 234 460 
A Glossary of Literature and Composition. Re- 
vised Edition. 

ED 233 377 
Target: Literature. K-12 Curriculum Guide. 

ED 237 986 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 

ED 236 681 
Ways in Analyzing and Responding to Literature. 

ED 238 027// 


iterary Devices 
A Switch in Point of View. 
ED 236 599 


iterary Genres 
Beowulf Debunked: A Pragmatic Approach to 
English Literature. 

ED 236 697 


Literature Line-Up: A Study of Different Forms 
of Literature for Intermediate Grade Children. 

ED 239 205 
Sizing Up the Situation: Kenneth Burke’s Drama- 
tistic Frames. 





258 + Literary Genres 


ED 234 435 


Paradigm Shifts in the Study of Literature. 


ED 239 303 
A Sourcebook of Interdisciplinary Materials in 
American Drama: George Aiken, “Uncle Tom’s 
Cabin” (1852). Showcasing American Drama. 


ED 236 723 


Literary Response 
Literature, Literary Response, and the Teaching 
of Literature: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 
ED 238 013 


Patterns of Story Development in Children’s Re- 
sponses to Literature. 

ED 234 399 

Ways in Analyzing and Responding to Literature. 

ED 238 027// 


a | Styles 
How To Write with Style. Power of the Printed 
Word. 


A Question of Style. 
ED 236 601 


Reconstructive Recall of Linguistic Style. Techni- 
cal Report No. 286. 


ED 236 589 


ED 234 357 
Striking a Balance: The Speechwriting Educator’s 
Perspective. 


ED 236 730 
How To Enjoy the Classics. Power of the Printed 
Word. 


ED 236 530 
Sisterhood Surv ce eg vec ey sn _ 
lantic Women’s Studies Association Conferen 
(West Chester, Pennsylvania, October 1-2, 1982). 

ED 239 567 
Writing from Literature. 

ED 236 607 


Literature Appreciation 
Approaches to Teaching the Short Story. 
ED 233 335 
Beowulf Debunked: A Pragmatic Approach to 
English Literature. 


ED 236 697 
Children and Books. 


ED 236 534 
A Course in Beginning English: English (B) Les- 
son Plans. 


ED 233 394 
ee agg of Story Character 
bal eo Suspense, and Outcome Resolu- 
tion. Technical Report No. 291. 
ED 236 547 
The English Teacher and the Arts. 
ED 239 298 
German Cinema as a Velsicle for Teaching Cul- 
ture, Literature and History. 
=e ~ gl ent Costas Ge 
iterature position. Re- 
vised Edition. 
ED 233 377 
Great Scenes From Shakespeare: An Introduction 
to the Bard. 
ED 236 594 
— gy Enjoy Poetry. Power of the Printed 


ED 236 529 
ogg Enjoy the Classics. Power of the Printed 


ED 236 530 
Learning to Tell Our Stories. 
ED 234 383 


Literature and Reading as Liberal Arts. 

ED 234 388 
Literature Line-Up: A Study of Different Forms 
of Literature for Intermediate Grade Children. 


ED 239 205 


tional” 3 i; teens Donaher es OL 44 
wg FS " 


ED 238 013 
A Literature Program for the Gifted: Gifted Writ- 
ers + Gifted Readers = Positive Reading Atti- 
tudes. 


ED 233 333 

New Essays in the Teaching of Literature. Pro- 

i of the Literature Commission Interna- 

tional Conference on the Teaching of English 
(3rd, Sydney, Australia, 1980). 

ED 239 2590 


A Novel Approach to Reading. 
ED 234 369 


Paradigm Shifts in the Study of Literature. 

ED 239 303 
Pedagogical, Psychological, and Literary Applica- 
tions of Self-Report Inventories. 

ED 236 553 


as i yo of Interdisciplinary Materials in 
ican Drama: George Aiken, “Uncle Tom’s 

Cabin (1852). Showcasing American Drama. 

ED 236 724 
A Sourcebook of bay ry Materials in 
American J. K. Paulding, “The Lion of 
the West.” Showentng American Drama. 

ED 236 723 
Stacks of Ideas: Activities for Library Media Cen- 
ter and Classroom K-12. 

ED 239 659 
Student Writing in the Foreground of Literature 
Class. 


ED 239 261 
Target: Literature. K-12 Curriculum Guide. 
ED 237 986 
Teaching Chicano Literature: Changing Tides and 
Challenges. 
ED 235 986 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 
ED 236 681 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 
ED 235 968 
Three Methods of Extending Understanding and 
Appreciation of Literature: A Review of the Re- 
search. 
ED 238 002 
Using Jackdaws to Build Background and Interest 
for Reading. 
ED 234 351 
Using Visual Models as Pre-Reading Exercises in 
Teaching Literature. 
ED 233 362 
Ways in Analyzing and Responding to Literature. 
ED 238 027// 
What Portion in the World: New Essays on Public 
Uses of the Humanities. Papers Presented at the 
National Conference of State Humanities Coun- 
cils, 1981. 
ED 233 617 
Your Reading: A Booklist for Junior High and 
Middle School Students. Sixth Edition. 
ED 236 671 


Reviews 
The Instruction of Reading Comprehension. 
Technical Report No. 297. 
ED 236 565 
Where To Find Summaries of Recent Reports on 
Education. 


ED 238 774 


Livestock 


Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section II. Introduction to Livestock Pro- 
duction. 
ED 236 336 
V.A. I Animal Science Technical Information. 
ED 235 350 
Loan Default 
Oversight on National Direct Student Loan Pro- 
gram Regulations. Hearing Before the Subcom- 
mittee on Postsecondary Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Seventh Congress, Sec 
ond Session. 
ED 235 767 
Loan Repayment 
Facilities Financing and the Department of Edu- 
cation. Viewpoint from the Campus. 
ED 238 390 
Oversight of Student Loan Marketing Association 
(Sallie Mae). Hearing Before the Subcommittee 
on Education, Arts and Humanities of the Com- 


Subject Index 


mittee on Labor and Human Resources. United 
States Senate, Ninety-Seventh Congress, Second 
Session. 


ED 235 768 
it on National Direct Student Loan Pro- 


Commit 
Representatives, roscoe Var 
ond Session. 
Ov S Loan Collec noo fie jo 

ersight on Student tions. Hearing 
before the Subcommittee on P Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 

ED 234 686 


Lobbying 


Position Statements Developed at the Spring 
Conference of the Confederated Organizations 

for Teacher Education, New York State (Syra- 
cuse, NY, 1983). An Occasional Paper. 

ED 236 142 


Local 


Government 

Community Skills: A Workshop on Leadership 
and Communication. 

ED 237 271 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
JTPA. Job Training Partnership Act (P.L. 97- 
300): Suggested Activities for State Advisory 
Councils on Vocational Education. 

ED 239 119 
Local Government: A Resource and Activity 
Guide. 

ED 238 772 
Public Service Employment: A Field Evaluation. 
ED 239 016 


Local History 
Block Study: Learning About Your Local Com- 


munity. 

ED 239 956 
The Capitol Experience in Washington, D.C. 

Neighbo: one. An ee... ate vi 

Changing r! luction to Al- 
exandria Through Its Buildings. 

ED 239 957 
ei Village, Arlington, Virginia: 1863- 


ED 239 953 
If These Walls Could Taik! The Story of Arling- 
ton House Before the Civil War. 

ED 239 955 
Jacksonville History Curriculum Guide. Grade 3. 

ED 235 271 
Making Decisions: Our Global Connection. Les- 
sons for Teaching Citizenship Skills and Concepts 
Using Local ieckaaseat” in World Affairs: 
Grades 8-12. 

ED 238 788 
The Ozarks Elementary Curriculum Project. 

ED 238 800 
What Did It Look Like Then? Eighteenth Cen- 
tury Architectural Elements. 

ED 239 952 


Local Issues 


Classroom Strategies for Using the Newspaper. 

ED 238 767 
Environmental Education: A Sourcebook for Sec- 
ondary Education. 

ED 236 087 
Grass Roots Activism in the United States: Global 
Implications? 

ED 240 005 
nde Is an Island: The Study of Interdepen- 

ce. 


ED 238 757 


Legislation 
Comparative Licensing Study: Profiles of pond 


Day Care Licensing Requirements. Da 
Centers. Volume 1: Alabama - Illinois. vaaee 
Edition 1981. 

ED 237 218 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Da: few 
Centers. Volume 2: Indiana - Nebraska. 
Edition 1981. 

ED 237 219 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 





Subject Index 


Centers. Volume 3: Nevada - South Carolina. Re- 
vised Edition 1981. 

ED 237 220 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 4: South Dakota - Wyoming. 
Revised Edition 1981. 

ED 237 221 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Family Day 
Care Homes. Volume 5: Alabama - Wyoming. Re- 
vised Edition 1981. 

ED 237 222 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Group Day 
Care Homes and Summary Tables. Vela 6. Re- 
vised Edition 1981. 

ED 237 223 


Local News 
Product Differentiation in Local Television 
News. 

ED 233 349 


Local Norms 
Indicators of Quality Schools: III. Review of the 
Literature on Effective Schools. 
ED 239 405 


Local Origination 
Community Cable for and by Children: An ACT 
Handbook. 

ED 238 405 


Locational Skills (Social Studies) 

Foliowing Directions. 

ED 239 988 
Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section III. Introduction to Soil Manage- 
ment and Classification. 

ED 236 311 
Research Report on Elementary and Secondary 
Teachers’ Competencies in Map and Globe Skills. 

ED 237 420 
Traveling the Continents and Cruising the 
Oceans. 


ED 239 979 
Two Comparative Studies of Student Views of the 
World. 

ED 240 039 


Locus of Control 

The Additive Effects of Choice and Control. 

ED 235 433 
Career Vitality of Professors: A Cognitive Re- 
structuring Model. 

ED 238 319 
Childrearing and Child Development Correlates 
of Maternal Locus of Control. 

ED 235 894 
Control and the Aged: Environmental or Person- 
ality Factors. 

ED 236 482 
Effects of Manipulation of Outcome and Expec- 
tancy on Attributions. 

ED 235 441 
An Examination of the Locus of Control Con- 
struct with American Indians from the Southwest- 
ern United States. 

ED 239 827 
Experienced Control in Pre-Adolescent and Ado- 
lescent Age Males and Females. 


Help Seeking and Receiving. 


ED 236 481 


ED 237 848 
Locus of Control Between Black Parents and 
Their Children: Applied Educational Research 
and Evaluation. 

ED 240 195 
Personality Factors and Expectation Effects in 
Teacher-Student Interaction. 

ED 239 184 
The Relationship of Locus of Control and Attribu- 
tion to Depression. 

ED 236 461 
The Relationship of Self-Concept to Causal Attri- 
butions. 

ED 234 293 
Remediating the Deficit: Social Skills Training 
with Juvenile Offenders. 

ED 235 446 
Sex and Experienced Control throughout Adult- 
hood: A Non-Linear Model. 

ED 236 483 
A Study of the Relation between Locus of Control 


and Risk Taking for Graduate Students in Educa- 
tion. 


ED 233 246 
The Teacher — Survey: A Measure of Teacher 
Locus of Contro! 

ED 240 153 


ithms 
thematics. MDC- 
Course III. A Co-Ser 
Madison BOCES. 


Review Guide. 
ject of the Cortland- 


ED 237 358 


“. Effects of Concreteness and Negation on the 


Difficulty of Hypothetical, Disjunctive and Lin- 
ear Syilogisms. 
Logic for Everyone. Alternative Techniques for 
ic for Everyone. Alternative ‘or 
Teaching Logic to Learning Disabled Students in 
the University. 
ED 234 549 
A Theoretical Foundation for the Study of Infer- 
ential Error in Decision-Making Gro 


‘oups. 
ED 235 513 


Thinking ; : 
Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 
Cognitive Process pepeatien. Research on 
Teaching Thinking Skills 

ED 234 997 
The Complete Problem Solver. 

ED 234 995 
Educational Applications of the Dialectic: Theory 
and Research. 

ED 239 136 
The Effects of Concreteness and Negation on the 
Difficulty of Hypothetical, Disjunctive and Lin- 
ear Syllogisms. 

ED 233 410 


On Making the I Universal: From Langer to Brit- 
ton to Kinneavy. 

ED 237 992 
Problem Solving and Comprehension. Third Edi- 
tion. 

ED 234 998 
Project R-3 tego Handbook. A Motiva- 
tional Program Emphasizing Student Readiness, 
Subject Relevance, and Learning Reinforcement 
through Individualized Instruction, Intensive In- 
volvement, and Gaming Simulation. Revised Edi- 
tion. 

ED 239 840 
Recognizing Cause and Effect Relationships 
(Grades 4-8). 

ED 239 206 
SPACES: Solving Problems of Access to Careers 
in Engineering and Science. Math and Career Ac- 
tivities for Elementary and Secondary Students. 

ED 239 841 
Writing Based on Reading: Reading Based on 
Writing. 

ED 234 389 
Young Children’s Reasoning and Recall in an Ob- 
ject Manipulation Task. 

ED 238 593 


LOGO Programing Language 
Children’s Libraries Section. Libraries Serving the 


General Public Division. Papers. 

ED 239 638 
Computer Programming by Kindergarten Chil- 
dren Using LOGO. 

ED 237 066 
Educational Considerations, Spring 1983. 

ED 235 787 
Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 


ED 239 602 


indergarten Language Screening Tet 1982-83 
Norms. Research Report 83-06 
ED 238 898 


Loneliness 
Children’s Loneliness: A Comparison of Rejected 
and Neglected Peer Status. 


ED 237 229 
The Lonely and Gifted Adolescent: Stress, De- 
pression and Anger. 

ED 236 495 


Long Term Care 
Evaluating Long Term 


Longitudinal Studies 259 


The Years Alone: A Reading Comprehension 
Unit (7-9). 


ED 239 213 


gy > oe gh 


lanning 
Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 


ED 238 351 
Comprehensive Education Plan: “ 
Quality of Teaching and Learning.” Schoo! 
1983-84. 
ED 234 054 
A Creative Approach to Planning That Works. 
ED 239 354 
Distant Education in 2001: Accreditation & Qual- 
ity. The Accrediting Commission Looks at the 
Evolving Forms of Correspondence Instruction. 
ED 234 743 
Education and Rural Development Planning. Re- 
port of a Regional Seminar (Bangkok, December 
8-16, 1980). 
ED 237 263 
Managing Decline in Rural School Systems: Pro- 
gram Organization and Delivery. 
ED 235 930 
eg, yom oe Higher Education in the Ei ~ 
e Plan for Public Higher 
aper. The Alden — 
ED 233 668 
Moving Education and Its Administration into 
the Microelectronic Age. 
ED 239 389 
New England College Tries to Adjust to Fewer 
Students, Teachers, and Dollars. 
ED 236 956 
Pima County Community College District 5 Year 
Master Plan 1983-1988. 
ED 233 752 
for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues R: 
ED 236 773 
Planning Models for Colleges and Universities 
ED 234 715// 
Strategic Planning and Management for the 
“Third Wave” Society. Strategic Report. 
ED 233 651 
Strategic Planning and Management for Voca- 
tional-Technical Education on the Community 
College Level. 
ED 237 129 
1983 Annual Report of the American Camping 


ED 238 653 


Care Demonstration 
Projects: The Potential of the Institutional Cohort 
Design. 


ED 233 263 
Long Term Care: Report to the Secretary. Service 
Deliv: Assessment, Office of the Inspector 
Geni December 1981. 
ED 239 179 
Modeling Hospital Discharge and Placement De- 
cision Making: Whither the Elderly. 
ED 237 897 
Term Care Facilities 
fection Control in the Long Term Care Facility. 
ED 236 440 


Long Term Mi 


‘ emory 
Anxiety and the Retrieval of Information from 
Long Term Memory. 


ED 238 913 


Earth-Sun Relationships: Latitude, Longitude and 


Time. 
ED 236 061 


Studies 

Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Two (Spring) Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 

ED 240 169 
Longitudinal Evaluation of the C/A/I Computer 
Assisted Instruction Title I Project, 1979-1982. 

ED 234 062 
New Data Available for the National Longitudi- 
nal Surveys. 

ED 234 064 
Pathways to the Future: A Report on the National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1979. 





260 Longitudinal Studies 


ED 236 219 
Pathways to the Future, Vol. III. The National 
Longitudinal Surveys of Youth Labor Market Ex- 
perience in 1981. Final Report. 

ED 236 221 
Pathways to the Future, Vol. II. The National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1980. Final Report. 

ED 236 220 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 

ED 238 837 
Stability of the SOMPA’s Health History Inven- 
tory. 

ED 236 215 
Stability of the SOMPA’s Sociocultural Modali- 
ties. 


ED 236 216 
Student Achievement in Illinois, 1970 and 1981. 

ED 238 921 
Summer School Pilot, 1982: Second Report to the 
Texas Education Agency. 

ED 236 155 
A Time Series Approach to the Longitudinal 
Study of Undergraduate Grades. 

ED 235 228 


Leosely Coupled Systems 
Rational Bureaucracy or Loosely Coupled Sys- 
tem? An Empirical Comparison of Two Images of 
Organization. 
ED 238 096 


Lord (Frederic M) 
On Lord’s Paradox. Program Statistics Research. 
ED 237 515 


Los Angeles Unified School District CA 
Achieving Curriculum Alignment in Schools. 
ED 239 379 
Effectiveness of Alternative Desegregation Strat- 
egies: The Issue of Voluntary versus Mandatory 
Policies in Los Angeles. Part 1: 1979. Revised. 
ED 240 185 


Loss Function 
Estimating the Imputed Social Cxst of Errors of 
Measurement. 

ED 237 333 


eo. Curriculum Guide. Bulletin 1580. Re- 
vised 1984 

ED 239 907 
_— ess Arithmetic. Curriculum Guide. Bulletin 

2. 

ED 239 910 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
Final Report of the Haitian/English Language 
Project. 

ED 238 252 
Louisiana Minimum Standards for Mathematics, 
Grades 1-12. 1978. Bulletin 1497. 

ED 239 904 
Louisiana’s French Language Instruction: Ap- 
praisal and Recommendations. A Report to the 
Governor and the Louisiana Legislature from the 
Commission on French as a Second Language. 

ED 238 287 
Louisiana Statewide Assessment and Data Man- 
agement System for Hearing Impaired, Visually 
ow and Deaf-Blind Students. Final Report, 

1-82 

ED 233 520 
Mathematics I. Curriculum Guide. Bulletin 1608. 

ED 239 909 
Mathematics II. Curriculum Guide. Bulletin 
1161. Revised 1983. 


Preparing for the 90s: Thrust fe ae * 
flor the t for ity in 
a. [and] Thrust for Quality in 


ED 239 749 
Scopes II. The Great Debate. Creation vs. Evolu- 
tion. 


ED 238 733 
The Use of the Computer in Louisiana Schools. 
Bulletin 1679. Revised. 


ED 234 764 

Louisiana (Lafayette Parish) 
Computer Assisted Instruction as an Enhancer of 
ED 236 262 


Louisiana (New Orleans) 
Microform Collections in New Orleans Academic 
and Public Libraries: A Union List. 
ED 234 802 


Louisiana Competency Based Education 
Law 
Accountability Structures in Managing State Ed- 
ucation Agency Competency Based Education 
Programs. 
ED 233 475 


Low Achievement 

Effective Programs for the Marginal High School 
Student. Fastback 197. 

ED 235 132 
An Examination of the Causes of the Low Perfor- 
mance in Primary School National Common En- 
trance (NCE) Examination in Borno State. 
African Studies in Curriculum Development & 
Evaluation No. 63. 

ED 234 930 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
Motivational Strategies for Teaching Language 
Arts: A Resource, K-12. 

9 236 595 
Student Performance Patterns 

ED 234 098 
Student Responses to Classroom Instruction. Fi- 
nal Report. 

ED 237 489 
Tests, Achievement, and Bilingual Students. 

ED 238 907 


Low Income 


Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 


ED 236 157 


Low Income Grow 


ps 
An Analysis of Characteristics Which Most En- 
able Low Income Heads of Household Women to 
Complete Technical Training Programs. Final Re- 
port. 
ED 234 196 
The Anatomy of Institutional Development for 
Higher Education Institutions Serving Students 
from Low-Income Backgrounds. Final Report. 
ED 238 322 
Determinants of Schooling Attainment and En- 
rollment Rates in the Philippines. 
ED 235 981 
Evidence Continues to Mount on Benefits of Pre- 
school. 
ED 234 886 
Impacts from the Youth Incentive Entitlement 
Pilot Projects: Participation, Work, and Schooling 
Over the Full Program Period. 
ED 236 301 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 
ED 237 246 
Perceptions of Low-Income Mothers Toward 
School Desegregation. 
ED 234 909 
Socio-Economic Backgrounc as an Influence Fac- 
tor in Pupils’ Achievement in Primary Schools in 
Embu District, Kenya. African Studies in Curric- 
ulum Development & Evaluation No. 69. 
ED 234 931 
A Study of Children At-Risk. 
ED 235 256 
Lew Vision Aids 
Helping tie Visually Impaired Student with Elec- 
tronic Video Visual Aids. 
ED 236 905 
Lunar Research 
Activities in Planetary Geology for the Physica! 
anc Earth Sciences. 
ED 239 921 


Lunch Programs 
Administrative Guidance for Verification of Na- 
tional School Lunch, Breakfast and Special Milk 
Applications. 
ED 238 147 
Bring a Parent to Lunch 
: ED 239 345 
Doing More with Less: Innovative Ideas for Re- 
ducing Costs in the School Nutrition Programs. 
ED 239 353 
The National Evaluation of School Nutrition Pro- 


Subject Index 
grams. Final Report - Executive Summary. 
% got 118 
Oversight Hearings on Vocational Education, 
School Lunch, Asbestos in Schools, Racer moe 
and Secondary Education Programs. H 
fore the Subcommittee on Elementary, ~ oe 
ary, and Vocational Education of the Committee 
on ~——— Sights = Gale. . ng al 
tives, Ninety- irst 
(Ashland, Kentucky, May 13, 1983; lelagae 
Kentucky, May 14, 1983). 
ED 237 768 
School Lunch Programme in Japan. NIER Occa- 
sional Paper 02/82. 
ED 235 541 


MacAndrew Alcoholism Scale 


MMPI Characteristics of False Negatives on the 
MacAndrew Alcoholism Scale. 


ED 237 898 


Machine Readable 


MARC Database Statistics: An Aid to BSDP Par- 
ticipants Covering Volumes 1 through 8 of the LC 
MARC Database BOOKS ALL. Final Report. 
ED 234 782 
Rare and Precious Books and Documents Section. 
Collections and Services Division. Papers. 
ED 239 631 


Machine Tool Operators 


Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Millwright. 

ED 234 268 
A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tool Operations. 

ED 235 377 
Drill Press Work Sample. 

ED 236 427 
Machine Shop Milling Machines. Oklahoma 
Trade and Industrial Education. 


ED 236 346 


Machine Tools 


Agricultural Mechanics Unit for Plant Science 
Core Curriculum. Volume 15, Number 4. Instruc- 
tor’s Guide. 

ED 235 310 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Machinist Training. 

ED 234 269 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Millwright. 

ED 234 268 
Course Outline for Lesson Plans for Pre-Employ- 
ment Laboratory Training in CVAE-VEH Farm 
and Ranch Mechanical Repair. 

ED 236 316 
Drill Press Work Sample. 

ED 236 427 
Machine Shop Milling Machines. Oklahoma 
Trade and Industrial Education. 

ED 236 346 


Machine Transcription 


Machine Transcription. A Developed Course En- 
compassing the Competencies Identified in the 
Administrative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 873 


Machinists 
— Book in Print Reading for Machine 
op. 


ED 239 106 
A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tool Operations. 

ED 235 377 
Machine Shop. Block II. Print Reading. 


ED 239 105 


Macomb Community College MI 


Awareness to Action. 
ED 237 733 


Macomb County Community College MI 


Small Business and Economic Development in 
Macomb County. 


ED 233 183 


Macroeconomics 


Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A Stu- 
dent Guide [and] Basic Program. 

ED 235 099 





Subject Index 


Applying Text-Processing Principles to College 
Writing. 


ED 235 492 


Madonna College MI 
Using the Madonna College Library. A Seif In- 
structional Library Orientation. 

ED 233 719 


Magnet Schools 
Evaluation of the Potter-Thomas Bilingual-Bicul- 
Magnet Elementary School Project, 
1981-1982. Report 8330. 
ED 234 628 
Guide to Magnet School Development. 
ED 236 305 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the First Year, 
1976-1977. Report 7863. Title VII Project. 
ED 234 624 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the Second 
Year, 1977-1978. Report 7965. Title VII Project. 
ED 234 625 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the Third Year, 
1978-1979. Report 8215. 
ED 234 626 
Survey of Magnet Schools. Analyzing a Model for 
Quality Integrated Education. Executive Sum- 
mary. Final Report of a National Study. 
ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 
ED 236 304 


Magnification Methods 
Helping the Visually Impaired Student with Elec- 
tronic Video Visual Aids. 
ED 236 905 
Mail Questionnaires 
Designing and Utilizing Mail Questionnaires in 
Educational Research. Monograph Series 83.1. 
ED 236 246 


Main Idea 
Effect of a Direct Instruction Paradigm for Teach- 
ing Sixth Grade Students to Comprehend Main 
Ideas. 

ED 237 931 
The Frequency and Placement of Main Ideas in 
Children’s Social Studies Textbooks: A Modified 
Replication of Braddock’s Research on Topic 
Sentences. 

ED 237 939 
Go-Pher These Main Ideas. 

ED 239 212 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 

ED 239 238 


Maine 
Field Trip to a Rocky Shore. 


ED 237 309 
What Are the ABC’s of Marine Education? An 
Introduction to Marine Education in the Gulf of 
Maine Region. 

ED 238 726 


zg 

Administrative Implications of an Empirical 
Analysis of the Role of the Regular Classroom 
Teacher in Implementing IEPs. 

ED 239 472 
Behaviour Problems in the Comprehensive 
School. 

ED 239 462 
The Challenge of Integrating Students with Se- 
vere Disabilities. ; 

ED 236 831 
aa Literature—-For All Handicapped Chil- 

en. 


ED 234 541 
The Child With Cerebral Palsy in the Regular 
Class. 


ED 235 167 
Dean’s Grant Projects: Challenge and Change in 
Teacher Education. 

ED 237 471 
Evaluation of the SED Program for Young 
Adults: 1980-81 School Year. A Special Study in 
Special Education. 

ED 233 537 


Fact Sheet: Community Colleges and Handi- 
capped Students—Concerns and Resources. 
ED 235 873 
A Follow-Up Study on the Relationship between 
Vocational Evaluators’ Recommendations and 
Student Placement in Vocational Education Pro- 
grams. 
ED 233 129 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 
ED 236 903 
Handbook on Mainstreaming. Handicapped Stu- 
dents in Vocational Education. 
ED 233 221 
Handicapped Students in Regular Vocational Ed- 
ucation: Impact on Class Interaction and Instruc- 
tional Variables. Final Report. 
ED 234 183 
Improving Peer Acceptance of Mainstreamed 
Handicapped Children by Teacher Training. Final 
Report. 
ED 239 474 
Integration for Severely Handicapped Children 
and Youth. 
ED 239 436 
Into the Christian Community: Religious Educa- 
tion with Disabled Persons. 
ED 239 448 
Mainstreaming the Handicapped: The Research 
and Development of a Six-Module Training Peck- 
age. Final Report. September 1, 1978 through 
June 30, 1979. 
ED 234 167 
Making Integration Work. Human Policy Re- 
ports: An Action Series. 
ED 236 819 
The Nature of Special Education: People, Places 
and Change. 
ED 235 610// 
Newtown High School. Queens Chinese/Korean 
Bili Language Arts Resource Center, 
1981-1982. O.E.E. Evaluation Report. 
ED 234 128 
New Utrecht High School Project Impact, 
1981-1982. O.E.E. Evaluation Report. 
ED 238 986 
Perspectives on the Integration of Regular and 
Special Education: Eliminating the Knowledge 
Dichotomy at the University Level. 
ED 233 540 
Program for Special Gifted Children. Annual 
Evaluation Report. 9/1/81 to 8/31/82. 
ED 235 634 
Programming for Emotionally Disturbed Stu- 
dents in Rural Public Schools. Conference Pro- 
ceedings (Minneapolis, Minnesota, November 4, 
1981). Program Assistance Report No. 6. 
ED 239 785 
Public Education for Children with Severe, Pro- 
found, and Multiple Disabilities: The Least Re- 
strictive Environment. Human Policy Reports: 
An Action Series. 
ED 236 818 
Public Law 94-142: What Does It Mean for the 
Classroom Teacher? For Your Information. 
ED 236 901 
Reconceptualizing Support Services for Class- 
room Teachers: Implications for Teacher Educa- 
tion. 
ED 240 079 
Resource Catalogue for Teachers of Severely 
Handicapped Students. Program Assistance Re- 
port No. 10. 
ED 236 855 
The Slow Learner and Retarded Child in the Reg- 
ular Class. 
ED 235 164 
Special Needs in Education (E241): An Alterna- 
tive System: A Special Imagination, Unit 16. Sec- 
ond Edition. 
ED 235 625 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 
ED 235 619 
Special Needs in Education (E241): Special Biog- 
raphies, Unit 1/2. 
ED 235 612 
Teaching Hearing-Impaired Children in Regular 
Classrooms. Language in Education: Theory and 
Practice, No. 54. 
ED 233 590 
Teaching Mainstreamed Learners. A Module for 


Malawi 261 
Assisting Vocational Teachers in Meeting the 
Needs of Handicapped Students. 
ED 237 756 
Touchstones for the Writing Process. 
ED 237 974 
The Visually Handicapped Child in the Regular 


ED 235 166 


Evaluation of the Industrial Maintenance Pro- 
gram at Caldweil Community College and Tech- 
nical Institute. 

ED 238 463 
Neighborhood Change: Theories, Realities, Pros- 
pects. 


ED 235 261 


Majority Attitudes 


The Spiral of Silence Ten Years Later: An Exami- 
nation and Evaluation. 


ED 235 528 


Majors (Students) 


Academic Achievement and Reading Ability: 
Hispanics, Males and Females. 

ED 238 621 
Academic Crossover Study: Community Col- 
leges, Fall 1981. 

ED 233 747 
Academic Profile of 1983 Maryland College- 
Bound Seniors. 

ED 239 532 
Academic Public Relations Curricula: How They 
Compare with the Bateman-Cutlip Commission 
Standards. 

ED 233 355 
The American College Student, 1982. National 
Norms for 1978 and 1980 College Freshmen Two 
and Four Years After Entering College. 

ED 235 763 
Assessing Psychology Majors’ Career Needs. 

ED 233 260 
Curriculum —— Responding to 
Changing N 

ED 234 696 


Evaluating the Payoffs of College Investments for 
7 ig White, and Hispanic Students. Report No. 
44, 

ED 235 733 
Major Gains and Losses. Recent Shifts in Popu- 
larity of Academic Disciplines as Fields of Con- 
centration. Commission Report 83-25. 

ED 235 728 
Participation in Postsecondary Education in New 
York State by Racial and Ethnic Categories. 

ED 238 998 
Postsecondary Certificates and Degrees in the 
State of Alaska. 

ED 239 539 
Race and Sex Differences in Degree Attainment 
and Major Field Distributions from 1975-76 to 
1980-81. 

ED 234 656 
Student Employment Information Service. A Re- 
port to the Board of Directors. 

ED 238 334 
An Undergraduate Program in Human Factors: 
The Need, the Problems, and the Outlook. 

ED 234 330 
Women’s Peer Groups and Choice of Career. Fi- 
nal Report. 

ED 236 389 


Makah (Language) 
Makah A!phabet Book. 


ED 233 850 
The Makah Counting Workbook. 

ED 233 853 
The Raven and the Crow: A Makah Story Color- 
ing Book. 

ED 233 852 

ive Persistence 

Learned Helplessness: An Analysis of Failure 
Avoidance through Maladaptive Persistence. Pre- 


ED 237 207 
jisms : 
Malapropism as a Complicating Factor in the 


Teaching of Written Chinese. 
ED 239 513 


Malawi 
An Evaluation of the UNESCO Primary Science 





262 Malawi 


Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 
ED 234 984 
An Examination of the Suitability and Relevance 
of the Prescribed Textbook for English Literature 
at Junior Certificate Level in Malawi Secondary 
Schools. African Studies in Curriculum & Evalua- 
tion. No. 50. 
ED 234 000 


Education in Malaysia: 1980. 

ED 236 077 
English Teaching Profile: Malaysia. 

ED 238 258 
Expectations of RF ey Mothers for the 
Schooling of Their Children. 

ED 237 286 
The International Institutionalization of Educa- 
tion. 

ED 233 444 


and Reading Ability: 
_ED 238 621 


Academic Achievement 
Hispanics, Males and Females. 
Plack Male Labor Force 

ED 240 201 
Client Characteristics Associated with Treatment 
Outcome for Aggressive Boys. 

ED 239 157 


A Comparative View of the Roles of Women and 
Men: Grades 6-12. Comparative Studies Series. 

ED 238 799 
Comparison of Faculty Salary Levels of Men and 


sity of Maryland, College Park _ and 1982 
}). Summary of Findings and Actions. 
ED 235 718 


Education for Fatherhood: Developing the Nur- 
turing Potential of Boys and Men. 
ED 234 919 
Factors Contributing to the Enrollment of Males 
in Program Areas Not Traditional for Their Sex at 
Sas Vocational Education Level in 
ED 237 759 
Gender Socialization from Child’s Play to Organi- 
zational Gaming: Roots of Female Corporate Par- 
ticipation in Children’s Games. 
ED 233 415 


Measuring Attitudes toward Males in 

ED 233 287 
Origins of the Sexual Division of Labor. 

ED 238 789 
amy Interactions of Preschool Hyperactive 


ED 235 924 . 


Sports and Physical Education in American High 
Schools: Some Historical Reflections. 

ED 234 045 
A Study of Differences in Pre-Adolescent Boys’ 

Interpersonal Perceptions and Social Adjustment. 

ED 235 896 
What Else Don’t Real Men Do? Sex Role Orien- 
tation and Adjustment in College Males. 

ED 233 275 
Women in Librarianship: A Cross-National Prob- 
lem Study. 

ED 238 453 


Man Machine Systems 
Computer Conferences: Success or Failure? 
ED 235 771 
patent Research Ferum in Information 


Science Proceedings (4th, Boras, Sweden, 
tember 14-16, 1981). ” " wd 
ED 237 085 


The Introduction of Software Tools. Final Report. 
Methods for Improving the U: matte 
for ser: puter Inter- 

face. Technical Report. 
ED 234 771 


Samant vaeemeaen teeien toe 


(San Diego, Califor- 


oo 31 - April 2, 1983). Technical Report 
ED 238 397 
yl Technology and Education. Report 


ED 233 701 
User Centered S: for the CHI 
oy ny ey ey 


ED 238 416 


Management by Ob 


jectives 
ne ae 
ED 237 903 


Management 
Annual Report, 1982. 
ED 233 738 


Managemen 
Report Number Ten. 
ED 239 566 


A it of Ideas for Implementi com 
ment Team: Or, Tow WerAll Have Our Sep 
Always Our Way. 

ED 239 372 


Educational Leadership: What Next? 
ED 239 388 
ent Planning. Re- 
‘ok, December 


ED 237 263 
An sey te a and Management Strategy in 


Quality Cire 

ED 238 113 
An Executive Training Program. 

ED 233 500 


Handbook for the Principal Internship. Revised. 
ED 238 155 
In-Service for School Principals: A Status Report. 
ED 233 434 
Management Training for School Leaders: The 
Academy Concept. Fastback 198. 
ED 236 785 


Preparing for the Future: A New Professional De- 
velopment Programme for Adult Educators. 

ED 239 547 
Preparing the Communication Specialist: Some 
Implications of an Ongoing “Train the Trainer” 
Program in One Industry. 

ED 239 326 


Selecting American School Principals: A Source- 
book for Educators. 


Education and Rural Devel 
port of a Regional Seminar 
8-16, 1980). 


ED 236 811 
Selecting American School Principals: Executive 


Summary. 
ED 239 421 
Selecting American School Principals: Research 


Report. 

ED 238 206 
Special Education Needs of Regular Education 
Administrators. 

ED 238 177 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 

ED 235 628 
Supervised gyn Work Experi- 
ence Program. A vm of the Florida Ex- 
tern Leadership Training for Local 
Administrators of Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 

ED 237 681 
Training of Local-Level Sacer Personnel 
in National bp Methodologi- 
cal Report be A se Wenkebes (Nazareth, 
Ethione, November 1981). 

ED 238 091 
Viewing Performance Appraisal with a Wide An- 


gle Lens. 

ED 237 903 
Women & Minorities’ Leadership Program in Ed- 
ucational R&D. Final Report, Soenulias 1, 1981 
to November 30, 1982. 


ED 233 499 


Information Systems 
The Administrator’s Use of Microcomputer Sys- 
tems. 


ED 234 729 
The Cincinnati School-Based Management Infor- 


mation System. 

ED 233 441 
Computers and Mental Health Care Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
Cumastions in Higher Education: A Planning Per- 
spective for Administrators. CAUSE Monograph 


ED 236 974 
ign of Man- 
tate Voca- 


A Conceptual Approach to the 
agement Information Systems for 


Subject Index 


ED 235 313 

sella S » at tee Hace 
tt - Strategies an: 

of the Workshop of the National Bureau of Stan- 

dards and the Association for Computing Ma- 

chinery (Ft. Lauderdale, Florida, October 20-22, 


1980). 
ED 233 686 
The Development of a Rehabilita- 
tion Psychology Computer A) 
‘ED: 237 = 
System for Vocational Educators of 7 
ieeds Students...Or How Can I Be in 15 Places 
at Once? LINCpaper 822. 
tn Technology. 
tegrating Human Resources and 
Proceedings of the Association for Institutional 
Research Forum (Toronto, Canada, May 23-26, 
1983). Association for Institutional Research 
1983-1984 Directory. 
ED 237 041 
Library Automation as a Source of Management 
Information. Papers presented at the Clinic on 
Library Applications of Data Processing (19th, 
Urbana, IL, April 25-28, 1982). 
ED 237 102 


A Management Information Systems Needs 
Analysis for the University of Nevada Reno. 
ED 238 335 
Management Uses of Microcomputers. The Best 
4 ERIC on Educational Management, Number 


ED 234 480 
MANAGER (Michigan Analysis Network and 
General Evaluation Report) Handbook. 

ED 234 833 
MiSIS: Michigan Student Information System. 

ED 234 830 
MiSIS — Student Information System) 
Activities Manual. 

ED 234 831 
MiSIS Leg a — Information System) 
Procedures Man 

ED 234 832 
Model Special Education Manpower Information 
and Management System. Final Report. 

ED 235 595 
National and International Information Policies. 
IST 682, A Graduate Course. 

ED 237 103 
Nebraska Survey of Sensory Impaired Children 
and Youth. Final Report, 1981-82. 

ED 233 519 
Present and Future Computer Applications in 
Special Education Research, Evaluation and 
Planning. 


ED 236 239 
Project SPECIAL: System Evaluation Report. 

ED 240 123 
“START”: A Computer-Assisted Management 
Model for Student Testing, Advisement Reten- 
tion, Tracking. 

ED 235 868 


A Word Processing Data and Information Model 


for Program Management. 
ED 238 100 


it Systems 
Community College Strategic Planning & Man- 
agement Control Reform in New York State: An 


Paper. 
ED 238 507 
Desafios que Enfrentaran las Administraciones 
Universitarias en los Proximos Anos (Challenges 
for University Administration in the Years 
Ahead). 


ED 239 809 

Management Systems for Gifted and Special Edu- 

cation Programs: A Manual for Cost-Effective 
Administration. 

ED 239 423// 

a of Administrative Control in Educa- 

tional Organizations: An Exploratory Study. Fi- 


nal Report. 

ED 238 192 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 

ED 234 520 
Resource Allocation Modelling in Vocational Re- 
habilitation: A Prototype Developed with the 
Michigan and Rhode Island VR Agencies. 

ED 235 319 





Subject Index 


Teams 
A it of Ideas for Implementi: 
ment Team: Or, How We All Have 


the oe. 

Say If Not 
Always Our Way. 

= 239 372 

For Effective School Leadership, Your 


Management Team on the Right Tack. ie End- 


paper. 

ED 236 759 
If You Would Preserve the Management Team, 
You Must Pitch In and Do Your Part. The Endpa- 


per. 
ED 236 765 
i =e of the Confidential yey as a Mem- 
the — Team. ACSA Operations 


Notebook 
ED 239 361 


Managerial Occupations _ . 
Beauty and the Boss: A Mixed Blessing. 

ED 234 329 
The Executive Woman: Rhetorical Visions in 
“Management Review,” 1951-1981. 

ED 238 057 
Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing Programs. 

ED 234 189 
When Manager Not Sex Is Salient: A Limitation 
to Sex Stereotypes as iers to Women in Man- 
agement. 

ED 237 874 


Chinese 

Topic-Comment Structure and Grammatical Sub- 
ject in First Language Acquisition of Mandarin 
Chinese: A Study of Equi-Constructions. 

ED 233 579 
Why Chinese Children’s Acquisition of Mandarin 
Predicates Should Be “Just Like English.” 

ED 233 576 


Effectiveness of Alternative Desegregation Strat- 
egies: The Issue of Voluntary versus Mandatory 
Policies in Los Angeles. Part 1: 1979. Revised. 

ED 240 185 
Mandated Multicultural Education: Boon or 
Boondoggle. 

ED 239 155 
A Mandatory Freshman Advising Program in a 
University of 9,000 Undergraduate Students. 

ED 237 821 


Retirement 

Faculty Retirement at the COFHE Institutions: 
An Analysis of the Impact of Age 70 Mandatory 
Retirement and Options for Institutional Re- 
sponse. 

ED 233 643 
Potential Financial and Employment Impact of 

70 Mandatory Retirement Legislation on 

COFHE Institutions. 

ED 233 644 
Retirement Plans and Related Factors Among 
Faculty at COFHE Institutions. 

ED 233 645 


Mangroves 
Mangroves and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 

ED 237 337 
Mangroves Build Land. “Mangroves are a Valu- 
able Resource.” Grades 7 and 8. A Two Lesson 
Unit. Student Learning Activity Module. 

ED 237 338 


ae Materials 
Mathematics instruction in IGE and Non-IGE 


Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
Mathematics Manipulatives in a Pre-Vocational 
— Teacher Inservice and Classroom Re- 


searc 

ED 237 739 
Suggestions for Teaching Mathematics Using 
Laboratory Approaches. 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 

ED 236 050 


Manitoba. Reference Series No. 28. 
ED 235 054 


Education and the Labour Market. SRHE 
Monograph 43. 
ED 233 611 


Manpower Research 
aes Forecasting of Librarians in Austra- 


ED 233 729 


ED 235 715 


ual Dexterity 
Manual Dexterity Work Sample. 
ED 236 431 


Manufacturing 
CAD/CAM Program Development Study 


Project Report. 

ED 233 213 
Charcoal. Third World Science. 

ED 235 034 
Fermentation. Third World Science. 

ED 235 039 


ED 235 045 
ED 235 046 


Salt. Third World Science. 
Soap. Third World Science. 


Man 


Young People in Transition. Report of the 
VCM-TEAC Study. 
ED 237 770 


Manuscript Wri 


(Handlettering) 
Why a Calligraphy Course for Language Students. 
ED 239 517 


Mani 


uscripts 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 
ED 234 927 


Map Libraries 


Geography and Map Libraries Section. Special 
Libraries Division. Papers. 
ED 239 652 


Map Skills 
Activities Using “The State of the World A’ 


Grades 7-12. International Understanding Series. 

ED 240 004 
Climatic Concepts and Regions. 

ED 236 057 
A Developmental Mapping Program Integrating 
Geography and Mathematics. 

ED 238 796 
Discovering the Multi-Factor Region. 

ED 236 058 
nua Relationships: Latitude, Longitude and 

ime. 

ED 236 061 
Following Directions. 

ED 239 988 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 

ED 239 823 
Mapping the Land: Aerial Imagery for Land Use 
_— Resource Publications in Geogra- 
phy. 

ED 235 078 
Research Report on Elementary and Secondary 
Teachers’ Competencies in Map and Globe Skills. 

ED 237 420 
Traveling the Continents and Cruising the 
Oceans. 


ED 239 979 


Maps 
cae bane Map Libraries Section. Special 


Libraries Division. Papers. 

ED 239 652 
Sharpen Your Skills: Tactile Illustrating. 
ED 239 480 


MARC II 


MARC Database Statistics: An Aid to BSDP Par- 
ticipants Covering Volumes 1 through 8 of the LC 
MARC Database BOOKS ALL. Final Report. 


ED 234 782 


Marcuse (Herbert) 
Herbert Marcuse’s Critical Theory of the Media. 


ED 237 978 


Marine Education = 263 


Costs 
Marginal Costs and Formula-Based Funding. 
ED 240 148 


Biology 
and Identification of Rays in the Chesa- 

peake Bay. -_ Program. Educational Se- 
ties Num! 

ED 237 364 
Field Trip to a Rocky Shore. 

ED 237 309 
Handle with Care! Mid-Atlantic Marine Animals 
That Demand Your Respect. Educational Series 
No. 26. Third Printing. 

ED 237 341 
Marine and Estuarine Ecology. Man and the Gulf 
of Mexico. 

ED 239 870 
Marine Biology and Oceanography, Grades Nine 
to T velve. Part I. 

ED 236 037 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part II. 

ED 236 038 
Marine Biol and Oceanography, Grades 
Seven and Eight. 

ED 236 039 
Marine Science Activities, Grade Six. 

ED 236 040 
Marine Science Activities, Grade Two. 
ED 236 041 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
rine Systems and Coastal Field Trips. 

ED 237 332 
Oceanography. Boy Scouts of America Merit 
Badge Series. 


ED 238 738 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Report of a Workshop on Ecosys- 
im (Naples, Italy, March 28-April 10, 

ED 233 893 
Senior High School Earth Sciences and Marine 
Sciences. 

ED 235 274 
Tidal Marshes: The Boundary between Land and 
Ocean. 


ED 237 313 
Whale Teaching Unit. 
ED 239 949 


What Are the ABC’s of Marine Education? An 
Introduction to Marine Education in the Gulf of 
Maine Region. 

ED 238 726 


Education 
Florida Marine Education Resources Bibliogra- 
phy. Report Number 51, Florida Sea Grant Col- 
lege. 
ED 235 031 
Marine and Estuarine Ecology. Man and the Gulf 
of Mexico. 
ED 239 870 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part I. 
ED 236 037 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part II. 
ED 236 038 
Marine Biolo; and Oceanography, Grades 
Seven and Eight. 
ED 236 039 
Marine Habitats. Man and the Gulf of Mexico 
ies. 
ED 239 869 
Marine Science Activities, Grade Six. 
ED 236 040 
Marine Science Activities, Grade Two. 
ED 236 041 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
tine Systems and Coastal Field Trips. 
ED 237 332 
Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on ongoorng Arts and Humanities of the 
on Labor and Human Resources. 
United “Staten Senate, Ninety-Eighth Congress, 
First Session on S. 655 to oe Appropria- 
tions to Carry Out the National Sea Grant Pro- 
for Fiscal Years 1984, 1985, and 1986, and 
for Other Purposes. 





264 Marine Education 

ED 233 889 
Senior High School Earth Sciences and Marine 
Sciences. 


ED 235 274 
Wet Worlds: Explore the World of Water. Marine 
and Fresh Water Activities for the Elementary 


ED 239 839 


ED 239 949 
peeties Ge AOC of Mute Rinted fe 
Education in the Gulf of 


ED 238 726 


a Curriculum for Prevocational 
Exploration. Marine/Fresh Water. 
ED 236 325 


Marital Instability 
Prevention of Marital 
timate Relationships. 
mary Prevention. 


tion: Improving In- 
Current Status of Pri- 


ED 236 473 
Marital Status 
Singles in Australian Society. Discussion Paper 
Number 8. 
ED 235 402 
Mark Capture T: 


‘echnique 
Aquatic Insect Populations. Introduc- 
tion to Sampling. 


ED 233 879 


Market Research 
Applying Market Research in College Admis- 
sions. 


ED 238 341 
A Summary of Research on Potential Educational 
Markets for Videodisc 


ED 234 760 


Segmentation 
The Structure of College Choice. 
ED 235 747 


Applying Market Research in College Admis- 
sions. 


ED 238 341 
Curricula for Health ey | eae. and Mar- 
keting: Conference Papers 198 
“ED 238 310 
Curriculum Development for the Tourism Option 
of the Hospitality, Restaurant Management Pro- 
gram. Final Report. 
ED 234 219 
Information Lee wrang | on Screen: New Ap- 
proaches in Viewdata, Teletext and Cable. Pro- 
of the Joint One Day Seminar held by 
Aslib/! yee magn of Information Scientists /Library 
Association at the Polytechnic of the South Bank 
Somer 8, 1982). LA Conference Proceedings 
Series in ibrary Automation: 2. 
ED 233 707 
Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing Programs. 
ED 234 189 
International Circ ag ag of Books. Studies on 
Books and Bow No. 3 
Market Analysis: Helping Creative Writing Stu 
ysis: Helping tive Writ tu- 
dents Publish. ~ 
ED 234 424 
Marketing: A How-to Book for VR. 
ED 237 741 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 
and Dis rb - ED 236 355 
a tributive Education Curricu- 
lum Planning Guide. Revised. 
ED 235 376 


Marketing Higher Education: A Practical Guide. 
ED 238 356 
The Hi 
ED 239 123 
oaeee | ay the ee ee Jo 
Emerging Interactive Videodisc Indus! 
Evaluation. a 
ED 239 589 
Marketing 


Professional Dress for the 80’s. 


Dress Unit. Instructor’s Guide. 


ED 236 343 
Promote Your Vocational with Excep- 


Program 
tional 5 Stents wih a of Ya a 
ap ew, -- tion Module 
Series. 


ED 235 380 
ogee Your Own Business in the 
ws, Marken and Distributive Education. En- 
trepreneurship. Instructor’s Guide. 
ED 234 237 
Trends in Worldwide Book Development, 
1970-1978. Studies on Books and Reading No. 6. 
ED 234 347 
Virginia Curriculum Management Guide. 
ED 233 142 
The World of Public Relations: For Libraries. 
ED 233 736 


Marriage 

A Choctaw Anthology. 

ED 239 788 
A Humanistic Approach to the Teaching of 
Courtship and Marriage. Alternative Techniques 
for Teaching Courtship and Marriage to Learning 
Disabled Students in the University. 

ED 234 555 
Interpersonal, Nonverbai, and Small Group Com- 
munication: Abstracts of Doctoral Dissertations 

ed in “Dissertation Abstracts Interna- 

tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1. 

ED 238 537 


Causal Attributions in Relationship Dysfunction: 
A Reexamination. 

ED 236 475 
Children’s Participation in Divorce. Discussion 
Paper Number 10. 

ED 233 264 
Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 

ED 239 133 
Issues in Training Marriage and Family Thera- 
pists. 

ED 237 839 

Married Studenis 

The Effects of Doctoral Study on Marriage and 
Family: An Ethnographic Study. 

ED 233 283 


(Harriet) 
Harriet Martineau: Principal Economic Educator. 


ED 235 113 
Maryland 


Academic Profile of 1983 Maryland College- 
Bound Seniors. 


ED 239 532 
Annotated Code of Maryland Education Article: 
Title 16, Community Colleges [and] Code of 
Maryland Regulations: Titie 13C, State Board for 
Community Colleges. 

ED 234 862 
Education in Maryland. A Resource Guide - 
Teaching Children Ages 4, 5, 6, and 7. 

ED 238 525 
Foundations Associated with Maryland Public 
Universities and Colleges. Postsecondary Educa- 
tion Research Reports. 

ED 236 988 
Four Years Later: Follow-Up of 1978 Entrants, 
Maryland Community Colleges. 

ED 234 850 
Hand-In-Hand: Parents and Educators Building a 
Partnership. 


ED 236 814 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 
ED 238 873 
Instructional Improvement in Maryland: Impact 
on Educators and Students. (Executive Sum- 
mary). 
Maryland A tabili Re i vit 
coun! 
School Year 1979-1980.” aed 
Maryland Accountability Pr “7 “ae VL 
un! 
School Year 1978-1979. nee 


ED 234 075 


Subject Index 
Mane < epeenty Colleges Continuing Edu- 


cation Man 
ED 234 851 
pec -~ rd Colleges Instructional Pro- 


ED 238 475 
Needs yy ees -s omg ree Library 
Services in the te Department of 
Health and Mental ogy 
ED 233 728 


Parent Surrogate Handbook. 
ED 236 816 


- the SBHE Task Force on Student Fi- 
Postsecondary Education Research 


Report 
nancial 


Reports. 
ED 238 320 
7 by the Task Force on Student Financial 


ED 238 388 

Resources for Elementary Social Studies Instruc- 
tion. 

ED 238 770 
Second Annual Equal Postsecon Educational 
Opportunity Status Report for the Period July 1, 
1981-Fall 1982. 

ED 238 317 
Social Studies: A Maryland Curricular Frame- 
work. 

ED 237 433 
State Board for Higher Education Consolidated 
Capital and Operating Budget Recommendations 
and Appendices, FY 1985. 

ED 238 345 
State Plan and Annual Report: Tenth Annual 
Community College Plan. 

ED 233 766 


Maryland (Baltimore) 
Funding to Meet the Need for Community Col- 
lege Education in Baltimore City. 
ED 235 858 


land Functional Mathematics Test 

Setting a Standard for Standard Setting. 

ED 235 226 

Mass Instruction 

Radio Learning Group Manual. How to Run a 
Radio Learning Campaign. 2nd and Revised Edi- 
tion. 

ED 237 282 


Mass Media 
Books and the Mass Media: Modes of Interaction 
in the USSR. Studies on Books and Reading No. 
10. 


ED 233 322 
Development Ethics and Funding Communica- 
tions Projects: Some Critical Reflections. 

ED 235 512 
The Effectiveness of Communication Forms Used 
by the Soil Conservation Service and Soil and 
Water Conservation Districts: A Dual Perspec- 
tive. 

ED 233 897 
Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
Herbert Marcuse’s Critical Theory of the Media. 

ED 237 978 
A History of Research on Children and the Mass 
Media: An Empirical Investigation. 

ED 234 387 
Mass Communication: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 238 074 
Mass Communication and the Development of a 
— Social Reality: The Neo-Nazi March in 

okie. 


ED 236 717 
The Media Consumer: A Pedagogical Perspec- 
tive. 

ED 239 319 
Media Evolution and the Primacy of Speech. 

ED 235 510 
Media Journals: ee! and Writing in Psy- 
chology Instruction 

ED 239 708 
Medicine and the Media: A Course in Communi- 
cation Skills for Clinician-Executives. 

ED 239 288// 

The Press and Government Restriction: A 13- 
Year Update of a Cross-National Study. 





Subject Index 


ED 236 582 

Research Index for NAEB Journals: NAEB Jour- 
nal, Educational Broadcasting Review, Public 
Telecommunications Review, 1957-1979. 

ED 236 728 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 

ED 237 990 
The World of Public Relations: For Libraries. 

ED 233 736 


Mass Media Effects 
Agenda-Setting and Political Framing in the 1982 
Illinois Gubernatorial Campaign. 

ED 234 444 
The Benefits of Watching Television. 

ED 233 404 
Communication and Energy Conservation: Social 
Status in a Tale of Two Cities. 

ED 236 615 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Defining the Images of Presidential Candidates 
from Televised Political Spot Advertisements. 

ED 238 037 
Drug Advertising and the FDA. 

ED 238 063 
Educational Technology: A Black Perspective. 

ED 240 213 
Emotion Eliciting Qualities of Television Cam- 
paign Advertising as a Predictor of Voting Behav- 
ior. 

ED 235 519 
The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 

ED 233 412 
Expectancy-Value Measures of Audience Uses 
and Gratifications for Media Content. 

ED 234 446 
Friends Can Be Good Medicine: Educating the 
Community about Social Support and Health. 

ED 235 404 
Gratifications Sought and Obtained: Model Spec- 
ification and Theoretical Development. 

ED 239 313 
A History of Research on Children and the Mass 
Media: An Empirical Investigation. 

ED 234 387 
Imagining and Feeling: Experiential Learning in 
Mass Communication Instruction. 

ED 238 042 
The Influence of New Media and Citizen Groups 
on the Knowledge Gap in an Inner-City Neigh- 
borhood. 

ED 236 692 
Limitations in the Traditional Code of Journalistic 
Responsibility. 

ED 237 984 
Mass Communication: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 238 074 
Mass Communication and the Development of a 
Shared Social Reality: The Neo-Nazi March in 
Skokie. 

ED 236 717 
Mass Media and Development in Indonesia. 

ED 235 775 
The Media Ccnsumer: A Pedagogical Perspec- 
tive. 

ED 239 319 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
Men, Not Money: E. W. Scripps and the Penny 
Newspapers of the Pacific Northwest. 

ED 233 368 
Physical Attractiveness Stereotyping on Ameri- 
can Television Programs: A Content Analysis. 

ED 238 396 
Pictures, Spoken Word and Electronic Print: A 
Combination of Presentation Modes in Educa- 
tional Television. 

ED 236 719 
Political Agenda, The Individual and Congru- 
ency. 

ED 239 314 
Preschoolers Who Get Cable TV: Family Pat- 
terns, Media Orientations, and Media Use. 

ED 239 328 
Public Broadcasting and the Fairness Doctrine: A 


Continued Mandate? 


ED 238 033 
A Review of Research on the Effects of Television 
a on the Reading Achievement of Elemen- 

School Children. 

ED 233 297 
Science and the Media: Benbow and Stanley 
Revisited. 

ED 235 925 
The Spiral of Silence Ten Years Later: An Exami- 
nation and Evaluation. 

ED 235 528 

a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 


ED 233 356 

Television for Cultural Affirmation: An Approach 
to Formative Research. 

ED 233 401 
Those Who Want, Get: The Impact on Political 
Knowledge of Media Reliance Under Conditions 
of Political Interest. 

ED 235 494 
Women in Radio Soap Operas: A Historical Per- 
spective of the Image of Women’s “Sphere” in the 
“Golden Age.” 

ED 239 330 
The Yang and Yin of the Communications Future: 
Positive Technology and Negative Messages. 

ED 235 534 


usetts 

Chapter 636, Voluntary Integration in Massa- 
chusetts. Successful Programs of Choice. 

ED 240 220 
Computer Use in Massachusetts Libraries, De- 
cember 1982. 

ED 233 742 
Desegregation in Massachusetts, 1983 Annual 
Report. 

ED 240 221 
Final Report of the Haitian/English Language 
Project. 

ED 238 252 
Massachusetts Higher Education in the Eighties: 
The Long Range Plan for Public Higher Educa- 
tion. A White Paper. The Alden Seminars. 

ED 233 668 
You Can Do It! Vocational Education. Volume 1: 
Planning Your Approach. 

ED 237 684 
You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 

ED 237 685 


Massachusetts 


(Boston) 

Mathematics. High School Curriculum Objec- 
tives. 

ED 237 354 
Review and Planning Report for Student Supp- 
port Services: P.L. 94-142 and P.L. 89-313 Feder- 
ally Funded Projects. 

ED 236 867 
Science. Elementary and Middle School Curricu- 
lum Objectives. 


ED 237 353 


Massachusetts Institute of Technology 


College Admissions and the Transition to Post- 
secondary Education. Testimony to the National 
Commission on Excellence in Education. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 013 


Master Plans 


Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 

ED 238 351 
Comprehensive Education Plan: “Improving the 
Quality of Teaching and Learning.” School Year 
1983-84. 

ED 234 054 
Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 

ED 234 468 
Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 

ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 

ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 

ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 


Mastery Tests 265 


ED 234 469 
The Pasadena paca wy Bod and Its Information 


Nesde: 1 A. Pro Public Library 
eS eee 


ED 235 819 
Texas Equal Educational 
Higher Education. Submitted 
White for the State of Texas, June 15, 1981, As 
Amended through May 16, 1983. 

ED 234 698 


Master Teacher 


er Program 
We Need This Master Teacher Program. The 
Endpaper. 
ED 236 758 


Master Teachers 


Merit Pay and Master Teachers. SMERC Alert! 
Information for Professional Excellence. 

ED 238 108 
We Need This Master Teacher Program. The 
Endpaper. 

ED 236 758 


Graduate Study in Education: An Analysis of In- 
stitutions and Degree Awards, 1971-1981. 

ED 240 064 
Minimum Educational Requirements for Ap- 
pointment to University Librarian Ranks at the 
University of Connecticut Libraries. Report of the 
Advisory Council on Evaluation and Promotion. 

ED 233 727 


Masters 


Programs 

Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de P. : El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education Programs 
at the Graduate Level: The Special Case of Public 
Administration). 

ED 239 810 
Directory of Theatre Programs. 

ED 233 418 
An Evaluation of La Salle College’s Master of 
Arts Program in Bilingual/Bicultural Studies 
(Spanish), 1982-83. 

ED 238 257 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 
1982-1983. 

ED 238 779 
Health Services Administration Education, 
1983-85. 

ED 238 309 
Psychological Testing: Trends in Masters Level 
Counseling Training Programs. 

ED 234 311 


Mastery Learning 


Community Involvement. 


ED 240 056 
Contributions of Mastery Learning to the Science 
of Teaching. 

ED 237 541 
The Effect of Mastery Learning on Student 
Achievement. 

ED 238 505 
Is There “Time” for Mastery ing? 
ED 240 055 
Mastery Learning: A Statewide Initiative Imple- 
mented through Local Effort. 

ED 233 486 
Mastery Learning: Easier Said than Done. 

ED 239 339 
Mastery Learning in Your Classroom. A Hand- 
book for an Approach to an Alternative Learning 
Strategy. Centering On. 

ED 237 469 
Operational Procedures for Implementing Mas- 
tery Learning in Physical Education. 

ED 240 057 
The Personalized Instruction Model in the Basic 
Speech Course. 

ED 236 741 
A Proposed Additional Index to Glass’ Effect Size 
Estimator with Application to Mastery Learning 
Experiments. Technical Report Series No. 3. 

ED 236 232 


Mastery Tests 
The Technical Adequacy of a Basal ae Mas- 
tery Test: The Holt Basic Reading Series. 


ED 236 201 





266 Mastery Tests 


The Technical Adequacy of a Basal Reading Se- 
ries Mastery Test. 
ED 236 191 


The Technical Adequacy of a Basal Series Mas- 
tery Test: The Scott-Foresman Reading Program. 
ED 236 199 
Technical Adequacy of Basal Readers’ Mastery 
Tests: The Ginn 720 Series. 
ED 236 195 


Mate Selection 
The Mating Gradient: Alive and Well on the Col- 
lege Campus. 


ED 236 470 


it 
of the DACUM Process in Allied 
Health Education: The Development of a Dental 


ED 236 405 
Cameras in the Curriculum to 
Teacher Creativity. Volume i 1982/83. An 
NEA/KODAK Program. 

ED 238 409 
Competency Based Instructional Resource 
Guide. Sample Format. Welding. 

ED 233 140 


Comprehending Procedural Instructions: Tle In- 
fluence of Comprehension Monitoring Strategies 
= a Materials. Technical Report 
o. 1 

ED 236 333 
Cua Development of Curriculum for Inter- 
preter T) raining Programs in Vocational Educa- 
tion. Final Ree Report, July 1, 1980 - June 30, 1981. 

ED 234 230 


= 

(2nd, Lao Western Australia, ps 13-15, 1983). 

ED 237 302 
Developing Biology Courses for Distant Students. 

ED 233 673 
Development of Video Tapes for Classroom Use. 

ED 237 159 
Educational Modules for Materials Science and 
Engineering. Final Report, December 1, 1977- 
November 30, 1983. 

ED 234 981 
Evaluating a A Program: Where to Start 
and How to Fi 

ED 234 747 
How to Develop PACs. Performance and Compe- 
tency-based Student Materials. 

ED 235 308 
Innovations: The Social Consequences of Science 
and Technology. Final Evaluation Report. 

ED 239 846 
Instructor Training. Background Paper. 

ED 236 420 
Low-Cost Educational Materials: How to Make, 
- saad to Use, How to Adapt. Inventory. Volume 


ED 237 059 
Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 

ED 235 330 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 
Radio Learning Group Manual. How to Run a 
Radio Learning Campaign. 2nd and Revised Edi- 
tion. 


ED 237 282 
Reaching New Students through New Technolo- 
gies: A Reader. 


ED 238 456 
Sharpen Your Skills: Large Type. 
ED 239 479 


Sharpen Your Skills: Literary Braille. 

El) 238 243 
Theory-Based Interactive Mathematics Instruc- 
tion: Development and Validation of Comput- 
et-Video Modules. 


_ ED 237 327 


ED 234 001 

Toward Solutions: The Work of the Biology Ac- 
tion-Research Group. Learning in Science 
Project. Working Paper No. 29. 
ED 236 012 


Using Consultants for Materials Development. 
Technical Note No. 19. 

ED 238 604 
Writing Software for Education. 

ED 237 082 


Materials Science 
Educational Moduies for Materials Science and 


Engineering. Final Report, December 1, 1977- 
November 30, 1983. 


ED 234 981 


MATHCO 


Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
Math and Careers. Module 1. MATHCO 
Teacher’s Guide. 

ED 233 901 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 

ED 233 900 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 

ED 233 903 
Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher's Guide. 

ED 233 902 


Application of Basic Math to Cooperative Occu- 
pational Education. Cooperative Occupational 
Education. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 224 
Application of Basic Math to Food Service I. 

Food Service. Basic Mathematics. Instructor’s 

Guide [and] Student Guide. 

ED 234 223 
Applying Probiem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 

ED 239 867 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
The Complete Problem Solver. 

ED 234 995 
Field Testing Vocational Education Metric Mod- 
ules. Final Report. 


ED 233 232 
Mathematics in the Needle Trades. Computing 
Piecework. Module 2. 

ED 233 189 
Technical Mathematics. 

ED 234 197 
Unified Technical Concepts. Math for Techni- 
cians. 


ED 239 050 


Concepts ; 

The Development of the Concept of “Fraction” 
from Grade Two through Grade Twelve. Final 
Report. Part One, Part Two and Appendix. 

ED 233 907 
Diagnosis and Evaluation in Mathematics In- 
struction: Making Contact with Students’ Mental 
Representations. 

ED 237 463// 

Importance of Including Mathematical Concepts 
Instruction as a Part of the Vocational Agricul- 
tural Program of Study. 

ED 239 100 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 

ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 

ED 238 682 
The Mathematics om of the Denver Public 
Schools: Grades K: 

ED 239 922 
Secondary Schoo! Children’s Understanding of 
Mathematics. A Report of the Mathematics Com- 
ponent of the Concepts in Secondary Mathemat- 
ics and Science Programme. 

ED 237 363 
Unified Technical Concepts. Math for Techni- 


Subject Index 


ED 239 050 


Mathematical Enrichment 
Advanced Algebra and Trigonometry: Supple- 


mental Computer Units. 


ED 239 610 
The Contest Problem Book IV. Annual High 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 


ED 239 856 
Math and Beyond. 


Math ical Th st a to 
ematii ought Problems: “Primary 
Grades.” 


ED 239 929 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 

ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 

ED 238 682 


Formulas 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
to Local Education Agencies. Selected Mono- 
team in Educational Policy Research, Number 


ED 235 574 
A Derivation of the Sample Multiple Correlation 
Formula for Raw Scores. 

ED 235 205 
Unified Technical Concepts. Math for Techni- 
cians. 


ED 239 050 


Mathematical Models 


An Application of a Multidimensional Extension 
of the Two-Parameter Logistic Latent Trait 
Model. 

ED 240 168 
Confirmatory Factor Analysis of the WAIS-R: 
Plausibility of Models. 

ED 237 575 
Effect of Noise in the Three-Parameter Logistic 
Model. 

ED 235 216 
An Empirical Study of Vertical Equating Mech- 
ods Using the Three-Parameter Logistic Model. 

ED 236 169 
Harmony Theory: A Mathematical Framework 
for Stochastic Parallel Processing. 

ED 239 868 
Information Loss Caused by Noise in Models for 
Dichotomous Items. 

ED 235 215 
On Lord’s Paradox. Program Statistics Research. 

ED 237 515 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 

ED 235 186 
Tailored Testing Theory and Practice: A Basic 
Model, Normal Ogive Submodels, and Tailored 
Testing Algorithms. 

ED 236 180 


A Time Series Approach to the Longitudinal 
Study of Undergraduate Grades. 
ED 235 228 


Using Residual Analyses to Assess Item Response 
Model-Test Data Fit. Laboratory of Psychometric 
and Evaluative Research Report No. 140. 


ED 236 186 


Mathematical Psychology 


Theory Construction Principles in Applied Re- 
search: Can We Learn from (Others’) Mistakes? 
ED 236 502 


Mathematical Sciences 


Professional Opportunities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 


ED 239 858 


Professional ities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 


ED 239 858 


Mathematics 


Curriculum Handbook-Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 
ED 234 585 





Subject Index 


The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 
Monograph. 


ED 234 145 
Glosario Bilingue De Terminos Matematicos: Es- 
panol/Ingles = Bilingual Glossary of Mathemati- 
cal Terms: Spanish/English. 


ED 237 350 
Illustration of a Learning Procedure. 
ED 234 580 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 

ED 238 975 
Technical Mathematics. 

ED 234 197 
Unified Technical Concepts. Math for Techni- 
cians. 

ED 239 050 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 


Mathematics Achievement 
American Indian Women and Mathematics: An 
Annotated Bibliography of Selected Resources. 

ED 234 970 
An Analysis of School Achievement for Wood- 
cock Reading Mastery Tests and Key Math Diag- 
nostic Arithmetic Tests of Adolescents in a 
Psychiatric Hospital. 

ED 237 562 
Arithmetical Processes and Strategies: Their Re- 
lationship with Study Achievement, Motivation 
and Attitudes = Aritmeettiset Prosessit ja Strate- 
giat: Yhteydet Matematiikan Opintomenestyk- 
seen, Opiskelumotivaatioon ja Asenteisiin. 
Tampereen Yliopiston Hameenlinnan Opettajan- 
koulutuslaitos. Julkaisu No. 10. 

ED 239 905 
Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 

ED 236 229 
The Effect of Test-Wiseness Training on the 
Achievement of Third and Fifth Grade Students. 

ED 240 125 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 

ED 235 959 
The Evidence on Desegregation and Black 
Achievement. 

ED 239 000 
Hartford Project Concern Program. Final Evalua- 
tion Report, 1982-83. 

ED 237 612 
The Impact of Classroom Interaction Patterns on 
Students’ Achievement-Related Beliefs and Be- 
haviors. 

ED 237 206 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
Instructional Approaches and Levels of Practice 
in Working Fourth Grade Word Problems. 


ED 235 010 
An Investigation of the Relationship of Achieve- 
ment Motivation with Achievement in Mathe- 
matics for Students in the United States and 
Japan. 

ED 235 886 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 
Mathematics Equity. A Resource Book. 

ED 237 352 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
Mathematics Learning Styles of Chinese Immi- 
grant Students. Final Research Report. 

ED 237 340 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 

ED 239 914 
Mathematics Manipulatives in a Pre-Vocational 
Program: Teacher Inservice and Classroom Re- 
search. 

ED 237 739 
Mt. Druitt Longitudinal Study: Second Major Re- 
port, 1983. 

ED 239 742 
National Assessment of Educational Progress: 


Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
Research in Mathematics Education in Papua 
New Guinea: 1983. Pr i of the Mathe- 
matics Education Conference (3rd, Mathematics 
ae Centre, Lae, Papua New Guinea, May, 


ED 237 351 
Science and Mathematics Achievement in Illi- 
nois: A Perspective Based on Test Results. 

ED 238 920 
Science and the Media: Benbow and Stanley 
Revisited. 

ED 235 925 
Sex Differences in Children’s Math Achievement: 
Parental Attitudes. 

ED 235 927 
Students’ Perceptions of Their Parents’ Beliefs 
Concerning Their Academic Competence. 

ED 235 926 
What Have Black Children Gained Academically 
from School Desegregation: Examination of the 
Metaanalytic Evidence. 

ED 239 004 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. Math- 
ematics Education Centre Report No. 25. 

ED 233 882 
1982 Maths Investigation: Technical Report. Mt. 
Druitt Longitudinal Study. 

ED 239 743 


Mathematics Anxiety 


Math and Careers. Module 1. MATHCO 
Teacher’s Guide. 

ED 233 901 
Math Anxiety—Causes and Solutions. 


ED 238 711 
Mathematics for Georgia Middle Grades. 
ED 237 328 


Mathematics Contests 


The Contest Problem Book IV. Annual High 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 


ED 239 856 


Mathematics Curriculum 


Algebra I. Curriculum Guide. Bulletin 1580. Re- 
vised 1984. 
ED 239 907 
Applying Problem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 
ED 239 867 
— Arithmetic. Curriculum Guide. Bulletin 
ED 239 910 
Calculators in the Elementary Mathematics Cur- 
riculum. An Annotated Bibliography. 
ED 236 036 
Combining Standardized Achievement Test 
Items with Locally-Developed Supplementary 
Items to Produce Objective-Referenced Results 
for Program Evaluation: A Validation Study. 
ED 235 234 
— and Mathematics. The Impact on Sec- 
ondary School Curricula. Report of a Conference 
Sponsored by the National Science Foundation 
(College Park, Maryland, October, 1982). 
ED 239 864// 
Diagnosis and Evaluation in Mathematics In- 
struction: Making Contact with Students’ Mental 
Representations. 
ED 237 463// 
uisiana Minimum Standards for Mathematics, 
cae 1-12. 1978. Bulletin 1497. 
ED 239 904 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 
ED 234 999 
Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 
Mathematics Education. 
ED 237 362 
Mathematics for Georgia Middle Grades. 
ED 237 328 
Mathematics I. Curriculum Guide. Bulletin 1608. 
ED 239 909 
Mathematics II. Curriculum Guide. Bulletin 
1161. Revised 1983. 
ED 239 908 


Mathematics Education 267 


The Mathematics Program of the Denver Public 
Schools: Grades K-6. 

ED 239 922 
Microcomputers and Mathematics in Schools. A 
Discussion Paper. 

ED 235 009 
Proceedings of the 1981 Annual Meeting. Cana- 
dian Mathematics Education Study Group (Uni- 
versity of Alberta, Edmonton, Alberta, June 5-9, 


1981). 

ED 234 988 
Proceedings of the 1982 Annual Meeting. Cana- 
dian Mathematics Education Study Group 
wa 's University, Kingston, Ontario, June 3-7, 


ED 234 989 
e Prepara! 
ensive Math 


ED 239 916 
Research in Mathematics Education in Papua 
New Guinea: 1983. Pr ings of the Mathe- 
matics Education Conference (3rd, Mathematics 
ma Centre, Lae, Papua New Guinea, May, 


Program Objectives for Non-Co! 
Mathematics. [and] The Com 
Program: Helix High School. 


ED 237 351 
The State of the Schools: Oregon, 1983. Text of 
the Annual State of the Schools Address (7th, 
Portland, Oregon, September 15, 1983). 

ED 239 752 
The Status of School Mathematics. 

ED 236 048 
Teacher’s Guide to Secondary Mathematics. 

ED 235 289 


Mathematics Diagnostic Prescriptive In- 
ventory 


Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 


ED 239 914 


Mathematics Education 


Addressing the Crisis in Precollegiate Mathemat- 
ics and Science Education. 

ED 235 998 
Analysen zum Unterrichtshandeln - Band 5, 
IDM-Reihe, Untersuchungen zum  Math- 
ematikunterricht. (Analysis of Instructional Ac- 
tions - Volume 5, IDM Series, Inquiries into 
Mathematics Instruction.) 

ED 234 985 
Applying Problem Solving. Readings ir Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 

ED 239 867 
An Approach to Introducing Computing to Prac- 
ticing Science and Mathematics Teachers. Tech- 
nical Report 7. Technical Report Series. 

ED 233 892 
An Approach to the Continuing Professional De- 
velopment of Science and Mathematics Educa- 
tors. Technical Report 8. Technical Report Series. 

ED 233 891 
Children’s Judgments about Covariation between 
Events: A Series of Training Studies. Final Re- 
port. 

ED 238 706 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
Closing the Math and Science Gap. 

ED 235 265 
Cognitive Process Instruction. Research on 

Thinking Skills. 


Teaching 

ED 234 997 
Computer Education - A Survey of Seventh and 
Eighth Grade Teachers. 

ED 238 696 
Computers in Education: Realizing the Potential. 
Report of a Research Conference, Pittsburgh, 
Pennsylvania, November 20-24, 1982. 

ED 235 784 
Conceptual Entities. 

ED 237 326 
The Current Status of Excellence in American 
Public Education. 

ED 238 095 
The Development of the Concept of “Fraction” 
from Grade Two through Grade Twelve. Final 
Report. Part One, Part Two and Appendix. 

ED 233 907 





268 Mathematics Education 


Educating Americans for the 21st Century: A 
ee oe ving Mathematics, Sci- 
ence 


Elementary and u 

Their Achievement Is the Best in the World by 
1995. A Report to the American People and the 
National Science Board. 

ED 233 913 
The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 

ED 235 000 

iting Systematic Rule Use in Covariation 
poe [the Early Years]. 

ED 238 708 
peg Mathematics and Science Education 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, Nine- 
ty-eighth Congress, First Session (February 17, 
1983). Rept. 98-6, Part 1. 

ED 237 336 
Felicity Conditions for Human Skill Acquisition: 
Validating an AI-Based Theory. Cognitive and In- 
structional Sciences Series. 

ED 238 727 
Handbook for Conducting Equity Activities in 
Mathematics Education. 

ED 239 865 
Hearings on Mathematics and Science Education 
(Part 2). Hearings Before the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session on H.R. 30 
To Provide Assistance to Improve Elementary, 
Secondary and Postsecondary Education in 
Mathematics and Science, and for Other Purposes 
(January 26-28, 31, 1983). 

ED 233 888 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
Information ed Challenges Education. Issue- 
gram No. 17. 

ED 235 799 
Investigations in Mathematics Education. Vol- 

16, Number 3. 

ED 235 001 
Investigations in Mathematics Education. Vol- 
ume 16, Number 4—Fall 1983. 

ED 235 008 
Lernen und Lehren von Mathematik-Analysen 
zum none senor i- - Band 6, IDM-Reihe, 
Untersuchungen 
(Learning and Teaching of Mathematics - Analy- 
sis of Instructional Actions II - Volume 6, IDM 
Series, Inquiries into Mathematics Instruction.) 

ED 234 986 
Math and Careers. Module i. MATHCO 
Teacher’s Guide. 





ED 233 901 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
Math and Science: Where Are the Teachers? A 
Resource Guide for Citizens, Educators, School 
Boards, and Policymakers. 

ED 235 002 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 

ED 233 900 
Mathematical Problem Solving. Issues in Re- 
search. 

ED 234 996 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 

ED 234 999 
Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 
Mathematics Education. 

ED 237 362 
Mathematics Equity. A Resource Book. 


ED 237 352 
Mathematics for Georgia Middle Grades. 

ED 237 328 
een Laving ovat > ene a ——_. 
logical lor lectual ic 
Report: Volume One. — 

ED 239 914 

Viewed from a Neurobio- 


Mathematics Learning 
logical Model for Intellectucal Functioning. Final 
Report: Volume Two. 
ED 239 915 


Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 
ED 233 903 


Methods of 
Covariation between Events. 


Strategies for Judging 


ED 238 707 
Microcomputers and Mathematics in Schools. A 


ED 235 009 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
Opportunities for Ex; Math/Science Ca- 
reers. Education, Business, Industry. 

ED 238 688 
Patterns, a. and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 

ED 233 902 
Procedural Handbook: 1981-82 Mathematics and 
Citizenship/Social Studies Assessments. 

ED 233 966 
Proceedings of the 1981 Annual Meeting. Cana- 
dian Mathematics Education Study Group (Uni- 
versity of Alberta, Edmonton, Alberta, June 5-9, 
1981). 

ED 234 988 
Proceedings of the 1982 Annual Meeting. Cana- 
dian Mathematics Education Study Group 
oa 's University, Kingston, Ontario, June 3-7, 
1982 

ED 234 989 
Research in Mathematics Education in Papua 
New Guinea: 1983. Proceedings of the Mathe- 
matics Education Conference (3rd, Mathematics 
= Centre, Lae, Papua New Guinea, May, 
1 q 

ED 237 351 
A Revision of Learning and Teaching = Revision 
del aprender y del ensenar. 

ED 239 603 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 

ED 234 982 
Science, Math, and Technology. A Crisis in 
American Education. 

ED 237 365 
The Sky’s the Limit in Math-Related Careers. 

ED 233 899 
Statement of T. H. Bell, Secretary of Education, 
before the Senate Committee on Labor and Hu- 
man Resources, Subcommittee on Education, 
Arts, and the Humanities. Science and Mathemat- 
ics Education (March 9, 1983). 

ED 233 877 
The Status of School Mathematics. 

ED 236 048 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
Training for Improved Covariation Judgment. 

ED 238 709 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 


Mathematics Education 


Research 
Analysen zum Unterrichtshandeln - Band 5, 
IDM-Reihe, Untersuchungen zum Math- 
ematikunterricht. (Analysis of Instructional Ac- 
tions - Volume 5, IDM Series, Inquiries into 
Mathematics Instruction.) 

ED 234 985 
Arithmetical Processes and Strategies: Their Re- 
lationship with Study A 
and Attitudes = Aritmeettiset Prosessit j ja Strate- 
giat: Thtegdet, Matematiikan ‘. ae 
seen, Asenteisiin. 
ibe Yliopiston icrneilenes Opettajan- 
koulutuslaitos. Tolkaisu No. 10. 








ED 239 905 
“Attrition Processes Out of Mathematics for Un- 
dergraduate Students.” Attrition from Mathemat- 
ics as a Social Process. Final Report. 

ED 237 342 
Children’s Judgments about Covariation between 
Events: A Series of Training Studies. Final Re- 
port. 

ED 238 706 
Conceptual Entities. 

ED 237 326 
The Development of the Concept of “Fraction” 


Subject Index 


Grade Twelve. Final 
© and Appendix. 
ED 233 907 
The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 
ED 235 000 
Eliciting Systematic Rule Use in Covariation 
Judgment [the Early Years]. 


from Grade Two thro’ 
Report. Part One, Part 


ED 238 708 

Paras Rong 2 for — Skill a 

alidating an AI-Based Theory. Cognitive and In- 
structional Sciences Series. 

ED 238 727 


Format Variables and Learner Characteristics in 
Mathematical Problem Solving. Final Technical 
Report. 

ED 238 735 
Instructional Approaches and Levels of Practice 
in Working Fourth Grade Word Problems. 

ED 235 010 
An Investigation into the Effectiveness of Teach- 

ing Mathematics in One of Gambian 

Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 

ED 234 987 
Investigations in Mathematics Education. Vol- 
ume 16, Number 3. 

ED 235 001 
Investigations in Mathematics Education. Vol- 
ume 16, Number 4-Fall 1983. 

ED 235 +d 
Learning to Add and Subtract: The Sand 
Studies. Report from the Project on Studi hy = 
Mathematics. 


ED 238 737 
Lernen und Lehren von Mathematik 
zum Unterrichtshandeln II - Band 6, IDMRone 
Untersuchungen zum Mathematikunterricht. 

ing and Teaching of Mathematics - Analy- 

sis of Instructional Actions II - Volume 6, IDM 
Series, Inquiries into Mathematics Instruction.) 

ED 234 986 
Mathematical Problem Solving. Issues in Re- 
search. 








ED 234 996 
Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 
Mathematics Education. 

ED 237 362 
Mathematics Equity. A Resource Book. 

ED 237 352 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
Mathematics Learning Styles of Chinese Immi- 
grant Students. Final Research Report. 

ED 237 340 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 

ED 239 914 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectucal Functioning. Final 
Report: Volume Two. 

ED 239 915 
Math Readiness and Preparation for Competitive 
College Majors and Careers: The Case of Black 
Students. 


ED 233 906 
Methods of Assessing Strategies for Judging 
Covariation between Events. 

ED 238 707 
Performance Difficulties Reported bv First-Year 
Public School Science and Mathematics Teachers 
in Illinois. 

ED 237 319 
Proceedings of the 1981 Annual Meeting. Cana- 
dian Mathematics Education Study Group (Uni- 
ise of Alberta, Edmonton, Alberta, June 5-9, 

ED 234 988 
Proceedings of the 1982 Annual Meeting. Cana- 
dian Mathematics Education Study Group 
te 's University, Kingston, Ontario, June 3-7, 

ED 234 989 
Processes and Strategies in Solving Elementary 
Verbal Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Memory Ca- 
pacity Skills and Rational Number = Ratkaisu- 
prosessit ja Strategiat Perustavissa Sanallisissa 
Kerto-ja Jakolaskutehtavissa: Tutkimus Kerto-ja 
Jakolaskutaitojen Yhteyksista Piaget-Kykyihin, 





Subject Index 

Muistikapasiteettiin, Lukujono-taitoihin Seka Ra- 

tionaailukukasitteeseen- Tampereen “Yliopston 
P J ju 





No. 11. 

ED 239 906 
Research in Mathematics Education in Papua 
New Guinea: 1983. ings of the Mathe- 
matics Education Conference (3rd, Mathematics 
Or Centre, Lae, Papua New Guinea, May, 

ED 237 351 
Routines in Expert Math Teachers’ Thoughts and 
Actions. 

ED 234 980 
Secondary School Children’s Understanding of 
Mathematics. A Report of the Mathematics Com- 
ponent of the Concepts in Secondary Mathemat- 
ics and Science Programme. 

ED 237 363 
Time Allocated to Mathematics in the Elemen- 
tary School. 

ED 238 717 
Training for Improved Covariation Judgment. 

ED 238 709 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 

ED 238 736 


Mathematics Instruction 
Analysen zum Unterrichtshandeln - Band 5, 
IDM-Reihe, Untersuchungen zum  Math- 
ematikunterricht. (Analysis of Instructional Ac- 
tions - Volume 5, IDM Series, Inquiries into 
Mathematics Instruction.) 

ED 234 985 
The Application of Videodisc Technology to the 
Diagnosis of Math Skills. 

ED 237 317 
Applying Problem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 

ED 239 867 
“Attrition Processes Out of Mathematics for Un- 
dergraduate Students.” Attrition from Mathemat- 
ics as a Social Process. Final Report. 

ED 237 342 
Calculators in the Elementary Mathematics Cur- 
riculum. An Annotated Bibliography. 

ED 236 036 
Child Development. ECIA Chapter 1. Evaluation 
Report, 1982-83. 

ED 237 617 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
Collaborative Research as a Means of Disseminat- 
ing Models to Improve Learning. 

ED 240 076 
College Developmental Mathematics—A National 
Survey. 

ED 234 841 
Computer Networking with Commercially Pre- 
pared Software. 

ED 235 599 
Computing and Mathematics. The Impact on Sec- 
ondary School Curricula. Report of a Conference 
Sponsored by the National Science Foundation 
(College Park, Maryland, October, 1982). 

ED 239 864// 

Conceptual Entities. 

ED 237 326 
Consumer Mathematics II-M612. Grades 9-12. 
Revised. 

ED 239 844 
The Context of Teaching and Learning. Report on 
the First Phase of the IEA Classroom Environ- 
ment Study. ACER Research Monograph No. 21. 

ED 235 136 
A Developmental Mapping Program Integrating 
Geography and Mathematics. 

ED 238 796 
The Development of the Concept of “Fraction” 
from Grade Two through Grade Twelve. Final 
Report. Part One, Part Two and Appendix. 

ED 233 907 
Diagnosis and Evaluation in Mathematics In- 
struction: Making Contact with Students’ Mental 
Representations. 

ED 237 463// 

The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 
tic Classroom. 


ED 237 318 
The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 

ED 235 000 
The Effect of Redundancy on pouting Sey Aca- 
demic Performance in Math of a 

dicapped Student. 

ED 233 509 
Effects of Interactive Video/Computer Instruc- 
tion on erformance of Underachieving Stu- 
dents in Mathematics. 

ED 233 690 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 

ED 235 959 
Evaluation of Outcomes 1981-82: An Evaluation 
System Report on Reading and Mathematics Pro- 
grams and Student Achievement. 

ED 238 912 
Evaluation of 4 Bilingual (English-German) 
Program, 1982-83 

ED 239 521 
Focus on the Question for Intermediate Algebra. 

ED 237 334 
Format Variables and Learner Characteristics in 
Mathematical Problem Solving. Final Technical 


Report. 

ED 238 735 
How to Enjoy Calculus: With Computer Applica- 
tions. Revised Edition. 

ED 236 035 
How to Successfully Teach Slow Learners: 8 Em- 
Pirically-Validated Effective Nostrums of Teach- 
ing (EVENTS). 

ED 233 556 
Instructional Approaches and Levels of Practice 
in Working Fourth Grade Word Problems. 

ED 235 010 
An Investigation into the Effectiveness of Teach- 
ing Mathematics in Primary One of Gambian 
Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 

ED 234 987 
Investigations in Mathematics Education. Vol- 
ume 16, Number 3. 

ED 235 001 
Investigations in Mathematics Education. Vol- 
ume 16, Number 4—Fall 1983. 

ED 235 008 
Kindergarten Curriculum Guide. Primary Educa- 
tion Program. 

ED 236 269 
Learning to Add and Subtract: The Sandy Bay 
Studies. Report from the Project on Studies in 
Mathematics. 

ED 238 737 
Lernen und Lehren von Mathematik-Analysen 
zum Unterrichtshandeln II - Band 6, IDM-Reihe, 
Untersuchungen zum Mathematikunterricht. 
(Learning and Teaching of Mathematics - Analy- 
sis of Instructional Actions II - Volume 6, IDM 
Series, Inquiries into Mathematics Instruction.) 

ED 234 986 
Louisiana Minimum Standards for Mathematics, 
Grades 1-12. 1978. Bulletin 1497. 

ED 239 904 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
Math Anxiety—Causes and Solutions. 

ED 238 711 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 

ED 233 900 
Mathematical Problem Solving. Issues in Re- 
search. 


odin Though ED 234 996 
ai ematical ought Problems: “Primary 
Grades.” 


ED 239 929 
Mathematics Activities, Level Nine. Teacher’s 
Guide. 

ED 239 845 
Mathematics Curriculum Guide for Kindergarten 
through 3rd Grade. ESEA Titie VII Bilingual Pro- 
gram. Dysart Unified School District. 

ED 233 880 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 

ED 234 999 
Mathematics Education in Asia and the Pacific. 
Final Report of the Regional Design Workshop on 


Mathematics Instruction 269 


Mathematics Education. 

ED 237 362 
Mathematics Equity. “. Resource Book. 

ED 237 352 
Mathematics for Georgia Middle Grades. 

ED 237 328 
Mathematics for the Technical Student: The Use 
of the Computer in the Systems Approach to In- 
struction. 

ED 237 123 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
Mathematics in the Needle Trades. Computing 
Piecework. Module 2. 

ED 233 189 
Mathematics Skills Improvement Project. ECIA 
Chapter 1. Evaluation Report, 1982-83. 

ED 237 620 
Mathematics Teacher Resource Development. 
Final Report 1982-83. E.C.1.A. Chapter 2. 

ED 239 866 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 

ED 233 903 
Microcomputers and Mathematics in Schools. A 
Discussion Paper. 

ED 235 009 
Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 

ED 233 902 
Pedagogical Dialogs in Primary School Mathe- 
matics. 

ED 238 729 
Pi: The Digit Hunt. 

ED 239 836 
PLATO Education Group. Summary of Activi- 
ties, 1982-83. 

ED 234 753 
Problem Solving and Comprehension. Third Edi- 
tion. 

ED 234 998 
Proceedings of the 1981 Annual Meeting. Cana- 
dian Mathematics Education Study Group (Uni- 
ioely of Alberta, Edmonton, Alberta, June 5-9, 

ED 234 988 
Proceedings of the 1982 Annual Meeting. Cana- 
dian Mathematics Education Study Group 
on University, Kingston, Ontario, June 3-7, 

ED 234 989 
Reading/ Mathematics Lab Program, Chapter II, 
ECIA. Report of Evaluation. 

ED 236 228 
Routines in Expert Math Teachers’ Thoughts and 
Actions. 

ED 234 980 
Secondary School Children’s Understanding of 
Mathematics. A Report of the Mathematics Com- 
ponent of the Concepts in Secondary Mathemat- 
ics and Science Programme. 


ED 237 363 
Setting Goals and Getting There: ers To- 
morrow Today. BANK-ED II: Personal Money 
Management Series. 

ED 237 442 
Sharpen Your Skills: Mathematics and Science 
Braille. 

ED 239 477 
SPACES: Solving Problems of Access to Careers 
in Engineering and Science. Math and Career Ac- 
tivities for Elementary and Secondary Students. 

ED 239 841 
Spirolaterals. 

ED 239 835 
The Status of School Mathematics. 

ED 236 048 
Study Guide for TCT in Mathematics. 

ED 235 151 
Suggestions for Teaching Mathematics Using 
Laboratory Approaches. 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 

ED 236 050 
Teaching Both Sides of the Brain: Book III: Math- 
/Social Studies/Science. 

ED 239 963 
Teaching Mathematics to Indochinese Students 
with Limited Proficiency in English. 
ED 238 718 





270 Mathematics Instruction 


Technical Mathematics. 

ED 234 197 
Telidon and Computer Assisted Learning - A Re- 
port on the First Experiment Using Telidon for 
CAL. 


ED 235 795 
-Based Interactive Mathematics Instruc- 
tion: elopment and Validation of Comput- 
er-Video Modules. 
ED 237 327 
Time Allocated to Mathematics in the Elemen- 
School. 


tary 

ED 238 717 
Title I as an Educational Resource in South Caro- 
lina. 


ED 234 112 
Tutor’s Handbook-Highline Indian Tutoring Pro- 
gram. 

ED 239 787 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 


4 X 4 Square Arrays. 


ED 238 736 
ED 238 676 


Mathematics Skills 
The Application of Videodisc Technology to the 
Diagnosis of Math Skills. 
ED 237 317 
Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Two (Spring) Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 
ED 240 169 
Decisions about Mathematics. Student Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 
ED 238 521 
Decisions about Mathematics. Teacher’s Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 
ED 238 520 
Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 
ED 235 959 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 
ED 237 584 
Improving the Performance of Minority Students 
in College-Level Mathematics. 
ED 234 874 
Program Objectives for Non-College Preparatory 
Mathematics. [and] The Comprehensive Math 
Program: Helix High School. 
ED 239 916 
Statement on Competencies in English and Math- 
ematics Expected of Entering Freshmen. 
ED 233 293 
Verbal, Numerical and Perceptual Skills Related 
to Chemistry Achievement. 
ED 238 349 
Mathematics Teachers 
Excellence in Mathematics Teaching: Profiles of 
Two Oregon Teachers. 
ED 238 188 
Mathematics Teacher Resource Development. 
Final Report 1982-83. E.C.I.A. Chapter 2. 
ED 239 866 
Performance Difficulties Reported by First-Year 
Public School Science and Mathematics Teachers 
in Illinois. 
ED 237 319 
Routines in Expert Math Teachers’ Thoughts and 
Actions. 
ED 234 980 
Study Guide for TCT in Mathematics. 
ED 235 151 
The Supply and Demand for Illinois Mathematics 
and Science Teachers. 
ED 237 315 
Mathetics 
The Development of Personality in Formal Edu- 
cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpemeni de la 
Personnalite dans L’education Formelle. 
ED 237 185 


Heating and Cooling. A Resource Unit for Teach- 

= =_ in Science Project. Working Paper 
‘0. 38. 

ED 236 021 

Particles in Action. Study Guide. Unit C2. 


ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 880 
Particles in Action. Teacher’s Guide. Unit C2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 881 
Particles. Learning in Science Project. Working 
Paper No. 18. 

ED 235 026 
Physical Change. Learning in Science Project. 
Working Paper No. 26. 

ED 236 009 


What is Matter? Study Guide. Unit C1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
ED 239 878 
What is Matter? Teacher’s Guide. Unit C1. 
ZIM-SCI, Zimbabwe Secondary Schooi Science 
Project. 
ED 239 879 


Maximum Likelihood Statistics 

Effect of Noise in the Three-Parameter Logistic 
Model. 

ED 235 216 
Estimation of Two-Parameter Logistic Item Re- 
sponse Curves. Research Report 83-1. Mathemat- 
ical Sciences Technical Report No. 130. 

ED 240 159 
Information Loss Caused by Noise in Models for 
Dichotomous Items. 

ED 235 215 
An Investigation of Methods for Reducing Sam- 
pling Error in Certain IRT Procedures. 

ED 236 211 
A Latent Trait Model for Differential Strategies in 
Cognitive Processes. 

ED 235 220 


McGuffey (William) 
Noah Webster and William Holmes McGuffey: 
The Men and Their Contributions to Reading. 
ED 239 232 


Mealworms 
Raising Beetles in a Classroom. 
ED 239 838 
Meaningfulness 
Meaningfulness as a Factor in Health. A Research 
Paper. 
ED 236 449 


Measurement 
Recommendations for Establishing Performance 
Objectives on Productivity Goals by Hawaii Vo- 
cational Rehabilitation and Services for the Blind 
(HVRSB). 
ED 235 317 
Measurement Equipment 
Learning to be a Scientist. Study Guide. Unit A1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 
ED 239 872 
Learning to be a Scientist. Teacher’s Guide. Unit 
Al. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 
ED 239 873 


Measurement Techniques 

An Alternate Procedure to Obtain Ability Esti- 
mates in Latent Trait Models. 

ED 235 203 
Assess Student Performance: Skills. Second Edi- 
tion. Module D-4 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 

ED 234 161 
A Comparison of Standardized Achievement 
Tests and Direct Measurement Techniques in 
Measuring Pupil Progress. 

ED 236 198 
The Dynamics of Computer-Assisted Writing 
Sample Measurement at Ferris State College. 

ED 233 344 
Evaluating Pupil Achievement. 

ED 237 527 
The Evaluation of Student Teachers. 

ED 240 103 
External Validity Issues Associated with Class- 
room Observational Research. 

ED 234 039 
A Factor Analytic Study of the Teaching Events 
Stress Inventory. 


ED 237 545 


Subject Index 


The Gender Communication Scale: A Scale De- 
velopment of an Instrument to Measure Gender 
Role Behavior. 

ED 238 072 
Indicators of Quality Schools: II. User’s Guide. 


ED 239 404 
Indicators of os Schools: Instrument to As- 
sess the Educati: Quality of Your School. 

ED 239 406 
Learning to be a Scientist. Study Guide. Unit Al. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 872 
Learning to be a Scientist. Teacher’s Guide. Unit 
Al. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 


ED 239 873 
Measuring the Perceived Reality of Television: 
Perceived Plausibility, Perceived Superficiality 
and the Degree of Personal Utility. 

ED 236 612 
The Objective Assessment of Attention Deficit 
Disorders. 


ED 238 937 
On-line Computer Applications in Research into 
Attitude Change. Applications in Farm Manage- 
ment Education. 

ED 240 165 
Optimal Measurement Considerations for Diag- 
nostic Tests. Methodology Project. 

ED 238 940 
Parallelogram Scaling of Binary Items. 

ED 238 924 
Probabilistic Extensions of the Traditional Forms 
of Path Analysis and Causal Modeling. 

ED 237 554 
A Proposed Additional Index to Glass’ Effect Size 
Estimator with Application to Mastery — 
Experiments. Technical Report Series No. 3. 

ED 236 232 
A Quanititative Grammar of Meaning and Struc- 
ture: A Methodology for Language Analysis. 

ED 239 491 
Resource Allocation. 

ED 239 007 
The Scottish Development-Towards a System of 
Positive Grade Related Assessment and Report- 
ing for All. 

ED 238 926 
Self-Report Measures of Achievement Motiva- 
tion: A Catalog. 

ED 237 523 
A Study of the Theoretical Bases of Reading In- 
struction and a Comparison of Programs. Instruc- 
tional Research Laboratory Technical Series No. 
R83001. 

ED 236 543 
Time-on-Task in Beginning Students of Spanish at 
the University Level: A Case Study. 

ED 239 514 
Trust, Solidarity and Target Valence: Some Prob- 
lems with Our Validity Paradigm. 

ED 237 573 


Measures (Individuals) 


Career Motivation Achievement Planning: C- 
MAP. A User’s Manual. 

ED 236 388 
The Effects of Long Term Experiential Learning 
Programs on Their Participants. 

ED 238 625 
Exploring the Convergent and Discriminant Va- 
lidity of Children’s Ethnic Attitude Measures: 
The Relationships between Ethnic Attitude and 
Egocentrism Measures. 

ED 233 825 
Participant Characteristics, Change, and Out- 
comes in Preservice Clinical Teacher Education. 
Clinical Teacher Education — Preservice Series. 

ED 240 096 
The Science Teacher Inventory of Need (STIN). 

ED 238 721 


Mechanical Equipment 


pm 
Fluid Power/Basic Hydraulics. Instructor’s 
Guide. 

ED 234 220 


Mechanical Skills 


Air Conditioner Charging. Automotive Mechan- 
ics. Air Conditioning. Instructor’s Guide [and] 
Student Guide. 

ED 235 370 
Alignment Adjustment Procedures. Automotive 





Subject Index 


Mechanics. Steering & Suspension. Instructor’s 
Guide [and] Student Guide. 

ED 235 368 
Front-End Types. Automotive Mechanics. Steer- 
ing & Suspension. Instructor’s Guide [and] Stu- 
dent Guide. 

ED 235 366 
Intro to Valve Guide Reconditio: Automo- 
tive Mechanics. Valves. tuneseery ules {and] 
Student Guide. 

ED 235 365 
Pre-Alignment Checks. Automotive Mechanics. 
Steering & Suspension. Instructor’s Guide [and] 
Student Guide. 

ED 235 367 
Pre-Employment Laboratory Training. General 
Agricultural Mechanics Volume II. Instructional 
Materials. 

ED 235 335 
Pre-Employment Laboratory Training. General 
Agricultural Mechanics Volume I. Instructional 
Materials. 

ED 235 334 


Mechanics (Physics) 

Cognitive Research and the Design of Science 
Instruction. 

ED 237 325 
Toward Theory-Based Instruction in Scientific 
Problem Solving. 

ED 233 886 
Unified Technical Concepts. Application Mod- 
ules Volume I. 

ED 239 117 
Unified Technical Concepts. Physics for Techni- 
cians. 

ED 239 049 


Mechnical Engineering 
Opportunities in Mechnical Engineering. [VGM 

Career Horizons Series]. 
ED 236 045 


Media Bias 
The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 
ED 233 412 


Media Business Relationship 
Medicine and the Media: A Course in Communi- 
cation Skills for Clinician-Executives. 
ED 239 288// 


Media Literacy 
The Media Consumer: A Pedagogical Perspec- 
tive. 
ED 239 319 


Media Relations 
Media Relations and the Content of Business 
News. 
ED 234 390 


Media Research 

Agenda-Setting and Political Framing in the 1982 
Illinois Gubernatorial Campaign. 

ED 234 444 
A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale. 

ED 233 414 
Comparisons of Subscribers and Non-Subscribers. 
An NRC Mining Company Report. American 
Newspaper Publishers Association (ANPA) 
News Research Report No. 39. 

ED 239 291 
Computers in Education: Realizing w Potential. 
Chairmen’s Report of a R 
Pittsburgh, Pennsylvania, November 08 1982. 

ED 235 783 
Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
Approach. 





ED 237 074 
Educational Considerations, Spring 1983. 

ED 235 787 
Evaluation of Public Service Advertising Mes- 
sages with Local and Non-Local Source Attribu- 
tion: A Controlled Laboratory Experiment. 

ED 233 358 
Explaining Magazine Readership with Uses- 
and-Gratifications Research. 

ED 233 346 
Herbert Marcuse’s Critical Theory of the Media. 

ED 237 978 
A History of Research on Children and the Mass 
Media: An Empirical Investigation. 


ED 234 387 
Information Equity and Information Technolo; 
Some Prelimi 4 


from a Videotex Fie! d 


ED 236 611 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Mass Communication: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July ‘ooh December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 238 074 
Media Relations and the Content of Business 
News. 

ED 234 390 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 

ED 233 350 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 

ED 237 979 
Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
Practitioner Representations of Environmental 
Uncertainty: An Application of Discriminant 
Analysis. 

ED 234 391 
The Press and Government Restriction: A 13- 
Year Update of a Cross-National Study. 

ED 236 582 
Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 

ED 234 422 
A Revision of Learning and Teaching = Revision 
del aprender y del ensenar. 

ED 239 603 
Satellite Communication and Development: A 
Reassessment. 

ED 236 706 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 

ED 237 990 
Technical Aids to Teaching in Higher Education. 
Third Edition. 

ED 238 403 
A Test of the Cumulative Acquisition Model of 
Adolescent News Media Use. 

ED 233 363 
The Trouble with Bad News. 

ED 233 370 
“USA Today”: Comparative Analysis with Two 
National and Two Los Angeles Daily Newspa- 
pers. Research Bulletin. 

ED 239 294 


Media Role 


The Impatient Press: Placing Black Newspapers 
in the Ideologies of Black Progress. 

ED 237 983 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 

ED 237 979 
Political Debate Formats: The Next Step. 

ED 239 318 
Soaps, Sex, and College Women. 

ED 236 749 
“Taking a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 

ED 233 356 


ED 238 760 
The Yang and Yin of the Communications Future: 
Positive Technology and Negative Messages. 

ED 235 534 


What Is Your Cobra E.Q.? 


Media Selection 


ASCD Statement on Censorship. 

ED 234 475 
Basic References on Instructional Development. 

ED 239 579 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
Computers and Curriculum: What’s the Fuss? 

ED 237 068 
Development of Public Affairs Media Use. 

ED 238 044 


Media Use 271 


The Effectiveness of Communication Forms Used 
by the Soil Conservation Service and Soil and 
Water Conservation Districts: A Dual Perspec- 
tive. 

ED 233 897 
Evaluation of Technology for the Vocational 

oom. 

ED 239 113 
The First Byte: A Teacher’s Guide to Classroom 
Computers. 

ED 238 424 
A Guide to Selecting Educational Software. 

ED 234 774 
Guide to Selection of Adult Literacy Materials. 
Analyze before You Buy. 

ED 235 321 
Guide to Vocational Education Materials and 
Practices. 

ED 237 644 
Instructional and Extracurricular Use of 
Video-Tapes. 

ED 238 065 
Invitation to Submit for Adoption in California 
Basic Instructional Materials in the Areas of: Art, 
Music, Bilingual-Bicultural, English as a Second 
Language, and Foreign Language; 1983-84. 

ED 239 417 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 

ED 238 412 
Organizing and Establishing a Media and Re- 
search Services Center in a Secondary Voca- 
tional-Technical School: Procedures, Activities, 
Conclusions. 

ED 235 803 
Reading Laboratories: The Conversion of the 
Speed Reading Lab into an ESL Reading Lab. 

ED 238 286 
Teaching the Holocaust through Film. 

ED 240 Oli 


Media S 


The Destruction of an Undergraduate Library Sci- 
ence Instructional Program: A Case History. 

ED 235 817 
District Level Instructional Media Programs in 
Wisconsin Public Schools, 1982. A Status Report. 
Bulletin No. 2416. 

ED 233 689 
Learning Resources Specialist Quality Assurance 
Program Manual. 

ED 238 166 
Meeting of Experts on Co-operation among Re- 
gional Communication Training Institutions. Fi- 
nal Report. Paris, France, April 19-22, 1983. 

ED 237 067 
The Organization, Structure, Staffing, and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 

ED 238 450 
Organizing and Establishing a Media and Re- 
search Services Center in a Secondary Voca- 
tional-Technical School: Procedures, Activities, 
Conclusions. 

ED 235 803 
Study Guide for Teacher Certification Test for 
Media Specialists. 

ED 235 152 
Study of a Library and Information Science Ada- 
demic Program Accredited by State (TEA), Re- 
gional (SACS), and National (NCATE) 
Accrediting Associations. 

ED 239 624 
Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 

ED 233 699 


Media Use 


Comparisons of Subscribers and Non-Subscribers. 
An NRC Mining Company Report. American 
Newspaper Publishers Association (ANPA) 
News Research Report No. 39. 

ED 239 291 
Development of Public Affairs Media Use. 

ED 238 044 
Information Equity and Information Technology: 
Some Preliminary Findings from a Videotex Field 

rial. 


ED 236 611 

Medicine and the Media: A Course in Communi- 
cation Skills for Clinician-Executives. 

ED 239 288// 





272 Media Use 


Preschoolers Who Get Cable TV: Family Pat- 
terns, Media Orientations, and Media Use. 
ED 239 328 
A Test of the Cumulative Acquisition Model of 
it News Media Use. 
ED 233 363 
Those Who Want, Get: The Impact on Political 
of Media Reliance Under Conditions 
of Political Interest. 
ED 235 494 


Mediation 
The Effect of Differing Third Roles and 
Behaviors on Conciliato: =~ and Retaliatory Nego- 
tiator Behavior Involved in a Simulated Inter- 
group Conflict. 
ED 234 309 
Mediation Theory 
Students’ Cognitive Processes While Learning 
from Teaching. Final Report: Appendices. (Vol- 
ume Two). 
ED 237 498 
Students’ Cognitive Processes While 
from Teaching. Final Report (Volume One). 
ED 237 497 


Care Evaluation 

Self Care Resource Corner: Its Impact on Appro- 
priate Health Service Utilization. 

ED 238 871 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Pu™.ic 
Policy Analysis. Mental Health Policy Mono- 
graph Series Number 3. 

ED 236 263 


Medical Case Histories 
Nursing 450: The History and Physical. 
ED 238 465 


Medical College Admission Test 
Admission Requirements to Canadian Faculties 
of Medicine and Their Selection Policies = Con- 
ditions d’Admission aux Facultes de Medecine 
Canadiennes et Leurs Politiques de Selection. 
ED 233 630 


Medical Diagnostic Ultrasound 
Source Book of Educational Materials for Diag- 
—_ Medical Ultrasound. Radiological Health 


ED 239 860 


Medical Education 
An Actuarial Model for Selecting Participants for 
a Special Medical Education Program. 
ED 237 047 
Factors That Influence the Financing and Cost of 
Medical Education. 
ED 235 713 
A Handbook for Group Discussion Leaders: Al- 
— to Lecturing Medical Students to 


ED 233 623// 
Selecting Students for Training in Health Care. A 
Practical Guide to Improving Selection Proce- 
dures. WHO Offset Publication No. 74. 
ED 233 135 
Study of Functioning and Location of U.S. Citizen 
Foreign Medical Graduates within the U.S. Medi- 
cal Care System. Final Report, Volumes I and II. 
ED 234 708 
Trends in Medical Education in the South: Enroll- 
ments and Financing. 
ED 235 714 


Medical oy ep 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 4. Vital 
Signs, Patient Assessment. Revised. 
ED 239 057 


ew Victim Care. A Training 
Medical Technicians. Module 6. 


Fv Control, Wounds and Bandaging, Shock. 


ED 239 059 
Study Guide for the Regents External Ex- 
amination in Health Support-Area II (4 Credits). 


ED 233 653// 
Medical Libraries 
emeepment of a Hospital Library Survey: A 
Committee Approach. > 
~~ Medical Library Papers 


ED 235 838 


Ohio- Michigan 
and Reports, No. 
Information Resources in Clinical Medicine: 


Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Library Services to Hospital Patients and Handi- 
capped Readers Section. Libraries Serving the 
General Public Division. Papers. 

ED 239 640 
Management of Circulation Functions in Health 
Sciences Libraries. 

ED 234 821 
Management of Media in Hospital Libraries. 

ED 234 822 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 

ED 234 786 
A Study of the State University of New York 
Biomedical Communication Network (SUNY/ 
BCN) from 1968 to 1977. 

ED 235 830 


Medical Model 
Consequences of Psychotherapy Clients’ Mental 
Health Ideology. 
ED 239 181 


Medical Research 
Comparing the Use of Research in Other Profes- 
sions with Research in Education. 
ED 240 089// 
Factors That Influence the Financing and Cost of 
Medical Education. 
ED 235 713 


Medical School Faculty 

Report on Medical School Faculty Salaries, 
1980-81. 

ED 239 530 
Report on Medical School Faculty Salaries, 
1981-82. 

ED 239 529 
Report on Medical School Faculty Salaries, 
1982-83. 

ED 239 528 
There Is No Gene for Good Teaching: A Hand- 
book on Lecturing for Medical Teachers. 

ED 233 624// 

Trends in Medical Education in the South: Enroll- 
ments and Financing. 

ED 235 714 


Medical Schools 
Admission Requirements to Canadian Faculties 
of Medicine and Their Selection Policies = Con- 
ditions d’Admission aux Facultes de Medecine 
Canadiennes et Leurs Politiques de Selection. 
ED 233 630 
An Examination of Instructional Strategies Used 
with Two-Way Television. 
ED 238 407 


Medical Services 

Euthanasia of Severely Handicapped Infants: Eth- 
ical Issues. 

ED 233 534 
Health Care and Services for Consumers. 

ED 234 233 
Instructional Analysis for Health Occupations. 

ED 234 142 
Intravenous Therapy. 

ED 236 347 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
tics/Gynecology, and Family Practice. Appendi- 
ces. 

ED 235 005 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Deliver- 
able No. 5. Final Report. 

ED 235 004 
Medical Issues in the Education and Care of Chii- 
dren Requiring Extensive Special Education Pro- 
gramming. Working Papers in Developmental 


Disabilities. 

ED 235 659 
Modeling Hospital Discharge and Placement De- 

ion Making: Whither the Elderly. 

ED 237 897 
Primary Health Care-The Chinese Experience. 
Report — an Inter-regional Seminar o i 
Health Care (China, June me 13-16, 1982). 

ED 237 470 

jpecial Needs in Education (E241): Biology and 

iiadiean, Unit 11. 


Subject Index 


ED 235 620 
Statistical Sources for Health Science Librarians. 
Ss f thi cumpenaien = 
Proceedings of the terna- 
tional Physicians for the Prevention of Nuclear 
War (ist, Airlie, Virginia, March 20-25, 1981). 
S Proceedings of th cusseaan = 
ings of the of Interna- 
tional Physicians for the Prevention of Nuclear 
War (2nd, Cambridge, England, April, 1982). 
ED 233 895 
Wor-Wic Tech Community College Nursing Cur- 
ticulum Project FY 1981. Final Report [and] 
Course of Study, Fall 1981. 
ED 236 380 


Medical Students 
The Effectiveness of a Summer Prematriculation 
Program for Minority Medical Students. 
ED 233 667 
Physicians in the Making: Personal, Academic, 
and Socioeconomic Characteristics of Medical 
Students from 1950 to 2000. 
ED 238 314// 
U.S. Medical Students, 1950-2000. A Companion 
Factbook for “Physicians in the Making.” 
ED 238 336// 
Women Students In Rural Communities: A Pre- 
liminary Report. 
ED 235 956 


Medical Technologists 

Assuring Quality Control of Clinical Educatio. in 
Multiple Clinical Affiliates 

ED 235 703 
The Importance of Professional Activity to Per- 
sonnel Decisions for Medical Technologists in 
Academia. 

ED 235 702 
North Carolina Medical Technology Manpower 
Survey. 

ED 235 704 


Medical Technology 
The Impact of Federal Legislation on Education 
in the Clinical Laboratory Sciences. 
ED 235 003 


Medical Vocabulary 

Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 14. Ap- 
pendix I: Communicating with Deaf and Hearing 
Impaired Patients. Appendix II: Medical Termi- 
nology. Appendix III: EMS Organizations. Ap- 
pendix IV: Legislation (Ohio). Glossary of Terms. 
Index. Revised. 

ED 239 067 


Medicare 
Health Care and Services for Consumers. 
ED 234 233 


Medicine 

Evaluating Diagnostic Hypotheses. 

ED 238 933 
Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Source Book of Educational Materials for Diag- 
nostic Medical Ultrasound. Radiological Health 
Series. 

ED 239 860 


Medieval History 


Feudal Nexus. 
ED 233 943 


Meditation 
Eastern Thought and Movement Forms: Possible 
Implications for Western Sport and Physical Edu- 


cation. 
ED 238 851 


LARS 
A Study of the State University of New York 
Biomedical Communication Network (SUNY/ 
BCN) from 1968 to 1977. 


Meetings — 
Estab an Advisory Committee. Module 
Number 10. Work Experience Program Modules. 


Coordination Techniques Series. 


ED 235 830 


ED 233 152 
Governing Board Meeting Management Check- 
list. 

ED 234 474 





Subject Index 


Handbook for Local Vocational Education Advis- 
ory Councils: “The People Speak.” 

ED 235 303 
Managing Quality Circles Effectively. 

ED 238 117 


Meier Burnout Assessment 
Theory and Tests of a Cognitive Behavioral 
Model of Burnout. 

ED 235 437 


MELVYL 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 

ED 234 814 


Memory 
Children’s Solutions for Figural Matrices: Devel- 
opmental Differences in Strategies and Effects of 
Matrix Characteristics. 

ED 233 809 
A Comparison of Schematic Processes in Mem- 
ory for a Television, Text, and Radio Story. 

ED 235 474 
The Complete Problem Solver. 

ED 234 995 
Converting Memory Protocols to Scores on Sev- 
eral Dimensions. 

ED 234 066 
Describing Cognitive Structure. 

ED 234 070 
Finding “Problem Types” in Judgments of Prob- 
lem-Similarity: Comparison of Cluster Analysis 
with Subject Protocols. 

ED 235 202 
Improving Memory in the Aged. 

ED 234 314 
Inhibition of Poor Exemplars in the Lexical Deci- 
sion Task and Evidence of Automatic and Atten- 
tional Priming. 

ED 235 407 
Introspection as a Technique for Investigating Re- 
tention. 

ED 236 161 
A Learning Framework for Development. 

ED 237 930 
Memorial Consequences of Display Coding. 

ED 238 683 
Memory Complaint and Mood in the Elderly: A 
New Wrinkle. 

ED 236 465 
Nonverbal Effects in Memory for Dialogue. 

ED 235 428 
Oh Where, Oh Where: Memory-Based Searching 
by Very Young Children. 

ED 234 896 
Processing Goals and Social Judgment. 

ED 236 493 
Representation in Memory. 

ED 235 770 
The Research System in the 1980’s. Public Policy 
Issues. 

ED 234 994 
Retrieval Speed as a Determinant of Adult Read- 
ing Comprehension. 

ED 236 546 
The Role of Phonological Recoding for Deaf 

eaders. 

ED 236 875 
Young Children’s Reasoning and Recall in an Ob- 
ject Manipulation Task. 

ED 238 593 


Memory Training 
Joint Picture Book Reading as Memory Training 
for Toddlers. 

ED 234 895 


Menstruation 
Relationship. of Level of Functioning of Institu- 
tionalized Women on a Task Analysis of Personal 
San for Menstruation and the Adaptive Behavior 
e. 


ED 233 553 


ental Age 
the Relation between Gender Labelling and Gen- 
der Constancy in Preschool Children. 


ED 238 551 
The Role of Infant Cognitive Level in Moth- 
er-Infant Interaction. 

ED 233 790 


Evaluation of Advocacy Models. 


ED 236 870 
Nutrition and Behavior: The Psychonutrient Con- 
nection. 

ED 236 476 
Perceived Unpredictability and ners a of 
Mentally and Physically Handicapped Persons 
Encountered in Public lien. 

ED 237 838 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 


Mental Hi 


ealth 
Child Mental Health in the Peoples Republic of 
China. 


ED 239 780 
Leisure—A Criterion of Mental Health. 
ED 235 304 
Nursing 302: An Introduction to Psychiatric 
Nursing. 
ED 238 469 
Parent Training with Asthmatic Children. 
ED 235 900 
Personal Education. Middle School Seminar Se- 
Ties. 
ED 237 823 
Perspectives on Family Research. Report of a 
Workshop. 
ED 234 290 
ction: Improving In- 
e Current Status of Pri- 


Prevention of Marital D 
timate Relationships. 
mary Prevention. 

ED 236 473 
Problem Definition and Problem Solving among 
the Five Major Ethnic Groups in Hawaii. 

ED 234 443 
The Psychosocial Development of Minority 
Group Children. 

ED 234 136// 

Psychotherapeutic Approaches to Dealing with 
Mentally Retarded Adolescents and Adults in 
Community Settings. ‘ 

ED 233 551 
Santa Clara County Asian Health Survey: Meth- 
odology. 

ED 236 268 


Mental Health 


Computers and Mental Health Care Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
Needs Assessment Study of Institutional Library 
Services in the Maryland State Department of 
Health and Mental Hygiene. 

ED 233 728 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Public 
Policy Analysis. Mental Health Policy Mono- 
graph Series Number 3. 

ED 236 263 


Mental Retardation 


Aging among the Disabled: A Neglected Area. 

ED 239 444 
Attitudes towards Deinstitutionalization Held by 
Family Members of Institutionalized Mentally 
Retarded Persons. 





ED 239 422 
Communicating with Mentally Retarded Persons: 
Asking Questions and Getting Answers. 

ED 235 633 
Community Residential Treatment of MR Ado- 


lescent ‘enders. 

ED 233 549 
The Concept of Home and Family to Mentally 
Retarded Individuals Placed in Residential Facili- 
ties: Implications for Counseling. 

ED 233 550 
Education for Adulthood: A Curriculum for the 
Mentally Retarded Who Need a Better Under- 
standing of Life’s Processes and a Training Guide 
for Those Who Will Teach the Curriculum. 

ED 235 606 
Estate Planning for Retarded Persons and Their 
Families. 


ED 236 853 
Euthanasia of Severely Handicapped Infants: Eth- 


ical Issues. 

ED 233 534 
Factors Affecting Complex Litigation. 

ED 236 869 
Intellectually Handicapped Mothers: Problems 


and Prospects. Wo Working Papers in Developmental 
Disabilities. Draft. 


Merchandising 273 


ED 235 657 
Linking Residential and Vocational Services to 
Enhance Client Programming. 


ED 233 552 
Normalization Re-Examined. of a 
National Conference on Normalization and Con- 
tempo: Practice in Mental Retardation. Ad- 
vancing Your Citizenship Series Number 5. 

ED 236 856 
Prevocational Education: Research Implications 
for Teacher Training. 

ED 236 852 


“Rap Groups” as Field Research Method in a 
Sheltered Workshop. 

ED 239 156 
Schizophrenia in the Mentally Retarded. 

ED 233 554 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Style Characteristics of the Language Acquisition 
of Mentally Retarded Children. 

ED 239 443 
Success for Mentally Retarded Students. Sources 
to Upgrade Career Counseling and Employment 
of Special Students. 

ED 237 643 


Teaching the “Ineducable”: The Impact of Sensa- 
tionalist Philosophy on Educational Thought and 
Practice. 

ED 235 632 
A Three Phase Approach to Independent Apart- 
ment Living for Developmentally Disabled 
Adults: Westwick Supervised Apartment Pro- 


gram. 

ED 235 673 
Vocational Services to High Need Clients: The 
Importance of Need Determination and Per- 
son-Environment Match. 

ED 234 583 
Wilderness Adventure Programming for the Men- 
tally Retarded: A Rationale and Therapeutic Basis 
for Program Development. 

ED 238 216 
The Work Survival Skills Training Curriculum 
Manual. 

ED 234 178 


Mental Rigidity 


Age and Sex Differences in Behavioral Rigidity. 
ED 237 912 


Mentors 


Colonialism on Campus: A Critique of Mentoring 
to Achieve Equity in Higher Education. 

ED 235 760 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School. Post-Evaluation De- 
sign 1981-82. 

ED 233 847 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School, 1980-1983. 

ED 233 861 
Guiding the Gifted. Mentor-Volunteer Program. 

ED 239 475 
Making It in Academia: Gurus Can Get You 
There? 

ED 235 758 
Merit Pay and Master Teachers. SMERC Alert! 
Information for Professional Excellence. 

ED 238 108 
The Middle Way: Patron as Guide. 

ED 235 759 
Networking and Mentoring: A Study of 
Cross-Generational Experiences of Blacks in 
Graduate and Professional Schools. 

ED 235 745 
Training Mentors as Educational Advisors for 
Adult Learners. Process Manual. 

ED 235 394 
What to Do until the Montes Arrives? Profes- 
sional Advancement 

ED 234 296 


Merchandise Information 
Diffusion and Adoption of Innovations in Fertil- 
izer-Related Agricultural Production Technology 
in Developing Countries. 
ED 237 637 


Drug Advertising and the FDA. 
ED 238 063 


ED 234 232 


Effective Consumerism. 


Merchandising 





274 —- Merchandising 
for Sign, Display, and Allied Workers Industry. 
Revised. 
ED 236 329 
a Small College. 


ED 238 421 
Pan toe: 





“It's Not My Job”: A Stud 
Inventory. 
ED 234 658 


Amalgamations and Libraries. A Study of the Ef- 
fect ¢ on British Polytechnic Libraries of Institu- 
tional Amalgamati Guidelines 


ED 233 737 


AASA ive Committee Adopts Position 
Statement on Merit Pay. 
ED 235 542 


Beyond Sanctions: The Evolution of a Merit Pay 
System. 


ED 238 140 
Merit Pay and Master Teachers. SMERC Alert! 
Information for Professional Excellence. 

ED 238 108 
Merit tous, BRS Renae for Teachers: Status and Descrip- 


ED 236 771// 
My Sad Conclusion: Board Precludes 
Merit Pay for Administrators. The q 
ED 236 760 
Paying Teachers for Performance and Productiv- 
ity: Learning from Experience. 
ED 233 483// 
Pros and Cons and Current Status of Merit Pay in 
the Public Schools. 
ED 238 162 
Rewarding Teachers: Issues and Incentives. 
ED 236 143 
State Policies to Screen and Attract Teachers. Is- 
suegram 23. 
ED 234 506 


Promotion 
Setting the Standard: The Characteristics & Con- 
= of Alternative Student Promotional 


ED 239 368 
Setting the Standard: The Characteristics & Con- 
— of Alternative Student Promotional 
Executive Summary. 
ED 239 369 
Merit Rating 
Beyond Sanctions: The Evolution of a Merit Pay 
System. 


ED 238 140 
Merit Pay Plans for Teachers: Status and Descrip- 
tions. ERS Report. 
ED 236 771// 
Mescalero Apache (Tribe) 
Flying High With Civil Air Patrol: The Sierra 
Blanca Civil Air Patrol Squadron. 
ED 233 856 
Meta Analysis 
An Analysis of the Research Concerning Debate 
Training and Critical Thinking Imnrovemean” 
ED 238 058 
re and Educational Productivity. Fi- 


nal Report. 
ED 239 002 
Dilemmas in enti ar A . Reply to Reana- 
_— of the Desegr ement Synthe- 


ED 238 999 
Effects of Coaching Programs on Aptitude Test 





ED 235 195 
A Meta-Analysis of Feedback to Learners in 
Computerized and Programmed Instruction. 
ED 233 708 
School ion and Black Achievement: 
An Integrative iew. 
as agora 
Studying Enrollment Decline Other Timely 
Issues) via the Case Survey. 


ED 233 454 
Why Communities Protest School Closings. 


ED 233 455 
Metacognition 
Academic Cogazitive Training and Stimulants in 
Hyperactivity: A Pilot Study. 
Cognitive Ed 
Adolescen 


= ) 236 824 
for the Heari 





— 


ED 233 511 
Dialectic: Theory 
ED 239 136 
Comprehension 


ED 236 570 
M Pro- 


July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 944 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

of the Relationship between Teacher Ei 

AS tween 
‘ae and Student Metacognitive Awareness 
during Reading Instruction. 

ED 238 069 


Techni for ing Li Events from 
You ta Collecting Literacy 


ED 236 647 
The Use of Cognitive and ———— Strate- 
H Good and Poor Readers at the College 


ED 239 243 


Metacriticism 
The Judge as Metacritic: A Model for Judging 
Interpretation Events. 


ED 238 046 
Metadiscourse 
The Rhetoric of Social Studies Textbooks: Meta- 
discourse. 


ED 239 226 


Metal Industry —_ 
for: Metal Fabrication, Machinist 


Career i 
for: Metal Fabri 


Career Preparation 
for: Metal Fabrication, 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Welding. 

ED 234 266 
Iron Smelting. Third World Science. 

ED 235 041 
Small Business and Economic Development in 
Macomb County. 

ED 233 183 

Metal Working 
Mechanics Unit for. Plant Science 


Agricultural 
Core Curriculum. Volume 15, Number 4. Instruc- 
tor’s Guide. 


ED 235 310 
Sappent Mechanics. V-A-1 to V-E-1. Basic 


ED 235 338 
Assignment Book in Print Reading for Machine 


ED 239 106 
Attitudes toward the Skilled Trades: Employment 
Issues in the Precision Metalworking Industry. 


_ ED 235 327 
Career Preparation Program lum 
for: Metal Fabrication, Machinist Training. 
ED 234 269 
Cc p ion P Curriculum Guid 
for: Metal Fabrication, Millwright. 


for: Metal Fabrication, Welding. 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

ED 235 300 
Machine Shop. Block II. Print 


ED 239 105 
Welding. 


ED 233 175 


Subject Index 


The Chemicals of the Barth. Study Guide. Unit 
F2. ZIM-SCI, Zimbabwe Secondary School 


ence Project. Year 2. 


ED am 891 
The Chemicals of Teacher’s 
Unit F2. ZIM-SCl, Zimbabwe Secondary Schooi 
Science Project. Year 2. 

ED 239 892 


Tron Smelting. Third World Science. 
ED 235 041 


Materials Respeling: | The Virtue of Necessi 
Worldwatch Paper "- 
ED 238 723 


M 
Affective Implications of 4 and Simile in 
Discourse. Technical Report No. 301. 
ED 237 953 
Metaphor and Transformation: The Problem of 
Creative Thought. Technical Report No. 300. 
ED 237 958 
The Metaphoric Interpretation of Paintings: Ef- 
fects of the Clustering Strategy and Relaxed At- 
tention Exercises. 
ED 237 388 
Sources of Difficulty in the Young Child’s Under- 
—, Metaphorical Language. Technical 
Report 


‘0. 290. 
ED 234 376 
The World Hypotheses: Implications for Intercul- 
tural Communication Research. 


ED 238 045 


ones, | 
Teacher’s Resource Guide on Acidic Precipita- 
tion with Laboratory Activities. 
ED 234 990 
Methane 
oo oy rt Third World Science. 
ED 235 042 
Methods 
The Field Program Associate in the Partnership 
for Rural Improvement. 
ED 237 269 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 
ED 239 782 


Methods Courses 

Contexts Affecting Methods Instruction in Se- 
lected Teacher Education Institutions. 

ED 240 081 
A Description of the Single Preparatory Reading 
Methods Course for Preservice Teachers. 

ED 233 299 
Do Early —_ Experiences in Teacher Education 
Provide a M Context for Acquiring Ped- 
agogical Knowledge? 

ED 234 038 
Evening Student Progress in Undergraduate 

Reading Methods Courses: A Survey of 

Twenty-Six Instructors. 

ED 234 371 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Secondary. 

ED 235 121 
The Reading Methods Textbook - Changes and 
Trends. 


ED 233 330 
Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 
Some Eff Reading Al Fosse orn 
me Effects of i loud in Undergraduate 
Methods Classes. 
ED 236 563 
Methods Research 
Feminist Research Methodology Groups: Ori- 
gins, Forms, Functions. 
ED 237 394 
Methods Teachers 
Evaluating Student Progress in Undergraduate 
Reading Methods Courses: A Survey of 
Twenty-Six Instructors. 
ED 234 371 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 





Subject Index 


ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 


periences. Secondary: 
ED 235 121 


Metric System 
Field Testing Vocational Education Metric Mod- 
ules. Final Report. 


ED 233 232 
Metrolina Educational Consortia NC 


Reflections on the MEC Consortium: C1. 


ED 234 945 
The Mexican American: A Challenge for the Cali- 


fornia Community College. 

ED 233 857 
The Mexican-American in the Health Care Sys- 
tem. 


ED 235 944 
P Ysleta Equity 





Parental Invol C 
Seekers (YES) Program. 
a ED 234 199 





Teacher as Teacher Educator. 
ED 234 525 


The The Rural Growth, Growth Revival In Nonmetropolitan 
America: Evid 





of Per 

ED 233 867 
Salient Migration Flows in the Southeastern 
United States: 1955-1960 and 1965-1970. 
ED 236 296 


Mexican American Education 
Arizona Migrant Child Education Program, 
1982-1983. Annual Review and Evaluation. 
ED 239 796 
The Attitudes and Expectations of Student 
Teachers and Cooperating Teachers Toward Stu- 
dents in Predominantly Mexican American 
Schools: A Qualitative Data Perspective. 
ED 234 026 
Office for Advanced Research in Hispanic Educa- 
tion: Project Activities and Accomplishments 
1979-1983. Final Report. 


ED 239 803 


Mexican American Legal Defense Educa- 
tional Fund 
A Mechanism for Increasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 
ED 234 945 


Mexican American Literature 
Teaching Chicano Literature: Changing Tides and 
Challenges. 
ED 235 986 
Mexican Americans 
The Attitudes and Expectations of Student 
Teachers and Cooperating Teachers Toward Stu- 
dents in Predominantly Mexican American 
Schools: A Qualitative Data Perspective. 
ED 234 026 
Bibliography on Migrants and Migrant Educa- 
tion, 1981-1982. Series A., Reference Materials. 
ED 238 598 
Chicanos: A Checklist of Current Materials, Sep- 
tember 1972-December 1982. 


ED 233 827 
Depression and Acculturation in Mexican-Amer- 
ican Women. 
ED 236 510 
Differences between Anglo- and Mexican-Ameri- 
can Students Classified as Learning Disabilities. 
ED 234 535 
Dimensions of Value Diversity among Lower 
Class Mexican Americans from South Texas: A 
Metropolitan-Nonmetropolitan Comparison. 
ED 233 858 
Early Childhood Bilingual Education: A Hispanic 
Perspective. 
ED 235 680// 
Early Childhood Bilingualism, with Special Refer- 
ence to the Mexican-American Child. First Edi- 
tion. 
ED 233 564// 
Ethnic Group Bias in WISC-R Verbal Items. 
ED 236 172 
Hispanics Access to Higher Education. Hearing 
before the Committee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 


ED 234 685 

Hispanics and Employment. ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
Interaction Strategies of First Graders Who Have 
Experienced Different Bilingual Preschool Mod- 
els. Final Report. 

ED 234 943 
A Mechanism for Increasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 


on Hispanic Access to Higher 

Education. Tes estimony to the National Commis- 

sion on Excellence in Education. (Public Hearing, 
Chicago, Illinois, June 23, 1982). 

ED 237 023 


Mexicans 
Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 
ED 234 935 
Mexico 
Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 
ED 234 935 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 
ED 233 361 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 
ED 236 994 
Mexico (Hermosillo) 
Hermosillo from A to Z. 
ED 236 080 
Miami Dade Community College FL 
Status of Impacts of the Reforms Which Have 
Been Initiated at Miami-Dade Community Col- 
lege during the Past Five Years. Research Report 
No. 83-13. 
ED 237 136 
Underprepared Learners. 
ED 233 636 
Vocational Support Services for Displaced Home- 
makers and Re-entry Women. Final Report from 
7/1/82 -6/30/83. 
ED 233 163 
Miami University OH 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 
ED 238 863 
Mice 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 
ED 238 699 


Essential Performance Objectives for Career De- 
velopment. 


ED 239 033 
Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 

ED 239 035 
MANAGER (Michigan Analysis Network and 
General Evaluation Report) Handbook. 

ED 234 833 
dee Sees Assessment Program Stu- 
dent ent Booklets for Career Develop- 
ment. Test Number 31, Grade 4. Test Number 61, 
Grade 7. Test Number 62, Grade 7. Test Number 
91, Grade 10. Test Number 92, Grade 10. Test 
Number 93, Grade 10. 


ED 229 036 

MiSIS: Michigan Student Information System. 

ED 234 830 
MiSIS (Michigan Student Information System) 
Activities Manual. 

ED 234 831 
MiSIS (Michigan Student Information System) 
Procedures Manual. 

ED 234 832 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 


Microcomputers 275 


Michigan 
Data Needs for Planners. 


ED 238 154 
Michigan Analysis Network General Eval 


MANAGER (Michi, 


Network and 
General Evaluation ) 


ED 234 833 
Michigan Educational Resource Informa- 
tion Center 
rt, Di ination Capacity Buildi 
Project. Final Report. 
ED 238 200 


State University 
A Report of Progress. Annual Report of the NFE 
Network Project: Operating a Clearinghouse on 
NFE Information (September 198 1-August 1982) 
and Semi-Annual Reports of the NFE Netwerk 


formation Centers 
(September 198i-Feteuary, 1982; March 1982- 
August 1982). 


ED 235 776 


Student Information System 
MiSIS: Mici.'gan Student Information System. 
ED 234 830 
MiSIS Lay ae ard Student Information System) 
Activities Manual 
ED 234 831 
MiSIS (Michigan Student Information System) 
Procedures Manual. 
ED 234 832 


Methane Digestors. Third World Science. 

ED 235 042 
Science Syllabus for Middle and Junior High 
Schools. Living Systems: Block C, Micro-Organ- 
isms. 

ED 236 053 


Microcomputer Program Oriented Budget- 


System 
A Model Microcomputer Software Package for 
Educational Program-Oriented-Budgeting. 
ED 238 138 


The Administrator’s Use of Microcomputer Sys- 
tems. 

ED 234 729 
American History. Computer Programs. 

ED 237 371 
Analysis of Use of a Micro-Computer Driven 
Classroom Display. Working Paper #82-30. 

ED 237 052 
Applying Microcomputers in the Foreign Lan- 
guage Classroom: Challenges and Opportunities. 
ED 238 280// 
Basic Writers and the Computer. 

ED 237 975 
Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
Beyond Basic Skills: Using the Microcomputer to 
Extend Basic Skills Instruction in the Language 
Arts. 


ED 236 691 
Business Computer Applications. 
ED 233 717 
The Challenge of Computers. 
ED 238 410 
“The Chips Are Down”: Beginner’s Self-Teaching 
Basic Computer Lessons. Revised Edition. 
ED 238 423 
Communications Software for Microcomputers. 
ED 234 740 
Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 
ED 233 309 
Computer-Based Sentence-Combining Instruc- 
tion. Final Report. 
ED 239 307 
Computer Considerations for Vermont Schoois. 
ED 239 593 
Computer Education - A Survey of Seventh and 
Eighth Grade Teachers. 
ED 238 696 
The Computer: Extension of the Human Mind II. 
of the Annual Summer Conference 


(Eugene, Oregon, July 20-22, 1983). 





276 Microcomputers 


ED 239 397 
A Computer in the Classroom. 
ED 238 426 


Computerized Management of Physical Plant 
Services. 


ED 236 787 
Computer Literacy. 
ED 239 612 


Computer Literacy for Teachers: Level i 
ED 234 742 
eee coe Literacy for the Middle Grades. A 
ED 239 -" 
Computer Literacy. Part I-A Manager’s Guide. 
Staff Development Publication. 
ED 239 fag 


Computer Literacy. Part II-A Teacher’s Guide. 
Staff Development Publication. 
ED 239 082 
Computers and Curriculum: What’s the Fuss? 
ED 237 068 
Computers and Very Young Children: Educa- 
tional Promise and Problems. 


ED 235 897 
Computers in Language Arts. 
ED 238 010 


Computer Software fi plea Center 
Applications [and] ‘An Update 


Computers on Wheels. 


ED 233 716 


ED 239 614 
Critical Learning: Multiply Handicapped Babies 
Using Computers. 

ED 234 773 
Developing Computer Software for Use in the 
Speech/Comunications Classroom. 

ED 238 061 
The Diffusion of Home Computers: An Explor- 
atory Study. 

ED 235 786 


The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 

iting in the Clarksville-Mont- 


pomery Co unty S re A Five-Year Plan. Fall 
1983-Spring 1988. 


ED _ 077 
Educational Considerations, Spring 198. 

ED 235 787 
The Electronic Chalkboard and Other Group In- 
structional Uses of the Computer. 

ED 237 344 
Elementary Computer Literacy. Curriculum 
Guide. 


ED 233 675 
Elementary Computer Literacy. Student Activity 
Handbook. 


ED 233 674 
Evaluating Microcomputer Software for a Com- 
munity College Reading/Writing Center. 

ED 233 691 
Evaluation of Technology for the Vocational 
Classroom. 


ED 239 113 
Facilitating Instructional Use of Microcomputers 
in Small Schools. 


ED 235 936 
The First Byte: A Teacher’s Guide to Classroom 
Computers. 


__ ED 238 424 


ED 238 272 


Teaching for Mi- 
crocomputers: A Welune of Reviews. 


ED 234 647 
The Future of Education in the Microcomputer 
Revoluticn. 


ED 234 533 
The Gifted, the Talented, and the 
puter. 

ED 234 593 
py bang te tego Sacer 


and 
Representatives, Ninety ighth 
iy ee ape ay tt ye ey 


ED 238 393 

mae the Vi Impaired Student with Elec- 
ideo Vi Aids. 

ED 236 905 

High Technology and Faculty Effectiveness: An 


Update. 

re ies yer 877 
High Technology in the Vocational iculture 
Classroom. 


ED 239 114 
How to Be Happy with Microcomputers in Your 
School. 


ED 237 243 
How To Plan for Effective Instructional Use of 
Microcomputers. Tips for Principals from 
NASSP. 

ED 236 769 
How to Streamline Your IEP: A Special Educa- 
tion Handbook on Computer-Assisted Individuai- 
ized Education 

ED 236 859 
a of Computer Based Education by 
a Small College. 

ED 238 421 
Implementation of Microcomputers in the Class- 
room: Problems and Potentials. 

ED 234 749 
Increasing Use of Microcomputers in Business 
Education. 

ED 239 096 
Influence of Recent Developments in Computer 
Technology on Professional Development in Vo- 
cational Education. Final Report. 

ED 235 312 
Information Services. Miscellaneous Papers. 

ED 239 657 
Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 

An In-Service Workshop That Helps Teachers 
Reduce Computer Anxiety. 

ED 238 840 
Instructional Use of the Microcomputer: Personal 
Experiences. 


Keyboarding: The State of the Art. 

ED 236 352 
A Learner-Based Evaluation of Microcomputer 
Software. 


ED 235 798 


ED 233 693 

Making Courseware Transparent: Beyond Initial 
Research on Evaluation Program Pa- 

per and Report Series No. 76. 

ED 233 695 
Management Uses of Microcomputers. The Best 
¢ ERIC on Educational Management, Number 

ED 234 480 
Managerial Applications of the Microcomputer 
for Special Education Teachers. For Your Infor- 
mation. 

ED 236 900 
Measurement as an Instrument of Learning. Final 
Report. 

ED 238 411 
Microcomputer Authoring Systems. 

ED 238 028 
Microcomputers and Mathematics in Schools. A 

ED 235 009 
Microcomputers: An Introductory Guide. Cen- 
tering On. 


ED 237 083 
Microcomputers: oo" aga in Career Counsel- 
ing and Career Educa 

ED 239 053 
Microcomputers: Applications in Vocational Ed- 
ucation. 


ED 239 052 
Microcomputers: A Review of Federal Agency 
Experiences, Computer Science and Toslesion. 

ED 239 596 
Microcomputer Selection Guidelines for Admin- 
istrators. tions Notebook No. 30. 
Microcom; in Bilingual and For a om 

ters in Bili ‘ore a 

guage epestion: A Guide and Bibliography. 

ED 237 070 


Subject Index 
Microcomputers in Education: A Handbook of 
Resources. 


ED 235 790 
Microcomputers in Educational Settings: A Cate- 
gorization of ERIC ED Documents through De- 
cember 1982. 

ED 237 080 
Microcomputers in Education: Uses for the ’80s. 

of the Annual Microcomputer Con- 

ference (2nd, Tempe, Arizona, January 15-16, 
1982). Publication No. 3. 

ED 233 696 
Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 

ED 239 605 
Microcomputers in Special Education: Organiza- 
tional Issues. Microcomputers in the Schools-Im- 
plementation in Special Education. Information 
Product Number One. 

ED 238 221 
Microcomputers in the Early Childhood Class- 
room. 

ED 234 845 
Microcomputers in the Schools. An Educator’s 
Guide. 


ED 237 081 
Microcomputers in the Schools-I ti 
in Special Education. Case Study Report. 

ED 238 222 
Microcomputers in Vocational Education. 

ED 235 306 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 





ED 239 051 
Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 

ED 235 330 
Microcomputers: Media or Mania 

ED 234 751 
Microcomputer Software for Teaching German: 
An Evaluation. 

ED 234 752 
Microcomputers: Some Basic Resources. 

ED 233 711 
Microcomputer Uses to Promote Physical Profi- 
ciency and Motor Development of Learning Dis- 
abled Students. 

ED 235 650 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 

ED 239 606 
MicroSIFT Courseware Evaluations (88-168). 

ED 234 772 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 

ED 238 863 
A Model Microcomputer Software Package for 
Educational Program-Oriented-Budgeting. 

ED 238 138 


ED 238 570 
On Microcomputers, Instruction, and the Se- 
verely Developmentally Disabled. 
ED 233 532 
—_ Computers: The New Academic Me- 
jum. 


A New Computer! Can I Use it? 


ED 235 778 
Proceedings of the Conference on Joint Problem 
Solving and Microcomputers (San Diego, Califor- 
™ a 31 - April 2, 1983). Technical Report 

() 

ED 238 397 
Progress and Planning Report: K-12 Use of Com- 
puters in the Instructional Setting. 

ED 234 983 
R & D Speaks: Effectiveness of Microcomputers 
in Educational Applications. Conference Pro- 
ceedings (Austin, Texas, September 27-28, 1983). 

ED 238 569 
Research in Mathematics Education in Papua 
New Guinea: 1983. Proceedings of the Mathe- 
matics Education Conference (3rd, Mathematics 
rad Centre, Lae, Papua New Guinea, May, 

ED 237 351 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In: 
struction and Support for the Handicapped. i 
terim Report. 





Subject Index 


ED 235 643 
The Role of Microcomputers in Rural Schools. 

ED 234 969 
School Uses of Microcomputers. Reports from a 
National Survey. Issue No. 2. 

ED 234 109 
Sex Differences in Computer Access, Interest and 
Usage. 

ED 238 400 
Software Piracy, Ethics, and the Academician. 

ED 233 700 
State of Washington Computer Use Survey. 

ED 238 401 
State Strategic Planning for Technology. Issue- 
gram 38. 

ED 234 737 
Statistical Software Packages for the Microcom- 
puter. 

ED 235 782 
A Study of the Effect of Computers on the Pre- 
school Environment. 

ED 234 898 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 
Teaching BASIC. A Step by Step Guide. 

ED 234 759 
Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 

ED 238 402 
Technology Implementation: A Case Study. 

ED 233 702 
Under the Shadow of New Technology. 

ED 234 763 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 

ED 238 644 
The Use of Computers in Instruction Supported 
under Chapter 1 of the Education Consolidation 
and Improvement Act. 

ED 238 404 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 

ED 235 794 
Using Microcomputers in the Social Studies 
Classroom. 

ED 233 967 
bs ary po of a gent in an Elementary 

hool Learning Resource Centre. 

ED 239 601 
Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 

ED 238 736 
4xE = Equitable Electronic Educational Excel- 
lence. 

ED 239 377 
60 Apples—Utili: Electronic Technology to 
Enhance and Enri nick Adult 

ED 237 660 


Microelectronics 
Microelectronics in the Curriculum-The Science 
Teacher’s Contribution. 

ED 239 854 
Microforms 
Microform Collections in New Orleans Academic 
and Public Libraries: A Union List. 

ED 234 802 


Microorganisms 
Infection Control in the Long Term Care Facility. 
ED 236 440 


MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 

ED 239 606 
MicroSIFT Courseware Evaluations (88-168). 

ED 234 772 
Middle Aged Adults 
Dislocated Workers and the American Flex- 
iconomy. Research Paper. 

ED 236 370 
Innovative Employment Practices for Older 
Americans. 

ED 234 227 

seg A Sea and Mood in the Elderly: A 

New 


ED 236 465 
ED 237 653 


NATCON 6. 


Recycling America’s Workers: Public and Private 
anake to Midcareer Retraining. 
ED 236 367 


Middle Class 


Standards 
Six Immigrant Groups in Queens: A Pilot Study. 
ED 237 598 


Middle Eastern Studies 


A Cultural History of Education in the Arab 
World with Special Reference to the Arabian Gulf 
Region. 

ED 239 933 
The Middle East: A Select Bibliography for the 
Secondary School. 

ED 238 778 


Middle 


Management 

Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing 

ED 234 189 
Mechanisms of Administrative Control in Educa- 
tional Organizations: An Exploratory Study. Fi- 
nal Report. 

ED 238 192 


Middle 


Schools 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 


ED 233 904 
An Evaluation of Government Pilot Junior Sec- 
ondary Schools Project in Plateau State-Nigeria. 
Studies in Curriculum & Evaluation No. 

ED 234 003 
Math and Careers. Module 1. MATHCO 
Teacher’s Guide. 

ED 233 901 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 

ED 233 900 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 

ED 233 903 
Middle School Evaluation Final Report Technical 
Appendix. 

ED 239 382 
Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 

ED 233 902 
Reorganizing the Middle Grades: Guidelines for 
Administrators, School Boards, and Planning 
Teams. 

ED 236 804 
Striving for Excellence: Middle Schoolers Study 
Po Ideas for Action in Education and Work, 
Issue 5. 


ED 236 436 
Successful Schools for Young Adolescents. 
ED 240 209// 


Midlife Transiti 


ions 

ACT II: Adults in Career Transition. 

ED 233 134 
Adults in Career Transition. Overview: ERIC 
Fact Sheet No. 20. 

ED 237 808 
An Aging Teacher Corps: How Should School 
Systems Respond? 

ED 235 553 
Counseling for Career Change. Searchlight Plus: 
Relevant Resources in High Interest Areas. 24+. 

ED 237 868 
The Critical Events Interview Manual. 

ED 234 305 
Passages: Rafting the Green River as an Analogy 
to the Mid-Life Transition. 


ED 238 079 


M it Adult Education 


¢ Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 
ED 235 943 

College Assistance Migrant Program Perfor- 

mance Report, 1982-1983. 

ED 238 665 


Migrant 


Children 
Language Census Report, 1983. 
ED 239 512 


Migrant Education 


Migrant Education 2717 


Migrant Child Education 
1982-1983. Annual Review and Evaluation. 


Bibliography on Migrants an 
tion, 1981-1982. Series A., 
ED 238 598 
California Migrant Secondary Summer Programs 
Directory 1983. 
ED 234 960 


Case Study of Swiss-Migrant Joint Associations 
(Switzerland). The CDCC’s Project No. 7: “The 
Education and Cultural Development of Mi- 
grants.” 

ED 235 940 
Case Study on Adult Education in the Inner Lon- 
don Education Authority. The CDCC’s Project 
No. 7: The Education and Cultural Development 
of Migrants. 

ED 238 613 


Case Study on Hajitkoum, Migrant Cultural Ac- 
tion Group (Brussels, Belgium). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 941 


Case Study on Portuguese Culture in Cassis 
(France). The CDCC’s Project No. 7.: “The Edu- 
cation and Cultural Development of Migrants”. 

ED 235 938 
Case Study on Skovde Municipality and Its Eth- 
nic Minorities (Sweden). The CDCC’s Project 
No. 7.: “The Education and Cultural Develop- 
ment of Migrants”. 

ED 235 939 


Case Study on Teaching Materials for Spanish 
Language and Culture Classes for Migrant Chil- 
dren in France. (Part I, Lyon-Paris, France) The 
CDCC’s Project No. 7: “The Education and Cul- 
tural Development of Migrants”. 

ED 235 937 
Case Study on Television as a Meeting Place 
(Federal Republic of Germany). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 942 


Choices for Migrant Youth. Ideas for Action in 
Education and Work. 

ED 239 801 
College Assistance Migrant Program Progress 
Report, 1982-83. 

ED 234 952 
Directory of California Migrant Secondary 
Schools and Contact People. 

ED 234 959 
A Directory of Secondary Summer Migrant Pro- 
grams. 


ED 234 958 
The Evaluation of California’s Migrant Education 
Program. Summary of the Study. 

ED 239 807 
A Handbook for Title I Migrant Parent Advisory 
Councils: Understanding the System= Un Folleto 
Para los Concilios de Padres Titulo I Migrante: 
Entendiendo el Sistema. 

ED 238 640 
Interstate Migrant Secondary Services Program. 
Program Manual Volume I. 

ED 237 265 
Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 


Migrant Education. 
ED 237 281 


Promising Practices. Migrant Child Education - 
Region II. 


ED 239 797 


ED 238 599 

Report on the IBI Interstate Training Project: A 
Funded through Section 143, Migrant 

Education Interstate and Intrastate Coordination 
Program. 

ED 238 666 
What’s Happening in August? 

ED 234 964 
What’s Happening in November? 

ED 235 957 
What’s Happening in October? 

ED 234 966 
What’s Happening in September? 

ED 234 965 


Whole Brain Learning Summer School Project. 
Migrant Child Education-Region II. 

ED 237 289 
Wisconsin Title I Migrant Education. Section 143 





278 Migrant Education 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 


lealth Services 
t Initiative. 1982 Survey to Com- 
ealth Status of Migrants with Local 
Final Report. 
ED 234 951 


. ooo 
Use among Migrant Laborers. Final Re- 
port. 


ED 234 937 

Special t Initiative. 1982 Survey to Com- 

Ges atth Status of Migrants with Local 
Final Report. 

ED 234 951 


Arizona Migrant Child Education 
1982-1983. Annual Review and Evaluation. 
ED = 796 
Bibliograph: Migrants and Migrant Educa- 
tion, To8i-1982. Series A., Reference Materials. 
ED 238 598 
California Migrant Secondary Summer Programs 
Directory 1983. 
ED 234 960 


The Coimbra Community Awareness Project 
. The CDCC’s Project No. 7: “The Edu- 

cation and Cultural Development of Migrants.” 
ED 235 943 

College Assistance Migrant Program, Perfor- 
mance Report, 1981-82. 
ED 233 855 
Progress 


Migrant Program 
ED 234 952 
Directory of California Migrant Secondary 
Schools and Contact People. 
ED 234 959 
A — of Secondary Summer Migrant Pro- 


D 234 958 
ECIA Chapter 1 Migrant: 1982-83 Fini Techni- 
Report. 


College Assistance 
Report, 1982-83. 


cal 


ED 235 212 
ECIA Chapter 1. 1982-83 Final Technical Re- 


port. 
ED 235 211 
A Handbook for Title I Migrant Parent Advisory 
Understanding the System= Un Folleto 
Para los Concilios de Padres Titulo I Migrante: 
Entendiendo el Sistema. 
a ED soe 640 
terstate Migrant Secondary Services Program. 
Program Manual Volume I. 


Migrant Counselor’s Guide. 
Migrant Education. 


ED 237 265 
ED 238 638 


ED 237 281 
Promising Practices. Migrant Child Education - 
Region II. 
A Suggested Management S: akan 
it System for 
Counselors. 


Migrant 
ED 238 639 


Workers 
Use among Migrant Laborers. Final Re- 


port. 

ED 234 937 
The Hired Farm Working Force of 1981. 

ED 238 620 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Rural Itinerant Manpower Services, 1978-1979. 


ED 235 950 

Migrant Youth 
the Vocational/Employment Needs 
of it Youth: Needs Assessment Report. A 
Pilot ee ee 
cational Programs in Nation- 


. gee 262 
An Enrichment Program for Migrant Students: 
MENTE/UOP. 


Migrant Counselor’s Guide. 
Oregon State University College Assistance 


ED 234 536 
ED 238 638 
Mi- 


grant Program Performance Report for 1982-83. 

ED 238 647 

A Suggested Management System for Secondary 
Migrant Counselors. 

ED 238 639 


Biolog ph = and Migrant Educa- 
tion, “TO8- 982. Series A., Reference Materials. 
, » = 598 
R and its: Problems an: ‘ogram 
Ho ore A poe the Causes and Conse- 
quences of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
Programs to Address the Problems of Refugees 
and Mi its in the United States and Elsewhere 
in the World. A Working Paper. 
ED 239 818 


Migration 
pe and Migrants: Problems and Program 


A Look at the Causes and Conse- 

of Today’s Major International Popula- 

tion Flows, and at the Ford Foundation’s N New 
Programs to Address the Problems of Re’ 

and Migrants in the United States and Elsewhere 

in the World. A Working Paper. 

ED 239 818 

Teaching about Human Migration in Global Per- 
spective. Occasional Papers Series, No. 4. 

ED 237 423 


Salient Migration Flows in the Southeastern 
United States: 1955-1960 and 1965-1970. 


ED 236 296 


Mild Disab 


ilities 

Access & Equity for Handicapped Youth in Voca- 
tional Education. 

ED 237 749 
A Comparison of the Play Behavior of Preschool 
Handicapped and Nonhandicapped Children. 

ED 239 473 
Heuristic Methods for the Mildly naeany pa 
Research Report and Manual for Teaching Lan- 
guage Arts and Reading. Final Report. 

ED 239 469 
Providing Services to the Handicapped in Times 
of Budget Retrenchment. 

ED 238 235 


Mild Mental Retardation 


Comparability of WISC-R and WAiS-R IQ 
Scores with Educable Mentally Handicapped Ad- 
olescents. 

ED 233 555 
Decreasing Speech Volume of Mentally Retarded 
Adults Using Feedback and Verbal Reinforce- 
ment. 

ED 239 463 
A Home Intervention Handbook.- 

ED 234 540 
Mathematics Manipulatives in a Pre-Vocational 
Program: Teacher Inservice ard Classroom Re- 
search. 

ED 237 739 
oe epee in Teaching the Special Education 


ED 239 460 
The Slow Learner and Retarded Child in the Reg- 
ular Class. 


ED 235 164 
Stigma Perception and Social Adjustment of 
Mentaliy Retarded Persons. 

ED 238 209 
Technical Assistance on Alternative Practices Re- 
lated to the Problem of the Overrepresentation of 
Black and Other Minority Students in Classes for 
Educable Mentally Retarded. Draft. 


ED 236 838 


Curriculum Project 
wea Curriculum. Overview: ERIC Fact Sheet 
0. 


ED 237 790 


Organizations 

China under the Four Modernizations: Part 1. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the a lg States, 
Ninety-Seventh Congress, Second Sessi: 

ED 235 107 
eo Curriculum. Overview: ERIC Fact Sheet 

“<4 


ED 237 790 


Subject Index 


Military Personnel 

Enlistment Effects and Policy Implications of the 

Educational Assistance Test Program. 
ED 240 147 
Proposals to Establish a New Educational Assist- 
ance Program for Veterans and Members of the 
Armed Forces, and Review of the Veterans Edu- 
cational Assistance Program (VEAP). Hearing 
befcre the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
House of Representatives, Ninety-Eighth 

First Session. 

ED 233 233 


The Relationship of Learning Style, Aptitude and 
Instructional Program Variables to Achievement 
in the Military Training Environment. 
ED 237 549 
Military Schools 
Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Person. 
ED 237 531 


Service 

Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 
Occupational and Personnel Correlates of 
First-Term Enlisted Tenure in the Air Force. Fi- 
nal Report. 

ED 233 180 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 


ED 238 352 


Analyses of Recruit Training Practices Related to 
the Military Performance of Enlisted Navy 
Women. Technical Note 10-83. 

ED 239 073 
The Basic Organizing/Optimizing Training 
Scheduler (BOOTS): User’s Guide. Technical Re- 
port 151. 

ED 236 377 
Basic Skills in Defense. Professional Paper 3-82. 

ED 237 776 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 

ED 233 680 

ip and Management Education and 

Training (LMET) Course Requirements for Re- 
cruit Company Commanders and “A” School In- 
structors. Technical Report 154. 

ED 237 777 
Poor Design and Management Hamper Army’s 
Basic Skills Education Program. Report to the 
Secretary of the Army. 

ED 233 179 
Self-Paced and Conventional Instruction in Navy 
Training: A Comparison on Elements of Quality. 
Technical Report 147. 

ED 233 182 
Survey of the Extent of Individualized Instruction 
in Navy “A” and “C” School Courses. Technical 
Memorandum 83-7. 

ED 236 327 


Mills College CA 
A Collaborative Model to Identify and Implement 
Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 
ED 240 072 
Mills Learning Methods Test 
bs Mills Learning Methods Test: A Bibliogra- 
phy. 
ED 235 244 


Mill 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Millwright. 

ED 234 268 

Milwaukee Area Technical Co WI 
Vocational Education: Where Are the Minorities 
and Women? 

ED 237 669 

Milwaukee Federated Library System 
Coordinating the Organization of Library Ser- 
vices in Metropolitan Milwaukee. 

ED 237 097 





Subject Index 
Miniature Training and Evaluation Bat- 
Trainability Testing for Navy Selection and Clas- 
sification. 

ED 234 095 


Management Uses of Microcomputers. The Best 
of ERIC on Educational Management, Number 
Tis 


ED 234 480 


Minicaurses 
End the Winter Doldrums-Think Mini! 
ED 237 256 


Minimal Brain Dysfunction 
The Electrophysicology of Oral Reading Errors. 
ED 234 353 


Minimum Competencies 
Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 
ED 235 588 
The Child Development Curriculum and Its Rele- 
vance to Job Competencies Expected in the Field. 
ED 234 888 
= Cost of Student Improvement in the Basic 
kills. 


ED 236 799 
Criterion-Referenced Standard-Setting in Certifi- 
cation and Licensure: Defining the Minimally 
Competent Candidate. 

ED 236 208 
Future of the Open Door: A Presentation for 
ACCT. 


ED 235 848 
Louisiana Minimum Standards for Mathematics, 
Grades 1-12. 1978. Bulletin 1497. 

ED 239 904 
Regional Occupational Program (ROP) Office 
Occupations Entry Standards Assessment. 

ED 237 817 
Statement on Competencies in English and Math- 
ematics Expected of Entering Freshmen. 

ED 233 293 
Vocational Evaluator Competencies and Mini- 
mum Competency Standards for Vocational Eval- 
uation: A Validity Study. 

ED 237 552 


Minimum Competency Testing 
A Comparison of Approaches for Setting Profi- 
ciency Standards via Monte Carlo Simulations. 
Research Evaluation Development Technical Re- 
port Series, No. 2. 

ED 236 231 
Competence, Admissions, and Articulation: Re- 
turning to the Basics in Higher Education. 
ASHE-ERIC Higher Education Research Report 
No. 6, 1983. 

ED 238 357 
Counselors and Testing: Academic Assessment. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. 14+. 

ED 237 869 
CUNY Writing Faculty: Practices and Percep- 
tions, Research Monograph Series Report No. 4. 

ED 236 264 
The Effects of Variations in Essay Questions on 
the Writing Performance of Y Freshmen. 
Research Monograph Series No. 1. 

ED 236 266 
Financing Competency Based Programs. 

ED 235 577 

The Law and the Teacher of Basic Skills. 

ED 236 556 
Legal Rules for Student Competency Testing. Is- 
suegram 36. 

ED 234 089 
Minimum Competency Graduation Testing Pro- 
grams and the Law. 

ED 236 163 
gona Competency Testing: A Curricular De- 

ite. 

ED 234 063 
Phase II: Final Evaluation R of Minimum 
Competency Testing Clarification Process. 

ED 236 159 
Position Statements Developed at the Spring 
Conference of the Confederated 
for Teacher Education, New York State (Syra- 
cuse, NY, 1983). An Occasional Pa: 

ED 236 142 
The Relationship between Selected Normative 


Minority 


Variables, Performance Variables and High 
School MCT Scores. 
ED 235 179 


Setting a Standard for Standard 
So of Error i peatteenie 
urces in an % 
Process. 


ting 
ED 237 550 
State and District Report of Results, 1981-1982. 
ED 240 124 
A Statewide Assessment of Public High School 
Principals’ Attitudes Regarding Proficiency Test- 


ing in Tennessee. 

ED 237 556 
Student Minimum Competency Testing. Issue- 
gram 20. 

ED 234 091 


nior High Schools 
irene and 1978-79. 


ED 235 224 
Teacher/Student Perceptions of Minimum Com- 
petency Instruction. 


ED 237 551 


A Report of a Survey on Censorship in Public 
Libraries in 
ED 233 732 


Minnesota (Minneapolis) 
A Final Review of the Connection Program: Serv- 


pe Be High-Risk Adolescents in the Secondary 
ED 240 197 


Minnesota Child Development Inventory 
Caregiver Reports on the Developmental Status 


of Handicapped Young Children: The Kent Infant 
Development Scale and the Minnesota Child De- 
velopment Inventory. 

ED 235 608 


Minnesota Multiphasic Personality Inven- 
“The Clinical Validity of the MMPI-168. 


ED 234 328 
Evidence for an Anorexic/Bulimic MMPI Profile. 

ED 235 450 
Normative Data from Rorschach (Exner) and 
MMPI Tests for Students Assessed in an Alberta 
Government Youth Assessment Center. 

ED 240 137 


Minor Physical Anomalies 
Predicting Adult Personality from Minor Physical 


ED 237 893 


Minority 


Group Children 

Intellectual Models and School Policy: Desegre- 
gation as a Method of Assimilation. 

ED 237 592 
A Legal and Historical Perspective on Suspension 
and Its Effect on Inequality in Education. 

ED 235 258 
Limited-English Proficient Students: A Review of 
National Estimates. 

ED 235 676 
Minority Pupils and Staff in the Connecticut Pub- 
lic Schools. 

ED 238 591 
The Psychosocial Development of Minority 
Group Chi 


ED 234 136// 
aaa aaa 


ED 238 904 


Group Influences 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 
ED 236 419 


Teachers 
Minority Pupils and Staff in the Connecticut Pub- 
lic Schools. 
ED 238 591 


Groups 
‘agmemic Theory for Early Entry 
Black Engineering Students at a Seiten aie 


sity. 
ED 239 252 


Adapting T 


Minority Groups 279 


Affirmative Action Status Report: 1982-83 New 
Hires at New Jersey Public — and Universi- 


ties. Special Report Series. 
ED 233 633 
og to Identification of Gifted Minority 


Assessing Problems and Needs i Edu = Me 
in Educating Mi- 
nority Handicapped Children. 
ED 234 565 
The Assessment of Post-Traumatic Stress Disor- 
der among Minority Vietnam Veterans. 
ED 239 808 
Bilingual Special Education: An Overview of Is- 
sues. Professional Papers. 
ED 238 232 
Career Decisions of Minority — and En- 
trance to Graduate tt Programs. 
GMAC Research Report. 
as pane a 353 
College Curriculum: University College 
Opportunities Program Guide. 
ED 239 415 
College Is Not for Everyone. 
Colonialism on Campus: A Crii a Meat iz 
on Campus: lentoring 
to Achieve Equity in Higher bys wey 


A Decent Home...A R on the Continuing 
Failure of the Federal jovernment to Provide 
Housing Opportunity. 


ED 235 760 


ED 235 255 
The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 

ED 236 993 
Moktr Rect Chmasanley: Community Progeen 

ti- mmunity: Community 

against Sexual Assault (CPASA). 

ED 234 331 
The Effectiveness of a Summer Prematriculation 
Program for Minority Medical Students. 

ED 233 667 
Equal Opportunity in Presidential Appointments. 
A Statement of the United States Commission on 
Civil Rights. 

ED 234 132 
Ethnicity and Human Rights: An Organizational 
and Individual Perspective. 

ED 234 099 
Fairness of the General Aptitude Test neers 
Ability Differences and Their Impact on red 
Hiring Rates. Uses Test Research Report No. 

ED 237 534 
Federal Recognition of the Rights of Minority 
Language Groups. 

ED 235 679 


Female Faculty Increases Slightly to 27 Percent at 
State Universities. Staff Report 83-1. 

ED 237 609 
Fighting TV Stereotypes. An ACT Handbook. 


GATE-Way to Success: His 
wr Identification Packet pad) 


ED 239 438 
Handbook for Conducting Equity Activities in 
Mathematics Education. 
ED 239 865 
Minority Students with Nontraditional 
Skills ter and —— College. ERIC/CUE 
ua Sheet Number 17. 
ED 234 104 
Heritage Language Education: A Literature Re- 
view. 


ED 233 588 
Higher Education Opportunities for Minorities 
and Women. Annotated Selections, 1983 Edition. 

ED 239 555 
Improving the Performance of Minority Students 
in College-Level Mathematics. 

ED 234 874 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 

ED 236 419 
Library Services. Miscellaneous Papers. 

ED 239 656 
A Look at Our Profession: Common Concerns, 
Common Dreams. 

ED 238 273// 


Making It in Academia: Gurus Can Get You 
There? 
ED 235 758 





280 Minority Groups 


Mathematics Equity. A Resource Book. 

ED 237 352 
The Mexican American: A Challenge for the Cali- 
fornia Community College. 

ED 233 857 
The Middle Way: Patron as Guide. 

ED 235 759 
Minorities in Higher Education. Second Annual 
Status Report. 

ED 240 207 
Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 


ED 236 689 
Minority Elderly Services: N Old 
Problems. Part II. A Report of the United States 
Commission on Civil Rights. 

ED 235 266 
The Minority Student in Higher Education: An 
Annotated Bibliography. 

ED 237 042 
New Paths toward Research Leadership for Mi- 
norities and Women. Final Report. 

ED 238 160 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase Equal Participation in Educational Re- 
search. Final Performance Report. 

ED 233 874 
Nonbiased Assessment. 

ED 236 863 
png ee for ee | Math/Science Ca- 
reers. Education, Business, Industry. 

ED 238 688 
Opportunities in Mechnical Engineering. [VGM 
Career Horizons Series). 

ED 236 045 
Parity for Minorities in the Media. Hearing before 
the Subcommittee on Telecommunications, Con- 
sumer Protection, and Finance of the Committee 


tives, -Eigh 
H.R. 1155. A Bill to Amend the Communications 
Act of 1934 to Provide for Greater Participation 
of Minorities in Telecommunications. 
ED 239 600 
Petition to Increase Minority Transfer from Com- 
munity Colleges to State Four Year Schools. 
ED 237 134 
Pluralism in the Legal Profession: Models for Mi- 
nority Access. 
peas te Se tr nae 
in Science for Minority ents, 
1960-1975. 
ED 239 851 
Relating the Reading Skills of Minority-Bilingual 
Personnel to the Reading Demands of Work. Fi- 
nal Report. 
ED 234 157 
Retention and Academic Achievement in Higher 
Education: The General College PEP Program 
(PEP I, I, Il). 
ED 235 743 
Retention of Minority Students: A Model Pro- 
gram Utilizing Creative Untapped Resources. 
ED 234 669 
Rural Minority Adolescents: New Focus in Ca- 
Counseling. 


reer 

ED 236 477 
SAT/ACT Preparation Program: A Team Ap- 
proach. NCCSCE Working Paper Series. 

ED 234 861 
School/Home Ethnography Project. Final Re- 
port. 


School se ec. ques for Non: 


ED 234 569 
School Ethos and the Academic Suc- 
cess of Urban Minority Students. ERIC/CUE 
Fact Sheet Number 14. 
ED 235 247 
Sectors and Jobs in Metropolitan Economies. A 
Rand Note. 
ED 237 763 
Signs of Trouble and Erosion: A Report on Grad- 
uate Education in America. [Final Report.] 
ED 239 546 
Statement on the Fiscal Year 1984 Education 
Budget. United States on Civil 
Clearinghouse 


Rights . 
ED 235 562 
Status of Research on Item Content and Differen- 


Missing P 


tial Performance on Tests Used in Higher Educa- 
tion. 

ED 234 056 
Strategies for Promoting Health for Specific Pop- 

tions. 

ED 234 133 
Task Force on Library and Information Service to 
Cultural Minorities. Hearings Held at the Ameri- 
can Library Association Annual Conference, June 
1981, San Francisco, California. 

ED 233 734 
Technical Assistance on Alternative Practices Re- 
lated to the Problem of the Overrepresentation of 
Black and Other Minority Students in Classes for 
Educable Mentally Retarded. Draft. 

ED 236 838 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 018 
Texas Equal Educational Opportunity Plan for 
Higher Education. Submitted by Governor Mark 
White for the State of Texas, June 15, 1981, As 
Amended through May 16, 1983. 

ED 234 698 
Vocational Education: Where Are the Minorities 
and Women? 

ED 237 669 
Women and Minorities in School Administration: 
Strategies for Making a Difference. ERIC/CUE 
Urban Diversity Series No. 85. 


ED 237 607 


Novice Users’ Misconceptions of BASIC Pro- 
gramming Statements. Report No. 82-1. 

ED 238 395 
Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 

ED 233 884 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 

ED 233 885 


Student Authorship and Reading: The Joy of Lit- 
eracy. 


ED 236 551 


Data 
The Effectiveness of Hot-deck Procedures in 
Small Samples. 
ED 238 948 


ersons 
Children Act. (Report to Accompany 
H.R. 6976). House of Representatives, 
Ninety-Seventh Congress, Second Session. Re- 
port No. 97-820. 


ED 235 399 


Mission Statements 


Center Study Group on Learning & Development 
[Report]. 

ED 236 999 
Expanding and Strengthening NIE’s Regional 
Laboratory Services: Needs, Issues, and Options. 
Final Report of the NIE Laboratory Study Group. 

ED 236 997 
Recommendations of Center Study Group for Ed- 
ucational Policy. 

ED 236 998 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 
posed Research Centers. 

ED 236 995 
Report of the Commission on University Purpose. 

ED 233 615 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 

ED 236 996 


Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 


A Field Probl Planning Seteie 2 ng 
ie lem: and 
Learning Exchange Network for the Mississippi 
Gulf Coast. 
ED 236 414 
An Opportunity for Excellence: The Mississippi 


Subject Index 


Education Reform Act of 1982. A Report. 

ED 238 170 
Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 

ED 237 259 
Principals’ and Social Studies Teachers’ Percep- 
tions of the High School Social Studies Curricu- 
lum in Mississippi. 

ED 238 777 
Social Status and the Differential im; 3 of In- 

creasing Energy Costs on Families in ippi. 

Final Re Report. 

ED 237 370 
Socio-Economic and Psycho! Attributes of 
Rural Poverty in Mineapel esearch Bulletin 


Number 17. 
ED 237 258 
A Study of the Roles and Missions of the Public 
Junior Colleges of the State of Mississippi. 
ED 235 863 
Supervisory Behaviors of Secondary Vocation- 
al-Technical Center Directors as Self-Perceived 
and as Perceived by Selected Faculty Members. 
ED 236 393 
Mississippi Band of the Choctaw (Tribe) 
A Choctaw Anthology. 
ED 239 788 
Choctaw (Tribe) 
Nonverbal Communications Between American 
Indian Children and Their Teachers. Final Re- 
port. 
ED 239 804 
Missouri 
Cooperative Collection Development in Mul- 
titype Library Networks: A Beginning—Goals and 
Methods. Proceedings of the Annual Conference 
of the Missouri Library Association (1980). 
ED 235 837 
The Development of the Missouri Documents 
Depository System: 1971-1977. 
ED 239 622 
Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 
ED 238 997 
Facilitating Instructional Use of Microcomputers 
in Small Schools. 
ED 235 936 
Missouri’s Statewide Job Placement Service 
FY-84. A Free School-Based Job Placement Ser- 
vice to Students and Industry. 
ED 237 735 


MMPI 168 
The Clinical Validity of the MMPI-168. 
ED 234 328 
Mnemonics 
Mnemonics and the Very Young Children: A Po- 
sition Taken. 
ED 238 557 
Oh Where, Oh Where: Memory-Based Searching 
by Very Young Children. 
ED 234 896 
Mobile Educational Services 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 
ED 238 644 
Mobile Laboratories 
Computers on Wheels. 
ED 239 614 
Mobile Service Delivery 
Rural Itinerant Manpower Services, 1978-1979. 
ED 235 950 
Mobiles 
Book Reporting with Book Mobiles. 
ED 237 927 
Mock Trials 
American History. Computer Programs. 
ED 237 371 
Fresno County Mock Trial Competition. 


ED 239 997 
Utah Mock Trial Competition. 


ED 237 383 
Model Minority 
Social Indicators of Education and the Model Mi- 
nority Thesis. 
ED 237 611 


Modeling (Psychology) 





Subject Index 


A Cross-Cultural Study of Imitation under Condi- 
tions of Ascribed and Racial Similarity. 

ED 237 588 
The Effects of Modeling on the Creative Perfor- 
mance of College Students. 

ED 239 574 
Punitive Parents as Models: Effects of Re- 
ward-Incentives and Sex of Model on Recall of 
Punitive Parental Behaviors. 

ED 235 448 


Models 
Academic Debate Paradigms: An Examination 
from a Rules Perspective. 

ED 234 434 
An Adaptive Feedback and Review Paradigm for 
Computer-Based Drills. 

ED 234 754 
Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education Programs 
at the Graduate Level: The Special Case of Public 
Administration). 

ED 239 810 
An Alternate Procedure to Obtain Ability Esti- 
mates in Latent Trait Models. 

ED 235 203 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 

ED 238 430 
Auditing Naturalistic Inquiries: Some Prelimi- 
nary Applications. Part 1: Development of the 
Process. Part 2: Case Study Application. 

ED 234 084 
Building School-Community Relationships in 
Northern Communities: A Sourcebook of Policy 
Alternatives and Recommendations. 

ED 237 283 
— Development Approach for Black Stu- 

ts. 


ED 239 044 
Career Interests and Ethnic Bias: Report for the 
Commonwealth Multicultural Education Pro- 
gram. 

ED 234 072 
The Clinical Model in Rehabilitation and Alterna- 
tives. 

ED 239 086 
Coherence and Connectedness in the Develop- 
ment of Discourse Production. 

ED 233 336 
Communication Networks: A Literature Review. 

ED 234 433 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Community Residential Treatment of MR Ado- 
lescent Offenders. 

ED 233 549 
The Conceptuailization and Design of a Staff De- 
velopment Model for Community College 
Part-Time Faculty. 

ED 237 674 
The Concerns-Based Adoption Mode! (CBAM): 
Series Paper (Number 2). 

ED 233 524 
Confidence and Tolerance Intervals for True 
Scores. ACT Technical Bulletin, Number 42. 

ED 235 206 
The Convergence Model of Communication. Pa- 
mg . the East-West Communication Institute, 

o. 18. 

ED 234 448 
Describing Cognitive Structure. 

ED 234 070 
A Design for Evaluating and Reporting the Effec- 
tiveness of a School System Developed Science 
Curriculum. 

ED 234 085 
A Design for Evaluating Vocational Education 
Which Can Be Implemented within School Sys- 
tems. 

ED 234 086 
Determinants of Female Reentrant Unemploy- 
ment. Technical Paper. 

ED 236 403 
Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
Approach. 

ED 237 074 
Developing a Professional Competence Model for 


Management Education. Final Report, Research 
Report Number Ten. 

ED 239 566 
A Developmental Mapping Program Integrating 
Geography and Mathematics. 

ED 238 796 
The Development of a Multidimensional Obser- 
vational System for the Analysis of Pupil-Teacher 
Interaction. 

ED 239 930 
Differences and Similarities in Administrators’ 
and Evaluators’ Perceptions of Evaluation. 

ED 235 236 
Directions in Environmental Education and — 
Implication for the Training of Primary Sc 
Teachers in the Transvaal: Towards a aon. 

ED 234 991 
Distance Education: The Design of Study Materi- 
als. 2nd Edition. 

ED 237 076 
A Document a wa Model Applying Research 
to Technical Writing 

ED 239 268// 

Draft of a Model for Vocational Student Assess- 
ment. 

ED 236 357 
The Effects of Instructional Procedures on Begin- 
ning Programmers’ Mental Models. 

ED 238 406 
ee Education Manual for Grades I to 


ED 237 348 
Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 

ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 

ED 238 635 
Evaluating Inter-Organizational Relationships. 

ED 237 553 
Evaluation of Educational Software: A Guide to 
Guides. 

ED 237 064 
Evaluator Concerns Arising from Ideal Displace- 
ment. 

ED 237 544 
An Examination of the Johari Window as a Re- 
search Tool and a Theoretical Model. 

ED 238 039 
Exceptional Adult Advisory Council Handbook. 

ED 233 125 
Extending Family Resources: A Project of Na- 
tional Significance. Second Edition. 

ED 233 541 
A Factor Analytic Model of Community and Life 
— The Case of North Carolina. No. 

4, 

ED 234 975 
Frames, Content Organization, and Themes in 
Student Expository Essays: An Analysis of Dis- 
course Structure. 

ED 235 482 
Functional Communication Competencies and 
Basic Speech Communication Instruction in 
Higher Education: A Short Course. 

ED 235 525 
Gratifications Sought and Obtained: Model Spec- 
ification and Theoretical Development. 

ED 239 313 
A Heuristic for the Teaching of Persuasion. 

ED 234 397 
How Meaning Is Born. 

ED 236 541 
How to Custom Design Training for Business and 
Industry. 

ED 237 774 
Identifiability of Peripheral Trigram Characters 
and Their Confusability with the Embedded 
Character. 

ED 233 307 
The Implementation of Disseminated Educa- 
tional Innovations: Is the Modified RD&D Model 
Viable? 

ED 235 177 
Inferences and the Construction of Mental Mod- 
els in Reading Comprehension. 

ED 235 469 
Information Dissemination and Technology 
Transfer in Telecommunications. 

ED 239 582 
The Institute for Native American Development 
Model 1979-1983. 


Models 281 


ED 233 165 
An Interactional Model for Resistance to Change 
in Educational Institutions. 

ED 234 917 
Intercultural Relevance and Technological Trans- 
fer: A Communicative Competence Approach. 

ED 238 035 
Interdisciplinary Connections among Writing 
Theories and Teaching Practices. 

ED 236 694 
Job Burnout from a Communication Perspective. 

ED 236 718 
Leader’s Guide to Community Action. Misceila- 
neous Bulletin 115. 

ED 239 781 
Learning Disabilities: Implications for Rehabilita- 
tion Research, Teaching, and Service. Kentucky 
Studies in Rehabilitation, Series 1, Monograph 1. 

ED 236 813 
Looking at Emotional Disturbance from a Devel- 
opmental Perspective: An Assessment aid Treat- 
ment Model. 

ED 239 426 
Model Child Care Licensing Standards for Indian 
Reservations. 

ED 235 953 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 

ED 237 751 
A Model for Linking Vocational Education and 


Industry. 

ED 239 070 
Models in the Teaching of Playwriting. 

ED 234 453 
A National Assessment of Valued and Neglected 
Staff Development Practices. 

ED 239 374 
Novice Users’ Misconceptions of BASIC Pro- 
gramming Statements. Report No. 82-1. 

ED 238 395 
Organizational Environment, Structure, Leader- 
ship, and Effectiveness: An Exploratory Model. 

ED 238 174 
An Organization of Learning Styles Theory and 
Constructs. 

ED 235 185 
Partnership for Rural Improvement: External Re- 
view. February 23-March 5, 1980. 

ED 235 985 
Planning Models for Colleges and Universities 

ED 234 715// 

Proceedings of the Conference on Joint Problem 
Solving and Microcomputers (San Diego, Califor- 
nia, March 31 - April 2, 1983). Technical Report 
No. 1. 

ED 238 397 
The Professionalization of Librarianship. Occa- 
sional Papers Number 160. 

ED 235 805 
Program Evaluation: Resource Manual. 

ED 236 827 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 
Public Schools and Weberian Bureaucracy: A 
Summary. 

ED 235 581 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Report of a Workshop on Ecosys- 
tem Modelling (Naples, Italy, March 28-April 10, 
1981). 

ED 233 893 
Representation in Memory. 

ED 235 770 
A Resource Guide for Providing Vocational Edu- 
cation for Handicapped Students in Missouri. 
LINCpaper 821. 

ED 236 885 
A Scope and Sequence Curriculum (K-12) for 
Computer Literacy. 

ED 235 792 
Setting Priorities: A Handbook of Alternative 
Techniques. 

ED 238 120 
Social Indicators of Education and the Model Mi- 
nority Thesis. 

ED 237 611 
Some “Yes, Buts” and Educational Administra- 
tion. A UCEA Occasional Paper. 

ED 233 466 
Special Education Resource Teacher, Team Facil- 





282 Models 


itator and In-School Consultant: A Successful 
In-Service/Resource Teacher Model. 

ED 235 597 

Special Needs i de Education (E241): An Alterna- 

tive tm A Special Imagination, Unit 16. Sec- 


ED 235 625 
The Spiral of Silence Ten Years Later: An Exami- 
nation and Evaluation. 

ED 235 528 
Structural Analysis of Parent-Child Research 
Models. 


ED 234 916 
The Teacher Screening and Selection Process: A 
Decision Making Model for School Administra- 
tors. 


Teaching Writi 
Results. Part I: 


ED 235 > 

yt ener to Get 

e wre bs Model. 

— 233 371 

A Test of the Cumulative Acquisition Model of 
Adolescent News Media Use. 


Theories of Levels in Organizational 
ED 239 357 


A Theory-Based Computer Tutorial Model. 
ED 234 755 
inking Visually About Writing: Three Models 
for Teaching Composition, K-12. The Talking and 
Writing Series, K-12: Successful Classroom Prac- 
tices. 


ED 233 363 
ional Science. 


ED 233 384 
Toward a Model of Higher Order Thinking Skills. 
ED 234 897 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
Toward Theory-Based Instruction in Scientific 
Problem Solving. 

ED 233 886 
Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 

ED 233 699 
Training and Support in Childminding-A Na- 
tional Response: A Report on the Outcome of 
Regional Meetings on Training and Support 
Needs, Held during 1981/82. 
ED 233 788 


Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A Stu- 
dent Guide [and] Basic Program. 

ED 235 099 
Understanding the Law: A Handbook on Educat- 
ing the Public. 

ED 240 031 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 

ED 235 895 
The Use of Model Speeches: The Research Base 
for Live, Taped, and Written Speeches as Models 
for Improving Public Speaking Skills. 

ED 236 738 
The Use of the Journal Access Service and Its 

Implications for Journal Selection at the Center 
for Research Libraries. 
U: Visual Models imental a 
‘ ‘ aie Sin ntettee in 

Teaching Literature. 
ED 233 362 


Vocational Services to High Need Clients: The 
Importance of Need Determination and Per- 
son-Environment Match. 
The Whole PIC Catalog: Organiza’ ia iedine 
le log: tion, 
and Service Delivery Options under JTPA. 
ED 239 023 


A Word Processing Data and Inf ation Model 
ta and Information Model 
for Program Management. 

ED 238 100 


The penny Hypotheses: Implications for Intercul- 
tural Communication Research. 
ED 238 045 


A Country Study. Area Handbook Series. 
Edition. 

ED 233 947 

lodernizations: Part 1. Se- 

Papers Submitted to the Joint Economic 


Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 

ED 235 107 
China under the Four Modernizations: Part 2. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 

ED 235 108 
History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 

ED 236 094 
Side Walks in Education. NIACE Studies in the 
Human Career No. 14. 

ED 234 144 


lonetary Systems 
Federal Reserve Glos’sa-ry. 

ED 235 067 
First Steps to Personal Money Management. 
BANK-ED I: Personal Money Management Se- 
Ties. 

ED 237 441 
The Prospects for Unemployment and Inflation. 
Hearing before the Subcommittee on Domestic 
Monetary Policy of the Committee on Banking, 
Finance and Urban Affairs, House of Representa- 
tives, Ninety-Eighth Congress, First Session. 

ED 237 692 
Sold to Dominic for 1 Troy and 3 (24) Fin: An 
Economic Money System. 

ED 238 761 
U.S. Currency. A Perspective of Its Role Today. 

ED 235 068 


Money 


U.S. Currency. A Perspective of Its Role Today. 
ED 235 068 


Money 


t 

Basic Economics for Consumers: Living Tomor- 
row Today. BANK-ED III: Personal Money 
Management Series. 

ED 237 443 
ree, Education: A Motivating Classroom 

lea 

ED 239 965 
The College Cost Book, 1983-84. Fourth Edition. 

ED 238 308 
Consumer Mathematics II-M612. Grades 9-12. 
Revised. 

ED 239 844 
Cost Consciousness: A Necessity of the 80’s. A 
Compendium of LEAs Cost Saving Practices in 
Pennsylvania. 

ED 233 496 
Economic Education Experiences of Award Win- 
ning Alaska Teachers. 


Estate Planning. 
ED 234 234 


First Steps to Personal Money Management. 
BANK-ED I: Personal Money Management Se- 
Ties. 


ED 235 977 


ED 237 441 
Foundations Associated with Maryland Public 
Universities and Colleges. Postsecondary Educa- 
tion Research Reports. 

ED 236 988 
Health Care Financial Management: Curriculum 
Objectives and Bibliography. 


How to Decide What to Cut. 


ED 238 305 


ED 238 176 
Management Flexibility and State Regulation in 
Higher Education. 

ED 234 705 
Managing Decline in School Systems: A Hand- 
book. Final Draft. 

ED 238 163 
Managing Time and Money. Cooperative Occu- 
pational Education, Unit 17. Instructor Material 
and Student Material. 

ED 234 256 


Personal and Family Financial A Staff 
Development Workshop for Secondary School 
Trainers and Teachers. 

ED 235 383 


pay | and Practice in the Administration of For- 
tudent Finances. Guidelines Series 7. 


ED 237 040 
ity of Rhode Is- 


ED 234 692 





Policy and Procedures, Uni 
feud Weendetien. 


Subject Index 


Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 

ED 234 519 
Setting Goals and Getting There: Planning To- 
morrow a II: Personal Money 
Management 

ED 237 442 
Standard and Poor’s How to Invest. A Handbook 
for Buying and Selling Stocks and Bonds. 

ED 239 950 


Monitor Model 
” and “Acquisition” — How Real Is the 
Dichotomy: Some Neurophysical Evidence. 
ED 239 492 


Monolingualism 
Bilingual Supervision: Does It Make a Difference? 
ED 239 805 
Use of Prior Knowledge in Understanding Fables 
in First and Second Languages. 
ED 233 571 


Montana 
Information Technology: Its Impact on and Impli- 
cations for Education in Montana. A Critical Is- 
sues Paper. 
ED 238 394 


Public Schools MD 
In-Service Training. 
ED 235 180 
Follow-up Evaluation of Mark Twain Students. 
ED 236 158 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 
ED 234 520 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 
ED 234 519 


Montgomery Coun 
Evaluation of Mi! 


A Study of Children At-Risk. 

ED 235 256 
red of the Damascus High School Class of 
1976. 


ED 234 059 


Moods 
Category Accessibility and Depression. 
ED 236 494 
Mood and Sharing Condition Effects on the Dis- 
play of Altruism. 
ED 235 906 
The Role of Arousal in the Induction of Mood. 
ED 239 135 


Mooney Problem Check List 
Validity of 42-Item Mooney Problem Check List 
Scale for Counseling. 
ED 237 873 


Moral Development 
The Developing Child: Discussion Papers. 
ED 235 880// 

Dewey and Kohlberg: A Comparative Analysis. 

ED 235 100 
Effect of Training on Reasoning in Moral Choice. 

ED 236 518 
Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 

ED 234 313 
The Responsibility of Colleges and Universities 
for Building Ethical and Moral Character in Their 
Students. 

ED 235 756 
Sex Differences in Intellectual and Ego Develop- 


ment. 

ED 236 503 
Social Studies Core Curriculum in Fieldston 
Lower School. 

ED 233 930 


Unitary Operations: The Relationship between 
Level of Moral Development and Analytic Style. 
ED 234 325 
The Wesleyan Papers: Keeping the Child in 
Childhood, Volume I, Number 1. 
ED 239 739 


Moral Issues 
Educators of Adults and Information Gaps (Liter- 
acy, Ability to Use Technology and Access to 
Information). 
ED 235 354 
Ethics in Health Care. Syllabus # 1006.2. 
ED 237 170 


oral Reasoning 
Effect of Training on Reasoning in Moral Choice. 





Subject Index 


ED 236 518 


Moral Values 
Ethical Perspectives, Reactions to Other’s Moral 
Behavior, and Consequent Moral Action. 

ED 235 436 
The Impact of Gender and Role Perspective on 
Moral Judgment. 

ED 235 908 
Moral Reasoning and Personality Variables in Re- 
lation to Moral Behavior. 

ED 235 403 
On the American College a A Bibliog- 
raphy of Theodore M. Hesburgh. Public Adminis- 
tration Series: Bibliography rise 

ED 238 348 
Sex Differences in the Perception of Male/Fe- 
male Unethical Behavior. 

ED 234 316 


orale 
“Good Citizen” Program. 


ED 239 966 


Mormons 
Some Affects of Women’s Rights Demonstrations 
Upon Attitudes of Nonfeminist Mormons. 

ED 237 439 


Moroccans 
Case Study on Hajitkoum, Migrant Cultural Ac- 
tion Group (Brussels, Belgium). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 941 


Morphemes 
Asian Readers: The Morpheme Conceptualiza- 
tion Barrier. 

ED 234 619 
Morphology (Languages) 
Bikol Dictionary. PALI Language Texts: Philip- 
pines. 

ED 239 483 
Deaf Readers Ability to Analyze Morphological 
Regularities. 

ED 239 425 
Mother Attitudes 
Childrearing and Child Development Correlates 
of Maternal Locus of Control. 

ED 235 894 
Expectations of Malaysian Mothers for the 
Schooling of Their Children. 

ED 237 286 
Perceptions of Low-Income Mothers Toward 
School Desegregation. 

ED 234 909 
Some Correlates of Child-Rearing Attitudes. 

ED 235 907 
Values of Children in Adolescent Mothers. 

ED 237 865 


Mother Goose 
Mother Goose in the ESL Classroom. 
ED 238 262 


Mothers 
Birth, Interaction and Attachment: Exploring the 
Foundations for Modern Perinatal Care. Pediatric 


Round Table: 6. 

ED 233 786 
Bonding and Attachment in Adoptive and Nona- 
doptive Mother-Infant Dyads. 

ED 237 232 


Childrearing and Child Development Correlates 
of Maternal Locus of Control. 
ED 235 894 


Children of Depressed Mothers: Epidemiological 
and Social Class Differences. 
ED 237 237 


Children’s Emotional Attributions to Themselves 
and Others: A Measure of Children’s Defensive- 
ness. 
ED 238 581 
Competent Children at Risk: Their Parents and 
Families. 1. Description of Study and Measures. 
ED 237 225 
Competent Children at Risk: Their Parents and 
Families. 2. Markers of Competent Children. 
ED 237 226 
I ns Infants and Their 
Fougeren pocoede Mothers. 





ED 239 777 
Effects of Boys’ Improving, Deteriorating, and 
Stable Learning Performances on Their Mothers’ 


Administration of Rewards and Punishers. 

ED 235 898 
Effects of Group Day Care in the First Two Years. 

ED 233 805 
Expectations of Malaysian Mothers for the 
Schooling of Their Children. 

ED 237 286 
Grandmothers’ and Mothers’ Rewarding and 
Punishing of Their Children. 

ED 235 893 
Joint Picture Book Reading as Memory Training 
for Toddlers. 

ED 234 895 
Maternal Attachment and Mothering Disorders. 
Pediatric Round Table: 1. Second Edition. 

ED 233 781 
Maternal Involvement and Academic Achieve- 
ment. 

ED 237 201 

Minimizing High-Risk Parenting: A Review of 

What Is Known and Consideration of Appropriate 
ee Intervention. Pediatric Round Tabie: 


ED 233 787 
Mothers’ Contribution to an Early Intervention 
Program for Hispanic Children. 

ED 237 212 
The Parent as Naive Psychologist: Analyses of 
Parental Deliberations. 

ED 238 559 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 

ED 237 246 
Patterns of Maternal Behavior with First- and 
Second-Born Children: Evidence for Consistency 
in Family Relations. 

ED 233 804 
Patterns of Verb Use in Mother and Child. 

ED 233 575 
Prediction of Child Maltreatment During Preg- 
nancy. 

ED 238 532 
The Relationship between the Social and Intellec- 
tual Competence of Young Children and Their 
Mothers’ Communicative Behavior with Caregiv- 
ers. 

ED 238 576 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 
Children. Working Draft. 

ED 234 092 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Secondary School Age 
Children. 

ED 234 093 
Social Responsiveness of Infants. Pediatric Round 
Table: 2. 

ED 233 782 
The Time Parents and Children Spend Together. 

ED 238 580 
Women at Work: A Chartbook. Bulletin 2168. 

ED 237 726 


Motivation 


Achievement Motivation as a Factor in Self-Per- 
ceptions. 

ED 237 418 
“Attrition Processes Out of Mathematics for Un- 
dergraduate Students.” Attrition from Mathemat- 
ics as a Social Process. Final Report. 

ED 237 342 
Career Motivation Achievement Planning: C- 
MAP. A User’s Manual. 

ED 236 388 


Human Factors in Library Administration. Re- 
vised Edition. 
ED 234 816 


The Natural Athlete: A Comfortable Myth. 

ED 237 183 
Overjustification: Constraint, Contrast, or Com- 
petence? 

ED 237 877 
Regulation of Expressive Behavior as Reflecting 
Affect Socialization. 

ED 234 901 


A Research Note on Nonmetropolitan Increase, 
the Attractiveness of Rural Living, and Race. 

ED 237 591 
Values of Children in Adolescent Mothers. 

ED 237 865 
What Turns Older Adults on to Education. Re- 
search Describing Participation in Educational 
Activities by Active Older Adults. 


Motor Vehicles 283 
ED 239 091 


Motivation T: 


Applications of Direct Mail in Voter Turnout Ac- 
tivities. 

ED 233 402 
Behavioral Reinforcement within a Perceptual- 
Conditioning Program of Oral Reading. 

ED 233 328 
But, Teacher, I Atiaring 't Like to Read, Or How To 
Make Reading All 

ED 237 971 


+ 0 eae Education: A Motivating Classroom 
dea! 


ED 239 965 
Effective Teaching of Business Communications: 
Responding to Reported Business Needs. 

ED 235 532 
Experiential Learning: Drama for Middle 
School/Junior High. 

ED 236 742 
Instructional and Extracurricular Use of 
Video-Tapes. 

ED 238 065 
Motivating Children and Young Adults to 
Read-2. 

ED 236 562 
Motivational Strategies for Reading Indepen- 
dently. 

ED 236 535 
Motivational Strategies for Teaching Language 
Arts: A Resource, K-12. 

ED 236 595 
“Taking a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 

ED 233 356 
Tips and Other Bright Ideas. 

ED 233 715 
Using Jackdaws to Build Background and Interest 
for Reading. 

ED 234 351 
Work Orientation and Job Performance: The Cul- 
tural Basis of Teaching Rewards and Incentives. 
Final Report. 

ED 237 488 


Motor Development 


An Analysis of Young Children Learning Key- 
boarding Skills. 

ED 238 542 
Finger Dexterity Work Sample. 

ED 236 430 
Flexibility Program 

ED 233 981 
Kindergarten Curriculum Guide. Primary Educa- 
tion Program. 

ED 236 269 
Manual Dexterity Work Sample. 

ED 236 431 
Microcomputer Uses to Promote Physical Profi- 
ciency and Motor Development of Learning Dis- 
abled Students. 

ED 235 650 
The Milani Comparetti Motor Development 
Screening Test. 

ED 235 665 


— Problems in Fine Motor Development 
among Primary Children through the Use of 

Multi-Sensory Techniques. 

ED 235 912 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 

ED 239 774 
When the Sensory Handicapped Child Has Cere- 
bral Palsy. Part I: Physical Management. Part II: 
Deaf-Blind Curriculum and the Child with Cere- 
bral Palsy. Working Papers in Developmental 
Disabilities. 

ED 235 654 


Motor Vehicles 


Auto Body. Block VII. AB-VII. 
ED 235 339 


Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, EMS Vehicles, EMS Communications, 
Records and Reports. Revised. 
ED 239 054 
Let’s Go Riding in the Car. An ESL/Geography 
Module. Teacher’s Guide [and] Student Booklet. 
” =D ame 30 
Measuring and Fixturing Tec. ues. Auto y. 
Unitized Vehicles. Instructor’s Guide [and} Stu- 
dent Guide. 





ED 234 222 
tomechan- 


“A-IX. 

ED 235 342 
iountain Empire Community College VA 
How Do You Rate? 

ED 238 479 


Movement Education 
Leaps and Bounds. A Guide for ETV Movement 
Education Series. 


ED 237 509 
Physical Education Curriculum Guide. Pre-Kin- 
dergarten, Kindergarten, First Grade, 1977-78. 


ED 235 281 
Physical Education Curriculum Guide. Second 
and Third cos 1977-78. 
ED 235 291 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 
ED 236 115 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 
ED 239 774 
MS University of Baroda 
Center for Studies in Child Development and 
Childhood Education: Focus on Issues and 
Concerns of Developing Countries. 
ED 237 187 
Multicampus Colleges 
Amailgamations and Libraries. A Study of the Ef- 
fect on British Polytechnic Libraries of Institu- 
tional Amalgamations with Derived Guidelines 
for Amalgamating Victorian and Other Australian 
Institutions. Occasional Publication Number 3. 
ED 233 737 
Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 
ED 238 365 
Maulticampus Districts 
Highlights of Years of Growth, 1966-1983. 
ED 233 767 
Multicultural Education 
Competencies for Teaching Multiculturally. 
ED 240 219 
Cross-Cultural Perspectives in the Curriculum. 
Resources for Change. 
ED 237 392 
Diversity in the Classroom: A Multicultural Ap- 
proach to the Education of Young Children. Early 
Childhood Education Series. 
ED 237 508// 
English in the Eighties. 
ED 233 390 


oo Evaluation of La Salle Coliege’s Master of 
Arts Program in Bilingual/Bicuitural Studies 
(Spanish), 1982-83. 


ED 238 257 
GATE-Way to Success: Hispanic Gifted Pro- 
gram. Identification Packet [and] Instructional 


ED 239 438 
International Education and the U.S. Community 
College: From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 
ED 233 780 
ans a Multicultural Concept into Spe- 
Education: Guidelines for Special Education 
Teacher Trainers. 
ED 238 230 
Mainstreaming a Multicultural Concept into 
— Education: Guidelines for Teacher Train- 


ED 240 173// 
Mandated Multicultural Education: Boon or 
Boondoggle. 


ED 239 155 
Multi-Cultural Approach to Education: Using 
University Students in K-12 Classes as a Re- 
source. MAIS Project. 

ED 235 077 
Multicultural Early Childhood Resource Guide. 

ED 238 512 


Districts in the Metropolitan St. Louis 


ED 234 106 
Multicultural Education: From Product to Pro- 
cess. 


ED 240 224 


The Multicultural Education QAT (Quick As- 
sessment Test). 
ED 240 216 
Multiculturalism for a Global Society: Together 
We Can. 
ED 233 952 
Multicultural Nonsexist Education in Iowa 
Schools: Guidance & Counseling. 
ED 236 524 
Multicultural Nonsexist Educaticn in Iowa 
Schools. School Administration. 
ED 238 204 
Nonverbal Factors in the Education of Chinese 
American Children: A Film Study. 
ED 240 199 
The Novice and the Newcomer. Student Teach- 
ers’ Perspectives on Multiculturalism and Educa- 
tion. 
ED 234 105 
Professional Development Seminar: A Model for 
Making Higher Education More Culturally Sensi- 
tive. 
ED 238 662 
Selected Multicultural Instructional Materials. 
ED 240 217 
A Specialization Program in Bilingual /Multicul- 
tural Education at the Tertiary Level—-University 
of Hawaii. 
ED 240 086 
The Swedes: In Their Homeland, In America, In 
Connecticut. The Peoples of Connecticut Multi- 
cultural Ethnic Heritage Series, Number Seven. 
ED 240 034 
Teachers’ Questions About Alaska Native Educa- 
tion. 
ED 238 661 
Teaching Strategies for More Effective Integra- 
tion. 
ED 236 253 
“Toward the Year 2000.” An Examination and 
Discussion of Critical Multicultural Education Is- 
sues and Strategies Related to Washington State’s 
Preparation for Entry into the 21st Century and 
Its Increasing Multi-Ethnic Population. 
ED 240 218 
Understanding the Multicultural Experience in 
Early Childhood Education. 
ED 238 560// 
Unity in Diversity: Multicultural Education in 
Australia. 
ED 236 071 
Work-Orientations and Incentive Systems and 
Their Effect in the Delivery of Education in 
Multi-Cultural Institution. 
ED 233 436 
Multicultural Educetion Quick Assessment 
Test 
The Multicultural Education QAT (Quick As- 
sessment Test). 
ED 240 216 
Multidimensional Approach 
An Application of a Multidimensional Extension 
of the Two-Parameter Logistic Latent Trait 
Model. 
Play-Lan; Relationships: Co: saleore 
y-Language Relationships: Correspondence or 
Decalage? 


ED 238 587 
Multidimensional Scaling 

The Analysis of Dichotomous Test Data Using 
Nonmetric Multidimensional 

ED 235 204 
Longitudinal Network Analysis Using Multidi- 
mensional Scaling. 

ED 235 515 
Multidimensional Mapping of Libraries Based on 
Shared Holdings in the OCLC Online Union Cat- 
alog. Research Report. 


ED 235 802 


Multilingual Materials 
Multiculturalism Film and Video Catalogue-1982 
= Repertoire des films et videos sur le multicul- 
turalisme-1982. 
ED 240 198 
Response Rates to Mail Questionnaires in an Eth- 
nic Minority Population. 
ED 236 214 
Multilingualism 
The Use of English as a Medium of Instruction in 
the First Three Grades of Zambian Primary Edu- 


Subject Index 
cation. African Studies in Curriculum Develop- 
ment & Evaluation No. 48. 

ED 234 011 
Multimedia Instruction 
The Influence of a Multi-Media Presentation on 
Sex-Role Stereotyping in Gifted Adolescents. 
ED 235 405 
ing a Procedure from Multimedia Instruc- 
tions: Effects of Film and Practice. 
ED 239 598 
Multimodal Methods 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materials. 
ED 234 184 


Mabie Chates Tests 
The Effect of Item Sequence on Bar Examination 


ED 237 532 
IER Criterion-Referenced Language Arts — 
tive and Item Bank: A Bank of Language 
Objectives and Test Items for Grades One 
through Eight. 
ED 237 529 


IER Criterion-Referenced Mathematics Objec- 
tive and Item Bank: A Bank of Mathematics Ob- 
jectives and 7 »st Items for Grades One through 
Eight. 
ED 237 528 
Non-Traditional Answer-Sheet Format: Solution 
or Problem? 
ED 237 547 
Multiple Correlation Formula 
A Derivation of the Sample Multiple Correlation 
Formula for Raw Scores. 
ED 235 205 


Multiple Disabilities 
The Challenge of Integrating Students with Se- 
vere Disabilities. 
ED 236 831 
Critical Learning: Multiply Handicapped Babies 
Using Computers. 
ED 234 773 
Decreasing Mattress Ripping Using Forced Prac- 
tice. 
ED 238 236 
The Profoundly Handicapped Child: 
Sensorimotor and Communication Abilities. 
Working Papers in Developmental Disabilities. 
ED 235 656 
Public Education for Children with Severe, Pro- 
found, and Multiple Disabilities: The Least Re- 
strictive Environment. Human Policy Reports: 
An Action Series. 
ED 236 818 
Sensorimotor itive Assessment and Curricu- 
lum for the M Multihandicapped Child. Working Pa- 
pers in Developmental Disabilities. 
ED 235 655 
The Use of “Symbol Shelves” in Teaching Com- 
munication with Multi-Handicapped Children. 
ED 234 594 


Mreacher Moonlighting ' 
Teacher Moonlighting: An Unstudied Phenome- 
non. 
ED 233 472 
M Measures Approach 
A Multimethod Assessment of Children’s Social 
Competence. 
ED 235 891 
Multiplication 
Processes and Strategies in Solving Elementary 
Verbal Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Memory Ca- 
pacity Skills and Rational Number = Ratkaisu- 
prosessit ja Strategiat Perustavissa Sanallisissa 
Kerto-ja Jakolaskutehtavissa: Tutkimus Kerto-ja 
Jakolaskutaitojen Yhteyksista Piaget-Kykyihin, 
prance: ard Lukujono-taitoihin Seka Ra- 
jexukaslisecsoen. Tampereen — 
Op ulkaisu 





No. 11. 
ED 239 906 


Multisensory Learning 
Learning English through Art in the Elementary 
School. 
ED 235 921 


Suggestopedia: A New Way to Learn. 
ED 235 063 





Subject Index 


Maltistate Bar Examination 
ee 
res. 


ED 237 532 
Measuring Legal Research Skills on a Bar Exami- 
nation. 

ED 240 149 


Multitype Library Networks 

Cooperative Collection Development in Mul- 
titype Library Networks: A Beginning—Goals and 
Methods. Proceedings of the Annual Conference 
of the Missouri Library Association (1980). 

ED 235 837 
Libraries and Cable TV: Plans, Proposal, and 
Study to Explore Ways of Serving the Commu- 
nity’s Information Needs Using the Data Trans- 
mission Capabilities of the Institutional 
Communications Network (ICN) of Storer Cable 
in the 1980's and 1990’s. 

ED 235 800 

Library Systems in Selected States: A Descrip- 
tion. 

ED 233 724 
Resource Sharing of Printed Materials among 
Dayton-Miami Valley Consortium Libraries in 
1982: A Descriptive Study. 

ED 235 826 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 

ED 234 786 
Wisconsin Interlibrary Loan Guidelines. Second 
Edition. Bulletin No. 3107. 

ED 234 788 


Multivariate Analysis 
Adventures in Uncertainty: An Empirical Investi- 
gation of the Use of a Taylor’s Series Approxima- 
tion for the Assessment of Sampling Errors in 
Educational Research. 
ED 235 193 
An Application of a Multidimensional Extension 
of the Two-Parameter Logistic Latent Trait 
Model. 
ED 240 168 
Optimal Measurement Considerations for Diag- 
nostic Tests. Methodology Project. 
ED 238 940 
The WIQ: A Multi-Dimensional Instrument to 
Assess Antecedents of Women’s Vocational 
Choice. 
ED 234 229 
Municipalities 
Activities U.S.A. 
ED 239 990 
Murray State University KY 
Online Database Retrieval Service: A Statement 
of Policy. 
ED 234 776 
Muscular Strength 
Physical Education. A Maryland Curricular 
Framework. 
ED 238 868 
Museums 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 2, March/April 1982. 
ED 234 589 
Music 
Music, Hemisphere Preference and Imagery. 
ED 240 041 
Popular Music: A Selected Bibliography of — 
rials in the California State University, Sac 
mento Library. Second Edition. Bibliographic 
Series No. 22. 
ED 233 932 
Music Activities 
Music Workshop Packet. 
ED 238 825 
Songs in the Academic Classroom. 
ED 236 606 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from Eight 
issues of Instructor Magazine, September 1982 
through May 1983.] 
ED 237 446 
Music Appreciation 
Teachers’ Guide to Music Appreciation I and II in 
the Junior High School. Course Outlines. 
ED 235 286 


National Audubon Society Expedition Institute 285 


Teachers’ Guide to Music A; iation III A and 
III B in the Senior High 
ED 235 287 
Music Braille 
Sharpen Your Skills: Music Braille. 
ED 239 478 
Music 
Achievement Motivation as a Factor in Self-Per- 
ceptions. 


ED 237 418 
Characteristics of Effective Music Teachers. 


ED 237 400 
Music Workshop Packet. 

ED 238 825 
Sharpen Your Skills: Music Braille. 


ED 239 478 
Study Guide for TCT in Music 
ED 235 153 
Teachers’ Guide to Music Appreciation I and II in 
the Junior High School. Course Outlines. 
ED 235 286 
Teachers’ Guide to Music A; iation III A and 
III B in the Senior High Schoo! 
ED 235 287 
Music Teachers 
Characteristics of Effective Music Teachers. 


ED 237 400 
Study Guide for TCT in Music. 


ED 235 153 
Music Techniques 
Characteristics of Effective Music Teachers. 
ED 237 400 
Music Therapy 
Uses of Poetry and Music in Counseling. 
ED 239 144 
Musicians 
Popular Music: A Selected Bibliography of Mate- 
rials in the California State University, Sacra- 
mento Library. Second Edition. Bibliographic 
Series No. 22. 
ED 233 932 
Mutual Assistance Associations 
Cooperative Efforts: Voluntary Resettlement 
Agencies and Mutual Assistance Associations. 
ED 237 593 
Myers Briggs Type Indicator 
Using the MBTI to Predict Career Development 
Program Usefulness. 
ED 239 175 
Mythology 
Greek and Roman Myths. 
ED 239 200 
Greek & Roman Mythology. 
ED 239 210 
Stars and Star Myths. 
ED 239 925 
A Survey Course in Mythology: Is It Possible? 
ED 235 872 
= emg 
nolan on Campus? What You 
Call tt es a Difference. 
ED 235 422 
Namibia 
pS Diagnostic Analysis of the Education System in 
amibia. 
ED 238 088 
Nantacket School MA 
Looking into Future Experience. An Early Career 
Awareness Program. 
ED 239 040 
Narration 
Children’s Understanding of the Narrator’s Role 
in Stories. Technical Report No. 294. 
ED 235 472 
The Effect of Dramatic Piay on the Story Retell- 
ings of Second Grade Children. 
ED 233 812 
Organization of Chicano Children’s Narrative Be- 
havior. Final Report. 
ED 237 306 
Patterns of —_ ane in Children’s Re- 
sponses to Literature 
ED 234 399 
A Study of Narrative Rhetoric. Final Report. 
ED 234 414 


Nation at Risk (A) 
Meeting the Challenge: Recent Efforts to Im- 
prove Education across the Nation. A Report to 
the Secretary of Education. 
ED 240 114 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County R ts. 
ED 236 176 
Nation At Rist (A) 
The Excellence Report: Using It to Improve Your 
Schools. 
ED 236 774 


National Advisory Council on Rural De- 
velopment 
Better Country: A Strategy for Rural Develop- 
ment in the 1980's. 

ED 238 655 
— Council On Rural Develop- 
ment Washington, District of Columbia, 
April (ets, 1982). Executive Summary of Pro- 
ceedings. 


ED 239 798 
National Aeronautics And Space Adminis- 


tration 
Records of Achievement. NASA Special Publica- 
tions. 


ED 239 863 
National Assessment of Educational 


The Academic Achievement of Young Ameri- 
cans. Fastback 196. 

ED 236 205 
Citizenship and Social Studies Achievement of 
Young Americans: 1981-82 Performance and 
Changes between 1976 and 1982. 

ED 236 247 
Citizenship and Social Studies Released Exercises 
from the 1981-82 Assessment. 

ED 233 965 
How Well Can Students Read and Write? Issue- 
gram 9. 

ED 234 352 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
Mathematics Released Exercises from the 
1981-82 Assessment. 

ED 237 546 
National Assessment Analysis Procedures. 

ED 236 250 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
National Assessment of Educational Progress Re- 
considered: A New Design for a New Era. 

ED 236 156 
National Assessment of Education Progress, 
1969-1983: A Bibliography of Documents in the 
ERIC Database. 

ED 234 097 
Procedural Handbook: 1981-82 Mathematics and 
Citizenship/Social Studies Assessments. 

ED 233 966 
The Relationship of Students’ Academic Achieve- 
ment to Television Watching, Leisure Time Read- 
ing and Homework. 

ED 236 249 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 

ED 236 248 


National Association for Foreign Student 
Affairs 


Educating Students from Other Nations. Ameri- 
can Colleges and Universities in International Ed- 
ucational Exchange. 


ED 233 629// 


National Association of B: 
An Examination of Self Regulation of Broadcast- 
ing. 


ED 235 524 
The Suspension of the National Association of 
Broadcasters’ Code and Its Effects on the Regula- 
tion of Advertising. 


ED 236 583 
National Audubon Society Expedition In- 


stitute 
In Wilderness is Our Self Preservation. 





286 National Audubon Society Expedition Institute 


ED 234 961 
National Bibliographies — sleabiitiine 
y vi- 
—_ 
ED 239 627 
Manual on Bibliographic Control. 
ED 234 801 
National Libraries Section. General Research Li- 
braries Division. Papers. 
ED 239 635 
Stead Based of Biante Geet 
Fag |e -mguageasamaiaaaeal 
ish Board of Education. 
ED 234 057 


National Braille Association 
Sharpen Your Skills: Large Type. 
ED 239 479 
National Center for Education Statistics 
The Condition of Education. 1983 Edition. A Sta- 
‘stical R . 
ED 233 476 
National Center for Research Vocational 


Education 
Instructor Training. Background 2 

ED 236 420 
National Comm on Student Financial As- 


itable Financing of Post- 

port No. 7. 

Delivery of Student Finan- 
the Effective very o' it Finan- 

ry ey ae Yo 


Guaranty Agency Questionnaire. 
ED 234 732 


The Impact of Federal Student Assistance on Tui- 
tions, Institutional Student Aid and Alumni Giv- 
ing. 


sistance 
secondary 


ED 234 733 


ED 234 730 
The Interactions of the Student Aid Office. 


ED 235 720 
on a t of Federal Student Financial 
Aid Polici tate Decisions. Final Report. Re- 
vised. 

ED 234 731 
The Terrain of Postsecondary Education. 

ED 235 722 

National Commission on Excellence in Ed- 


ucation 
Addressing the Report of the Commission on Ex- 
cellence in Education...from the Rural Perspec- 
tive. 


ED 234 939 
Behind “A Nation at Risk: The Imperative for 
Educational Reform. 

ED 238 797 
The Cost of Reform: Fiscal Implications of “A 
Nation at Risk.” 

ED 239 771 
The Excellence Report: Using It to Improve Your 
Schools. 


ED 236 774 

From School to College. Testimony to the Na- 
tional Commission on Excellence in Education. 
(Public Hearing, Chicago, Illinois, June 23, 1982). 
ing U; Off the Floor: Standards sad Resiitien 

P : ties 


: ED 233 635 
os the Challenge: Recent Efforts to Im- 
across the Nation. A Report to 

dos Seenctary of Bavsetion. 
abel ca 


Educ 
NCATE Thirtieth Annual List of Accredited Pro- 
grams. 1983-84. 
ED 238 857 


National Council on the Handicapped 
National Council on the Handicapped. [Third] 
Annual Report. 

ED 234 155 


National Data Base on Aging 
. _ of State and Area Agencies on Aging - 
ED 239 139 


National Defense 
NCSS Peace Studies Project: An Interim Report. 
ED 235 109 
Vocational Education re Defense Preparedness 
Seminar Proceedings (Arlington, Virginia, Sep- 
tember 29-October 1, 1982). 
ED 239 098 


National Defense Education Act 
Emergency Mathematics and Science Education 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, Nine- 
ty: th Congress, First uopene (February 17, 
1983). Rept. 98-6, Part 1 
ED 237 336 


National Development 
History of the Balkans: Eighteenth and Nine- 
teenth Centuries. Volume 1. The Joint Committee 
on Eastern Europe Publications Series. No. 12. 
ED 236 093 
To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 
ED 239 822 
National Diffusion Network 
Perspectives on Dissemination and Knowledge 
Utilization. Report of a Symposium Presented to 
the Mid-South Educational Research Association 
(November 1980). 
ED 238 191 


National Direct Student Loan Program 
Oversight on National Direct Student Loan Pro- 
gram Regulations. Hearing Before the Subcom- 
mittee on Postsecondary Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Seventh Congress, Sec- 
ond Session. 

ED 235 767 


National Employer Supported Child Care 
Project 
Employers and Families: Strate; aa ies for Mutual 
Benefit. San Diego Symposium (San Diego, Cali: 
fornia, April 15, #983). [Summary]. 
ED 233 799 
National Endowment for the Humanities 
What Portion in the World: New Essays on Public 
Uses of the Humanities. Papers Presented at the 
National Conference of State H Humanities Coun- 
cils, 1981. 
ED 233 617 
National Plan 
Energy. Overview: ERIC Fact Sheet No. 6. 
ED 237 794 
National History Womens Week Project 
Recommended Resource Bibliography. 
ED 233 919 
National Indian Child Conference 4th 
Caring, Coping, Change: Challenges for the 80's. 
A Report of the National Indian Child Confer- 
ence (4th, Albuquerque, New Mexico, September 
12-16, 1982). 
ED 234 936 
National Information 
The Role of Archives and Records Management 
in National Information Systems: A RAMP 
Study. 
ED 238 438 
National Institute of Education 
—— for Making Grant Awards under 
Three Department of Education Discretionary 
Grant Programs. Report. 
ED 238 130 
National Joint Committee on Learning 
Disabilities 


Inservice Programs in ing Disabilities. A 
Position Paper of the } National Joint Committee 
on Learning Disabilities. 


ED 235 638 


Issues in the Delivery of Educational Services to 


Subject Index 


Individuals with Learning Disabilities. A Position 
Paper of the National Joint Committee on Learn- 
ing Disabilities. 


ing 
Lassies aneiien ites: Issues in the Lv eth 
tion 
fessional Personnel. A Position Paper of the 
National Toit Commitee on Learning Disab 
tes. 
ED 235 641 


Nathenel Zeist Committe: on Lewtiitg 
Disabilties 


Learning Disabilities: The Needs of Adults with 
Learning Disabilities. A Position Paper of the Na- 
tional Joint Committee on Learning Disabilities. 

ED 235 642 


National Labor Relations Board v Yeshiva 
Univ 
“Yeshivawatch”-Year Four [and] Unionization 
of Medical School Faculty. 
ED 235 717 
National Libraries 
Annual Report of the Librarian of Congress, 1982. 
For the Fiscal Year Ending September 30, 1982. 
ED 238 429 
LCSH Entry Vocabulary Project. Final Report. 
ED 234 780 
The Library of Congress 1982. A Brief Summary 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 
ED 234 820 
National Libraries Section. General Research Li- 
braries Division. Papers. 
ED 239 635 
National Library Service for the Blind 
Magazines in Special Media. Reference Circular 
No. 81-3. 
ED 234 800 
Planning Barrier Free Libraries. A Guide for Ren- 
ovation and Construction of Libraries Serving 
Blind and Physically Handicapped Readers. 
ED 234 806 
Speaking Out. Personal and Professional Views 
on Library Service for Blind and Physically Hand- 
icapped Individuals. 
ED 237 091 
National Longitudinal Study High School 
Class 1972 
Evaluating the Payoffs of College Investments for 
_ White, and Hispanic Students. Report No. 
44. 


ED 235 733 


National Longitudinal Survey Youth Labor 
Market Ex 
Pathways to the Future: A Report on the National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1979. 
ED 236 219 
Pathways to the Future, Vol. III. The National 
Longitudinal Surveys of Youth Labor Market Ex- 
perience in 1981. Final Report. 
ED 236 221 
Pathways to the Future, Vol. II. The National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1980. Final Report. 
ED 236 220 
National Longitudinal Surveys 
New Data Available for the National Longitudi- 
nal Surveys. 
ED 234 064 


National Norms 
= _— Freshman National Norms for Fall 
ED 239 542 
California Achievement Test Results. Grades 1-6. 
1981-1982. Tech Memo. 
ED 234 069 
National 
A Guide to National Organizations Engaged in 
State Youth Education and Employment Activi- 
ties. The State Youth Initiatives Project. Working 
Paper #1. 
ED 234 277 
The National University Consortium: An Assess- 
ment. 
ED 236 957 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 
ED 238 664 





Subject Index 


National Origin Minority Education 
A Word Processing Data and Information Model 
for Program Management. 


National Planning 
Planning Methods, Models, and Organization: A 
Review Study for Communication Policy Making 
and Planning. 


ED 238 100 


ED 233 423 
National Programs 

Adoption Resource Directory: Region X. 

ED 238 554 
Adult Education for Zimbabwe. 

ED 238 090 
Ag in the Classroom-What’s Going on Around 
the Country. 

ED 234 279 
The Archival Appraisal of Moving Images: A 
RAMP Study with Guidelines. 

ED 239 625 


Computer Cataloguing and Indexing Survey. 
Summary. 
ED 233 741 
Current Problems in Vocational Education in 
Switzerland: Report on a National Research Pro- 
gram. Occasional Paper No. 93. 
ED 239 108 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 
ED 239 819 
Data-Base for Communication Planning. The Ba- 
sic and Statistical Data Required for the Elabora- 
tion of a Plan for a National Communication 
System. 
ED 235 816 
Dislocated Workers and Midcareer Retraining in 
Other Industrial Nations. 
ED 236 369 
Dissemination Management Project. Final Re- 
port. 
ED 235 839 
Manual on Bibliographic Control. 
ED 234 801 
National Assessment Analysis Procedures. 
ED 236 250 
National Assessment in Australia: An Evaluation 
of the Australian Studies in Student Performance 
Project. 
ED 240 164 
Official Publications Section. Collections and Ser- 
vices Division. Papers. 
ED 239 630 
The Population of China. One Billion, Eight Mil- 
lion Peopie. 
ED 238 680 
The Promise of Literacy. Campaigns, Programs 
= Projects. Report of the International Seminar 
on Campaigning for Literacy (Udaipur, India, 
January 4-11, 1982). 
ED 237 730 
The Research Programme of the National Swed- 
ish Board of Education. 
ED 234 057 
The Role of Archives and R ds Management 
a" Information Systems: A RAMP 
ly. 





ED 238 438 
Science Information System in Japan. NIER Oc- 
casional Paper 02/83. 
ED 235 828 
Strategies for the Coherence and Co-Ordination 
of Formal and Non-Formal Population Educa- 
tion. a of a Regional Seminar on the Coher- 
ence of Formal and Non-Formal Population 
Education Programmes (Bangalore, India, May 
16-23, 1983). 
ED 237 398 
of Basic Education in Eastern Africa. 
\CO/UNICEF Co-Operation Programme. 
ED 237 257 
Writings on Archives Published by and with the 
Assistance of UNESCO: A RAMP Study. 
ED 235 808 
National School Boards Association 
A Handbook on Developing Means to Under- 
write Performances at National Conventions by 
Talented Students from Urban School Districts. 
ED 237 602 
National School Lunch and Child Nutri- 
tion Act 1975 


Administrative Guidance for Verification of Na- 
tional School Lunch, Breakfast and Special Milk 
Applications. 

ED 238 147 

National Science Foundation 
U.S. Science and Engineering Education and 
Manpower: Background; Supply and Demand; 
and Comparison with Japan, the Soviet Union, 


—. R 
for 


Technology, Transmitted to the Committee ~ 
Science and Technology. U.S. House of R 
sentatives, Ninety-Ei th Congress, First 


sion. 

ED 235 996 
1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and Technology. U.S. og of Repre- 
sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 (February 23,25; March 1,8,10, 
1983). No. 21 

ED 238 705 


National Surveys 

The High Schooi and Beyond Data Set: Its Rele- 
vance for Bilingual Education Research. 

ED 234 640 
National Assessment of Education Progress, 
1969-1983: A Bibliography of Documents in mn the 
ERIC Database. 

ED 234 097 
New Data Available for the National Longitudi- 
nal Surveys. 

ED 234 064 
Where To Find Summaries of Recent Reports on 
Education. 

ED 238 774 

National Teacher Examinations 

The Future of the National Teacher Examination. 

ED 238 899 
Mapping a Program for Teacher Examinations. 

ED 240 127 
A Professional Examination for Teachers: A Long 
Range Plan for the Future of the Professional Sec- 
tion of the NTE Common Examinations. 

ED 240 126 
Relationships among NTE Cut-Scores, Not Valid 
Items, NTE Tests and Curriculum Match and 
Minimally Competent Examinees. 

ED 240 144 


National University Consortium Telecomm 


Teaching 
The National University Consortium: An Assess- 
ment. 


ED 236 957 
National Womens History Week Project 
National Women’s History Week Community 
Organizing Guide. 
ED 233 917 
= Women’s History Week Curriculum 
ide. 
ED 233 916 
Nationalism 
Nationalism and Worldmindedness: Japanese 
Versus American Comparison. 
ED 236 104 
Native American Rights Fund 
Native American Rights Fund: 1982 Annual Re- 
port. 
ED 238 611 
Native Hawaiian Educational Assessment 
Project 
Native Hawaiian [Educational Assessment 
Project. Final Report. 
ED 240 138 


Native Longue 
GMAT and GRE Aptitude Test Performance in 
a to Primary Language and Scores on TO- 


ED 237 513 
Native Language Instruction 
Case Study on Skovde Municipality and Its Eth- 
nic Minorities (Sweden). The CDCC’s Project 
No. 7.: “The Education and Cultural Develop- 
ment of Migrants”. 
ED 235 939 


Case Study on Teaching Materials for Spanish 


Nature Nurture Controversy 287 


Language and o~ om for 
dren in France. (Part I, Lyon-Paris, France) The 
CDCC’s Project Now No. bt ie Education and Cul- 
tural Development of Migrants”. 


Emphasis on Latin American Cultures. 
a Program Fund. Evaluation Report, 
2-83. 


Migrant Chil- 
ED 235 937 
Disadvan- 


ED 236 294 
English as a Second Language, 1980-1981 (an 
ESEA. 1 Title I Project of the Boston Public 
School System). Final Evaluation Report. 


ED 238 956 
A Papago Grammar. 

ED 235 989 
Reading Comprehension in Korea: A Text-Ori- 
ented Linguistic Approach. 


Second- 
eracy: Old 


ED 233 331 

Study and First-Language Lit- 
‘guments and New Perspectives. 

ED 233 603 


Natural Resources 
Alberta. Reference Series No. 26. 
ED 235 052 
British Columbia. Reference Series No. 25. 
ED 235 051 
Directory of Interpretive Curricula in the United 
States and Canada. 
ED 238 695 
Manitoba. Reference Series No. 28. 
ED 235 054 
Native American Rights Fund: 1982 Annual Re- 
port. 


ED 238 611 
New Brunswick. Reference Series No. 31. 

ED 235 057 
Newfoundland. Reference Series No. 34. 

ED 235 060 
Nova Scotia. Reference Series No. 32. 

ED 235 058 
Ontario. Reference Series No. 29. 

ED 235 055 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 

ED 233 951 
Prince Edward Island. Reference Series No. 33. 

ED 235 059 
Quebec. Reference Series No. 30. 

ED 235 056 
Salt. Third World Science. 

ED 235 045 
Saskatchewan. Reference Series No. 27. 

ED 235 053 
Tidal Marshes: The Boundary between Land and 
Ocean. 

ED 237 313 


Natural Sciences 
English-Vietnamese Scientific Terminology for 
High School and Junior College Students. Book 5: 
Natural Science = Danh Tu Khoa Hoc Anh-Viet 
Danh Cho Hoc Sinh Trung Hoc Va Sinh Vien 
Nam Thu Nhat Dai Hoc. Quyen 5: Van Vat Hoc. 
ED 238 693 
Natural Wonder Notebook. [Five Installments of 
a Monthly Column Appearing in Instructor Mag- 
azine, January-May 1983.] 
ED 236 110 
Research in Higher Education: The Arts/The Sci- 


ences. 
ED 234 706 
Women in Science. VGM Career Horizons Series. 
ED 236 046 
Naturalistic Research 
Auditing Naturalistic Inquiries: Some Prelimi- 
nary Applications. Part 1: Development of the 
Process. Part 2: Case Study Application. 
ED 234 084 


Naturalistic Studies 

Understanding Writing in School: A Descriptive 
Study of Writing and Its Instruction in Two Class- 
rooms. 

ED 239 257 
Understanding Writing in School: A Descriptive 
Study of Writing and Its Instruction in Two Class- 
rooms. Executive Summary. 

ED 239 256 


Nature Nurture Controversy 
Carl Campbell Brigham, the Native Intelligence 
Hypothesis, and the Scholastic Aptitude Test. 
ED 237 516 





288 Navajo 
Navajo 
Bilingual 
glish. 
ED 234 933 


Ethnic Group Bias in WISC-R Verbal Items. 
ED 236 172 


Teaching in Content Areas: Navajo/En- 


(Nation) 

Black Mesa Community School: Ten Years Later. 
A Progress Report. 

ED 234 954 
An Examination of the Locus of Control Con- 
struct with American Indians from the Southwest- 
ern United States. 

ED 239 827 
Kinaalda: A Navajo Puberty Ceremony. 
ED 235 972 
Navajo Arts and Crafts. 

ED 235 969 
Mamie Changes-A History of the Navajo People 

Lahgo Ahoodzaa-Dine Bahane. 

Fifth-Eighth Grade Navajo Bilingual Bicultural 
Social Studies Curriculum. 

ED 235 970 
= Changes-A History of the Navajo People 

Lahgo Ahoodzaa-Dine Bahane. 

Teacher's Guide. Fifth-Eighth Grade Navajo Bi- 
lingual-Bicultural Social Studies Curriculum. 

ED 235 971 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curriculum. 

ED 235 973 
Navajo Leadership and Government: A History. 
Teacher’s Guide. Navajo Bilingual-Bicultural So- 
cial Studies Curriculum. 

ED 235 974 
The Navajo Way of Life: A Kesource Unit with 
Activities for Grades 4-6. 

ED 235 962 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 

ED 233 845 
The Sun is Shining in = Eyes: The Navajo Child 
Enters Kindergarten Expecting to Write and He 


ED 238 646 
unity Development. A 


Understanding Comm 
= for Native American Community Leaders 
Professionals. Participant’s Manual. A Train- 
ing Scien Developed for and in Cooperation with 
Native American Tribal Leaders. 


ED 233 860 


Nation 
The 1977 Navajo Labor Force Survey: A Prelimi- 
nary Analysis. 
ED 234 957 
Navajo Tribal Council 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curriculum. 
ED 235 973 
Navajo Leadership and Government: A History. 
Teacher’s Guide. Navajo Bilingual-Bicultural So- 
cial Studies Curriculum. 
ED 235 974 
Naval Training 
Design, Development, Implementation, and Eval- 
uation of the Computer Aided Interactive Testing 
System (CAITS). Focus on the Trained Persor. 
ED 237 531 


Navigation 
What Are the ABC’s of Marine Education? An 
Introduction to Marine Education in the Gulf of 
Maine Region. 
ED 238 726 


“Antes Recruit Training Practices Related to 

Performance of Enlisted Navy 
Women. Technical Note 10-83. 

ED 239 073 

Reading Comprehension and Related Character- 

istics of U.S. Navy Recruits: A Twelve-Month 

Description. 


ED 237 937 
for Enlisting Lateral Entrants via Com- 
thy nog os (SELECT): An pay ee 


Goaicatin for Potential Ney La Lateral Entry 


ED 237 062 
Survey of the Extent of Individualized Instruction 
in Navy “A” and “C” School Courses. Technical 
Memorandum 83-7. 

ED 236 327 
Trainability Testing for Navy Selection and Clas- 
sification. 

ED 234 095 


Nebraska 


Nebraska Survey of Sensory Im Children 
and Youth. Final Report, 1981-82. 
ED 233 519 
A Research Report of Small/Rural School Dis- 
tricts in Nebraska Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 295 
The Winnebago Tribe and the Nebraska Land- 
scape (Junior High Unit). 


ED 233 871 


Need 


Analysis (Student Financial Aid) 
The College Cost Book, 1983-84. Fourth Edition. 
ED 238 308 
Handbook of Student Financial Aid: Programs, 
Procedures, and Policies. 
ED 236 978// 
Student Aid and Public Higher Education: A 
Progress Report. 
ED 235 753 


Need Gratification 


Expectancy-Value Measures of Audience Uses 
and Gratifications for Media Content. 

ED 234 446 
Exploring the Functions of Reading: A Cross-Cul- 
tural Perspective. 

ED 234 359 
Perceived Needs of Developmentally Disabled 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Non-institu- 
tionalized Peers. 

ED 237 665 
Satisfactions and Dissatisfactions of People in 
Traditional and Nontraditional Jobs. Final Re- 
port. 

ED 234 191 
A Study of Extrinsic vs. Intrinsic Motivation in 
College Students. 

ED 234 320 


Need] 


le Trades 

The Blindstitch Machine. Module 11. 

ED 233 198 
Industrial Sewing Classroom Delivery System. 
Teacher’s Guide. 

ED 233 176 
Mathematics in the Needle Trades. Computing 
Piecework. Module 2. 

ED 233 189 
The Serger (Overlock) Machine. Module 10. 

ED 233 197 


Needs 


Variations of Fathering: Implications for Social 
Policy. Single Fathers with Custody: Implications 
for Social Policy. 

ED 234 294 


Needs Assessment 


Addressing the Vocational/Employment Needs 
of Migrant Youth: Needs Assessment Report. A 
Pilot Survey of Secondary Migrant Youth ee Vo- 
a Programs in Connecticut and Nation- 
wi 

ED 237 262 
Administrative Arrangements and a Curriculum 
for a University Training Programme for Adult 
Educators in Hong Kong. 

ED 236 312 
An Approach to Designing Training and Devel- 
opment Programs. 

ED 239 320 


Assess Your Goals to Set Priorities. 

ED 235 555 
Better Country: A Strategy for Rural Develop- 
ment in the 1980's. 

ED 238 655 
Community Goal-Setting Process. 

ED 239 346 
Comprehensive Needs Assessment. Revised. 

ED 238 111 
Computer Literacy: Definition and Survey Items 
for Assessment in Schools. 

ED 238 895 
Computer Science Needs in the Public Schools of 


Subject Index 
Oklahoma: Demands Exceed Supply. 


ED 238 420 
A Consortium —— Business, Industry, 
Post-secondary and Vocational Institutions: Plan- 
ning for Statewide High Technology Training 
Programs. Final Technical R 

ED 237 705 
Development and Field Testing of an Inservice 

and Preservice Needs Assessment Instrument for 

Vocational Educators Who Teach and Work with 
Disadvantaged Students in Florida. Final Report, 
October 17, 1980 to June 30, 1982. 

ED 234 073 
The Economic Effects of Population Changes in 
Rurai Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
Effects of the Administration’s Fiscal Year 1984 
Budget on Children and Youth. Hearing before 
the Task Force - Peay orem Uncontrollables, 
and Indexing of the Committee on the Budget. 
House of Rarer neg Ninety-Eighth Con- 
=. First Session (March 9, 1983). Serial No. 


ED 235 260 
English for the Health Sciences: Special Projects 
Report. 

ED 238 246 
ESEA Title I Program. Interim Report, 1982. 

ED 238 966 
Evaluation and Identification of Policy Issues in 
the Cuban Community. 

ED 237 604 
Family Learning Activities in British Columbia. 
Discussion Paper 06/81. 

ED 237 778 
Focus Groups: A Needs Assessment Approach to 
Corporate Child Care Policy Planning. 

ED 238 535 
How To Give "Em What They Want: Assessment 
Basics for Commuters. 

ED 236 951 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
Instructional Technology Needs in Rural Special 
Education. 

ED 237 247 
Intragroup Inconsistency in Public Policy Analy- 
sis. 


ED 238 142 
Long Term Care: Report to the Secretary. Service 
Delivery Assessment, Office of the Inspector 
General, December 1981. 

ED 239 179 
A Management Information Systems Needs 
Analysis for the University of Nevada Reno. 

ED 238 335 
Marketing Higher Education: A Practical Guide. 

ED 238 356 
A Model Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Multicultural Education: Content, Materials, 
Strategies and Behaviors. A Series of Seminars for 
School Districts in the Metropolitan St. Louis 


ED 234 106 
The Multicultural Education QAT (Quick As- 
sessment Test). 

ED 240 216 
Native American Ascertainment: Three Reports 
on Serving Native American Broadcast Needs. 

ED 235 929 
Native American Public Administration Pro 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 

ED 233 846 
Native Hawaiian Educational Assessment 
Project. Final Report. 

ED 240 138 
Needs Assessment in Counseling, Guidance, and 
Personnel Seivices. Searchlight Plus: Relevant 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
Needs Assessment of Services to Deaf-Blind Indi- 
viduals. Final Report. 

ED 235 666 
_— Assessment Project: FY83 Reverification 

tudy. 

ED 238 919 

Needs Assessment Study of Library Information 





Subject Index 


Service for Asian American Community Mem- 
bers in the United States. 

ED 240 189 
Needs Assessment Si : Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81. 

ED 237 564 
Needs in Smaller Schools of the United States: A 
Study. Research Monograph No. 3. 

ED 238 626 
Opening Doors for West Virginians with Autism: 
A Comprehensive State Plan. 

ED 233 506 
= and Evaluating Recommenda- 
tions). 


ED 238 909 
Predicting Self-Reported Delinquency Level in a 
General Youth Sample via the HEW Youth De- 
velopment Model’s Youth Needs Assessment In- 
strument. 

ED 237 — 
A Profile of Colorado’s Adult Learning N 
and Resources. 

ED 239 093 
Programming for Emotionally Disturbed Stu- 
dents in Rural Public mera Conference Pro- 
ceedings (Minneapolis, Minnesota, November 4, 
1981). Program Assistance Report No. 6. 

ED 239 785 
Pupil Personnel Services: Needs Assessment Pro- 
cess. 


ED 235 425 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services. 

ED 234 724 
Putting the Arts in Surplus Schools. A Planning 
Workbook. 

ED 235 586 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 

ED 238 606 
= of Education in Small Colleges: Colleges 
of Pride, Determination and Optimism. A Study 
of The Brunswick Foundation’s Small College 
Program. 

ED 235 738 
Recommendations for Establishing Performance 
Objectives on Productivity Goals by Hawaii Vo- 
cational Rehabilitation and Services for the Blind 
(HVRSB). 


Resource Allocation. 


ED 235 317 


ED 239 007 
Rural Rehabilitation. A State of the Art. 

ED 233 838 
Santa Clara County Asian Health Survey: Meth- 
odology. 

ED 236 268 
The Science Teacher Inventory of Need (STIN). 

ED 238 721 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 

ED 238 837 
Setting Priorities: A Handbook of Alternative 
Techniques. 

ED 238 120 
Staff Development Plan. 

ED 240 060 
State and Local Law Enforcement Training 
Needs in the United States. Volume I: Executive 
Report. 

ED 238 884 
State and Local Law Enforcement Training 
Needs in the United States. Volume II: Technical 


Report. 

ED 238 885 
Strategic Planning and Management for the 
“Third Wave” Society. Strategic Report. 

ED 233 651 
Student Recruitment and Retention in Small Col- 
leges: Colleges of Pride, Determination, and Opt 
mism. A Study of The Br F ion’s 
Small College Program. 





ED 235 737 
A Study of Management Concerns in Human Ser- 
vices Organizations: Their Implications for Edu- 
cational Programs. 

ED 233 650 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
Unanswered Research Questions in Health Edu- 


N 


cation: A Delphi Study. 

ED 235 123 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades K-6. 


ED 236 485 
Unified State Plan for Guidance, cre and 
Placement in Colorado. Grades 7-12 

ED 236 486 
Unified State Plan for Guidance, Counseling and 
Piacement in Colorado. Postsecondary. 

ED 236 487 
Using Consultants for Materials Development. 
Technical Note No. 19. 


ED 238 604 
Using New Methods to Determine Continuing 
Education Needs of Rural Women. 

ED 233 131 
Vermont State Colleges. Manual of fon and 
Procedures. Exhibit I: Classification of Academic 
Degree Programs. Exhibit II: Criteria for Ap- 
proval of Academic Degree Programs. Exhibit III: 
Approval of New Academic Degree Programs. 

ED 233 619 
The Visiting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 

ED 234 096 
The What, Why, Where, When, Who and How of 
Behavioral Task Analysis. 


ED 236 124 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 


ED 234 299 


re Assessment Pro. 


ject (AEL) 
eeds Assessment Project: FY83 Reverification 
Sooty. 


ED 238 919 


Negative Attitudes 


How Attitude Interferes with the Performance of 
Unskilled College Freshman Writers. Finai Re- 
port. 
The Image of the Chil Cor a pag BA 
e e of the id in Contemporary 

Literature: The Child in Its Environment, North 
vs. South. 

ED 234 425 
Perceived Unpredictability and Dangerousness of 
Mentally and Physically Handicapped Persons 
Encountered in Public Places. 

ED 237 838 
The Yang and Yin of the Communications Future: 
Positive Technology and Negative Messages. 

ED 235 534 


Negative News 


A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale. 

ED 233 414 
The Trouble with Bad News. 

ED 233 370 


Negativism 


¢ Effects of Concreteness and Negation on the 
Difficulty of Hypothetical, Disjunctive and Lin- 

ear Syllogisms. 
ED 233 410 


ene so Processes 


Determinants of Successful Divorce Settlement 
Outcomes. 
ED 239 173 
The Effect of Differing Third Party Roles and 
Behaviors on Nea woe se and Retaliatory Nego- 
tiator Behavior Involved in a Simulated Inter- 
group Conflict. 
ED 234 309 
Negotiation Competence: A Conceptualization of 
the Constitutive Rules of Negotiation Interaction. 
ED 236 736 


Neighborhood Integration 
Neighborhood Change: Theories, Realities, Pros- 
pects. 

ED 235 261 


leighborhood Schools 

Neighborhood Schools: The New(?) Legal Re- 
sponse to Enrollment Decline and Desegregation. 
ED 233 451 


leighborhoods 
Block Study: Learning About Your Local Com- 
munity. 

ED 239 956 
Open the Door Let’s Explore: Neighborhood 
Field Trips for Young Children. 


Neurological Organization 


ED 238 $29 
Social Area Indicators of Educational Need. A 
Glee Rae ee 
Neighbour! in Guiding Decisions Concern- 
ing the —— of Resources to Educationally 
Disadvantaged Schools in Australia. ACER Re- 
search Monograph No. 20. 
ED 237 379 
Nelson Denny Reading Tests 
Academic Achievement and Reading Ability: 
Hispanics, Males and Females. 
ED 238 621 
Nemeth Code 
Sharpen Your Skills: Mathematics and Science 
Braille. 
ED 239 477 


Problems Caused by the Neologisms in Teaching 
Chinese. 


ED 239 518 

Neonates 
Birth, Interaction and Attachment: Exploring the 
Foundations for Modern Perinatal Care. Pediatric 
Round Table: 6. 

ED 233 786 
A Parents’ Guide for Well-Baby Care and 
Hospitalizations. 

ED 237 188 
Netherlands 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
tional System. 

ED 238 178 


Network Analysis 

Automated Network Analysis: A Survey of Dif- 
ferent Approaches to the Analysis of Human 
Communication Relationships. 

ED 239 312 
Longitudinal Network Analysis Using Multidi- 
mensional 

ED 235 515 
Network Analysis from a Functional Perspective. 

ED 233 426 


letworking 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 


ED 237 625 


Networks 
Child Abuse and Neglect: A Resource Demon- 
stration Program for Region [X. Final Report. 
ED 238 547 
Community Skills Training: A Collaborative Ap- 
proach. 
ED 237 270 
Computer Networking with Commercially Pre- 
pared Software. 


Social Networks as a Mode of Informal 

in Health Care—Comparison of Networks in Three 
Systems: Health, Education and Community De- 
velopment. 


ED 235 599 
Learning 


ED 236 308 

Neurolinguistics 
The Old Brain, the New Mirror: Matching Teach- 
ing and Learning Styles in Foreign Language 
Class (Based on Neuro-Linguistic % 
ED 233 563 


Recent Research into the Hemisphericity of the 
Human Brain and the Implications of Those Find- 
ings in the Teaching of Reading. 
ED 239 228 
leurological Impairments 
[Autistic Children Developmental Disabilities 
Conference, Johns Hopkins University 
(Baltimore, Maryland, March 14-16, 1983). Ab- 
stracts of Papers Presented.] 
ED 236 830 
Modalities of Educational Management of the 
Tourette Syndrome Child. 
ED 233 507 
Neurological Impress Method 
Behavioral Reinforcement within a Perceptual- 
Conditioning Program of Oral Reading. 
ED 233 328 
Neurological Organization 
Fantasy and the Brain’s Right Hemisphere. 
ED 236 628 





290 Neurological Organization 


Bete | Specialization and Learning Style 
— Considerations for the Elementary 


ED 233 807 
The Human Brain: Cognition in Education. Re- 
of the First Annual Conference 

Dakota, September 24-25, 1982). 

Pali 

“Learning” and “Acquisition” - How e 
Dichotomy: Some Neurophysical Evidence. 

ED 239 492 


ED 236 126 


Music, Hemisphere Preference and 
ED 240 041 


N and Early Maturational Cor- 
ary fw ae 
ED 234 920 


Neurology 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 

ED 239 914 


(Richard E) 
Neustadt’s “Presidential Power” and University 
Governance: A Case Study Analysis. 
ED 234 688 


Nvatrality 
— Neutrals Can Help Bargainers in Troubled 
imes. 


ED 234 710 


Course Transfer Guide, 1983. University of Ne- 
vada System. 
ED 239 703 
New Brunswick 
New Brunswick. Reference Series No. 31. 
ED 235 057 
New Federalism 
Federal Involvement in Education: In Pursuit of 
Equity and Quality. 
ED 239 375 


“New Federalism”: Prospects and Implications. 
ED 234 902 


New 
Placement Report, 1983. New Hamp- 
shire a Technical Colleges and New 


ED 238 500 
A Word Processing Data and Information Model 
for Program Management. 

ED 238 100 

New Jersey 

Affirmative Action Status Report: 1982-83 New 
Hires at New Jersey Public — and Universi- 
ties. Special Report Series. 

ED 233 633 


Education in New Jersey: A Blueprint for Re- 
form. 


ED 238 564 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 


ED 233 755 
i of College-Bound Freshmen: New 
's Special Dilemma. ORM Volume 4: Re- 
umber 1. Special Report Series. 


ED 238 354 
ication Task 
ED 234 766 


grams in New gl Public Colleges and Univer- 
sities in Fall, 1981. 

ED 233 757 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 


ED yh Bi 
Tuition & Required Fees. New Jersey Co 
Universities: 1977-78 Through 1983-84. 
Volume 4: Brief Number 1 

ED 238 376 

New Jersey (Clifton) 

Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 

ED 234 468 


New Jersey (Garwood) 


Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 
ED 234 467 
New Jersey (Midland Park) 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 
ED 234 465 


New Jersey (Saddle Brook) 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 
ED 234 466 


New Jersey (West New York) 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 
ED 234 469 


New Jersey College Basic Skills Place- 
ment Test 
Interpreting Scores on the New Jersey College 
Basic Skills Placement Test. 
ED 236 223 
ee New Jersey College Basic 
Skills Senoes: 
ED 236 222 


New Jersey Educational Assessment Pro- 


gram 
The New Jersey Statewide Writing Assessment 
Program Staff Development Guide and Reference 
Handbook. 


ED 233 397 


New Journalism 
Journalistic Observation as a Qualitative Re- 
search Method for Sociology. 
ED 233 940 


New Literates 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 
ED 239 821 


New Mexico 

Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 

ED 235 378 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 

ED 236 075 
Instructional Technology Needs in Rural Special 
Education. 

ED 237 247 
Practical Law in New Mexico. 

ED 238 776 
Relationship of School Enroliment Size to Aca- 
demic Achievement in New Mexico. 

ED 234 956 
A Research Report of Small/Rural School Dis- 
tricts in New Mexico Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 296 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 

ED 234 982 
Speculation Upon the Implementation of P.L. 
94-142 in New Mexico’s Rural School Districts. 

ED 235 975 
A Study of Problems and Effective Strategies in 
the Provision of Special Education Services in the 
Small Rural Public School Districts of New Mex- 
ico. Executive Summary. Monograph No. 1. 

ED 237 290 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 

ED 238 644 
A Weekend Drive: Source fcr an Interdisciplinary 
Teaching Unit. 

ED 235 076 


New Mexico Staff Plan 
Staff Accountability Plan for New Mexico 
Schools: Provisions and Directives. [and} Ques- 
tions and Answers. 
ED 238 906 
New Mexico State Universi 


ity 
NMSU Foreign Student Perceptions: A Transac- 
tional Evaluation. 


ED 233 622 


Subject Index 


= Right — 
the hg ae and Its Impact on 
tou Fastback 1 
ED 236 082 
New Sociology of Education 
The Paradigmatic Mentality: A Diagnosis. 
ED 235 089 
New Students 
Housing Hunters: An Orientation Session for 
Housing Seekers Off-Campus. 
ED 236 967 


New York 
Biology Regents Syllabus. Revised. 
College Strategic Planning & Man- 
Community trategic i 
agement Control Reform in New York State: An 
Issue Paper. 


ED 238 507 
Demographic Change and the Quality of Rural 
Schools. 


ED 235 980 
Determinants of Teacher Turnover during the 
1970s: The Case of New York State Public School 
Teachers. Final Report—Paper III. 

ED 239 410 
Distribution of High School Graduates and Col- 
lege-Going Rate, New York. State, Fall 1982. 

ED 234 662 
Financing Rural Schools in New York State. The 
Facts & Issues. Cornell Information Bulletin 182. 

ED 238 597 
Futuring: Where Do We Go From Here? 

ED 239 110 
Insight: An Annual Collection of Articles on 
Teaching and Learning by Faculty of the Commu- 
nity Colleges of the State of New York, 1983-84. 

ED 235 850 
La Educacion Especial para Ninos con Im- 
pedimentos Desde Recien Nacidos Hasta Cinco 
Anos de Edad = Special Education for Handi- 
capped Children Birth to Five. 

ED 234 528 
Leader’s Guide to Community Action. Miscella- 
neous Bulletin 115. 

ED 239 781 
Library Service to the People of New York State. 
A Long-Range Program, October 1, 1983-Sep- 
tember 30, 1988, for the improvement of Library 
Services Utilizing Local, State, and Federal Re- 
sources. 

ED 238 446 
Manual for the Evaluation of Occupational Edu- 
cation Programs. For Use by School Districts. 

ED 237 563 
Newspapers in New York. Recommendations for 
an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 

ED 238 442 
New York State Agency Libraries. 

ED 238 441 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 
Paper. 

ED 237 764 
New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 

ED 233 535 
New York State Pian for Federal Depository Li- 
brary Service. 

ED 238 449 


Opportunities for Exploring Math/Science Ca- 
reers. Education, Business, Industry. 

ED 238 688 
Participation in Postsecon: Education in New 
York State by Racial and Ethnic Categories. 

ED 238 998 
PINS Jurisdiction in New York State Today: Cri- 
tique and Recommendations. 

ED 237 828 
Position Statements Developed at the auies 
Conference of the Confederated 
for Teacher Education, New York State (Gyre. 

cuse, NY, 1983). An Occasional Paper. 

ED 236 142 
Profile of Teacher Turnover in New York State 
ioe Districts: 1972-1977. Final Report—Paper 


ED 239 408 
Action Plan to Improve Elementary 
and Secondary Education Results in New York. 





Subject Index 


Revised. 
Reading in Pi dary Occ’ onal Ed - 
ing in Postsecon upati luca- 
tion. Faculty Development Resource Manual: A 
Supplement. Materials Developed and Used by 
New York State Two-Year College Staff in the 
Role of Faculty Trainers. 
ED 233 776 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 
ED 234 807 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 
ED 239 782 
Science — for Middle and Junior High 
Schools. Block D, The Earth’s Changing Surface. 
ED 236 054 
Sourcebook: Disabled Student Services. 
ED 233 779 
A Study of Superordinate, Subordinate and Exter- 
nal Role Relations as Determinants of Principals’ 
Perception of On-the-Job Stress. 
ED 233 437 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 
ED 233 775 
The Utilization of Volunteers: A Comparative 
Study of London and New York City. 
ED 236 489 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 
ED 233 798 
in Postsecondary Occupational Educa- 
faculty Development Resource Manual. 
Materials Developed and Used by New York 
State Two-Year College Staff in the Role of Fac- 
ulty Trainers. 
ED 233 778 


New York (New York) 
ABC’s for Parents. A Guide to NYC Schools = 
ABC para los Padres. Guia de las escuelas de 
NYC. 

ED 240 184 
Centering on a Quick Reference Resource Book- 
let “yf New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Corporate Initiatives for Working Parents in New 
York City: A Ten-Industry Review. 

ED 237 204 
From Broadway to Battery Park: For College and 
Community. 

ED 238 031 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
Literacy and New York City’s High School Aged 
Youth. Final Report. 

ED 236 255 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a Padre: Guia para Padres 
con Alumnos en la Escuela Superior. 

ED 238 983 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Public 
Policy Analysis. Mental Health Policy Mono- 
graph Series Number 3. 

ED 236 263 
New York (Queens) 
Bi-Lingual Education: A Report on a Working 
Program. 


ED 233 811 
New Immigrants and Ethnicity: A Preliminary 
Research Report on Immigrants in Queens. 

ED 237 599 
Six Immigrant Groups in Queens: A Pilot Study. 

ED 237 598 
New York (Upstate) 
Alcohol Use among Migrant Laborers. Final Re- 
port. 


ED 234 937 
New York City a of Education 
External Constraints on Organizational Change: 
A Study of the New York City S School System. 
ED 240 204 
The Organizing of Parents to Support Bilingual 
Education. 
ED 235 296 


New York State Education Department 


The Secondary School Curriculum: A Handbook 
for Administrators. 


ED 234 489 


New York Times 


roy in the New York Times: A Quantitative 
tudy of Educational Public Policy Argu- 
mentation. 


ED 233 458 


New Zealand 


Animal, Plant, Living: Notes for Teachers. Learn- 

ing in Science Project. Working Paper No. 30. 
ED 236 013 

in Science Project. Working 


ED 235 030 
Burning. A Resource Unit for Teachers. 
in Science Project. Working Paper No. 36. 

ED 236 019 
Chemical e. Learning in Science Project. 
Working Paper No. 27. 


Animals. Learning 
Paper No. 22. 


ED 236 010 
Children’s Views and Classroom Experiences. 
Learning in Science Project. Working Paper 43. 

ED 236 023 
Eight Education Systems: Resource Allocation 
Policies in the Government School Systems of 
Australia and New Zealand. Staffing and Re- 
sources Study Report No. 1. ACER Research 
Monograph No. 16. 

ED 235 592 
Electric Current. in Science Project. 
Working Paper No. 25. 

ED 236 008 
Energy. Learning in Science Project. Working Pa- 
per No. 17. 

ED 235 025 
Focus on Attitudes. Learning in Science Project. 
Working Paper No. 9. 

ED 235 019 
Focus on Classrooms. i in Science 
Project. Working Paper No. 10. 
ED = 020 
Focus on Experiments. ~~ ee in Science 
Project. Working Pa am No. 2 

ED 235 012 


Focus on Knowledge. Learning in Science 
Project. Working Paper No. 3. 

ED 235 013 
Focus on Process Skills. Learning in Science 
Project. Working Paper No. 7. 

ED 235 017 
Focus on the Learner. Learning in Science 
Project. Working Paper No. 6. 

ED 235 016 
Focus on the Syllabus. Learning in Science 
Project. Working Paper No. 8. 

ED 235 018 
Focus on the Teacher. Learning in Science 
Project. Working Paper No. 5. 

ED 235 015 
Focus on Topics. Learning in Science Project. 
Working Paper No. 4. 

ED 235 014 
Focus on Written Resources. Learning in Science 
Project. Working Paper No. 11. 

ED 235 021 

Notes for Teachers. 
in Science Project. Working Paper No. 


Force, Friction, Gravity: 
Learning i 


33. 

ED 236 016 
Force. Learning in Science Project. Working Pa- 
per No. 16. 

ED 235 024 
The Framework: Toward Action Research. 
a in Science Project. Working Paper No. 
28. 


ED 236 011 
Freedom of Scientific Information. Science Infor- 
mation Paper No. 19. 

ED 233 722 
Friction. Learning in Science Project. Working 
Paper No. 19. 

ED 235 027 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 

ED a 033 


Gravity. Learning in Science Project. W 
Paper No. 20. 

ED 235 028 
pong and Cooling. A Resource Unit for Teach- 


ers. Learning in Science Project. Working Paper 
No. 38. 


New Zealand 291 


ED 236 021 
Higher Educa:ion Research & Development, Vol- 
ume 1, Number 1, 1982. 

ED 233 640 
An Initial Framework. Learning in Science 
Project. Working Paper No. 1. 

ED 235 011 


The Learner’s Way and the Teacher’s Way. A 
Whole-Staff Workshop on Student Learning Dif- 
ficulties. Learning in Science Project. Working 
Paper No. 55. 
ED 236 030 
Light. Learning in Science Project. Working Pa- 
per No. 23. 
ED 236 006 
a ees Working Pa- 


per No. 

ED 235 023 
Mountains. Science Education Research Unit. 
Working Paper No. 202. 

ED 236 032 


The New Zealand Family and Social Change: A 
Trend Analysis. Occasional Papers in Sociology 
and Social Welfare No. 1. 

ED 238 537 
Outlook on Science. Learning in Science Project. 
Working Paper 50. 

ED 236 028 
Particles. Learning in Science Project. Working 
Paper No. 18. 

ED 235 026 
Patterns of School Organization: Resources and 

in Sixteen Schools. Staffing and Re- 

sources Study Report No. 3. ACER Research 
Monograph No. 18. 

ED 235 594 
Physical Change. Learning in Science Project. 
Working Paper No. 26. 

ED 236 009 
Plants. Learning in Science Project. Working Pa- 
per No. 24. 

ED 236 007 
Portraying Children’s Classroom Experiences. 
i in Science Project. Working Paper No. 


ED 236 022 
Reactions. Learning in Science Project. Working 
Paper No. 37. 

ED 236 020 
Reconsidering the Framework. Learning in Sci- 
ence Project. Working Paper No. 14. 

ED 235 022 
Resource Allocation in the Government Schools 
of Australia and New Zealand. A Summary of the 
Reports of the Staffing and Resources Study. 
ACER Research Monograph No. 15. 

ED 235 591 
Reviews of National Policies for Education: New 
Zealand. 


ED 235 101 
Rocks and Minerals. Science Education Research 
Unit. Working Paper No. 204. 
ED 236 034 
Science Activities: Specific Problems—Some Solu- 
tions. - in Science Project. Working Paper 
No. 48. 
ED 236 = 
Science Activities: The Problem. Learning in Sci: 
ence Project. Working Paper 47. 
ED 236 025 
Science Activities: Wider Issues-Some Consider- 
ations. Learning in Science Project. Working Pa- 
per 49. 
ED 236 027 
Six Hundred Schools: A Study of Resources in 
Australian and New Zealand Government 
Schools. Staffing and Resources Study Report 
No. 2. ACER Research Monograph No. 17. 
- ED 235 593 
Social Background and Educati: a 
Occasional Papers Sociology and Social Work, 
No. 5, 1982. 
ED 237 216 
Soils. Science Education Research Unit. Working 
Paper 201. 


ED 236 $3 
Teaching about Animal, Plant, Living. Part 1 
 iniomt in Science Project. Working No. 
31. 


ED 236 014 

Teaching about Force. in Science 
Project. Working Paper No. 34. 

ED 236 017 





292 New Zealand 


Toward Solutions: The Work of the Activities Ac- 
tion-Research Group. Learning in Science 
Project. Working Paper 46. 

ED 236 024 


Toward Solutions: The Work of the Biology Ac- 
tion-Research Group. in Science 
Project. Working Paper No. 29. 

ED 236 012 


Toward Solutions: The Work of the Chemistry 
Action-Research Group. Learning in Science 
Project. Working feoet No. 35. 

ED 236 018 
Toward Solutions: The Work of the Physics Ac- 
tion-Research Group in Science 
Project. Working Peeer No. 32. 

ED 236 015 


Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 
ED 236 029 
eather. Learning in Science Project. Working 
bas No. 21. 


ED 235 029 
New Zealand Journal of Educational Stud- 
ies 


New Zealand Journal of Educational Studies: Cu- 
mulative Index of Volumes 1-17, 1966-1982. 
ED 235 915 


Newfoundland 
Newfoundland. Reference Series No. 34. 
ED 235 060 
Student Rights in Newfoundland and the United 
States: A Comparative Study. 
ED 240 017 


News Media 

Agenda-Setting and Political Framing in the 1982 
Illinois Gubernatorial Campaign. 

ED 234 444 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 

ED 233 361 
The Cronkite-Ford Interview at the 1980 Repub- 
lican National Convention: A Therapeutic Ana- 
logue. 

ED 235 511 
Development of Public Affairs Media Use. 

ED 238 044 
Sates Sought and Obtained: Model Spec- 

ification and Theoretical Development. 

ED 239 313 
Media Journals: Relevancy and Writing in Psy- 
chology Instruction. 

ED 239 708 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 

ED 236 626 


Political Debate Formats: The Next Step. 

ED 239 318 
The Post-Revolutionary Portuguese Press: New 
Faces, Old Problems. 

ED 234 385 
Product Differentiation in Local Television 
News. 

ED 233 349 
Television Cameras in Congress. Freedom of In- 
formation Center Report No. 483. 

ED 238 059 
A Test of the Cumulative Acquisition Model of 
Adolescent News Media Use. 


The Trouble with Bad News. 


ED 233 363 


ED 233 370 


News 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 
ED 233 348 

News 


A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale. 
ED 233 414 


Computerization of the Newspaper in the 1980s. 
ED 234 392 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(17th, Hayward, California, May 7, 1982). 
ED 234 460 
The Ethics of Media Framing of Issues in the 
Campaign. 


1980 Presidential 
ED 233 412 
Exemption 6: Privacy under the Freedom of In- 


formation Act. 

ED 236 707 
The Federal Advisory Committee Act after Ten 
Years. 

ED 234 437 
Horace Greeley and the Newspaper Forum Func- 
tion: A New Source for the Social Responsibility 
Theory. 

ED 235 483 
Image Makers: Reporters or Sources. 

ED 235 489 
Limitations in the Traditional Code of Journalistic 
Responsibility. 

ED 237 984 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
Media Relations and the Content of Business 
News. 

ED 234 390 
Men, Not Money: E. W. Scripps and the Penny 
Newspapers of the Pacific Northwest. 

ED 233 368 
Network Television Coverage of Human Rights in 
Central America during the Carter Administra- 
tion, 1977-1980. 

ED 233 421 
Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
Pentagon After Action Reports: The Jack Taylor 
Debate. 


ED 233 424 
The Post-Revolutionary Portuguese Press: New 
Faces, Old Problems. 

ED 234 385 
Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 

ED 234 422 
Product Differentiation in Local Television 
News. 

ED 233 349 
Television Cameras in Co . Freedom of In- 
formation Center Report No. 483. 

ED 238 059 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 

ED 233 348 


ED 233 370 
Vallecito Middle School’s Educational Televi- 


sion. 


The Trouble with Bad News. 


ED 239 607 
The Yang and Yin of the Communications Future: 
Positive Technology and Negative Messages. 

ED 235 534 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 

News Writing 

Computerization of the Newspaper in the 1980s. 

ED 234 392 
News of the Nation: A Civil War Newspaper 
Project. 

og 238 773 


ED 239 215 
The + ~ —— Portuguese Press: New 


Faces, Old Prob! 
ED ag tai 
ED 2 "206 


The Study of Newspaper Journalism in the High 
Schools. Katee sony = 


The Newspaper Unit. Revised Editio: 


Read All about It: Developing Ni 


~~ 





ED 237 991 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 

ED 233 348 


Newsletters 
Communicating with Commuters. Numerous 
Factors Must Be Considered To Improve Process. 
ED 236 963 
Commuter Chronicle: An Effort to Enhance 
Commuter Communication in a Traditional Resi- 
dential Campus Environment. 
ED 236 964 


The Foreign Language Newsletter: Function, 
Value, and T Techniques. 
ED 238 283// 


Subject Index 


Journals and Newsletters on Non-Formal Educa- 
tion and Development: A Selected, Annotated 
Bibliography. Annotated Bibliography # 12. 
ED 234 947 
The World of Public Relations: For Libraries. 
ED 233 736 


Newspaper in Education Program 
The Newspaper as an Effective Teaching Tool. A 
Brief Introduction to the Newspaper in Education 
Concept. 
ED 236 690 


Newspapers 
Classroom Strategies for Using the Newspaper. 

ED 238 767 
Comparisons of Subscribers and Non-Subscribers. 
An NRC Mining Company Report. American 
Newspaper Publishers Association (ANPA) 
News Research Report No. 39. 

ED 239 291 
Computerization of the Newspaper in the 1980s. 

ED 234 392 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 

ED 233 361 
The Frontier Newspaper Community: A Com- 
puter Profile. 

ED 235 484 
Horace Greeley and the Newspaper Forum Func- 
tion: A New Source for the Social Responsibility 
Theory. 

ED 235 483 
Image Makers: Reporters or Sources. 

ED 235 489 
The Impatient Press: Placing Black Newspapers 
in the Ideologies of Black Progress. 

ED 237 983 
The Influence of New Media and Citizen Groups 
on the Knowledge Gap in an Inner-City Neigh- 
borhood. 

ED 236 692 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Le journal et l’evenement. Guide du professeur 
(The Newspaper and the Event. Teacher’s 
Guide). 

ED 235 682 
Le journal: une introduction (The Newspaper: An 
Introduction). Teacher’s Guide [and Module]. 

ED 234 623 
Lexical Collocation and Topic Occurrence in 
Well-Written Editorials: A Study in Form. 

ED 236 621 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
Media Relations and the Content of Business 
News. 

ED 234 390 
Men, Not Money: E. W. Scripps and the Penny 
Newspapers of the Pacific Northwest. 

ED 233 368 
Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 
Minorities. 

ED 236 689 
News of the Nation: A Civil War Newspaper 
Project. 

ED 238 773 
The Newspaper as an Effective Teaching Tool. A 
Brief Introduction to the Newspaper in Education 


Concept. 

ED 236 690 
Newspaper Portrayals of Agrarian Reform: The 
“Jacksboro Rural Citizen” and “The Dallas 
Morning News.” 

ED 233 350 
Newspapers in New York. Recommendations for 
an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 

ED 238 442 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 

ED 237 979 


Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
The Newspaper Unit. Revised Edition. 





Subject Index 


ED 239 215 
OK-NEWS: Oklahoma Newspapers - Educa- 
tional Windows for Students. 

ED 233 298 
The Ombudsman and the News Media. 

ED 236 714 
The Post-Revolutionary Portuguese Press: New 
Faces, Old Problems. 

ED 234 385 
Printing in bay an a Foreign-Language Press 
in the United Sta‘ 

ED 236 281 


Read All about It: Developing Newspaper Skills. 

ED 239 204 
Social Stratification and the Knowledge Gap: 
Some Influences on Knowledge Disparities. 

ED 237 990 
Those Who Want, Get: The Impact on Political 
Knowledge of Media Reliance Under Conditions 
of Political Interest. 

ED 235 494 
“USA Today”: Comparative Analysis with Two 
National and Two Los Angeles Daily Newspa- 
pers. Research Bulletin. 

ED 239 294 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 


NIE R and D Centers and Regional Edu- 


cational Labs 
Center Study Group on Learning & Development 


[Report]. 

ED 236 999 
Expanding and Strengthening NIE’s Regional 
Laboratory Services: Needs, Issues, and Options. 
Final Report of the NIE Laboratory Study Group. 

ED 236 997 
Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 

ED 234 728 
Laboratory Governance: Issues for the Study 
Group on Regional Laboratories. 

ED 234 727 
Laboratory Purposes and Functions: Issues for the 
National Study Group on Regional Educational 
Laboratories. 

ED 234 721 
Long-Term Special Institutional Agreements with 
the Seventeen Existing Laboratories and Centers. 
Final Version of NIE’s Administrative Policy and 
Procedures. 

ED 234 720 
Management of Federal R&D Centers. 

ED 234 726 
The National Laboratory on Early Childhood Ed- 
ucation: A Model of Educational Research and 
Development. 

ED 234 717 
Policy Statement on Future Competitions for Re- 
gional Educational Laboratories and Educational 
Research and Development Centers under Sec- 
tion 405(f) of the General Education Provisions 


Act. 

ED 234 718 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services. 
ED 234 724 


Recommendations of Center Study Group for Ed- 
ucational Policy. 
ED 236 998 


Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 


posed Research Centers. 
ED 236 995 


Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 

ED 234 716 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 

ED 236 996 
A Short History of the Relationship Between the 
Educational Laboratories, the Research and De- 
velopment Centers, and the National Institute of 
Education. 

ED 234 725 
Statement of Policy and Pr for Ad 
tration of Contracts and Grants with Regional Ed- 
ucational Laboratories and Research and 
= Centers During FY 1983 and FY 
1 





ED 234 719 
Two Decades of Experience with Educational 
R&D Centers. 

ED 234 723 


Ni 
An Evaluation of Government Pilot Junior Sec- 
ondary Schools Project in Plateau State—Nigeria. 
rr Studies in Curriculum & Evaluation No. 
ED 234 003 
A Perspective from Developing Countries. Back- 
ground Paper No. 3. 
ED 239 615 
Training Popular Theater Trainers: A Case Study 
of Nigeria. Occasional Paper #10. 
ED 234 950 
Why They Drop Out of School: A Nigerian Per- 
spective. 
ED 236 259 
Nineteenth Century History 
Henry Ward Beecher: A Nation’s Tribune. 
ED 236 713 
Nineteenth Century Literature 
Beowulf Debunked: A Pragmatic Approach to 
English Literature. 
ED 236 697 
Noah Webster and William Holmes McGuffey: 
The Men and Their Contributions to Reading. 
ED 239 232 


Nixon (Richard M) 
Sizing Up the Situation: Kenneth Burke’s Drama- 
tistic Frames. 
ED 234 435 


Noise (Sound) 
Instructor’s Competency Rating as a Function of 
Academic Status and Classroom Distraction. 
ED 239 543 
_— Interactions of Preschool Hyperactive 
joys. 
ED 235 924 


Non English Speaking 
English-as-a-Second Language. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 618 
Psychological Perspectives in Second Language 
Development. 

ED 235 952 


Non Governmental tions 
The Bandungan Papers: Guidelines for the Evalu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 
ED 235 988 


Noncategorical Special Education 
Noncategorical versus Categorical Issues in Pro- 
gramming for Behaviorally Disordered Children 
and Youth. National Needs Analysis/Leadership 
Training Project. 

ED 234 537 


Noncollege Bound Students 
1983. High School Seniors Survey Report, June 
ED 239 538 
Steppin’ Up and Moving On: A Career Education 
Program. for the Urban, Noncollege-Bound Stu- 
dent. 
ED 236 298 


Noncredit Courses 
Maryland Community Colleges Continuing Edu- 


cation Manual. 

ED 234 851 
Program and Course Approvals. Annual Report. 

ED 234 863 
Project 60: Innovative Program for Older Stu- 
dents. 

ED 236 960 
Public Service at Hudson Valley Community Col- 
lege: An Annual Report. 

ED 239 668 


Writing for Adults: A Course History of a Reme- 
dial Writing Course. 
ED 234 853 
Nondirective Counse' 


ling 
Reassessment of the Effects of Psychotherapy. 
ED 237 895 
Nondiscriminatory Assessment 
Approaches to Identification of Gifted Minority 
Students. 


Nonformal Education 293 


ED 234 578 


Nondiscriminatory Education 
Curriculum and Research for Equity. A Training 
Manual for Promoting Sex Equity in the Class- 
room. 
ED 235 104 
Federal Influence over State and Local Govern- 
ment: The Case of Nondiscrimination in Educa- 
tion. 
ED 234 523 
School Psychologists’ Use of Techniques for Non- 
discriminatory Assessment. 
ED 234 569 
Nonfarm Population 
Farm Population of the United States: 1982. 
ED 238 659 


Nonfiction 
The Writing of Non-Fiction: Contexts, Choices, 
and Constraints in a Scientific Paper. 
ED 236 617 


Nonfluencies (Language) 
Nonfluencies in the Speeches of Black College 
Students. 
ED 238 066 


Nonformal Education 

Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 

ED 233 678 
Actions of the International Environmental Edu- 
cation Programme 1975-1983. 

ED 237 322 
Apprenticeship in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 
per #6. 

ED 233 124 
Assessing the Impacts of Intergovernmental Eco- 
nomic Organizations: The Case of the World 
Bank and Nonformal Education. 

ED 235 987 
A Comparison of School and Non School Se- 
lected Knowledge Acquisition as Perceived b - 
emen' School Children of Australia an 
United States. 

ED 237 405 
Contributions of Alternative (Nonformal) Educa- 
tion in Developing Countries. 

ED 233 447 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 

ED 239 819 
Designing and Using Simulations for Training. 
Technical Note No. 20. 

ED 238 605 


Discussion Starters. Technical Note No. 25. 

ED 238 610 
Evaluation in Non-Formal Education: A Se- 
lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 

ED 234 949 
Journals and Newsletters on Non-Formal Educa- 
tion and Development: A Selected, Annotated 
Bibliography. Annotated Bibliography # 12. 

ED 234 947 
Kinaalda: A Navajo Puberty Ceremony. 

ED 235 972 
The Learnin 8 Fund: Income Generatica through 
NFE. Technical Note No. 22. 

ED 238 607 
Linking Formal and Non-Formal Education. The 
NFE Exchange, Issue No. 23. 

ED 233 830 


Making Good Boys Better: Nonformal Education 
in Boy Scouts. 

ED 239 815 
Non-Formal Education and Agriculture: A Se- 
lected Annotated Bibliography. Annotated Bibli- 


ography #10. 

ED 237 697 
Non-Formal Education and Radio: A = 
Annotated Bibliography. A F 
#14. 





ED 234 948 
Non-Formal Education Projects. The 
NFE Tein Issue No. 24. 


The Boli 


ED 233 829 
Experi- 


ED 238 619 
Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 





Popular Adult Ed 
ence. 





294 + +#£=Nonformal Education 


ED 239 820 
As a Needs Assessment Technique. Tech- 


Note No. 21. 
on ae os 
Radio Manual. How to Run a 
Radio Lesaing Campa 2nd and Revised Edi- 


ED 237 282 
Network Project Operating « Ceainghoose or 


1982) 
‘etwork 


Regional Cen 
1981-February 1982; March 1982- 
August 1982). 
ED 235 776 
ies for the Coherence and Co-Ordination 
of Formal and Non-Formal Population Educa- 
tion. —_ of a Regional Seminar on the Coher- 
ence of Formal and Non-Formal Population 
Education 
16-23, 1983). 
ED 237 398 
—S Basic Education in Eastern Africa. 
/UNICEF Co-Operation 
ED 237 257 
To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 


Phen Tins 2 8 
Training Popular a A ly 
of Nigeria. Occasional Paper # 


“ED 234 950 
Noninstructional 
Implementing an Advisory Program in Secondary 
Schools. Georgia Comprehensive Guidance Se- 
Ties. 
ED 236 521 
Yours, Mine or Ours: Child Custody Decisions. 
Revised. 
ED 233 818 
Student Costs 
College Costs: Recent Trends, Likely Future. Pol- 
icy Brief. 
ED 234 703 


Nonmetropolitan Areas 
The Rural Growth Revival In Nonmetropolitan 
America: Evidence of Pervasiveness. 


ED 233 867 


Nonorganic Failure to Thrive 
Prediction of Child Maltreatment During Preg- 
nancy. 
ED 238 532 


and Preserving Library Materials. Pa- 
oe Presented at the Allerton Park Institute (Ur- 
bana, Illinois, ———: _— 1981). Allerton 

Park Institute Number 2 


ED 233 743 
Information Services. Miscellaneous Papers. 
ED 239 657 
Management of Media in Hospital Libraries. 
ED 234 822 
Personnel 
Stress in Professionals and Non-Professionals, 
Men and Women. 
ED 239 664 
Nonprofit Organizations ’ 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
ED 238 178 
Services: A Com- 


ED 238 179 
ith Care! 


Stimmaty Prepared fo Secdensl teatnenoet inne 
ED 238 398 


ED 238 399 


Nonschool Educational 
Case Study on Hajitkoum, Mi 
tion 


aon the CDCCs 
(Brussels, jum). 's 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED in Mat = 
Experiential Cross-Cultural Approaches in Multi- 
cultural Early Field Experiences in the Small 
Community. 

ED 240 120 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
S. Report of a Regional Workshop 

August 24 - September 2, 1982). 

ED 237 360 


Nonsense Words 


Berko’s Wug-Technique Revisited. 
ED 239 519 


Nonstandard 


Dialects 

Bilingual Education for Native Americans: The 
Argument from Studies of Variational 

ED 233 605 
A Position Paper on Teaching the Acquisition of 
the Mainstream Dialect in Kindergarten and Ele- 
mentary School. 

ED 238 060 
Leer Errors to Their Sources: A Study of the 

Encoding Processes of Adult Basic Writers. 
ED 238 624 


Nontraditional 


Education 

Alternative Schools and Programs, Iowa. “Reach- 
ing Out to Help People.” 1983-84 State Direc- 
tory. 

ED 233 489 
Analysis of Teacher-Directed Experimentation. 
Project No. 6169. 

ED 240 071 
Apprenticeship in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 


per #6. 

ED 233 124 
The Bilingual Program in A Services for 
“— Schools, 1981-1982. O.E.E. Evaluation Re- 


ED 238 993 
The Career Intern Program: A Serious Solution to 
ba! — A Decade of Difference: 
1972-1982. 


ED 236 256 

Evaluation of Public Fundamental Schools in 
Hampton, Virginia. 

ED 234 058 
Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 

ED 236 157 
FINS: A Guide to the LaConner School District’s 
Program In Fishing Industry Specializetion. 

ED 235 965 
The First Year of the Education Voucher Demon- 
stration: A Secondary Analysis of Student 
Achievement Test Scores. 


ED 238 915 
Generic English: ‘yeas English in an Alterna- 
tive High School. 

ED 237 995 
How It Happened: An Analysis of Curriculum in 
an Internship Site. 
ED 235 171 
Mapping the Terrain in Adult ing: A Focus 
on Growth Areas and Innovative Practices-The 
Non-Traditional University. 

ED 234 149 
Portland Public Schools Internal Alternative 
Schools. 


ED 236 800 


Portland Public Schools Supported Private Alter- 
native School Programs: Albina 


Center. Administrative Sum- 

mary, 1982-83. 

ED 236 801 
The School Action Effectiveness Study: Second 
Interim Report. Part I. Report No. 342. 

ED 237 892 
A Selected Bibliography of Recent Research and 
Trends in Evaluating Alternative Education: 
1975-1983. 

ED 235 551 
Self-Directed Learning: Exploring the Fears. 

ED 234 141 
Undergraduate Political Science Instruction 
within Non-Traditional Educational Settings. 


Subject Index 


ED 240 032 
Vocational and Technical Training in Less Devel- 
wad Cousin The beeaad Meanie Sector. 


ED 237 780 


Nontraditional 


Occupations 
Choices/Changes: An Investigation of Alterna- 
tive Occupational Role Models. 
ED 234 278 
Choosing Occupations and Life Roles. Teacher’s 
Handhook. 


ED 233 224 

Exemplary Program for Recruitment into Nontra- 
ditional Summary Report (Revised). 

ED 234 174 
Factors Contributing to the Enrollment of Males 
in Program Areas Not Traditional for Their Sex at 
=. Secondary Vocational Education Level in 

o. 

ED 237 759 
Higher Education Fields of Study and Profes- 
sional ae Trends in Sex Segregation 
during the 19 

ED 237 606 
Nontraditional and Traditional Completers’ Atti- 
tudes toward School and Work. 

ED 237 708 
Pre-Industrial Training Workshop. 

ED 234 198 
Satisfactions and Dissatisfactions of People in 
Traditional and Nontraditional Jobs. Final Re- 
port. 

ED 234 191 
Special Placement and Follow-up Assistance to 
Persons Entering Non-Traditional Occupations. 
Final Report from July 1, 1982 - June 30, 1983. 

ED 233 162 
Strategies for the Recruitment, Retention, and 
Placement of Students in Vocational Education 

Areas Not Traditional for Their Sex. 
ED 237 758 


Non 


traditional Students 

The Evaluation of Teaching Effectiveness: The 
Implications of Different Perspectives of Tradi- 
tional and Nontraditional Students. 

ED 238 064 
Holistic Teaching. 

ED 237 155 
Reading Gains of Traditional and Non-Tradi- 
tional Students. 
ED 236 554 


Nonverbal Communication 


Communicating with Children. 

ED 234 928 
The Communication Game: Perspectives on the 
Devevelopment of Speech, Language and 
Non-Verbal Communication Skills. Pediatric 
Round Table: 4. 

ED 233 784 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 

ED 238 080 
Effects of a Training Program on Expressive 
Non-Verbal Behavior. 

ED 233 999 
The Effects of Students’ Intellectual and Physical 
Characteristics on Vocational Teachers’ Nonver- 
bal Behavior. 

ED 237 670 
The Hearing Impaired Child in the Regular Class. 

ED 235 165 
Interpersonal, Nonverbal, and Small Group Com- 
munication: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
Nonverbal Behaviors within Communicator Style 
as Possible Predictors of Hireability in Employ- 
ment Interviews. 

ED 238 071 
Nonverbal Communicaiions Between American 
Indian Children and Their Teachers. Final Re- 
port. 

ED 239 804 
Nonverbal Effects in Memory for Dialogue. 

ED 235 428 
Patterns of Nonverbal Behavior and Perceived 
Relational Messages Associated with Communi- 
cation Reticence. 

ED 235 521 
Prattle and Play: Equipment Recipes for Non- 
speech Communication. 





Subject Index 


ED 235 662 
The Search for Communication Skills. 
ED 235 540 
Student-Text Interaction: A Modified Replication 
of David Bloome’s Study. 


ED 234 340 
—_ Communication Skills. K-12 Curriculum 


The Use of “Symbol Shel Tesshing Com t od 
e Use of “Sym! ves” in 
munication with Multi-Handicapped Children. 


ED 234 594 


Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
isordered Students: Parts I, II, and III. 
ED 233 517 
Nonverbal Factors in the Education of Chinese 
American Children: A Film Study. 
ED 240 199 


Norfolk State University VA 
A Report on Basic Skills Training. 
ED 237 590 


Norm Referenced Tests 
The Assessment of Self Concepts of Educational 
Achievement by a Criterion Referenced Ap- 
proach. 
ED 235 184 
Report on the District Testing Programs 1981-82. 
Publication No. 413. 
ED 234 067 
Normalization (Handicapped) 
Cross-National Issues Related to Labor and Lei- 
sure Participation of People with Disabilities. 
ED 238 210 
Normalization Re-Examined. Proceedings of a 
National Conference on Normalization and Con- 
tempoi Practice in Mental Retardation. Ad- 
vancing Your Citizenship Series Number 5. 
ED 236 856 
Public Education for Children with Severe, Pro- 
found, and Multiple Disabilities: The Least Re- 
strictive Environment. Human Policy Reports: 
An Action Series. 
ED 236 818 
The Role of Children’s Books in Integrating 
Handicapped Children into Everyday Life. Stud- 
ies on Books and Reading No. 1. 
ED 233 318 
A Three Phase Approach to Independent Apart- 
ment Living for Developmentally Disabled 
Adults: Westwick Supervised Apartment Pro- 
gram. 
ED 235 673 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 


ED 233 536 
Norms 
Quality from the Students’ Point of View. 
AASCU Studies 1983-1. 
ED 235 765 
North America 
Know Your Neighbor’s Faith: An Annotated In- 
terfaith Bibliography. 


ED 237 413 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 
ED 237 111 
orth American Culture 
Tall Tales of North America. 
ED 239 201 
North Americans 
A Cross-Cultural Comparison of Attitudes toward 
Alcohol among French and United States College 
Students. 
ED 236 499 
North Carolina 
Curriculum Models and Competencies. Associate 
Degree Nursing and Nursing Education Options: 
Associate Degree with Practical Nursing. 
ED 237 150 
A Factor Analytic Model of Community and Life 
eo ¢ Case of North Carolina. No. 


ED 234 975 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 


ED 234 999 


North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
tine Systems and Coastal Field Trips. 
ED 237 332 
North Carolina Medical Technology Manpower 
Survey. 
ED 235 704 
North Dakota 
7 1983 oo North Dakota Institutions 
of Higher Education. 
ED 238 386 


A Guide for Curriculum Planning K-12. Fourth 
Edition. 


ED 235 130 

A Research Report of Small/Rural School Dis- 
tricts In North Dakota Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 297 

Northeastern University MA 

Education and Work: The Role of Postsecondary 
Institutions. Statement to the National Commis- 
sion on Excellence in Education. (Public Heari 
Denver, Colorado, September 16, 1982). 

ED 237 034 


Northern Ireland 
Irish Educational Studies, Vol. 2. Proceedings of 
the Annual Education Conference of the Associa- 
tion (7th, Belfast, Northern Ireland, April 1982). 
ED 235 105 


Northern Kentucky University 
“The Mind of the University”: A Pilot Course. 
ED 239 545 
Northwest Connection 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 
ED 239 177 


Northwest Regional Educational Labora- 


Case Reports of Northwest Regional Educational 
Laboratory Cost Studies. Research on Evaluation 
Program. Paper and Report Series No. 82. 

ED 237 565 
Needs Assessment Summary: Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81. 

ED 237 564 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 

ED 237 566 
Proceedings of the Seminar “Cost Analysis in Ed- 
ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
Report of Rural Education Advisory Committee. 

ED 237 284 


Northwest Territories 
A Dogrib History. Grade 1-3. 
ED 238 632 
A Dogrib History. Grade 4-6. 


ED 238 633 
The Northwest Territories. Reference Series No. 
35. 


ED 235 061 
Northwestern State University LA 
Health and Humanity: Humanities 401 Syllabus. 
ED 233 654 
Norway 
Achievement Motivation as a Factor in Self-Per- 
ceptions. 
ED 237 418 
English Language Teaching Profile: Norway. 
ED 233 592 
Introducing the Personal Tutor/Counsellor in the 
System of Distance Education. Project Report 1: 
Experiment Description. 
ED 235 774 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 
ED 235 619 
Survey of Educational Research in Norway 
1979-1980. 


ED 238 763 
Notetaking 


Nuclear Warfare 295 


Effect of Teacher Vagueness and Use of Lecture 
Notes on Student Performance. 

ED 234 034 
Study Habits: Advice to Students, Parents and 
Ti from Research Data. 

ED 239 183 
Study Skills: Study Your Way to Success. Kinder- 
garten-6th. 

ED 235 125 


otional Functional Syllabi 

In Search of a Language Teaching Framework: 
An Adaptation of a Communicative Approach to 
Functional Practice. 


ED 239 507 
A Look at Our Profession: Common Concerns, 
on Dreams. 
ED 238 273// 
Moffett’s Structural Curriculum and the No- 
tional-Functional Syllabus. 
ED 236 937 


Nouns 


The Mass-Count Distinction: Children’s Uses of 
Morpho-Syntactic vs. Semantic Approaches. 
ED 233 577 
The Role of “Local Cues” in Assigning Gender to 
New Nouns in Icelandic. 
ED 238 254 


Nova 


Scotia 
Indochinese Refugee Experience. Refugees from 
Vietnam, Laos, and Cambodia in Nova Scotia. 


ED 240 186 
Nova Scotia. Reference Series No. 32. 


ED 235 058 


Novels 


Classroom Partners: Literature and the Printed 
Media. 


ED 236 600 
A Novel Approach to Reading. 
ED 234 369 
Teaching Guide for Indian Literature. Volume I. 
Reading Level 1-8. 
ED 235 967 


Nucl 


ear Energy 

The Desolate Desert Controversy: Should Presto 
Power Company Build a Nuclear Plant? Instruc- 
tor’s Guide (and) Student Materials. A Busines- 
s-in-the-Classroom Lesson Pian. 

ED 238 817 
Nuclear ray Meet Weapons Proliferation, 
and the Arms 3 

ED 233 911 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 

ED 237 331 
Nuclear Radiation Damages Minds! 
ED 235 999 


Nuclear Power Plants 


The Desolate Desert Controversy: Should Presto 
Power Company Build a Nuclear Plant? Instruc- 
tor’s Guide [and] Student Materials. A Busines- 
s-in-the-Classroom Lesson Plan 

ED 238 817 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 

ED 237 331 


Nuclear Ti 


Close Up Special Focus: Energy. 

ED 237 412 
Know Nukes: A Nuclear Power Issues Curricu- 
lum Project. 

ED 233 946 
Nuclear Energy, Nuclear Weapons Proliferation, 
and the Arms ious te. 

ED 233 911 
Nuclear Power: The Market Test. Worldwatch 
Paper 57 

ED 237 331 


Nuclear Warfare 


Crossroads: Quality of Life in a Nuclear World. A 
High School English Curriculum. 
ED 240 044 


ossroads: Quality of Life in a Nuclear World. A 

High School Science Curriculum. 

ED 240 045 
Crossroads: Quality of Life in a Nuclear World. A 
High School Social Studies Curriculum. 

ED 240 046 
Dialogue: A Teaching Guide to Nuclear Issues. 

ED 240 022 





296 Nuclear Warfrre 


NCSS Peace Studies Project: An Interim Report. 

ED 235 109 
Nuclear , Nuclear Weapons Proliferation, 
and the Arms 


ED 233 911 
Nuclear Weapons and Nuclear War. Papers Based 
on a Symposium of the Forum on Physics and 
Society of the American Physical Society, (Wash- 
ington, D.C., April 1982). 

ED 233 910 


Potential Nuclear Conflict: Attention Adult Edu- 
cators. 
ED 238 511 


S of the Congress of Interna 
ng em g for the Prevention of Nuclear 
War Wart Ani Airlie, Virginia, March 20-25, 1981). 
——_ 894 
eed Proceedings of the Congress of Interna- 
tional Physicians for the Prevention of Nuclear 
War (2nd, Cambridge, England, April, 1982). 
ED 233 895 
What About the Children? The Threat of Nuclear 
ee ee Seeeve Se 
Planet for Future Generations. 
ED 238 531 
What Shall We Tell the Children? [Revised]. 
ED 237 189 
Whole Earth fom A Geopolitics of Peace. 
Worldwatch 
ED 233 950 
Nuclear Weapons — = 
Nuciear ot uclear Weapons Proliferation, 
and the Arms poy Se 
ED 233 911 
Nuclear Weapons and Nuclear War. Papers Based 
on a Symposium of the Forum on Physics and 
Society of the American Physical Society, (Wash- 
ington, D.C., April 1982). 
ED 233 910 


Arithmetical Processes and Strategies: Their Re- 
lationship with Study Achievement, Motivation 
and Attitudes = Aritmeettiset Prosessit ja Strate- 
giat: Yhteydet Matematiikan Opintomenestyk- 
seen, Opiskelumotivaatioon ja Asenteisiin. 
Tampereen Yliopiston Hameenlinnan Opettajan- 
koulutuslaitos. Julkaisu No. 10. 

ED 239 905 
Illustration of a Learning Procedure. 

ED 234 580 


Processes and Strategies in Solving Elementary 
Verbal Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Memo Ca- 
pacity Skil and Rational Number = Rai u- 

ja Strategiat Perustavissa Sanallisissa 

Eacto-je Jekolnsicutehtavione: Tutkimus Kerto-ja 
Jakolaskutaitojen Yhteyksista Piaget-Kykyihin, 
Muistikapasiteettiin, Lukujono-taitoihin Seka Ra- 
tionaalilukukasitteeseen. Tampereen ‘sn 
i ulkaisu 


No. 11. 





P J 


ED 239 906 
Number Right 


Scoring 
Number Correct versus Pattern Scoring: Results 
for Ethnic Groups. 


ED 236 175 


umbers 
The Makeh Counting Workbook. 

ED 233 853 
Mathematics. MDC-Squared Review Guide. 
Course Ill. A Co-Ser Project of the Cortland- 
Madison BOCES. 

ED 237 358 

7 fe ee the Use of S 
or ¢ Use of Statistical 

og hehe Paper Number 158. 

ED 233 733 


Analysis 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 


Training Act 1964 
Effects of Federal Support for Nursing Education 
on Admissions, ions, and Retention 
Rates at Schools of Nursing 


ED 235 333 
Narsery Schools 
Parent Involvement in the Lady Gowrie Child 


Centre, Adelaide, 1981: An Ex; Study 
into Why Parents Become Involved to Differing 


Nurses Aides 
Kansas Adult Care Home Aide Curriculum. Re- 
vised. 


N 


Degrees in Their Children’s Early Childhood 
Centre. 


ED 238 538 
Preschool Education in Japan. NIER Occasional 
Paper 04/83. 

ED 235 876 


Nurses 

Competency Based Refresher Nurse Curriculum. 
ED 236 401 
Developing a Professional Competence Model for 
Nursing Education. Final Report, Research Re- 

port Number Nine. 
ED 239 565 
at Caldwell 
ical Institute— 


Evaluation of the Nursing Pro 
Community College and T 
Summer, 1983. 

ED 238 462 
An Investigation of Nurses’ Interaction Styles 
with Physicians and Suggested Patient Care Inter- 
ventions. 


ED 234 458 


ED 234 231 
Nursing/LVN Course. Bilingual Vocational In- 
structional Materials. 


ED 234 209 


ursing , 
Competency Based Refresher Nurse Curriculum. 
ED 236 401 
Health and Humanity: Humanities 401 Syllabus. 
ED 233 654 
Nurses’ Resolutions of Six Ethical Dilemmas. 
ED 233 659 
Nursing 450: The History and Physical. 
ED 238 465 
Study Guide for the Regents External Degree Ex- 
amination in Health Support—Area II (4 Credits). 
ED 233 653// 
Wor-Wic Tech Community College Nursing Cur- 
ticulum Project FY 1981. Final Report [and] 
Course of Study, Fall 1981. 


ED 236 380 


Nursing Education 


Competency Based Refresher Nurse Curriculum. 

ED 236 401 
Curriculum Models and Competencies. Associate 
Degree Nursing and Nursing Education Options: 
Associate Degree with Practical Nursing. 

ED 237 150 
The Dean of Nursing: A Descriptive Survey with 
Comparisons between Nursing and Social Work 


ED 239 522 

er a Professional Competence Model for 
Nursing Education. Final Report, Research Re- 

port Number Nine. 

ED 239 565 
Effects of Federal Support for Nursing Education 
on Admissions, Graduations, and Retention 
Rates at Schools of Nursing. 

ED 235 333 
Evaluation of the Nursing Program at Caldwell 
Community College ont Technical Institute— 
Summer, 1983. 

ED 238 462 
The Family: Nursing Perspectives in Birth and 
Parenting, N-201. 

ED 238 467 
Improving Clinical Teaching: The ADN Experi- 
ence. Pathways to Practice. 

ED 238 389 
Intravenous Therapy. 

ED 236 347 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materials. 

ED 234 184 
Nursing 302: An Introduction to Psychiatric 
Nursing. 


ED 238 469 
Nursing 436A: Pediatric Oncology for Nurses. 

ED 238 468 
Nursing 450: The History and Physical. 

ED 238 465 
Nutrition for Nurses: Nursing 245. 

ED 238 466 
Policy Evaluation: Use of the PSB-Aptitude Test 
as an Admission Requirement for the LVN Pro- 
gram. 

ED 238 480 


Ni 


Subject Index 


Wor-Wic Tech Community College Nursing Cur- 
ticulum Project FY 1981. Final Report [and] 
Course of Study, Fall 1981. 

ED 236 380 


Nursing Homes 


Intergenerational wenn Young and Old 
Learning Together. 
ED 239 775 


Kansas Adult Care Home Aide Curriculum. Re- 


ED 234 231 
Proceedings from Advanced Training for Nursing 
Home Inservice Coordinators. Think It Older 
Project. 

ED 236 417 
been It Older. A Guide for the Inservice Coordi- 


ED 236 416 
Think It Older. A Guide to a Career in Gerontol- 
ogy. A Comprehensive Model for the Develop- 
ment of Training Coordinators. Final Report. 

ED 236 415 
A Visitation/Training Program for Institutional- 
ized Elderly. 


ED 234 307 


jurturance 
Education for Fatherhood: Developing the Nur- 
turing Potential of Boys and Men. 


ED 234 919 


Nutrition 


Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 

ED 235 916 
Child Survival/Fair Start. A Look at the Factors 
Threatening the Survival, Health, and Cognitive 
Development of the World’s Disadvantaged Chil- 
dren, and the Ford Foundation’s New Program to 
Help These Children Get a Fair Start in Life. 
Working Paper. 

ED 234 135 


The Developing Child: Discussion Papers. 
ED 235 880// 

Doing More with Less: Innovative Ideas for Re- 
ducing Costs in the School Nutrition Programs. 

ED 239 353 
Feeding Management of a Child with a Handicap: 
A Guide for Professionals 

ED 238 218 
The National Evaluation of School Nutrition Pro- 
grams. Final Report - Executive Summary. 

ED 234 118 
Nutrition and Behavior: The Psychonutrient Con- 
nection. 

ED 236 476 
Nutrition for Nurses: Nursing 245. 

ED 238 466 
Nutrition in Health. A Curriculum Guide. An In- 
re Package for Grades K-6. Bulletin No. 
4 . 


ED 238 887 
Preparing Food for Preschoolers: A Guide for 
Food Service Personnel. 


ED 239 737 


Nutrition Instruction 


Alternative Resources for Curriculum Balance in 
Nutrition, Economics, Energy, Environmental, 
Consumer & Citizenship Education. 

ED 233 931 
Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 

ED 239 830 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 

ED 235 311 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

ED 236 398 
The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 3: Nutrition. 

ED 239 919 
Health Education Curriculum Guide. Elementary 
School. Grade 1. 

ED 235 282 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food Pro- 
gram. 

ED 237 245 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 





Subject Index 


ED 234 153 
Nutrition for Nurses: Nursing 245. 

ED 238 466 
Nutrition in Health. A Curriculum Guide. An In- 
cr Package for Grades K-6. Bulletin No. 
4037. 


ED 238 887 
Nutrition in Teenage Pregnancy. A Curriculum 
Guide. 


ED 238 888 
Para Cerrar la Brecha: Un Enfoque Participativo 
para la Educacion en Salud y Nutricion (Bridging 
the Gap: A Participatory Approach to Health and 
Nutrition Education). 

ED 239 831 
School Lunch Programme in Japan. NIER Occa- 
sional Paper 02/82. 

ED 235 541 
Working with the Pregnant Teenager: A Guide 
— Educators. Program Aid Number 
1 

ED 233 265 


Nutrition Services 
An Evaluation of the Nutrition Services for the 
Elderly. Volume I. Executive Summary. 
ED 234 014 
Oakton Community College CA 
The Cluster Philosophy and Its Manifestations at 
Oakton Community College. 
ED 233 748 


Oberlin College OH 
Research on the Impact of a Computerized Circu- 
lation System on the Performance of a Large Col- 
lege Library. Final Report. 
ED 235 806 


Obesity 
Reactions to Approach-Distance in Overweight 
and Normal Weight College Females. 
ED 237 819 
Object Manipulation 
Finger Dexterity Work Sample. 
ED 236 430 
Manual Dexterity Work Sample. 
ED 236 431 


Objective Tests 
Electricity Test Construction Project [with Forms 
A, B, and C]. 
ED 234 166 
The Objective Assessment of Attention Deficit 
Disorders. 
ED 238 937 


Objectives 
The Pasadena Community and Its Information 
Needs: A Program for Pasadena Public Library 
Services. “... Essential to an Informed Citizenry 


ED 235 819 
Planning for Parent Participation. Volume I: Con- 
sidering Alternatives. 

ED 236 111 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 

ED 233 698 
Recent Research into Distance Education [Vol- 
ume I and Volume II]. 

ED 235 781 
Summary of Phase One of the GED Testing Ser- 
vice Five-Year Review Process. 

ED 239 090 

Objectivity 

Choices for Science. Symposium Proceedings. 
Bunting Institute Working Paper. 

ED 235 006 


Observation 

A Behavioral Approach for Measuring Social 
Support. 

ED 237 918 
The Effect of an Observation Instrument on Stu- 
dent Teacher Performance of Active Teaching 
Behaviors. 

ED 240 074 
Journalistic Observation as a Qualitative Re- 
search Method for Sociology. 

ED 233 940 
Measuring Achievement? Assess Performance! 
Assessment Supplement for Teachers. 

ED 234 381 
Observational Ratings of Teaching Performance: 


Dimensionality and Stability. 

ED 235 245 
Practical Hints for Observational Research. 

ED 236 234 
Qualitative Research-Another Way of Knowing. 

ED 240 092// 

Understanding and Observing Children with Spe- 
cial Needs. A Student Worktext. Child Develop- 
ment 322: Introduction to the Special Child. 

ED 236 865 

Observational 

Punitive Parents as Models: Effects of Re- 
ward-Incentives and Sex of Model on Recall of 
Punitive Parental Behaviors. 

ED 235 448 


Obsessive Comprehensive Scale 
The Development and Testing of an Obses- 
sive-Compulsive Personality Instrument. 
ED 239 162 


Obstetrical Complications 
Anxiety, Stress and Social Support: Prenatal Pre- 
dictors of Obstetrical Outcomes. 
ED 235 922 


Obstetrics 

Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
tics/Gynecology, and Family Practice. Appendi- 
ces. 

ED 235 005 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Deliver- 
able No. 5. Final Report. 

ED 235 004 


Occupational Aspiration 

_— Freshman National Norms for Fall 
1983. 

ED 239 542 
Career Motivation Achievement Planning: C- 
MAP. A User’s Manual. 

ED 236 388 
Current Attractions of Teaching As Perceived by 
Preservice Students. 

ED 235 582 
Future Issues in Rural Education. 

ED 238 643 
The Influence of Sex Roles on the Life Plans of 
Low-SES Adolescents. 

ED 235 434 
Sex Role Stereotyping and Career Aspirations of 
Junior High and High School Students, Grades 
7-12: A Selective Annotated Bibliography. Bibli- 
ography Series Ten. 

ED 235 379 
Students’ Experiences of Learning: Orientations 
to Learning, Perceptions of Gains, and Develop- 
ment as Learners. 

ED 237 048 


Occupational Clusters 

An Annotated Bibliography for Occupational Ex- 
ploration Programs in the State of Texas. 

ED 236 438 
Competency-Based Curriculum for Prevocational 
Exploration. Marine/Fresh Water. 

ED 236 325 
Competency-Based Curriculum for Prevocational 
Exploration. Personal Service. 

ED 236 324 
Electrical Occupations Cluster Guide. Develop 
and Implement Model Electrical Cluster Pro- 
gram. 

ED 239 076 
Learning about Occupations. Cooperative Occu- 
pational Education, Unit 5. Instructor Material 
and Student Material. 

ED 234 244 
Succeed in the World of Work. A Handbook to 
Motivate the Teaching of Career Education. 

ED 235 326 
When I Grow Up... Career Activities for Kinder- 
garten through Sixth Grade. 

ED 235 396 

Occupational Home Economics 

The Bar Tack Machine. Module 16. 

ED 233 203 
The Buttonhole Machine. Module 13. 

ED 233 200 
The Button Sew Machine. Module 12. 

ED 233 199 


Occupational Information 297 


Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Food Ser- 
vices). 

ED 234 264 
The Chainstitch Machine. Module 18. 

ED 233 205 
Child Care Services Curriculum Guide. 

ED 239 112 
Child Guidance for Child Caregivers: Student 
Laboratory Manual. 

ED 235 353 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 

ED 235 311 
Conceptual Framework and Basic Competencies 
for Vocational Home Economics Education in 
Texas. 

ED 235 351 
Consumer Education in Vocational Homemaking 
Education in Texas. Summary Report. 

ED 234 185 
Consumer Education. Vocational Home Econom- 
ics Education. 

ED 236 348 
Determination of Appropriate Content for a 
Clothing and Textiles Specialized Course. Final 
Report. 

ED 234 193 
The Double-Needle Felling Machine. Module 17. 

ED 233 204 
Effective Consumerism. 

ED 234 232 
Food Production & Service Curriculum Guide. 

ED 239 111i 
Futuring: Where Do We Go From Here? 

ED 239 110 
Industrial Sewing Classroom Delivery System. 
Teacher’s Guide. 

ED 233 176 
The Knife Machine. Module 15. 

ED 233 202 
Special Attachments. Module 19. 

ED 233 206 
Special Operation. Module 20. 

ED 233 207 
The Zig Zag Machine. Module 14. 

ED 233 201 


Occupational Information 

Analysis of the Technical Writing Profession 
through the DACUM Process. 

ED 239 259 
Career Information and Hispanic High School 
Students. 

ED 238 650 
A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tool Operations. 

ED 235 377 
Competency-Based Curriculum for Prevocational 
Exploration. Marine/Fresh Water. 

ED 236 325 
Competency-Based Curriculum for Prevocational 
Exploration. Personal Service. 

ED 236 324 
Course Outline for Lesson Plans for Pre-Employ- 
ment Laboratory Training in CVAE-VEH Farm 
and Ranch Mechanical Repair. 

ED 236 316 
The Current Trend of the Job Description of 
School Superintendents in the United States. Re- 
port of a Study. 

ED 239 364 
Developing a Curriculum for a Word Processing 
Certificate. Final Report. 

ED 236 340 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 

ED 237 636 
The Development of MUMPS-Based Rehabilita- 
tion Psychology Computer Applications. 

ED 237 851 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Issues in Dental Hygiene Education and Practice: 
Perceptions and Concerns of Dental Hygiene Pro- 
gram Administrators. 

ED 238 488 
Job Description Format as a Factor in Employ- 
ment Interviewer Decisions. 

ED 233 273 
Job Forecasting. Hearings before the Subcommit- 





tatives, ia 
Session (April 6-7, 1983). 
ED 235 358 


Learning about Occupations. Cooperative Occu- 
pational Education, Unit “nit 5 Instructor Material 
and Student Material. 
ED 234 244 
North Carolina Medical Technology Manpower 
Survey. 
ED 235 704 
Opportunities in Civil Engineering. [VGM Career 
Horizons Series]. 
ED 236 044 
Opportunities in Mechnical Engineering. [VGM 
Career Horizons Series]. 
ED 236 045 
Personnel Eve'uation System. 
Proceeding Conference of the 
of the Annual erence of the 
American Council on Consumer Interests (28th, 
Columbus, Ohio, April 21-24, 1982). Conference 
Theme: Competency, Consumer Educa- 
tion, and Consumer Research. 
ED 237 633 
The Project Team in Instructional Television. 
ED 235 780 
Student Employment Information Service. A Re- 
port to the Board of Directors. 
ED 238 334 


Occupational Information System 
The Development of an Occupational Informa- 
tion System (OIS), Volume II. 
ED 237 636 


Occupational Mobility 
Comparative Social Mobility Revisited: Models 
of Convergence and Divergence in 16 Countries. 
ED 234 108 


Occupational Models 
Choices/Changes: An Investigation of Alterna- 
tive Occupational Role Models. 
ED 234 278 


Occupational Safety and Health 
Job Safety. Cooperative Occupational Education, 
Unit 14. Instructor Material and Student Mate- 
rial. 


ED 234 253 
Making the “Child Safe” Environment “Adult 
Safe”: op amg Health and Safety Concerns 
for Child Care Programs. 

ED 239 761 
Preventing Cancer in the Workplace and Commu- 
nity. Volume I. Cancer, the Worker and the 
Workplace. A Teacher’s Guide. 

ED 236 390 


Preventing Cancer in the Workplace and Commu- 
nity. Volume II. Cancer, the Worker and the 
Community. An Independent Study Guide. 

ED 236 391 


Specialists 
Basic ner | for Personal Concerns for the 
Occupational Specialist. Competency-Based 
Modular Series. 


ED 236 457 
Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
Ties. 

ED 236 455 
Basic Vocational Counseling Skills for the Occu- 
pational Specialist. Competency-Based Modular 


ED 236 456 
—- Relations Skills in Individual Interactions 


Occupational Specialist. Competency- 
Based Modular Series. 


ED 236 458 
Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 453 
Level If Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 

ED 236 454 


y 
Demand. 


ED 234 799 
Marketing to Business and Industry: The Houston 


Community College System Plan. 
SD 239 123 


A Modei Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Occupational Forecasting of Librarians in Austra- 
lia. 


ED 233 729 

A Profile of In-House Teachers of Technical 
Communication. 

ED 239 281// 


Occupational Tests 
Correlates of Physician’s Assistant Performance. 


ED 238 355 
Objecti fe d-T R Decisions 
and Item ae A Matter of Congruence. 

ED 236 238 
Regional Occupational Program (ROP) Office 
Occupations Entry Standards Assessment. 

ED 237 817 
Tailored Testing har mg | and Practice: A Basic 
Model, Normal Ogive Submodels, and Tailored 
Testing Algorithms. 

ED 236 180 


Vocational Assessment Handbook. 
ED 233 136 





Occupational and Personnel Correlates of 
First-Term Enlisted Tenure in the Air Force. Fi- 
nal Report. 

ED 233 180 
Professional Opportunities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 

ED 239 858 
What Is Cooperative Occupational Education. 
Cooperative Occupational Education, Unit 1. In- 
structor Material and Student Material. 

ED 234 240 


Ocean Commons 
The Future of the Pacific Basin: A Keynote Ad- 
dress. 


ED 235 091 


Oceanography 
The Beach-A Natural Protection from the Sea. 


ED 237 312 
Law of the Sea, Resource Use, and International 
Understanding. 


ED 239 999 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part I. 

ED 236 037 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part II. 

ED 236 038 
Marine Biology and Oceanography, Grades 
Seven and Eight. 

ED 236 039 
Marine Science Activities, Grade Six. 

ED 236 040 
Marine Science Activities, Grade Two. 

ED 236 041 
Oceanography. Boy Scouts of America Merit 
Badge Series. 


ED 238 738 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Senne of a Workshop on Ecosys- 
= = (Naples, Italy, March 28-April 10, 
ED 233 893 
Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on Education, Arts and Humanities of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session on S. 655 to Authorize Appropria- 
tions to Carry Out the National Sea Grant Pro- 
for Fiscal Years 1984, 1985, and 1986, and 

lor Other Purposes. 
ED 233 889 
Science Syllabus for Middle and Junior High 
Schools. Block D, The Earth’s Changing Surface. 
ED 236 054 
ss nt in Geoscience Departments. 


—— . ED 238 | mg 
ni ations Environment Programme. An- 
nual Review 1981. 


ED 238 730 


Subject Index 


faery ie ser fappi 
Shared Holdings in 
alog. Research Report. 


of Libraries Based on 
Online Union Cat- 


ED 235 802 
Newspapers in New York. Recommendations for 
an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 

ED 238 442 


Off Campus Facilities 
Housing Trends and Higher Education. 

ED 236 962 
Study of Students Who Withdrew from Courses at 
the Hawthorne and Northeast Centers, 1981- 
1982. Volume XII, No. 8. 

ED 233 765 


Off Farm Agricultural Genetions 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 

ED 236 355 


Off Reservation Boarding Schools 
Bureau of Indian Affairs Plans to Consolidate 
Off-Reservation Indian Boarding Schools. 
ED 238 631 
Off the Air Recordings 
Guidelines for Off-Air Copying. 
ED 234 775 
Office for Advanced Research in Hispanic 
Education 


Office for Advanced Research in Hispanic Educa- 
tion: Project Activities and Accomplishments 
1979-1983. Final Report. 


ED 239 803 


Machines 

Art and Technology. 

ED 235 871 
Career Preparation Program Curriculum Guide 
for: Business Education. 

ED 234 263 
Machine Transcription. A Developed Course En- 
compassing the Competencies Identified in the 
Administrative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 873 
A Study of the Use of Office Technology and the 

Role of the Management Support Staff 

in the Modern Office. Final Report. 

ED 239 042 

Office Management 

Administrative Procedures: A Practical Manual. 
Professional Advancement Kit. 

ED 234 297 
Improving Productivity in Copyright Registra- 
= Report by the U.S. General Accounting Of- 

ice. 


ED 234 779 
A Study of the Use of Office Technology and the 
Changing Role of the Management Support Staff 
in the Modern Office. Final Report. 

ED 239 042 


Office tions 
Complete Statistical Survey Results of 1982 
Texas Competency Validation Project. 
ED 234 202 
Office Occupations Performance Objectives and 
Assessments. 


ED 234 203 
Regional Occupational Program (ROP) Office 
Occupations Entry Standards Assessment. 
ED 237 817 
A Study of the Use of Office Technology and the 
Role of the Management Support Staff 
in the Modern Office. Final Report. 
ED 239 042 


Office Occupations Education 
Business Computer Applications. 
ED 233 717 
Competency : Vocational Education Typing 
I and Typing Ii 
ED 236 379 


Do You Read Me? Business and Office: Reading 
Development Activities Guide. 

ED 237 815 
Machine Transcription. A Developed Course En- 
compassing the Competencies Identified in the 
Administrative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 873 





Subject Index 


Towards the Electronic Office. An Overview of 
the Curricular Implications of New Technology 
for Office and Business Education and Training. 
An Occasional Paper. 

ED 237 646 
The Wholesale Monkey Business. An Accounting 
Program. Operator’s Manual. 

2D 237 631 
Wyoming Business and Office Occupations Sur- 
vey for Entry-Level Employment Competencies. 

ED 239 039 


Practice 
The Wholesale Monkey Business. An Accounting 
Program. Operator’s Manual. 
ED 237 631 


Offices (Facilities) 
Level and Social Environment as Determinants of 
Perceived Work Environment. 


ED 237 876 


, Languages . 
United States Language Policy: Where Do We Go 
from Here? 


ED 240 181 


Offset Duplication 
Saving Money on Printing and Reproduction. 
ERIC Fact Sheet No. 2. 
ED 233 924 


Offset Lithography 
Graphic Arts. A Bilingual Text = Artes Graficas. 

Un Texto Bilingue. 
ED 235 301 


Ohio 

Adult Vocational Education in Ohio. Serving the 
Economy and Personal Needs. A Study of Exem- 
plary Policies and Practices of Adult Vocational 
Education. 

ED 233 219 
Drug Abuse in the High Schools (Ohio). Hearing 
before the Select Committee on Narcotics Abuse 
and Control. House of Representatives, Nine- 
ty-Seventh Congress, Second Session. 

ED 235 401 
Factors Contributing to the Enrollment of Males 
in Program Areas Not Traditional for Their Sex at 
pA Secondary Vocational Education Level in 

0. 

ED 237 759 
Ohio Citizens Survey on Driver Education Tech- 
nical Report. 

ED 237 734 
Seventh and Eighth Grade Dropouts in Ohio: Re- 
search on Who They Are, Why They Leave and 
How School Districts Count Them. 

ED 236 488 
Strategic Planning for Economic Development. 

ED 236 394 
Streamlining Local School Budgeting in Ohio. 

ED 233 457 
a Education in Correctional Institutions 
in Ohio. 

ED 233 218 
The Vocational-Technical Resource Consortia 
Serving Business and Industry in Ohio. Digest of 
Study: Operational Procedures for Successful Vo- 
cational-Technical Resource Consortia in Serving 
Business and Industry in Ohio. 

ED 233 220 


Ohio State University 

Circulation System to Online Catalog: The Tran- 
sition at OSU. 

ED 235 813 
Evaluation of the Student Teaching Program in 
Agricultural Education at the Ohio State Univer- 
sity. Summary of Research. 

ED 239 097 


Oil 
The Economics of Energy: A Teaching Kit 
(Grades 7-12). 


ED 236 102 
Ojibway (Tribe 
The Mishomis ook: The Voice of the Ojibway. 
ED 239 826// 
Oklahoma 
Administrator’s Handbook for Elementary, Mid- 
dle, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 
Schools of Oklahoma. Bulletin No. 113-Y. 
ED 239 392 


Affirmative Action Plan. 

ED 239 394 
Annual Evaluation Report of Federally-Funded 
Educational Programs, FY 1983. 

ED 240 146 
Computer Science Needs in the Public Schools of 
Oklahoma: Demands Exceed Supply. 

ED 238 420 
Consumer Education. Vocational Home Econom- 
ics Education. 

ED 236 348 
It’s - Law: Student’s Rights and Responsibili- 
ties 

ED 240 008 
Oklahoma State Board of Education Policies and 
Procedures for Teacher Due Process Hearings. 
(implementations of Senate Bill No. 249 and As 
Amended by Senate Bill No. 308). Revised. 

ED 239 393 
A Research Report of Small/Rural School Dis- 
tricts in Oklahoma Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 298 
Teacher Moonlighting: An Unstudied Phenome- 
non. 

ED 233 472 
Writing Board Minutes. Importance of and Meth- 
ods for. (Revised). 

ED 239 391 


Oklahoma (East) 
Eastern Oklahoma Johnson-O’Malley Indian Ed- 
ucation Handbook. 
ED 239 790 


Oklahoma (Tulsa) 

A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 
the Report of the National Commission on Excel- 
lence in Education: A Nation at Risk. 

ED 239 750 
Schools of Progress: Where We Are and Where 
bong Going. An Open Letter to the People of 


ED 239 747 


Oklahoma State University 
Challenging Our Administration. 
ED 233 648 


Older Adults 

Age and Sex Differences in Behavioral Rigidity. 

ED 237 912 
Aging among the Disabled: A Neglected Area. 

ED 239 444 
Are the Elderly Retired from Active Life? A 
Cross-Cultural Comparison. 

ED 236 072 
Career Assistance for Older Adults. Overview: 
ERIC Fact Sheet No. 8. 

ED 237 796 
Children’s Descriptions of and Attitudes toward 
the Elderly. 

ED 238 775 
Cohort Changes in Attitudes about Race Rela- 
tions. 

ED 240 040 
A Compilation of State Statutes That Include Ed- 
ucation/Training Benefits for Senior Citizens. 

ED 236 365 
A Conceptual and Methodological Framework 
for the Study of Family Interaction among the 
Elderly. 

ED 233 240 
Continuing Education and Aging: What’s Going 
On? Where Are We Going? 

ED 236 317 
Creative Health for Elders through Psychology 
and Art: A Pilot Study. 

ED 234 326 
The Elderly’s Response to Problem Solving: Prac- 
tice and Research. 

ED 234 146 
Employment and Older Adults. Overview: ERIC 
Fact Sheet No. 18. 

ED 237 806 
Enhancing Services to the Rural Elderly through 
Primary Care Centers. 

ED 237 866 


An Evaluation of Over Easy, A Television Series 
~~ i“ about Older People. Second Edition, 
ED 233 676 
An Evaluation of the Nutrition Services for the 
Elderly. Volume I. Executive Summary. 


Older Adults 299 


ED 234 014 
An Evaluation of the Nutrition Services for the 
Elderly. Volume II. Analytic Report. 

ED 234 015 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 

ED 234 016 
An Evaluation of the Nutrition Services for the 
Elderly. Volume IV. Appendices. 

ED 234 017 
An Evaluation of the Nutrition Services for the 
Elderly. Volume V. Questionnaires. 

ED 234 018 
Factors Influencing Adjustment to Late-Life Di- 
vorce. 

ED 239 170 
Final Report to Congress on Age Discrimination 
in Employment Act Studies. 

ED 237 766 
Gerontology and Genealogy: Family Research as 
a Therapeutic Tool for the Aged. 

ED 235 455 
A Human Resource ement Perspective on 
Work Alternatives for O! Americans. 

ED 234 228 
The Impact of Reagan Economics on Aging 
Women: Oregon. Hearing before the Subcommit- 
tee on Retirement Income and Employment of 
the Select Committee on Aging. House of —, 
sentatives, Ninety-Seventh Congress, Second 
Session, Portland, Oregon. 

ED 235 400 
Improving Memory in the Aged. 

ED 234 314 
Increased Challenge with the Elderly. 

ED 235 398 
Innovations in Continuing Education. 1983 
Award-Winning New Programs. 

ED 237 816 
Intergenerational Education: Young and Old 
Learning Together. 

ED 239 775 


Kansas Adult Care Home Aide Curriculum. Re- 


ED 234 231 
Knowledge of Senior Center Activities among the 
Elderly. 


ED 237 846 
The Medical Center’s Impact as a Vital Force in 
a Network to Sustain the Aged in the Community. 

ED 237 882 
Meeting the Employment and Training Needs of 
Hispanics in Connecticut. Final Report. 

ED 236 381 
Memory Complaint and Mood in the Elderly: A 
New Wrinkle. 


ED 236 465 
Minority Elderly Services: New Old 
Problems. Part II. A Report of the United States 
Commission on Civil Rights. 

ED 235 266 
Modeling Hospital Discharge and Placement De- 
cision Making: Whither the Elderly. 

ED 237 897 


Needs Assessment ates of Institutional Library 
Services in the M State Department of 
Health and Mental ot 

ED 233 728 
Normal Aging and Linguistic Decrement. 

ED 238 302 
The Older Employee as a Concern of Staff Devel- 
opers. 

ED 238 383 
The Older Learner: Education as a Means to 
One’s Past. 

ED 237 655 
Project 60: Innovative Program for Older Stu- 
dents. 

ED 236 960 
Senior Citizen Self Revitalization Manual and 
Guide. A Community Approach. 

ED 234 212 
Small Business Course for Older Americans. In- 
structor’s Guide. 

ED 237 130 
Small Business Course for Older Americans. Stu- 
dent Handbook. 

ED 237 131 
A Survey of Reading Habits with Suggested In- 
structional Strategies: Elderly Adults. 

ED 233 332 
A Visitation/Training Program for Institutional- 
ized Elderly. 





300 Older Adults 


ED 234 307 
What Turns Older Adults on to Education. Re- 
search Describing Participation in Educational 
Activities by Active Older Adults. 

ED 239 091 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 

ED 234 299 


Older Americans Act 1978 
Minority Elderly Services: New Programs, Old 
Problems. Part II. A Report of the United States 
Comumnission on Civil Rights. 

ED 235 266 


Older Americans Act 1965 
Minority Elderly Services: New Programs, Old 
Problems. Part II. A Report of the United States 
Commission on Civil Rights. 
ED 235 266 
Older Workers 
Innovative Employment Practices for Older 
Americans. 


ED 234 227 


Schoolympics. 
ED 240 134 


Ombudsmen 
The Ombudsman and the News Media. 
ED 236 714 


On the Job 

Circulation Aide Training Manual. 

ED 239 620 
Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 144 
Developing and Implementing Training Plans. 
Module Number 8. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 150 
Establishing an Advisory Committee. Module 
Number 10. Work Experience Program Modules. 
Coordination Techniques Scries. 

ED 233 152 
Evaluating On-the-Job Training. Module Number 
9. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 151 
An Executive Training Program. 

ED 233 500 
oe and Education...Partners in Ag Mecha- 

tion. Proceedings (Moline, Illinois, Novem- 

ae: 1-3, 1982). 

ED 236 376 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work Ex- 
Perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 146 
Regular Coordination Activities. Module Num- 
ber 12. Work Experience Program Modules. Co- 
ordination Techniques Series. 

ED 233 154 


Responsibilities of the Teacher-Coordinator and 
Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
The Social Payoff for Occupationally Specific 
Training: The Employers’ Point of View. Techni- 
cal Report and Executive Summary. Studies in 
Employment and Training Policy: No. 3. 

ED 236 375 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Subsidizing On-the-Job Training. An Analysis of 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 

ED 236 387 


Training Agreements. Module Number 5. Work 
Experience = Modules. Coordination 
Techniques Series. 

ED 233 147 


The Unsheltered Workshop: A Guide to Work 
Stations in Industry. 


ED 235 663 
Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 143 


Oncology 
Nursing 436A: Pediatric Oncology for Nurses. 


ED 238 468 


One 


Parent Family 

Androgyny in the Single-Parent Family. 

ED 237 836 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 
Early Intervention Methods for Child Abuse Pre- 
vention. 

ED 235 890 
Schools and Non-Nuclear Families: Recasting 
Relationships. 

ED 234 333 
School Systems and the Growing Minority. 

ED 236 772 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Elementary School Age 
Children. Working Draft. 

ED 234 092 
Single Parents, Working Mothers and the Educa- 
tional Achievement of Secondary School Age 
Children. 

ED 234 093 
Variations of Fathering: Implications for Social 
Policy. Single Fathers with Custody: Implications 
for Social Policy. 
ED 234 294 


One Teacher Schools 


Rural One-Room Schools of Mid-America. Re- 
vised. 


ED 239 824 


Online 


Circulation System to Online Catalog: The Tran- 
sition at OSU. 


ED 235 813 


Online 


Catalogs 

Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 

ED 234 814 
LCSH Entry Vocabulary Project. Final Report. 

ED 234 780 
On-Line Catalog Evaluation Project. Data Analy- 
sis Plan, Version 2.2. 

ED 234 783 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, December 14-16, 1982. 

ED 233 730 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Library Resources 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 

ED 234 787 
je co ofa as in an Elementary 

hool Learning Resource Centre. 
ED 239 601 
Database Information Network 

ODIN. Online Database Information Network: 
ODIN Policy & Procedure Manual. 

ED 237 094 


Search Skills 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research R: 


ED 235 807 


Online Systems 
The ALIS Online Circulation Control System of 
Danmarks 


Tekniske Bibliotek. Stockholm Papers 
in Library and Information Science. 
ED 237 096 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 
ED 238 430 
Are On-Line Data Bases in Your Library’s Fu- 


Subject Index 


ture? 
ED 233 714 
Attributes of Communication between Clients 
and Staff — High Capacity Computer Data Pro- 
ters. 


cessing 

ED 233 679 
The Chalienges, Rewards and Pitfalls in Teaching 
Online Searching. 

ED 235 811 
Circulation System to Online Catalog: The Tran- 
sition at OSU. 

ED 235 813 
Classifying Bugs Is a Tricky Business. 

ED 237 053 
Computer Conference in Information Service. 
Research Report 191. 

ED 238 433 
Computing Literacy in the University of the Fu- 
ture. 


ED 238 408 
CSAR: An Interactive Item Bank System for the 
Storage and Retrieval of Item Information. 

ED 235 233 
DIALOG for Electrical Engineers. CTHB Publi- 
kation Nr 29 (1982). 

ED 233 721 
The Direct Use of Online Bibliographic Informa- 
tion Systems by Untrained End Users: A Review 
of Research. 

ED 238 440 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 

ED 234 814 
How to Prepare for a Computer Search of ERIC: 
o _— Approach. Revised and Up- 


ED 237 100 
Information Services. Miscellaneous Papers. 

ED 239 657 
Information Technology Section. Management 
and Technology Division. Papers 

ED 239 644 
The International Research Forum in Information 
Science Proceedings (4th, Boras, Sweden, Sep- 
tember 14-16, 1981). 

ED 237 085 
Library Automation as a Source of Management 
Information. Papers presented at the Clinic on 
Library Applications of Data Processing (19th, 
Urbana, IL, April 25-28, 1982). 

ED 237 102 


The Library of Congress 1982. A Brief Summary 
of the Major Activities for the Fiscal Year Ending 
September 30, 1982. 

ED 234 820 
ODIN. Online Database Information Network: 
ODIN Policy & Procedure Manual. 

ED 237 094 
On-Line Catalog a Project. Data Analy- 
sis Pian, Version 2 

ED 234 783 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, December 14-16, 1982. 

ED 233 730 
On-line Computer Applications in Research into 
Attitude Change. Applications in Farm Manage- 
ment Education. 

ED 240 165 
Online Database Retrieval Service: A Statement 
of Policy. 

ED 234 776 

Online Public Access Catalogs. ERIC Fact Sheet. 

ED 233 746 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 

ED 234 807 
Representation and Exchange of Knowledge as a 
Basis of Information Processes. Proceedings of 
the International Research Forum in Information 
Science (5th, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 

ED 237 106 
Research Libraries in the Online Environment. 
Minutes of the Semiannual Meeting (102nd, 
Banff, Alberta, May 4-6, 1983). 

ED 238 437 
Science and Technology Libraries Section. Spe- 
cial Libraries Division. Papers. 

ED 239 653 





Subject Index 


Serials Cancellation Project. Final Report. 

ED 238 452 
Serials Publications Section. Collections and Ser- 
vices Division. Papers. 
The Shattered S Th pw... ~ igen 

e tereo e mic 

in Technological Trenadion. 

ED 237 107 
A Study of the State University of New York 
Biomedical Communication Network (SUNY/ 
BCN) from 1968 to 1977. 

ED 235 830 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research R: 

ED 235 807 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Library Resources 
(San Antonio, Texas, January 12-14, 1983). 

ED 235 832 
User Education in the Online Age. IATUL Pro- 
ceedings, Vol. 14. 

ED 233 735 


User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 

ED 234 787 
Videotex Project Reviews II. Research Report 
Prepared for OCLC. 

ED 237 065 


Only Children 
The One Child Family in Perspective. 

ED 236 504 
Ontario 
Application Statistics, 1982. 

ED 234 704 
Colloquium on French as a Second e: 

Proceedings. Review and Evaluation Bulletin, 

Volume 4, Number 4. 

ED 239 504 
Cooperation among Ontario University Libraries. 

ED 233 744 
Critical Issues in College System Management: 
Conference Pr ings (Toronto, Ontario, Oc- 
tober, 1981). 

ED 235 841 
Financial Report of Ontario Universities, 
1982-83. Volume II-Affiliated and Federated 
Colleges and Universities. 

ED 238 332 
Financial Report of Ontario Universities, 
1982-83. Volume III-Physical Plant Operating 
Expenses. 

ED 238 333 
Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 

ED 238 331 
Horizons, 1984-1985. A Guide to Post-Secondary 
Education in Ontario. 


ED 236 985 
Ontario Postsecondary _ Enrol 


port, 
1977-81: Universities, Colleges of Applied Arts 
and Technology, Other Postsecondary Institu- 
tions = Rapport sur I’effectif des etablissements 
postsecondaires de l’Ontario, 1977-1981: Univer- 
sites, colleges d’arts appliques et de technologie, 
et autres etablissements postsecondaires. 
ED 235 709 





Ontario. Reference Series No. 29. 

ED 235 055 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
Universities, Public Priorities, and the Future of 
Ontario. A Brief to the Standing Committee on 
Social Development of the Legislature of Ontario. 
Publication No. 83-9. 

ED 238 327 


Ontario (London) 
Early Identification System: Followup of Those 
Students in the Grade 1 Class of 1978-79 Who 
Did Not Reach Grade 4 in 1981-82. Research 
Report 83-03. 

ED 239 757 
Resource Allocation. 

ED 239 007 


Ontario (Toronto) 
The Upgrading of Basic Level Students to General 
Level Programs. A Preli Report, 1981- 
1982. Research Service No. 170. 

ED 238 123 


Ontario Camp Leadership Centre 


Evaluation Report of the Ontario Camp Leader- 
ship Centre at Bark Lake. 


ED 235 960 


Ontario T: 


‘est of English Achievement 
The Ontario Test of English Achievement. The 
Final Report on Its Development. 
ED 234 672 


Ontogeny 


Social Responsiveness of Infants. Pediatric Round 
Table: 2. 


ED 233 782 


Op In Procedure (Cloze) 


An oe of Comprehending during the 
Process of Silent Reading: The Op-In Procedure. 
ED 236 573 
Enrollment 
ture of the Open Door: A Presentation for 
ACCT. 


ED 235 848 
Parsons College: Innovative Ideas, or Unethical 
Practices. 


ED 239 534 
Testimony to the National Commission on Excel- 
lence in Education. (Public Hearing, Chicago, Illi- 
nois, June 23, 1982). 

ED 237 018 


= 
The Federal Advisory Committee Act after Ten 


Years. 
ED 234 437 


Plan Schools 
Area Elementary Schools: Survey of Teach- 
— and Opinions. Research Report 
ED 238 834 
School Organizational Patterns and Reading 
Achievement. 
ED 233 474 


Systems In ion 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 
ED 238 430 


Universities 
rving Learners at a Distance: A Guide to Pro- 
gram Practices. ASHE-ERIC Higher Education 
Research Report No. 5, 1983. 
ED 238 350 
The University of the Air Foundation-The Aim of 
the Establishment of the University and Its Pro- 
gramme. NIER Occasional Paper 04/82. 
ED 237 063 


University (Great Britain) 
tudents’ Experiences of Learning: Orientations 
to Learning, Perceptions of Gains, and Develop- 
ment as Learners. 
ED 237 048 


ting Engineering ; 
Auto Mechanics. Heavy Equipment. Small En- 
gines. 


ED 235 328 


Operating Expenses 


Financial Report of Ontario Universities, 
1982-83. Volume III-Physical Plant Operating 
Expenses. 

ED 238 333 
Financial Responsibilities of Governing Boards of 
Colleges and Universities. 

ED 238 382 
Higher Education Financial Statistics, 1981-82. 

ED 233 666 
Interprovincial Comparisons of University Fi- 
nancing. Fifth Report of the Tripartite Committee 
on Interprovincial Comparisons. 

ED 239 525 
An Investigation of the Feasibility of Awarding a 
Single Appropriation for the Operating Budget of 
the University of Alaska. 

ED 238 343 
State Board for Higher Education Consolidated 
Capital and Operating Budget Recommendations 
and Appendices, FY 1985. 

ED 238 345 
Universities, Public Priorities, and the Future of 
Ontario. A Brief to the Standing Committee on 
Social Development of the Legislature of Ontario. 
Publication No. 83-9. 


Oral Language 301 


ED 238 327 
Research 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 
ED 234 495 


Opinion Polls 


A Plan for Conducting a Local Community Edu- 
cational Opinion Poll. 


ED 236 252 


Basie Re 
ic References on Instructional Development. 


ED 239 579 
Let’s Go Riding in the Car. An ESL/Geography 
Module. Teacher’s Guide [and] Student Booklet. 

ED 238 300 
Oregon Education: Views of Oregon Opinion 
Leaders. Technical Report No. 3. 

ED 234 487 
The Spiral of Silence Ten Years Later: An Exami- 
nation and Evaluation. 

ED 235 528 


Oral 


English 
A Comparison of Bilingual Oral Language and 
Reading Skills among Limited English-S, i 
Students from Spanish-Speaking Backgrounds. 
Monograph 2. 
ED 240 178 


Oral 


History 
The Mishomis Book: The Voice of the Ojibway. 
ED 239 826// 

Oral History: Its Background, Definition, and In- 
terview Types. 

ED 237 380 
Sound and Video Recordings-E. S. Bird Library. 
Syracuse University Resources for Educators of 
Adults, MSS 23. Revised. 

ED 236 363 
What Portion in the World: New Essays on Public 
Uses of the Humanities. Papers Presented at the 
er of State Humanities Coun- 
cils, A 


ED 233 617 


Oral Interpretation 


Interpretation and the Black Aesthetic: A New 
Text to be Matched. 

ED 239 325 
The Judge as Metacritic: A Model for Judging 
Interpretation Events. 

ED 238 046 
The Order of Demosthenes [Revised]. 

ED 239 311 
Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 

ED 235 509 
A Selected Review of Speech Communication 
Studies in the Arts: A Retrospective and Prospec- 
tive Look. 

ED 236 704 
Theatre and Oral Interpretation: Abstracts of 
Doctoral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 073 


Oral Interpretation Tournaments 


Report on an Action Caucus on Oral Interpreta- 
tion in Forensic Competition. 
ED 235 509 


Oral Lan; 


guage ? 

Comprehension Test of Oral Contrastive Stress. 

ED 236 635 
Dealer’s Choice: The Language Processing Game. 
Instructional Research Laboratory Technical Se- 
ries #R83006. 

ED 234 362 
An Indirect Test of Oral Proficiency. 

ED 238 299 
Language Use, Language Ability, and Language 
Development: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts Inter- 
national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 014 
Oral Communication Instruction in Middle and 
High School Classes. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 385 
Oral Communication in the Elementary Class- 
room. The Talking and Writing Series, K-12: Suc- 





302 Oral Language 


cessful Classroom Practices. 

ED 233 387 
A Position Paper on Teaching the ae ~f 
the Mainstream Dialect in Kindergarten and 
mentary School. 

ED 238 060 


Real Language: A Gateway to Cultural Identifica- 
tion. 

ED 238 277// 
S-ESL Spoken English Test (The Standard En- 


ar a Second ¢ Spoken English Test), 
ts A, B, C lend] 
Standard 


ESL Grammar Test (The 
a Second Grammar 

Test), Forms O, A. B, C [and] S-ESL Vocabulary 
Test (The Standard English as a Second Language 
Vocabulary Test), Forms O, A, B, C. 

ED 236 648 
Speaking Activities and the Pupil. 

ED 236 734 
Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for its Investigation, 
and Practical Applications, April 1-September 30, 
1983. 

ED 236 753 
a Talk: Queensland’s Contribution to the Na- 

tional Language Development Project. 

ED 234 394 
Teaching Critical Thinking: Protocols in the 
Classroom. 


ED 236 675 
Tracing Errors to Their Sources: A Study of the 
Encoding Processes of Adult Basic Writers. 

ED 238 024 
Using Oral Language to Learn in a Grade Five 
Classroom. 


ED 234 378 
Oral Proficiency Testing 
Proficiency-Based Foreign Language Teacher 
Certification: The By Project. 
ED 238 285 


Oral 
Behavioral Reinforcement within a Perceptual- 
Conditioning Program of Oral Reading. 
ED 233 328 


A Description of the Interaction among Mother, 
Child and Books in a Bedtime Reading Situation. 

ED 234 621 
Making Connections between Speaking and Writ- 
ing. 

ED 238 023 
Oral Reading Instruction: A Century of Contro- 
versy (1880-1980). 
ED 239 237 


Red Cloud Reading Test: American Indian Form 
of the Test of Individual Needs in Reading, a 
Competency Based Test of Reading Skills [and] 
Instructor’s Manual. 

ED 237 266 


Oral Tradition 
interpretation and the Black Aesthetic: A New 
Text to be Matched. 


Order Analysis 
Ordinal Position in Role Play Practice. 
ED 235 432 


ED 239 325 


A 





ED 238 187 
The Evaluation of an Oregon School District’s 
Guidance and Counseling Activities. 

ED 235 414 
Financial Trends and Analysis: A Developing Cri- 
sis in Elementary and Secondary Schools. Techni- 
cal Report No. 4. 

ED 234 488 
Financing Public Education in Oregon. Summary 


Report. 

ED 234 484 
A Guide to Education Finance in Oregon. Tech- 
nical Report No. 2. 

ED 234 486 
The Impact of Reagan Economics on Aging 
Women: Oregon. Hearing before the Subcommit- 
tee on Retirement Income and Employment of 
a er oe 
eer megge Lee Congress, Secon 
Session, Portland, Oregon. 

ED 235 400 


Oregon Education: Views of on Opinion 
Leaders. Technical Report No. 3 


ED 234 487 
Oregon’s Education System: An Overview. Tech- 
nical Report No. 1. 

ED 234 485 
The Oregon Story. Sex Equity in Educationz! 
Leadershi 


ship. 

ED 236 806 
Planning for Progress. Evaluating and Planning 
for Vocational Education in Oregon. Second Edi- 
tion. 

ED 236 382 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 

ED 239 046 
A Research Report of Small/Rural School Dis- 
tricts in Oregon Compared to School Districts of 
Similar Size Nationwide. 

ED 237 299 
Sex Differences in the Educator Labor Market. 
Final Report. 

ED 238 085 
Teacher Dismissal: A Summary of the Procedural 
Requirements. 

ED 238 185 
Technical Assistance Papers. A Series on PL 
94-142 and Related Oregon Laws. Specific Learn- 
ing Disabilities, Technical Assistance Paper 4. 

ED 236 815 


Oregon (Jefferson County) 
Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 
ED 238 184 
Oregon (Milwaukee) 
The Science Program at Rex Putnam High 
School. 
ED 238 186 
Oregon State University 
Oregon State University College Assistance Mi- 
grant Program Performance Report for 1982-83. 
ED 238 647 
Organisation for Economic Cooperation 


Development 


Compulsory Schooling in a Ch g World. 


ED 233 459 





Audio Teleconferencing. SAT Users Conference. 

ED 1239 $92 
Needed Changes in Teaching Organization. 

ED 236 676 
State Structures of Elementary/Secondary Gov- 
ernance. Issuegram 30. 

ED 234 511 
Subdividing Text: Headings, Content and Com- 
munication. 

ED 239 276// 


Organizational Behavior 
An Interactional Model for Resistance to Change 
in Educational Institutions. 


ED 234 917 


Organizational Change 
bs ag wd on Pre rer yor Change in 
dexed. Third 





vg 
ED 235 564 


The Cluster Philosophy and Its Manifestations at 
Oakton Community College. 
ED 233 748 


Coordinating the Organization of Library Ser- 
vices in Metropolitan Milwaukee. 
ED 237 097 


Employee Involvement, Attitudes, and Produc- 
tivity in High Technology Manufacturing: A 
Two-Year, Experimental Study. 

ED 235 516 
The Exit Interview as Monitor for Change: A Re- 
view of Literature. 

ED 236 743 
Highlights of Years of Growth, 1966-1983. 

ED 233 767 
An Interactional Model for Resistance to Change 
in Educational Institutions. 

ED 234 917 
Issue Management by School Superintendents: 
Final Report. Part II. 

ED 238 126 
Organizational Changes in Public Schools. 

ED 238 628 
Organizational Communication: Theoretical Im- 
plications of Communication Technology Appli- 


Subject Index 
cations. 


Rationality, Authori eh, add 
ti ay. u and An Enquiry 
into Some N eamend Sie ts of Organizational 
Effectiveness = a Patna Application to Public 


Schools. 

ED 235 579 
Relationships of Selected Factors to Summer Ses- 
sion Organizational Structure. 

ED 235 734 
The Reshaping of an Innovation. ACSN-The 
Learning Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 

ED 238 398 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the A hian Community Ser- 
vice Network to the National Institute of 
Education. 

ED 238 399 
School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 

ED 239 396 


Cupetentionsl Climate 
Business Environment. Instructor’s Guide 


{and} Student Materials. Business Issues in the 
Classroom. Revised. 

ED 238 804 
A Comparison of the Responsibilities of Univer- 
sity and Corporate Presidents. 

ED 233 657 


Educational Research Environments in the De- 
veloping World. 
ED 238 865// 


Organizational Evaluation Systems and Student 
— in Secondary Schools. Executive 


ED 236 066 
Organizational Evaluation Systems and Student 
Disengagement in Secondary Schools. Final Re- 


port. 
ED 236 067 
Organization Development Strategies to Increase 
the Effectiveness of Instructional Supervision. 
ED 236 821 
Practitioner Representations of Environmental 
Uncertainty: An Application of Discriminant 


Analysis. 

ED 234 391 
Rational Bureaucracy or Loosely Coupled Sys- 
tem? An Empirical Comparison of Two Images of 
Organization. 

ED 238 096 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44. 

ED 238 477 


Supervision in Weakly Normed Systems: The 
Case of the Schools. 
ED 239 381 


Two Dimensions of the Construct of Institutional- 
ization. 
ED 237 901 
Values in Higher Education: Conflict and Accom- 
modsticn. The Wilson Lecture Series, Lecture 
‘oO. 


ED 236 990 


Organizational Commitment 
Correlates of Instrumental and Affective Attach- 


ment to Organizations. 
ED 237 916 


Organizational Communication 


Accessing Organizational Culture: An Interpre- 


tive Approach. 

ED 239 333 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
rs December 1983 (Vol. 44 Nos. 1 ‘enieuh 


ED 238 017 
Commur ication Networks: A Literature Review. 

ED 234 433 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Active 
Listening. 

ED 236 433 


Communication T: Needs in Organiza- 
tions: A a Me Picishons Based Study. 

ED 233 411 
The Effectiveness of Communication Forms Used 
by the Soil Conservation Service and Soil and 





Subject Index 


Water Conservation Districts: A Dual Perspec- 
tive. 

ED 233 897 
Erosion of the At- Will Rule and Freedom of Com- 
munication in Private Sector Organizations. 

ED 234 456 
The Executive Woman: Rhetorical Visions in 
“Management Review,” 1951-1981. 

ED 238 057 
The Exit Interview as Monitor for Change: A Re- 
view of Literature. 

ED 236 743 
Gender Socialization from Child’s Play to Organi- 
zational Gaming: Roots of Female Corporate Par- 
ticipation in Children’s Games. 

ED 233 415 
The Interactions of the Student Aid Office. 

ED 235 720 
Negotiation through Power, Ideology, and Tech- 
nology in the Local Development of the Catholic 
Telecommunications Network of America. 

ED 235 518 
Network Analysis from a Functional Perspective. 

ED 233 426 
Order and Mystery in Negotiation Groups. 

ED 233 417 
Organizational Communication: Theoretical Im- 
plications of Communication Technology Appli- 
cations. 

ED 236 705 
Preparing the Communication Specialist: Some 
Implications of an Ongoing “Train the Trainer” 
Program in One Industry. 

ED 239 326 
Proceedings: International Technical Communi- 
—— (30th, St. Louis, Missouri, May 


ED 239 263 
A Rationale for Developing Communication 
Training Programs: Issues and Resources for Cur- 
ticulum Development. 


ED 238 070 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 

ED 237 852 
Rhetorical Epistemology and Critical Organiza- 
tional Communication Research. 

ED 238 034 
The 1983 Communication/Planning Guide and 
Calendar. 


ED 237 117 
Organizational Development 


An Approach to Designing Training and Devel- 
opment Programs. 
ED 239 320 


Assessing Social Settings to Design a Preventive 


Consultation. 

ED 239 165 
Bibliography on Organizational Change in 
Sind Setected: A F cod lodexad: ied 
Edition. 





ED 235 564 


Catalyst for Interorganizational Coll. 


ED 238 477 
Toward a Healthy Community ( i 
Events for Community Health Promotion). 
Ti for Training: Preparing ane “ 
raining or its for 
Work in ee Training. 
ED 236 519 


The University as an Organisation: System and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 

ED 238 369 


An Abashing Anomaly: The High Achieving Pre- 
omaly: The = chieving 
dominantly Black Elementary School. 
ED 236 274 
An Abashing Anomaly: The High Achieving Pre- 
dominantly Black Elementary School. Executive 
Summary. 
ED 236 275 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 
Arizona Commission of Indian Affairs 1983 An- 
nual Report. 
ED 239 786 
Asia Section. Regional Activities Division. Paper. 
ED 239 649 
Assessing the Impacts of Intergovernmental Eco- 
nomic Organizations: The Case of the World 
Bank and Nonformal Education. 
ED 235 987 


An Assessment of the Advisory Council for Tech- 
nical-Vocational Education in Texas. Final Re- 
port. 

ED 234 168 
Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 808 
Employee Involvement, Attitudes, and Produc- 
tivity in High Technology Manufacturing: A 
Two-Year, Experimental Study. 

ED 235 516 


Implementation of Community-Based Programs: 
Current Difficulties and Future Issues. 

ED 239 140 
Improving Productivity in Copyright Registra- 
bg Report by the U.S. General Accounting Of- 

ce. 

ED 234 779 
Keys to School Boardsmanship Project. Rural Ed- 
ucation Program Final Report. 

ED 235 935 
Making Participatory Management Work. Lead- 
ership of Consultive Decision Making in Aca- 
demic Administration. First Edition. 

ED 234 648// 

Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 

ED 233 862 
Quality Circles. ERIC Highlights for School Ad- 





The Partnership for Rural Improvement. Working 
Paper Series. 

ED 237 272 
CORE Conditions for Student Organization De- 
velopment. 

ED 233 285 
The CORE Model to Student Organization De- 
velopment. 

ED 233 284 
Indiana Vocational Technical College: Region 8. 
Organizational Development Research. A Multi- 
plex Opportunities for Vocational Education Re- 


port. 

ED 237 746 
The Locus of Career Vitality. ASHE 1983 Annual 
Meeting Paper. 

ED 235 761 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Quality Circles: Implications for Training. Over- 
view: ERIC Fact Sheet No. 24. 

ED 237 810 
Stages in Decline: How an Educational Organiza- 
tion Scales Down. 

ED 233 453 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44. 


May/June 1983. 
ED 236 807 
Rationality, Authority and Spindles: An Enquiry 
into Some Neglected Aspects of Organizational 
Effectiveness and a Partial Application to Public 


Schools. 

ED 235 579 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 

ED 234 520 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. — — 

D 234 519 

What Has Been Significant in UCEA’s Efforts to 
Prepare Educational Administrators? 


ED 239 387 
Organizational Objectives 

Creating Conditions for Successful Collaboration. 

ED 237 475 
The Development of Goals for Fiscal Year 1983. 

ED 234 855 
Flying High With Civil Air Patrol: The Sierra 
Blanca Civil Air Patrol Squadron. 

ED 233 856 
GODORT History and Procedural Manual. Re- 
vised and Enlarged. 

ED 237 095 
Navona § Purposes and Functions: Issues for the 
National — Group on Regional Educational 


Organizations (Groups) 303 


ED 234 721 
A Process for Reassessing Institutional Direction. 

ED 237 164 
Recommendations for Establishing Performance 
Objectives on Productivity Goals by Hawaii Vo- 
cational Rehabilitation and Services for the Blind 
(HVRSB). 

ED 235 317 


Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 

ED 235 861 
A Study of the Roles and Missions of the Public 
Junior Colleges of the State of Mississippi. 

ED 235 863 
Two Decades of Experience with Educational 
R&D Centers. 

ED 234 723 
World Confederation of Organizations of the 
Teaching Profession. Annual Report, 1983. 

ED 238 891 
1983 Annual Report of the American Camping 
Association. 

ED 238 653 


Organizational Process Model 
An Abashing Anomaly: The ay Achieving Pre- 


hool. 
ED 236 274 


dominantly Black Elementary 


Organizational Theories 
Correlates of Instrumental and Affective Attach- 


ment to Organizations. 

ED 237 916 
Leadership as Praxis: Issues in Administration. 

ED 233 473 
Managing Decline in Rural School Systems: Pro- 
gram Organization and Delivery. 

ED 235 930 


Public Schools and Weberian Bureaucracy: A 


Summary. 

ED 235 581 
Rational Bureaucracy or Loosely Coupled Sys- 
tem? An Empirical Comparison of Two Images of 
Organization. 

ED 238 096 
Rationality, Authority and Spindles: An Enquiry 
into Some Neglected Aspects of Organizational 
Effectiveness and a Partial Application to Public 


Schools. 
ED 235 579 
Base ser between Ed 


Organization Theory. Unouie Reports on 
Sanna 15. 





ED 238 084 
Retrenchment Policies and Their Organizational 
Consequences. 

ED 233 452 
Rhetorical Epistemology and Critical Organiza- 
tional Communication Research. 

ED 238 034 
Teachers’ Regulation of the Classroom. 

ED 235 567 
Theories of Levels in Organizational Science. 


ED 239 357 


Organizations ( 


Groups) : 
Communication Networks: A Literature Review. 
ED 234 433 
Development Education: NGO Priorities for the 
Eighties. Development Education Paper No. 17. 
ED 235 877 


Guidebook to Hispanic Organizations and Infor- 


mation. 

ED 237 613 
National and International Information Policies. 
IST 682, A Graduate Course. 

ED 237 103 


Native American Ascertainment: Three Reports 
on Serving Native American Broadcast Needs. 

ED 235 929 
Native American Public Administration Program 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 





ED 233 846 
Network Analysis from a Functional Perspective. 
ED 233 426 
Observations on the Organization of Social Re- 
search. 
ED 234 722// 
Participation of People with Disabilities: An In- 
ternational Perspective. Selected Papers from the 
1980 World Congress of Rehabilitation Interna- 
tional (Winnipeg, Canada, June 22-27, 1980). 





304 Organizations (Groups) 


ED 234 526 
The Process of Technological Innovation: Re- 
viewing the Literature. 

ED 233 697 
The Special Needs Learner: A Guide for Profes- 
sionals in Employment-Related Training. 

ED 233 172 
1983 Annual Report of the American Camping 
s¢sssociation. 


ED 238 653 


Orientation 

Generel and Specific Sotetaney | Role Induc- 
tion with Substance Abusing Cli: 

“ED 237 833 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
What Is Cooperative Occupational Education. 
Cooperative Occupational Education, Unit 1. In- 
structor Material and Student Material. 

ED 234 240 


Materials 

Directory of Library Instruction Materials in 
Pennsylvania Libraries. 

ED 233 740 
A Guidance Handbook for Parents & Students. 

ED 239 195 
School Systems and the Growing Minority. 

ED 236 772 
Writing Board Minutes. Importance of and Meth- 
ods for. (Revised). 

ED 239 391 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 

ED 239 823 

Ornamental Horticulture 

Technical Competencies in Greenhouse Manage- 
ment and Landscape Design Needed by 


High-School Teachers of Vocational Horticulture 
in Tennessee. Research Report Series No. 5. 


ED 233 211 
Orthographic Projection 
— Book in Print Reading for Machine 


ED 239 106 
Machine Shop. Block II. Print R 


ED 239 105 


Symbols 
to Spell: The Role of Visual Memory. 
Research Report 1/83. 


ED 237 982 
Makah Alphabet Book. 


ED 233 850 

Arthroscopic Surgery. 
ED 233 976 

aa of School Youth 
Services for 


The Bilingual Program in Auxiliary 
a Schools, 1981-1982. O.E.E. Evaluation Re- 


ED 238 993 

Idea Book: rege Sa the on van Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 


Job Adjustment of Disadvantaged Youth: A 
Study of Concurrent Validation. 

ED 237 601 
Recruitment Barriers to Vocational Education 
Programs as Perceived by Students, Teachers, 
Counselors and Administrators. 

ED 239 102 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final Report. 

ED 240 188 


of College-Bound Freshmen: New 
's Special Dilemma. ORM Volume 4: Re- 
cer 1. Special Report Series. 


ED 238 354 


ED 238 340 
Student Migration Into and Out of Connecticut: 
An Update. BHE Research Report, R-4-83. 


ED 235 724 


Outcomes of Education 
As the Twig Is Bent: A Review of Research on the 


Consequences of Day Care with Implications for 
Caregiving. 
ED 238 594 


Can Teachers Become Better Thinkers? 


ED 236 151 
Careering after College: the Validity 
of Abilities Learned in Colles for Later Career- 
ing and Professional Performance. Final Report: 
Overview and Summary. 

ED 259 556 
The Condition of Education. 1983 Edition. A Sta- 
tistical Report. 

ED 233 476 
The Development of a Baccalaureate Outcome 
Measure Based on a Generic Skills Theory of Hu- 
man Performance. 

ED 236 209 
Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
Meeting of the North East Association for Institu- 
tional Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 

ED 233 665 
The Effects of Long Term Experiential Learning 
Programs on Their Participants. 

ED 238 625 
The Effects of Variable and Specific Practice on 
Response Time to Individual Letters and on 
Overall Speed and Accuracy in Typewriting. 

ED 237 650 
An Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practices in Follow 
Through Classrooms.” 

ED 234 907 
A, Field Test of Industrial Sewing Curriculum Ma- 
terials. Student Achievement. 

ED 233 128 
Follow-Up Evaluation Studies and Procedures, 
College of Education, Bowling Green State Uni- 
versity, Bowling Green, Ohio. 

ED 240 083 
A Follow-Up Study on the Relationship between 
Vocational Evaluators’ Recommendations and 
Student Placement in Vocational Education Pro- 
grams. 

ED 233 129 
Four Years Later: Follow-Up of 1978 Entrants, 
Maryland Community Colleges. 

ED 234 850 
Impact Evaluation of Adult Basic Education Pro- 
gram Outcomes. ABE Evaluation Project Final 
Report. 

ED 239 032 
Indiana Vocational Technical College: Region 8. 
Organizational Development Research. A Multi- 
plex Opportunities for Vocational Education Re- 
port. 

ED 237 746 
Integration: Dead Horse for the Race? 

ED 238 995 
Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 

ED 237 829 
A Longitudinal Evaluation of the “Here’s Look- 
ing at You” Alcohol Education Program 
1978-1981. Final Report. 

ED 234 298 
A Longitudinal Follow-Up Survey of Students 
from Career/Technical Programs in British Co- 
lumbia Community Colleges and Institutes. Tech- 
nical Report. 

ED 238 472 
A Longitudinal Follow-Up Survey of Students 
from Career/Technical Programs in British Co- 
lumbia Community Colleges and Institutions. 
Summary Report. 

ED 238 473 
Longitudinal Study of Performance of Students 
Entering Harper College, 1972-1982. Volume 


XII, No. 12. 
ED 237 157 
Si a ee je in Cog- 
nitive elopment and Generic Abilities in an 
Outcome-Centered Liberal Arts Curriculum. Fi- 
nal Report, Research Report Number Six. 
Masi Assessm: f Basi notin de 
ent Oo! ic i cepts 
(MABRO). 


ED 236 649 
Mt. Druitt Longitudinal Study: Second Major Re- 


Subject Index 


port, 1983. 
ED 239 742 
One Year Later: A Follow-Up of the Harford 
Community College 1982 Graduates. 
ED 237 143 
Parent Involvement in Instruction, K-12: Re- 
search Synthesis. 
ED 235 397 
Performance Funding in Higher Education: Pana- 
cea or Peril? 
ED 236 980 
Preventing School Failure: The Relationship be- 
tween Preschool and Primary Education. Pro- 
ceedings of a Workshop on Preschool Research 
(Bogota, Colombia, May 26-29, 1981). 
ED 238 534// 
A Proposed Additional Index to Glass’ Effect Size 
Estimator with Application to Mas' 
Experiments. Technical Report Series No. 3. 
ED 236 232 
of Education in Small Colleges: Colleges 
of a Pride: Determination and Optimism. A Study 
of The Brunswick Foundation’s Small College 
Program. 
ED 235 738 
The Relationship between Education and Em- 
ployment in Spain. Reports Studies C.98. 
ED 237 645 
The School Action Effectiveness Study: Second 
Interim Report. Part I. Report No. 342. 
ED 237 892 
School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 
ED 239 396 
Schooling of Young Children: Cognitive and Af- 
fective Outcomes. Final Report. 
ED 237 215 
Schools: The Great American Success Story, Crit- 
ics Who Have Challenged the Validity of the 
Story, and a Proposed Synthesis of the Two Posi- 
tions in the New Continuing Education. 
ED 237 760 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 
ED 235 861 
Standards of Performance for Community Based 
Educational Institutions: Self-Assessment Work- 
book. 
ED 235 862 
Student Achievement in Public and Private 
Schonls. Issuegram 16. 
ED 234 504 
Student Perspectives on Liberal Learning at Al- 
verno College: Justifying Learning as Relevant to 
Performance in Personal and Professional Roles. 
Final Report, Research Report Number Seven. 
ED 239 563 
Swedish Research on Higher Education: Publica- 
= - English. R&D for Higher Education, 
ED 233 656 


Outdoor Activities 


Instructional Program Planning for Outdoor Edu- 
cation. 

ED 238 658 
Pok-O-MacCready Outdoor Education Center 
Resident Program Guide. 

ED 233 854 
Special Education...Naturally. 

ED 235 174// 

Themes. 

ED 235 994 
Visiting An “Egg Fectory” on the Farm: A Re- 
source Unit. 

ED 239 794 


Outdoor Education 
Canoeing. 


ED 238 636 

Directory of Interpretive Curricula in the United 
States and Canada. 

ED 238 695 
The Effects of Long Term Experiential Learning 
Programs on Their Participants. 

ED 238 625 
Environmental Education: A Sourcebook for Pri- 
mary Education. 

ED 236 086 


The Growirttg Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 1: Becoming a Farmer. 


ED 239 917 





Subject Index 


The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 2: Science. 
ED 239 918 
Instructional Program Planning for Outdoor Edu- 
cation. 
ED 238 658 
In Wilderness is Our Self Preservation. 
ED 234 961 
Making Good Boys Better: Nonformal Education 
in Boy Scouts. 
ED 239 815 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 
ED 239 823 
Outdoor Education Counselor Manual. 
ED 238 656 
Outdoor Education Student Log Book. 
ED 238 657 
A Playground that Extends the Classroom. 
ED 239 802 
Pok-O-MacCready Outdoor Education Center 
Resident Program Guide. 
ED 233 854 
Resident Environmental Classroom. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 
ED 236 291 
A Resident Outdoor Education Primer. Learning 
to Live Within an Environment. 
ED 233 875 
Short Term Experiential Laboratories in Aca- 
demic Courses. 
ED 238 624 
Special Education...Naturally. 
ED 235 174// 
Outliers 
Status of Research on Item Content and Differen- 
tial Performance on Tests Used in Higher Educa- 
tion. 
ED 234 056 
Outline Graphics 
The Outline Graphic. 
ED 238 413 
Visualizing the Verbal and Verbalizing the Visual. 
ED 238 417 
Outlining 
Direct Instruction in Metacognitive Strategies: 
Cumulative Instruction in Summarization and 
Graphic Organizer Construction vs. Graphic Or- 
ganizer Alone vs. an Outlining Strategy in 10th 
Grade World History. Technical Report No. 6. 
ED 237 966 
Precis Writing and Outlining: Aids to Learning 
Social Studies Content. 
ED 236 561 
The Self-Monitoring Negative Checklist: Pro- 
posal Writing Made Manageable. 
ED 234 408 


treach Programs 
Adult Recruitment Practices. 


ED 235 755 
Alcohol/Drug Education Services in Treatment. 

ED 235 128 
A College Marketing Plan That’s Working: Final 
Report. CASE Certification Program in Execu- 
tive Management. 

ED 233 751 
Developing Rape Services in a Multi-Ethnic, 
Multi-Racial Community: Community Program 
against Sexual Assault (CPASA). 

ED 234 331 
ESL Training for Haitians in the State of Florida. 
Final Summary Report. 

ED 238 250 
An Evaluation of the Nutrition Services for the 
Elderly. Volume I. Executive Summary. 

ED 234 014 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 

ED 234 016 
An Evaluation of the Nutrition Services for the 
Elderly. Volume IV. Appendices. 

ED 234 017 
An Evaiuation of the Nutrition Services for the 
Elderly. Volume V. Questionnaires. 

ED 234 018 
The Field Program Associate in the Partnership 
for Rural Improvement. 

ED 237 269 
Final Report on ESL Instruction for Adult Immi- 


Pan American University TX 305 


grants from North & Central America. 

ED 238 249 
John Jay High School. Project RESCATE. O.E.E. 
Evaluation Report, 1981-1982. 

ED 234 126 
The Portabie Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Rural Itinerant Manpower Services, 1978-1979. 

ED 235 950 
Secretary’s Initiative on Adult Li 

ED 239 037 
Take the Schools to the People. 

ED 239 338 
You Can Do It! Vocational Education. Volume 1: 

ing Your Approach. 

ED 237 684 
You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 

ED 237 685 


Teachers 
Perceptions of Outstanding Elementary Teachers 
About Themselves and Their Profession. Re- 
search Studies in Education. Technical Report 
No. 1. 


ED 238 854 


Outward Bound 
The Effects of Long Term Experiential Learning 


Programs on Their Participants. 

ED 238 625 
Outward Bound-An Adjunctive Psychiatric 
Therapy: Preliminary Research Findings. 

ED 239 791 
Short Term Experiential Laboratories in Aca- 
demic Courses. 


ED 238 624 


Over Easy (Television Series) 


An Evaluation of Over Easy, A Television Series 
* 7 about Older People. Second Edition, 
ED 233 676 
Overachievement 
Student Learning Processes: How Poorly Pre- 
pared Students Succeed in College. 
ED 238 506 
Overhead Projectors 
Adult Learning and Television. [and] Adult 
Learning and the Overhead Projector. [and] Us- 
ing Media with Adults. 
ED 235 796 
Over justification 
Overjustification: Constraint, Contrast, or Com- 
petence? 
ED 237 877 
Overpopulation 
Land and People, the Growing Pressure. 
ED 235 993 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 
ED 233 951 
The Population of China. One Billion, Eight Mil- 
lion People. 
ED 238 680 
A Survey to Identify University Student Attitudes 
toward the Role of Government in Controlling 
Human Population Growth. 
ED 240 026 
Overseas Employment 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 
ED 238 715 


Ownership 
Parity for Minorities in the Media. Hearing before 
the Subcommittee on Telecommunications, Con- 
sumer Protection, and Finance of the Committee 
on Energy and Commerce. House of Representa- 


tives, Ninety-Eighth Congress, First Session on 
H.R. 1155. A Bill to Amend the Communications 
Act of 1934 to Provide for Greater Participation 
of Minorities in Telecommunications. 

ED 239 600 


Oxygen Therapy a 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 5S. 
CPR, Oxygen Therapy. Revised. 
ED 239 058 
Ozarks 


The Ozarks Elementary Curriculum Project. 
ED 238 800 
Pacific Americans 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 
ED 238 974 
Asian- and Pacific-American Perspectives in Bi- 
lingual Education: Comparative Research. 
ED 239 011// 
Emerging Practices in Asian and Pacific-Ameri- 
can Bilingual Education: Models for Observing 
Bilingual Education. 
ED 237 627 
Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
bers in the United States. 
ED 240 189 
Past, Present, Future: Developing Linkages 
Around the Pacific Rim. Proceedings of the An- 
nual Conference of the Pacific Rim Association 
for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 


ED 235 732 


Pacific Northwest 


Hispanics in the Pacific Northwest. 

ED 237 305 
Library Statistics of Colleges and Universities in 
the Pacific Northwest, 1980-81. 


ED 237 089 


Pacific Region 


The Future of the Pacific Basin: A Keynote Ad- 
dress. 

ED 235 091 
Higher Education in Asia and the Pacific. Bulletin 
of the Unesco Regional Office for Education in 
Asia and the Pacific, Number 24. 

ED 238 330 
Pacific Telecommunications Council Conference. 
Papers and Proceedings of a Conference (Hono- 
lulu, Hawaii, January 7-9, 1980). 

ED 233 671 


Pacific Rim 
Past, Present, Future: Developing Linkages 
Around the Pacific Rim. Proceedings of the An- 
nual Conference of the Pacific Rim Association 
for Higher Education (3rd, Vancouver, British 
Columbia, October 12-13, 1982). 
ED 235 732 


Science Activities: Wider Issues-Some Consider- 
ations. Learning in Science Project. Working Pa- 
per 49. 
ED 236 027 
Self-Paced and Conventional Instruction in Navy 
Training: A Comparison on Elements of Quality. 
Technical Report 147. 
ED 233 182 
Pain Tolerance 
Effects of Laughter on Discomfort Thresholds. 
ED 233 267 
Painting (Industrial Arts) 
Auto Body. Block VII. AB-VII. 
ED 235 339 
Painting (Visual Arts) 
The Metaphoric Interpretation of Paintings: Ef- 
fects of the Clustering Strategy and Relaxed At- 
tention Exercises. 
ED 237 388 
Pakistan 
Attitudes towards Persons with Disabilities, Fol- 
lowing I.Y.D.P. (1981). With Suggestions for Pro- 
moting Positive Changes. 
ED 236 826 


Selected Bibliography of Educational Materials in 
Pakistan. Vol. 16, No. 1, January-March, 1982. 
ED 236 108 
Paleontology 
Dinosaurs. 
ED 239 928 


Pan American University TX 
College Assistance Migrant Program, Perfor- 
mance Report, 1981-82. 
ED 233 855 


College Assistance Migrant Program Perfor- 
mance Report, 1982-1983. 
ED 238 665 


College Assistance Migrant Program Progress 
Report, 1982-83. 





306 Pan American University TX 


ED 234 952 


Communication in Surveys: Examining Cognitive 
Effects in Survey Research. 
ED 233 357 


Pantomime 3 
ee is eioees A Sa. 
: ED 239 211 


Papago 
A Papago Grammar. 
ED 235 989 


(Tribe) 
is of Determinants ".xpacting on Educa- 
i Services of Handicapped Papago Students. 
Final Report. 
ED 239 468 
Paper (Material) 
Conservation Section. Management and Technol- 
ogy Division. Papers. 
Censieninguat Pomersiog Leary Meant. Pe 
ing and Library i 
pers Presented at the Allerton Park Institute (Ur- 
bana, Illinois, November 15-18, 1981). Allerton 
Park Institute Number 27. 
ED 233 743 
Materials Seaping The Virtue of Necessity. 
Worldwatch Paper 56. 
ED 238 723 


Paper Deacidification 
Conservation Section. Management and Technol- 
Division. P 
ED 239 643 


Papert (Seymour) 
A Revision of Learning and Teaching = Revision 
del aprender y del ensenar. 
ED 239 603 


Teaching the Turtle-A Paper on Papert. (Socio- 
logical icati of Computer Education for 
Women and Minorities). 

ED 238 415 


P Generalist Teaching 
ist Teaching Policy and Practice. 
ED 239 400 
Research in Mathematics Education in Papua 
New Guinea: 1983. Proceedings of the Mathe- 
matics Education Conference (3rd, Mathematics 
ma Centre, Lae, Papua New Guinea, May, 
ED 237 351 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. Math- 
ematics Education Centre Report No. 25. 


ED 233 882 
Paradigm Argument 
The Paradigmatic Mentality: A Diagnosis. 
ED 235 089 


Composition 
eo Descriptive Rhetoric of the ESL Para- 


ED 234 622 
Parallelogram Scaling Model 
Parallelogram Scaling of Binary Items. 
ED 238 924 


Infe he U: 

formation loper-User System Linki 

Roles of Education Assistan = & oe Manon 

~ gg Family Program. Research Bulletin 
o. a 


ED 234 974 


ED 237 716 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Salary Surveys. Eleventh Edition. 
- — ED aes oy 
inderstanding Children wit 
cial Needs. A Student Worktext. Child Sane. 
ment 322: Introduction to the Special Child. 
Working with Refugees: A Manual tte 
wi " lor 

fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 

ED 236 321 


Working with Refugees: A Manual for Parapro- 
pre men Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 


Personnel 


Paraprofessional School 
Assessment of Services Provided by Paraprofes- 
sionals. 


E of a Bilingual mate th Bilin. 
An Evaluation of a Bili wi in- 
gual ions:s Serving as the Primary In- 
structional Personnel, 1982-83. 

etn an 2 
Issues R i ise terpreters 
aera gary bod Setting. 


ED 239 454 


Parent 


Advisory Councils 
A Handbook for Title I Migrant Parent Advisory 
Councils: Understanding the S =Un Folleto 
Para los Concilios de itulo I Migrante: 
Entendiendo el Sistema. 


ED 238 640 


Parent 


Expectations of Malaysian Mothers for the 
Schooling of Their Children. 
Parental Involv Com Yalets Equity 
volvement ponent. uity 
Seekers (YES) Program. 
ED 234 199 


Parent 


Associations 

An Advocate’s Guide to Building Support for 
Gifted and Talented Education. 

ED 233 526 
A Handbook for Title I Migrant Parent Advisory 
Councils: Understanding the System=Un Folleto 
Para los Concilios de Padres Titulo I Migrante: 
Entendiendo el Sistema. 


ED 238 640 


Parent A 


ttitudes 
The Antecedents and ces of Maternal 
Adaptation in the Postpartum Period. Project Pre- 


pare. 

ED 238 553 
Attitudes towards Deinstitutionalization Held by 
Family Members of Institutionalized Mentally 
Retarded Persons. 





ED 239 422 
A Comparison of West German and Guestworker 
Parents’ Childrearing Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 

ED 238 544 
Conditions of Life and Parental Values. 

ED 233 821 
Cultural Pluralism, Physical Activity, and Youth 
Sports. 

ED 235 117 
“Don’t Act Ugly!”: Parents’ Attractiveness- 
Based Judgments of Preschool Children. 

ED 237 209 
Effects on Parents of Teacher Practices of Parent 
Involvement. Report No. 346. 

ED 237 500 
Home-School-Community Linkages: A Study of 
Educational Opportunity for Punjabi Youth. Final 
Report. 

ED 236 276 
emat: Surveys for Teachers, Parents, and 

tudents.] 


ED 233 464 
How Do Parent-Teacher Conferences Influence 
the Curriculum? 

ED 233 435 
The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 
Life Style Study: Children of the Lesser World in 
the ish-S i Caribbean. 


- Volume V: 
Household Structures and Settings. 
ED 239 741 


Making Good Boys Better: Nonformal Education 
in Boy Scouts. 
ED 239 815 


Needs Assessment of Services to Deaf-Blind Indi. 
viduals. Final Report. 
ee... 
on Science. in ice Project. 
Working Paper 50. 
ED 236 €28 


Parental Consistency in Child-Rearing Orienta- 
tion and Personality | Development. 


Subject Index 


ED 235 888 
Parental Responses to Their Children’s Cult 
Membership. 


ED 237 881 
The Parent as Naive Psychologist: Analyses of 
Parental Deliberations. 


ED 238 559 
Parent Involvement in the Lady Gowrie Child 
Centre, Adelaide, 1981: An ae Sy 
into Why Parents Become Involved to Differi 
— in Their Children’s Early Childh 
tre. 


ED 238 538 
Postsecondary Education Plans and Choices: Re- 
view of the Literature and Design for Analysis of 
the Parents Data. 

ED 233 255 
Science and the Media: Benbow and Stanley 
Revisited. 

ED 235 925 
Sex Differences in Children’s Math Achievement: 
Parental Attitudes. 

ED 235 927 
Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 
Students’ Perceptions of Their Parents’ Beliefs 
Concerning Their Academic Competence. 

ED 235 926 
Study of Teacher Practices of Parent Involve- 
ment: Results from Surveys of Teachers and Par- 
ents. Summary. 

ED 238 558 
A Survey of Montgomery County Parents Who 
Transferred Their Children between Public and 
Private Schools in 1980-81. 

ED 234 483 
Working Parents, Schools and Children in 
Self-Care. 


ED 238 552 


Expectations of Malaysian Mothers for the 
Schooling of Their Children. 

ED 237 286 
The Recurrence of Abuse in Child-Abusing Fami- 
lies. Final Report. 

ED 238 539 


Parent Child Relationship 


Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
Ties. 

ED 236 455 
Birth, Interaction and Attachment: Exploring the 
Foundations for Modern Perinatal Care. Pediatric 
Round Table: 6. 

ED 233 786 
Bonding and Attachment in Adoptive and Nona- 
doptive Mother-Infant Dyads. 

ED 237 232 
Communicating with Children. 

ED 234 928 
Competency Based Parent Training Project. Final 
Report. Working Papers in Developmental Dis- 
abilities. 

ED 235 671 
A Description of the Interaction among Mother, 
Child and Bocks in a Bedtime Reading Situation. 

ED 234 621 
Early Interactions between Infants and Their 
Postpartum Depressed Mothers. 

ED 239 777 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 
1981-82. 

ED 234 124 
The Establishment of Autonomy: Assisting Late 
Adolescents with Positive Management of Sepa- 
ration Issues. 

ED 233 290 
Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
The Family: Nursing Perspectives in Birth and 
Parenting, N-201. 

ED 238 467 
The Forgotten Sufferers: Children of Inmates. 

ED 235 439 
How to Make Your Child a Winner! 

ED 233 792 
Infancy in the a Social Policy and the Ear- 
liest Years of Life. 

ED 234 892 





Subject Index 


Maternal Attachment and Mothering Disorders. 
Pediatric Round Table: 1. Second Edition. 

ED 233 781 
Minimizing High-Risk Parenting: A Review of 
What Is Known and Consideration of Appropriate 
— Intervention. Pediatric Round Table: 


ED 233 787 
Mothers’ Contribution to an Early Intervention 
Program for Hispanic Children. 

ED 237 212 
Once a Parent, Always a Parent. 

ED 236 523 
Parental Consistency in Child-Rearing Orienta- 
tion and Personality Development. 

ED 235 888 
Parental Responses to Their Children’s Cult 
Membership. 

ED 237 881 
The Parent as Naive Psychologist: Analyses of 
Parental Deliberations. 

ED 238 559 
Parenting Behaviors in Prime-Time Television: A 
Content Analysis. 

ED 239 587 
Parenting Stress Index: Manual, Administration 
Booklet, [and] Research Update. 

ED 238 896 
Patterns of Maternal Behavior with First- and 
Second-Born Children: Evidence for Consistency 
in Family Relations. 

ED 233 804 
Perceptions of Self and Parents among College 
Students of Different Sexual Orientations. 

ED 235 444 
The Range and Consistency of Preschoolers’ Re- 
union Responses in Day Care. 

ED 235 892 
Redefining the Grandparent Role. Office of Par- 
ent Development International Research and De- 
velopment Reports. 

ED 238 545 
The Role of Adults in Infant Development: Impli- 
cations for Early Childhood Educators. 

ED 238 533 
The Role of Infant Cognitive Level in Moth- 
er-Infant Interaction. 

ED 233 790 
oe Interactions of Preschool Hyperactive 

ys. 

ED 235 924 
Social Responsiveness of Infants. Pediatric Round 
Table: 2. 

ED 233 782 
Some Correlates of Child-Rearing Attitudes. 

ED 235 907 
Structural Analysis of Parent-Child Research 
Models. 

ED 234 916 
Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para los Padres 
y los Pre-Escolares. 

ED 239 476 
Treatment of Conduct Disorders in Childhood: A 
Comparative Study. 

ED 237 890 


Parent Counseling 
Basic Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular Se- 
Ties. 

ED 236 455 
Locus of Control Between Black Parents and 
Their Children: Applied Educational Research 
and Evaluation. 


ED 240 195 


Education 
Competency Based Parent Training Project. Final 
Report. Working Papers in Developmental Dis- 
abilities. 


ED 235 671 
Connections: Developing Skills for the Family of 
the Young Special Child, 0-5. [and] A Coordina- 
tors Guide. 

ED 233 538 
The Early Childhood Model Parenting Program. 

ED 238 526 
Early Intervention Methods for Child Abuse Pre- 
vention. 


ED 235 890 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 
1981-82. 


ED 234 124 
Family Learning Activities in British Columbia. 
Discussion Paper 06/81. 

ED 237 778 
Family Life Education - A Shared Learning Expe- 
rience. 


ED 239 945 
Grandparenting: Using Pictures To Transform the 
Group. 

ED 237 922 
| a for Parents with Developmental Disabili- 


ED 233 546 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
Home, School, and the IEP. ESEA Title IV Part 
C Project Report, Final Evaluation Report, 
1981-82. 

ED 234 120 
How to Help Your Children Achieve in School. 

ED 233 814 
Intellectually Handicapped Mothers: Problems 
and Prospects. Working Papers in Developmental 
Disabilities. Draft. 

ED 235 657 
Intensive Services to Families At-Risk Project. 
Working Papers in Developmental Disabilities. 

ED 235 660 
La Educacion Especial para Ninos con Im- 
pedimentos Desde Recien MNacidos Hasta Cinco 
Anos de Edad = Special Education for Handi- 
capped Children Birth to Five. 

ED 234 528 
New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 

ED 233 535 
Parental Involvement Component. Ysleta Equity 
Seekers (YES) Program. 

ED 234 199 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 

ED 237 246 
Parenting for Yourself and Your Child. A Parent- 
ing Curriculum for High Risk Families. Neglectful 
and Abusive Parents: Curriculum Development 
and Pilot Program. Final Report. 

ED 236 342 
A Parents’ Guide for Well-Baby Care and Minor 
Hospitalizations. 

ED 237 188 
Parents: Yes You Can! 

ED 236 117 
Parent Training with Asthmatic Children. 

ED 235 900 
The Parent Tutorial Curriculum: A Home Instruc- 
tion Program of Family Life Education for Clients 
of a Child Welfare Agency. 

ED 237 666 
The Parent Workshop. Communication Skills. 
PCRP Fall 1983 Working Edition. ; 

ED 238 528 
Primary Prevention of Sexual Child Abuse: A 
Program of Direct Child Education. 

ED 237 234 
A Strategy for Assessing Motorically-Impaired 
Infants. Working Papers in Developmental Dis- 
abilities. Draft. 

ED 235 658 

Training Bilingual Parents as Career Educators 

for Handicapped Youth. 

ED 236 825 


Parent Financial 


Contribution 
Estimating the Full Cost of Family-Financed 
Time Inputs to Education. 
ED 234 494 
Postsecondary Education Plans and Choices: Re- 
view of the Literature and Design for Analysis of 
the Parents Data. 


ED 233 255 


Parent Influence 


Community and Parental Influence: Effects on 
Student Motivation and French Second Language 
Proficiency. 

ED 235 684 
Competent Children at Risk: Their Parents and 
Families. 1. Description of Study and Measures. 

ED 237 225 
Competent Children at Risk: Their Parents and 
Families. 2. Markers of Competent Children. 

ED 237 226 
The Congruence between Reason for Referral and 


Parent Participation 307 


Placement Outcome. 

ED 236 850 
Early Interactions between Infants and Their 
Postpartum Depressed Mothers. 

ED 239 777 
Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
Maternal Involvement and Academic Achieve- 
ment. 

ED 237 201 
Parental Involvement Component. Ysleta Equity 
Seekers (YES) Program. 

ED 234 199 
Sex Role Identification and eg Rearing 
Practice: Determinants of Type A Behavior in 
College Age Women and Men. 

ED 234 321 
Social and Motivational Influences on Reading. 
Technical Report No. 288. 

ED 235 465 
Socialization of Affect: Effects of Parent Atti- 


ED 238 543 


Parent 


Materials 
= Special Edition on Testing. Spring 
; ED 234 082 


Parent 


e Participation 

Bring a Parent to Lunch 

ED 239 345 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 

ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 

ED 236 893 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 

ED 236 894 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. 

ED 236 895 
Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 

ED 236 229 
Chapter I Parent Involvement Component, 
1982-83. Report of Evaluation. 

ED 236 225 
Community Involvement. 

ED 240 056 
For Parents of Handicapped Children: Tips for 
Working with School Personnel. For Your Infor- 
mation. 

ED 236 902 
George W. Wingate High School Bilingual Dem- 
onstration College Preparatory Program, 1981- 
1982. O.E.E. Evaluation Report. 

ED 238 992 
Handbook for Library Volunteers. Rev. 

ED 237 118 
A Handbook for Title I Migrant Parent Advisory 
Councils: Understanding the System= Un Folleto 
Para los Concilios de Padres Titulo I Migrante: 
Entendiendo el Sistema. 

ED 238 640 
Hand-In-Hand: Parents and Educators Building a 
Partnership. 

ED 236 814 
Helping Children Develop Good Study Habits: A 
Parents’ Guide. 

ED 240 061 
Looking into Future Experience. An Early Career 
Awareness Program. 

ED 239 040 
Maternal Involvement and Academic Achieve- 
ment. 

ED 237 201 
Neighborhood Centre Project, Hull, September 
1982 - October 1983. 

ED 233 795 
Newtown High School. Se Chinese/Korean 
Bilingual Arts Resource Center, 
1981-1982. O.E.E. Evaluation Report. 

ED 234 128 
The Organizing of Parents to Support Bilingual 
Education. 

ED 235 296 
Parent Involvement in Instruction, K-12: Re- 
search Synthesis. 

ED 235 397 





Parent Involvement in the 


ED 238 538 
Parent Involvement in the Multidisciplinary- 
Team Process. 

ED 235 670 
Parents and Reading: A Guide to Home Activities 
for Children. ing On. 


Centering 
ED 236 526 
Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 
ED 234 366 
Parent Volunteer Handbook. Teachers Need Par- 
ents-Parents Need Teachers-Students Need 
Both. 


ED 240 170 
Planning for Parent Participation. Volume I: Con- 
sidering Alternatives. 

ED 236 111 
Planning for Parent Participation. Volume II: 
Planning to Reach Goals. 

ED 236 112 


Project PACT: Parents and Children Together. 
Evaluations of the Third and Fourth Year, 
1979-1980 and 1980-1981. 

ED 236 909 
Reaching Out: Achieving Community Involve- 
ment with Developmentally Disabled Children: A 
Step by Step Approach. 

ED 238 229 


Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 
Study of Teacher Practices of Parent Involve- 
ment: Results from Surveys of Teachers and Par- 
ents. Summary. 

ED 238 558 
You, Your Child, and Language: Activities for 
Language Development. Second Edition 

ED 236 897 

Parent Professional Preschool Perfor- 


mance Profile 
A Teacher’s Perspective of the Five P’s. The Five 
Preschool Children’: 


ED 239 427 
Validation Studies of the Five P’s. The Five P’s: A 
New Handicapped Preschool Children’s Assess- 
ment Tool. 

ED 239 428 

Parent Resources 

Adoption Resource Directory: Region X. 

ED 238 554 


Parent Responsibility 
Acts of God and/or Rites of Families: Accidental 
Versus Inflicted Child Disabilities. 


ED 234 891 
Dual Career Families and the Parental Roles They 
Assume with Their Young Children. 


ED 237 233 
Once a Parent, Always a Parent. 


ED 236 523 


ED 239 189 


Rights 
Parent Guide to Special Education Rights and 
Responsibilities. 
ED 234 596 


School Systems and the Growing Minority. 
ED 236 772 
Parent Role 
Death Education in the Home and at School. 
ED 233 253 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 


tors a 


ED 236 814 
How to Make Your Child a Winner! 


_ ED 233 792 
Improving Your Child’s Listening and Language 
Skills: A Parent's Guide to Language Develop- 
ment. 


ED 234 576 


Increasing Self Concepts of Young Bilingual Chil- 
dren in Home the Role of 
Parents in Project P.I.A.G.E.T.-Titie VII. Techni- 
cal Paper 150. 

ED 233 819 


Joint Picture Book Reading as Memory Training 
for Toddlers. 


ED 234 895 
A Manual for Parents of Gifted Children. 

ED 239 445 
Medical Issues in the Education and Care of Chil- 
dren Requiring Extensive Special Education Pro- 
gramming. Working Papers in Developmental 
Disabilities. 

ED 235 659 


Middle-Class Childhood: Building a Competitive 
Advantage or Early Burn-Out. 

ED 238 548 
Mothers’ Contribution to ~ iu Intervention 
Program for Hispanic Chil 

ED 237 212 


“Mountain Education”: The Answer to the “3 
D’s.” Drinking, Driving & Drugs. A Communica- 
tion Manual for Parents. 
ED 235 435 
Parent Helper: Handicapped Children Birth to 
Five. Communication. 
ED 234 542 
Parent Helper: Handicapped Children Birth to 
Five. Socialization. 
ED 234 543 
Parenting Behaviors in Prime-Time Television: A 
Content Analysis. 
ED 239 587 
Parent Involvement in the Multidisciplinary- 
Team Process. 
ED 235 670 
Parents Ask PACER = Los Padres Preguntan a 
PACER. 
ED 239 440 
Preferred Parenting: Comparisons of Working 
Women and Men. 
eaching Out: Achi Co: a in ; one 
R it: Achie mmuni volve- 
ment with peaenelly Disabled Chitdsens A 
Step by Step Approach. 
ED 238 229 
Reading and Successful Living: The Family- 
School Partnership. 
ED 235 466// 
Saturday Programs for the Gifted: An Alternative 
for Parent Advocacy Grouys. 
ED 239 446 
What Shall We Tell the Children? [Revised]. 
ED 237 189 


Parent School R 


Bring a Parent to Lunch 

ED 239 345 
Community Involvement. 

ED 240 056 
The Early Childhood Model Parenting Program. 

ED 238 526 
For Parents of Handicapped Children: Tips for 
—— with School Personnel. For Your Infor- 


ED 236 902 
“Hi. Your Kid Cut Class Today. At the Tone,...” 

ED 238 103 
Home, School, and the IEP. ESEA Title IV Part 
C Project Report, Final Evaluation Report, 
1981-82. 

ED 234 120 
The Identification of Students Who Would Bene- 
fit from Retention. 

ED 237 840 
The Organizing of Parents to Support Bilingual 
Education. 

ED 235 296 
Parent Involvement in Instruction, K-12: Re- 
search Synthesis. 

ED 235 397 
Parent Involvement in the Lady Gowrie Child 
Centre, Adelaide, 1981: An ieplanbery Study 
into Why Parents Become Involved to Differing 
Degrees in Their Children’s Early Childhood 
Centre. 

ED 238 538 
Parent Involvement in the Multidisciplinary- 
Team Process. 

ED 235 670 
Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 


Subject Index 


ED 234 366 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a Padre: Guia para Padres 
con Alumnos en la Escuela Superior. 

ED 238 983 
The Practice of Special Education. 

ED 235 609// 

School Systems and the Growing Minority. 

ED 236 772 
Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 
Study of Teacher Practices of Parent Involve- 
ment: Results from Surveys of Teachers and Par- 
ents. Summary. 

ED 238 558 


Parent 


Speaker Program 
Reaching Out: Achieving Community Involve- 
ment with Developmentally Disabled Children: A 
Step by Step Approach. 
ED 238 229 


Parent Student Relationshi 


Pp 

Effects on Parents of Teacher Practices of Parent 
Involvement. Report No. 346. 

ED 237 500 
Helping Children Develop Good Study Habits: A 
Parents’ Guide. 

ED 240 061 
How Do Parent-Teacher Conferences Influence 
the Curriculum? 

ED 233 435 
How to Help Your Children Achieve in School. 

ED 233 814 
Increasing Self Concepts of Young Bilingual Chil- 
dren in Home Settings: Discovering the Role of 
Parents in Project P.1.A.G.E.T.-Title VII. Techni- 
cal Paper 150. 

ED 233 819 
Parent Involvement in Instruction, K-12: Re- 
search Synthesis. 

ED 235 397 


Parent Teacher Conft 


erences 

Hand in Hand with Parents: A Teacher’s Guide to 
Parent Communication. 

ED 240 171 
How Do Parent-Teacher Conferences Influence 
the Curriculum? 

ED 233 435 
A Resource Module to Develop Elementary Pres- 
ervice Teacher Competency in Communicating 
with Parents and Other Adults. 

ED 236 141 


Parent Teacher Cooperation 


A Computer in the Classroom. 

ED 238 426 
Effects on Parents of Teacher Practices of Parent 
Involvement. Report No. 346. 

ED 237 500 
Hand in Hand with Parents: A Teacher’s Guide to 
Parent Communication. 

ED 240 171 
How Do Parent-Teacher Conferences Influence 
the Curriculum? 

ED 233 435 
Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 

ED 234 366 
Remediating Institutional and Individual Disabili- 
ties: The Law, the School and the Child. 

ED 234 581 
Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 
A Teacher’s Perspective of the Five P’s. The Five 
P’s: A New Handicapped Preschool Children’s 
Assessment Tool. 


ED 239 427 


Parent Workshops 


Conference Serine on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-Taking Behav- 
ior and Young Adolescents; [and] Understanding 
Early Adolescence: An Overview. 

ED 238 530 
Connections: Developing Skills for the Family of 
the Young Special Child, 0-5. [and] A Coordina- 
tors Guide. 

ED 233 538 
Family Life Education - A Shared Learning Expe- 
rience. 





Subject Index 


ED 239 945 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
The Parent Workshop. Communication Skills. 
PCRP Fall 1983 Working Edition. 

ED 238 528 
Training Bilingual Parents as Career Educators 
for Handicapped Youth. 

ED 236 825 

Parental Child Sna‘ 

Parental Child Snatchi 
Survey Techniques to 
Problem. 


: The Use of Telephone 
tudy a Hidden Family 


ED 240 130 


Parental Kidnaping Prevention Act 1980 
Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing 
the Subcommittee on Crime of the Committee on 
the Judiciary, House of Representatives, Nine- 
ty-Seventh Congress, First Session (September 
24, 1981). 

ED 234 911 


Parenthood 
Interactive Processes in the Childbearing Family: 
Conceptual and Methodological Issues. 
ED 237 205 


Parenthood Education 

Education for Parenthood. Final Evaluation Re- 
port. 

ED 238 540 
Human Development Student Modules. 

ED 237 638 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 


Parenting 

The Antecedents and Consequences of Maternal 
Adaptation in the Postpartum Period. Project Pre- 
pare. 

ED 238 553 
Education for Parenthood. Final Evaluation Re- 
port. 

ED 238 540 
Middle-Class Childhood: Building a Competitive 
Advantage or Early Burn-Out. 

ED 238 548 


Parenting Stress Index 
Parenting Stress Index: Manual, Administration 
Booklet, [and] Research Update. 
ED 238 896 


Parents 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
Ep : Preliminary Final Report. Volumes 
and II. 

ED 235 901 
Child Custody in Divorce: Parents Describe Their 
Decisions. 

ED 234 310 
Development of Public Affairs Media Use. 

ED 238 044 
Intellectually Handicapped Mothers: Problems 
and Prospects. Working Papers in Developmental 
Disabilities. Draft. 

ED 235 657 
“Mountain Education”: The Answer to the “3 
D’s.” Drinking, Driving & Drugs. A Communica- 
tion Manual for Parents. 

ED 235 435 
Recruitment of Native American Parents: Ideas 
for Practice. 

ED 237 275 
The Recurrence of Abuse in Child-Abusing Fami- 
lies. Final Report. 

ED 238 539 
Teaching Listening Skills for Parents. 

ED 234 438 
Yours, Mine or Ours: Child Custody Decisions. 
Revised. 

ED 233 818 

Parity 

The Role of Infant Cognitive Level in Moth- 
er-Infant Interaction. 

ED 233 790 


Parkland College IL 
The Influence of a Book Display on Circulation in 
a Two-Year College Library. 


ED 233 723 


Who’s Where in Recreation Education: A Direc- 

tory of Professional Preparation Curricula in 

Parks, Recreation, Leisure, and Related Areas. 
ED 236 132 


Parochial Schools 
Legal Problems of Religious and Private Schools. 
ED 238 169 


(Statistics) 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 
ED 235 186 


Parsing = 
The Next Word on Verbal Ability. 
ED 236 572 


Parsons College IA 
Parsons College: Innovative Ideas, or Unethical 
Practices. 
ED 239 534 


Part Time yment 

A Human Resource Management Perspective on 
Work Alternatives for Older Americans. 

ED 234 228 
Making Work Go Round. Plans for Combatting 
Unemployment. Special Report. 

ED 236 322 
Work on the Campus: Benefits for Student and 
Institution. 

ED 235 443 


Part Time Faculty 

Analysis of Scores on Principles of Adult Learn- 
ing Scale for Part-Time Faculty and Recommen- 
dations for Staff Development Activities. 

ED 235 355 
Bibliography. Part-Time Faculty. 

ED 233 658 
The Conceptualization and Design of a Staff De- 
velopment Model for Community College 
Part-Time Faculty. 

ED 237 674 
The Conceptualization and Development of a 
Staff Development Model for Community Col- 
lege Part-Time Faculty. 

ED 239 661 
Faculty Development Manual for Adjunct Staff in 
Postsecondary Occupational Programs. 

ED 233 777 
Faculty Evaluation in an Adult External Degree 
Program. 

ED 238 344 
Faculty Salaries in the California Community 
Colleges: 1982-83 Academic Year. Commission 
Report 83-27. 

ED 234 856 
The Quest for Excellence. Annual Report of the 
Executive Director of the Commission on Higher 
Education. 

ED 234 681 


Part Time Students 

Fall 1983 Enrollments, North Dakota Institutions 
of Higher Education. 

ED 238 386 
Ontario Postsecon Enrolment Report, 
1977-81: Universities, Colleges of Applied Arts 
and Technology, Other Postsecondary Institu- 
tions = Rapport sur l’effectif des etablissements 
postsecondaires de l’Ontario, 1977-1981: Univer- 
sites, colleges d’arts appliques et de technologie, 
et autres etablissements postsecondaires. 

ED 235 709 
The Part-Time Student in the Library. 

ED 234 803 
Urban Corridor Consortium Task Force on 
Part-Time and Commuter Students. Final Report. 

ED 234 699 


Partial V 


ision 
Helping the Visuall: ally Impaired Student with Elec- 
tronic Video Visual Aids. 
ED 236 905 


Participant Characteristics 
An Evaluation of the Nutrition Services for the 
Elderly. Volume II. Analytic Report. 
ED 234 015 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 
ED 234 016 


Hired Farm Labor Data from the Decennial Cen- 
sus: Limitations and Considerations. 

ED 239 799 
Intragroup Inconsistency in Public Policy Analy- 
sis. 


ED 238 142 
The Organization of Citizen’s Educational Be- 
liefs. 


ED 234 481 
The Prediction of Interest in Health Promotion. 

ED “ — 
A Profile of Colorado’s Adult Learning N: 
and Resources. 

ED 239 093 
R.S.V.P. Teacher-Coordinator Handbook. 

ED 235 966 
Using the MBTI to Predict Career Development 
Program Usefulness. 

ED 239 175 
Whatever Happened to Rural Women? A Com- 
parative Study of Labor Force Participation. 

ED 235 961 
What Turns Older Adults on to Education. Re- 
search Describing Participation in Educational 
Activities by Active Older Adults. 

ED 239 091 


Observation 
Journalistic Observation as a Qualitative Re- 
search Method for Sociology. 
ED 233 940 


it Satisfaction 

Adult Participation in Lifelong Learning Activi- 
ties in California. 

ED 239 030 
The College Descriptive Index (C.D.I.): Develop- 
ment and Background Information. Technical 
Manual. 

ED 236 206 
Creative Health for Elders through Psychology 
and Art: A Pilot Study. 

ED 234 326 
Determinants of Successful Divorce Settlement 
Outcomes. 

ED 239 173 
Energy & Man’s Environment Impact Study. 
Summary of Results. 

ED 237 366 
Evaluation of the Recreation Leadership Program 
at Caldwell Community College and Technical 
Institute. 

ED 238 461 
Evaluation of the Telecourse Program at Saddle- 
back College: Student Retention and Academic 
Achievement. 

ED 239 684 
Follow-Up Study of 1981 Harper Transfer 
Alumni. Volume XII, No. 13. 

ED 239 681 
Follow-Up Survey of Graduates of 1981 and 
1982, New Hampshire Vocational Technical Col- 
lege. 

ED 239 685 
Government and Sport Transformation in Can- 
ada. 


ED 238 886 
Impact Evaluation of Adult Basic Education Pro- 
gram Outcomes. ABE Evaluation Project Final 
Report. 

ED 239 032 
JCCC Students: Characteristics and Perceptions, 
Spring 1983. 

ED 238 486 
Nontraditional and Traditional Completers’ Atti- 
tudes toward School and Work. 

ED 237 708 
One Year Later: A Follow-Up of the Harford 
Community College 1982 Graduates. 

ED 237 143 
The Status of Educational Attainment and Perfor- 
mance of Adult American Indians and Alaska Na- 
tives. 

ED 237 249 


Participation 
Adult Participation in Lifelong Learning Activi- 
ties in California. 


ED 239 030 
Discussion Starters. Technical Note No. 25. 
ED 238 610 
— — oa Dropout in a Psychoso- 
ogram for the Chronically 
faumey Disabled. 





310 Participation 


Hispanic Participation in the Administration 
the California Community Colleges: 1981-82. 

ED 238 622 
Learning Activities of California Adults. Commis- 
sion Repert 81-4. 

ED 236 318 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase 


ED 233 874 
Parity for Minorities in the Media. Hearing before 
the Subcommittee on Telecommunications, Con- 
Protection, and Finance of the Committee 


Act of 1934 to Provide for Greater Participation 
of Minorities in Telecommunications. 

ED 239 600 
Subsidizing On-the-Job Training. An Analysis of 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 

ED 236 387 


What Turns Older Adults on to Education. Re- 
search Describing Participation in Educational 
Activities by Active Older Adults. 

ED 239 091 


Rates 
Adult Participation in Lifelong Learning Activi- 
ties in California. 


ED 239 030 


Participative Decision Making 

The Changing World of Personnel Management. 

ED 236 798 
Collaborative Research as a Means of Disseminat- 
ing Models to Improve 

ED 240 076 
Community Development in Small Schools. 

ED 234 934 
Creating “Informed Interest” in Education. The 
Editor’s Page. 

ED 236 768 
Developing an Effective School Budget in the 
Reservation School: PPBS and the School Philos- 


ophy. 

ED 234 946 
A Digest of Ideas for Implementing the Manage- 
ment Team: Or, How We All Have Our Say If Not 
Always Our Way. 

ED 239 372 
Direct Legislation Campaigns and Parapolitical 
a A Case for Communications Anal- 


ED 235 529 
Discrepancy between Ideal and Reality: An Over- 
view of Regular Educators’ Perceptions of Their 
— Special Education Decision Making 


ED 234 530 
Faculty Issues: Surviving the Stress of the Eight- 
ies. 


ED 233 662 
Goal Setting Participation and Leader Suppor- 
tiveness Effects on Performance. 

ED 237 910 

les. 

= iL 116 

Participatory Management Work. Lead- 
erp of Consultive Decision Making i 
demic Administration. First Edition. 
ED 234 648// 
The Quality Circle and the American Survey: 
What to Do When You Can’t Have Lunch. 

ED 233 770 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 

ED 236 807 
= Circles in — em An Experiment 
in ses of Japanese Management 
Methods. 


ED 233 758 
Quality Circles: Involvement, Problem-Solving, 
and Recognition. 


ED 237 168 
Two Dimensions of the Construct of Institutional- 


_ED 237 901 


ED 233 271 
sietiation of 


Partnership 
Catalyst for In 


Upgrading School Quality. 
ED 235 253 


Youth Participation in School and Public Librar- 
ies. 


ED 238 443 


Participatory Research 
Creating Knowledge: A Monopoly? Participatory 


Research in Development. Participatory Re- 
search Network Series No. 1. 
ED 235 373 
Participatory Research: An Emerging Alternative 
Me in Social Science Research. Partici- 
patory Research Network Series No. 2. 
ED 235 374 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3. 
ED 235 375 


for Rural Improvement 
izational Collaboration: 
The Partnership for Rural Improvement. Working 
Paper Series. 

ED 237 272 
The Field Program Associaie in the Partnership 
for Rural Improvement. 

ED 237 269 
Partnership for Rural Improvement: External Re- 
view. February 23-March 5, 1980. 

ED 235 985 
Partnership for Rural Improvement: New Dimen- 
sions. Annual Report 1980-1981. 

ED 235 983 
Partnership for Rural Improvement: Publications, 
1976-1983. 

ED 234 963 
Partnership for Rural Improvement: The Manage- 
ment for Transition. Annual Report 1981-1982. 

ED 235 984 


Pasco School District WA 


Evaluation of Computer Assisted Instruction in 
Math, Pasco School District. Final Report. 
ED 235 959 


Passports 
oe - Language “Gateway”: The Pass- 


port Lesso: 
ED 238 274// 


its 
Intellectual Property: Developing an Equitable 
Policy. 


ED 236 971 


Probabilistic Extensions of the Traditional Forms 
of Path Analysis and Causal Modeling. 

ED 237 554 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 

ED 235 186 


Patient Care 


Instructional Analysis for Health Occupations. 
ED 234 142 


Patient Education 


Professional Preparation in Patient Education. 
ED 234 702 
Self Care Resource Corner: Its Impact on Appro- 
priate Health Service Utilization. 
ED 238 871 


Nurses’ Resolutions of Six Ethical Dilemmas. 
ED 233 659 
Outward Bound-An Adjunctive Psychiatric 
Therapy: Preliminary Research Fin: 
ED 239 791 
Preparation of Young Healthy Children for Possi- 
a Hospitalization: The Issues. Monograph No. 


ED 239 738 


Patriotism 
[Patriotism and the American Flag. Articles Com- 


piled from Nine Issues of “Instructor” and 
“Grade Teacher Magazines.] 
ED 239 931 


Pattern Drills 


Cage) 
Bridge the Gap: A to the Development of 
Acquisition Activities Targeting Grammar and 
Meaningful Communication. 

ED 238 259// 
Cebuano for Beginners. PALI Language Texts: 


Subject Index 
Philippines. 
Learning by Heart and by Habit. 


ED 239 485 


ED 238 295 
Pattern Recognition 
Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 


ED 233 902 
Perceiving Layout without Effective Schemas. 


ED 237 850 
4 X 4 Square Arrays. 
ED 238 676 


Scoring 
Number Correct versus Pattern Scoring: Results 
for Ethnic Groups. 


Patterned Saas 
Learning by Heart and by Habit. 


Pawnee (Tribe) 
The Life of the Pawnee People (Upper Elemen- 


tary Unit). 

ED 235 933 
The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 


ED 236 175 


ED 238 295 


ED 235 934 


Payroll Records 
Report on the Payroll System. MORE: Manage- 
ment Operations Review & Evaluation. 
ED 234 520 


Peabody Picture Vocabulary Test (Re- 
vised) 


Item Bias in the PPVT-R for Anglo-American and 
Mexican-American Children. 
ED 236 212 


Peace 

Cycles of Protest in West Germany: Experiences 
from Three Decades. 

ED 236 101 
Empire at Bay: Containment Strategies and 
American Politics at the Crossroads. 

ED 233 920 
Intergovernmental Conference on Education and 
International Understanding, Co-operation and 
Peace and Education Relating to Human Rights 
and Fundamental Freedoms, with a View to De- 
presses | a Climate of Opinion Favourable to the 

ening of Security and Disarmament 

Pane France, April 12-20, 1983). Final Report. 

ED 238 780 
NCSS Peace Studies Project: An Interim Report. 

ED 235 109 
Peacebook: A Resource Guide for Peace Studies 
at U.C. Berkeley, 1982-83 [and] 1983-84. 

ED 236 068 
Perspectives: A Teaching Guide to Concepts of 
Peace. 


ED 240 023 
Toward a World Peace Movement. 

ED 237 403 
The United Nations Peace and Security. Confer- 
ence on the United Nations of the Next Decade 
asp Burgenstock, Switzerland, June 25-30, 
1983). 


ED 235 097 
Whole Earth ons & A Geopolitics of Peace. 
Worldwatch Paper 5 
ED 233 950 
Peace Corps 
Foreign Lanuages in the Schools. 
ED 239 516 


Peak Communication Experiences 
Greatest Moments in Interpersonal Communica- 
tion: Peak Communication Experiencing. 
ED 236 752 
Pediatrics 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 11- 
Childbirth, Pediatric Emergencies. Revised. 
ED 239 064 
Nursing 436A: Pediatric Oncology for Nurses. 
ED 238 468 


Peer A 
Improving Peer Acceptance of Mainstreamed 
— Children by Teacher Training. Final 
eport. 





Subject Index 
ED 239 474 


Peer Counseling 
Towards Excelience: Developing High Standards 
in Youth Programs. 


ED 240 187 


Peer Evaluation 
Clinical Peer Group Evaluation: A Descriptive 
Analysis. 
ED 236 507 
Effects of Peer Critiquing and Model Analysis on 
the Quality of Biology Student Laboratory Re- 
ports. 


ED 234 403 
Finding and Founding Peer Coaching: An Interim 
Report of the Application of Research on Faculty 
Relations to the Implementation of Two School 
Improvement Experiments. 

ED 238 141 
Intervention and Children’s Peer Relations: Eval- 
uating Processes and Outcomes. 

ED 233 824 
Plantings, Number Four, April 1983. 

ED 233 641 
Social Comparison and Education. 

ED 236 469 
Some Qualities of Peer Nominations in Individ- 
ual, Classroom, and School Evaluations. 

ED 236 160 
Student Writers and Their Audiences: Case Stud- 
ies of the Revising Decisions of Three College 
Freshman. 


ED 236 618 
Student Writing in the Foreground of a Literature 


ED 239 261 
Teaching Writing Easily and Effectively to Get 
Results. Part II: The Evaluation Process. 

ED 233 372 
The Un-Assignment: Writing Groups for Ad- 
vanced Expository Writers. 

ED 234 409 


Peer Groups 
Peer Support Training Workshop Notebook. 
ED 238 980 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 
ED 239 177 


Peer Influence 

Drug Abuse Prevention for You and Your 
Friends. 

ED 235 427 
Peer Intervention Network: A Program for Un- 
derachievers. 

ED 237 871 
Predicting Wanton Assault in a General Youth 
Sample via the HEW Youth Development Mod- 
bn Community Program Impact Scales, Age and 

XK. 

ED 233 261 
A Theoretical Foundation for the Study of Infer- 
ential Error in Decision-Making Groups. 

ED 235 513 
Women’s Peer Groups and Choice of Career. Fi- 
nal Report. 

ED 236 389 


Peer Institutions 
A Comparison of the University of Maryland with 
Its Peer Institutions. Postsecondary Education 
Research Reports. 
ED 239 541 


Peer Relationship 
The Analysis of Peer-Group Structure in Infants. 
ED 234 921 
Behavioral Correlates of Sociometric Status in 
Preschool Children. 
ED 237 200 
Children’s Loneliness: A Comparison of Rejected 
and Neglected Peer Status. 
ED 237 229 
Differential Prediction of Alcohol vs. Hard Drug 
Use Levels in a General Youth Sample via the 
HEW Youth Development Model’s Community 
Youth Program Impact Scales, Age, and Sex. 
ED 236 441 
Elemeni Students’ Sociometric Status and Be- 
havior: A Discriminant Analysis. 
ED 234 923 


Friendship Termination Patterns of College 
Women and Men. 


Pennsylvania 
Administrative Survey of Fiscal Year 1982-83 


ED 239 148 
Intervention and Children’s Peer Relations: Eval- 
uating Processes and Outcomes. 

ED 233 824 
A Multimethod Assessment of Children’s Social 
Competence. 

> 235 891 


Peer Tutoring. Resource Paper No. 1 
a 233 559 
Preschool Children’s Concepts of Their Peers. 
ED 233 800 
Teaching Strategies for More Effective integra- 
tion. 


ED 236 253 


Peer Teaching 
Four enliven Age Tetatns, 


ED 238 844 
Peer Tutoring. Resource Paper No. 13. 

ED 233 559 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 

ED 240 116 


Penn Harris Madison School Corporation 
IN 


Instructional Im ee and Student Learning 
through Good Good Teacher uation. 
ED 239 380 


Adult Basic Education Programs in the Common- 
wealth of Pennsylvania. 

ED 239 074 
Assessment of Preservice Teachers in Six Penn- 
sylvania Colleges and Universities. 
Direc of Library Ins tae te 

irectory truction ials in 

Pennsylvania Libraries. 

ED 233 740 
Equal Education Ne pene y bee ag Clientele: 
Characteristic, Needs, and Interest. Occasional 
Paper No. 1. 
Feasibility of R id Deli ing Corti “ 

easibility of Requiring an ivering ica- 

tion for ABE Teachers in Pennsylvania. Final Re- 
port and Recommendations. 

ED 239 071 
Higher Education Faculty and Staff, 1982-83. 

ED 233 663 
Higher Education Financial Statistics, 1981-82. 

ED 233 666 
The Interrelationship of Pennsylvania’s Quality 
Goals of Education. 

ED 238 146 
An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 

ED 235 701 
An Inven of Research Units in Pennsylvania, 
June 1983. The Technical Report. 

ED 235 700 
A Program in American and Pennsylvania Stud- 
ies. 

ED 236 069 
Resources for Pennsylvania wg me Elementary 
and Secondary School Grades. Revised. 

ED 236 103 


Teacher Tenure Appeals: Opinions 1-79 to 26-79 
of the Secretary of Education. Also Includes 
15-77A, 29-77; and 18, 22, 28, 38, and 39 of 1978. 
Volume IX. 


ED 233 494 


Pennsylvania (Pittsburgh) 
School District Initiatives in Response to Board 


Priorities. 
ED 233 471 


Pennsylvania Educ Needs Assessment Self 
Study 
The Visi 


iting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 
ED 234 096 


ir ay em State University 
An lysis of the Perceived Needs and Profi- 


ciencies of ice Teachers for 


uation. 


Program Eval- 
ED 237 482 


Pennsylvania State University New Ken- 


M Needs of Adult bacon Students: A 
oie! enigned 


Model by Adult Studen 


Perceptual Motor Learning 


311 
ED 235 735 


Pennsylvania Union List of Serials 


Serials Cancellation Project. Final Report. 
ED 238 452 


‘entagon . 
Pentagon After Action Reports: The Jack Taylor 


Debate. 
ED 233 424 


Perach Tutorial Project 


The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 
ED 235 000 


ree mails 
Measuring the Perceived Reality of Television: 


P 


Perceived Plausibility, Perceived Superficiality 
and the Degree of Personal Utility. 
ED 236 612 


Category Accessibility and 


ED 236 494 
oo 's Understanding of Social Class Differ- 


ED 234 929 
Feelings and Friends. GPE Humanities Series. 
ED 237 430 
Measuring the Perceived Reality of Television: 
Perceived Plausibility, Perceived Superficiality 
and the Degree of Personal Utility. 
ED 236 612 


Perceived Unpredictability and Dangerousness of 
Mentally and Physically Handicapped Persons 
Encountered in Public Places. 

ED 237 838 
Perceiving Layout without Effective Schemas. 

ED 237 850 
Perception and the Practical Arts. 

ED 233 922 


Selected Characteristics and Perceptions of Rural 
School Teachers, Administrators and School 
Board Members. 

_ED 238 645 
Student Cognitions during Instruction. Draft. 
ED 235 187 
Two Comparative Studies of Student Views of the 
World. 


ED 240 039 


Perception Tests 


Children’s Descriptions of Adults: A Develop- 
mental View. 

ED 237 236 
A Method for Pragmatic Communication in 
Graphic Displays. 

ED 238 684 


Perceptual Devel 


lopment 

Advances in Child Development: Theory and Re- 
search. 

ED 237 195 
Children’s Descriptions of Adults: A Develop- 
mental View. 

ED 237 236 
The Human Brain: Cognition in Education. Re- 
port of the First yoy Conference (Br 
South Dakota, September 24-25, 1982). 

ED 234 035 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 

ED 239 238 
The Infant’s Construction of His Parents in the 
First Six Months of Life. 

ED 238 550 


Perceptual Handi “- ¥ 
A Controlled Si ubject Research Design Uti- 


lizing a Sensory Motor Intervention System. 


ED 235 637 


Perceptual Motor Coordination 


Getting a Head Start on Prewriting Skills. 

ED 235 920 
A Playground that Extends the 

ED 239 802 
Red: Problems in Fine Motor Development 
trong, Primary “Children through the Use of 
Multi-Sensory Techniques. 

ED 235 912 


Perceptual Motor 


Learning 
A Comparison of Perceptual Motor Skill with Au- 
ditory Comprehension as Correlates of Word 
Recognition, Oral Reading, and Silent Reading. 
ED 234 354 





312 Perceptual Motor Learning 


Microcomputer Uses to Promote Physical Profi- 
ciency and Motor Development of Learning Dis- 
abled Students. 

ED 235 650 


Physical Education Curriculum Guide. Pre-Kin- 

dergarten, First Grade, 1977-78. 

ED 235 281 
Second 


eee Bs ucation Curriculum Guide. 
Third Grades. rades. 1977-78. 
ED 235 291 
The Value of Biomechanical Research in Dance. 
ED 233 987 


Perfect Scores 
Finite Measures from Perfect Scores. 
ED 236 164 


Performance 
of Recruit Training Practices Related to 
the itary Performance of Enlisted Navy 
Women. Technical Note 10-83. 
ED 239 073 
Credentialling: A Protean Model from Other Pro- 
fessions. 


ED 238 852 

Federal Civil Rights See An Assess- 

ment of Enforcement Resources and Perfor- 

mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 

= en 

Highligh ights from Research on ects oO} 

Coaching for Tests. 

ED 238 910 


pi ae y ae wg under Conditions of En- 
rollment i 

ED 234 470 
Review of State VR Agency Procedures for Case 
Flagging: A Quality Assurance Activity. 

ED 235 315 
Review of State VR Agency Procedures for Case 
ate a ix Assurance Activity. Appen- 

of State Quality Assurance and 

Case Flagging Instruments and Procedures. 

ED 235 316 
Sex Differences in Group Interaction and Task 
Performance. 

ED 239 152 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research Report. 

ED 235 807 


Performance and Competency Based Stu- 
dent Materials 
How to Develop PACs. Performance and Compe- 


tency-based Student Materials. 
ED 235 308 


Performance Me 5 
Guidelines for the Interviewee in the Performance 
Appraisal Interview. 


ED 234 451 
Fesformence fg for Librarians: A Guided 


Self-Study A, 

ED 234 804 
The Practice, Practicality, and Prospects of Train- 
ing for Performance Appraisal. 

ED 237 880 


Qualities of J tal ings by Four Rater 
judgmental Ratings by Foi 


nN 
lewing ormance - 
gle with 2 Wi 

ED 237 903 


Performance 


Performance in Higher Education: Pana- 
cea or Peril? 


ED 236 980 


Contracts 
Consultation with the Wisconsin Division of Vo- 
ion 


ED 235 318 
tered Approach to Middle School 
Developed around a Semi-Contrac- 

tual Modular Format. 


ED 237 404 
A Performance Curriculum and Learning Out- 


ED 240 054 
Disturbed Stu- 


ED 239 785 


Using Consultants for Materials Development. 
Technical Note No. 19. 
ED 238 604 


Performance Factors 

The Additive Effects of Choice and Control. 
ED 235 433 

American Indian Women and Mathematics: An 

Annotated Bibliography of Selected Resources. 
ED 234 970 

The Assessment of Self Concepts of Educational 

Achievement by a Criterion Referenced Ap- 


ED 235 184 
Beyond Egocentrism: Developing Symbolic Uses 
of Spatial Information. 


Carbohydrate Loading. 
ED 233 982 


Children’s Views and Classroom Experiences. 
Learning in Science Project. Working Paper 43. 

ED 236 023 
Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 


ED 234 900 


ED 234 151 
Configural Properties in Graphic Displays and 
Their Effects on Processing. 

ED 238 685 
Desegregation and Educational Productivity. Fi- 
nal Report. 

ED 239 002 
A Developmental Analysis of the Effects of Re- 
ward on Selected Wechsler Subscales. 

ED 234 324 
Development of Size Judgement Ability among 
Down Syndrome and Normal Children. 

ED 238 949 
The Effects of Affective States Induced via Cogni- 
tive, Experiential, and Vicarious Procedures on 
Behavior and Cognition. 

ED 239 740 


The Effects of Instructor Expectation and Perfor- 
mance on Child Comprehension and Perfor- 
mance. 

ED 239 772 
Focus on the Learner. Learning in Science 
Project. Working Paper No. 6. 

ED 235 016 


The Importance of Scorer Bias to Handicapped 
Preschoolers’ Stronger Performance with Famil- 
iar Examiners. 

ED 236 203 
Information Developer-User System 
Roles of Education Assistants i in the Missouri 
Small Farm Family P; 
No. 1042. 





ED 234 974 
Mandating E: ional Effectiveness in Chicago. 

ED 239 008 
Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 

ED 233 862 
Memorial Consequences of Display Coding. 

ED 238 683 
Nonverbal Factors in the Education of Chinese 
American Children: A Film Study. 

ED 240 199 
Ordinal Position in Role Play Practice. 

ED 235 432 
Residential Construction. Competencies for Ar- 
ticulation. 





ED 234 152 
School Desegregation as a Social Reform: A 
Meta-Analysis of Its Effects on Black Academic 


Achievement. 

ED 239 005 
Teacher Expressiveness: More Important For 
Males Than Females? 

ED 237 885 


Trainability Testing for Navy Selection and Clas- 


sification. 

ED 234 095 
Wisconsin Indian Opinions of Factors Which 
Contribute to the Completion of College Degrees. 
Program Report 83-13. 

ED 237 274 

Performance Tests 

Assess Student Performance: Skills. Second Edi- 
tion. Module D-4 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 


Canoeing. 


ED 234 161 


Subject Index 


ED 238 636 
Draft of a Model for Vocational Student Assess- 
ment. 

ED 236 357 
Measuring Achievement? Assess Performance! 
Assessment Supplement for Teachers. 

ED 234 381 
Office Occupations Performance Objectives and 
Assessments. 

ED 234 203 


Perinatal Influences 
Birth, Interaction and Attachment: ag Sand the 
Foundations for Modern Perinatal Care. P: 
Round Table: 6. 


ED 233 786 


Periodicals 
bn mae Reading: Developing Visual Literacy in 
renc 


ED 238 278// 

Citation Matrices of Selected Health Journals. 

ED 240 067 
Directory of Adult Education Periodicals. Sixth 
Revised Edition = Repertoire des Periodiques sur 
l’Education des Adultes. Sixieme Edition Revisee 
= Repertorio de Periodicos sobre Educacion de 
Adultos. Sexta Edicion Revisada. 

ED 233 127 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 

ED 234 927 
Esprit: A Humanities Magazine. 

ED 239 705 
The Executive Woman: Rhetorical Visions in 
“Management Review,” 1951-1981. 

ED 238 057 
Explaining Magazine Readership with Uses- 
and-Gratifications Research. 

ED 233 346 
Guide to Special Information in Scientific and En- 
gineering Journals. 

ED 234 778 
Impact of Electronic Publishing on Scholarly 
Journals. 


ED 235 789 
Journals and Newsletters on Non-Formal Educa- 
tion and Development: A Selected, Annotated 
Bibliography. Annotated Bibliography # 12. 

ED 234 947 
Library Services. Miscellaneous Papers. 

ED 239 656 
Magazines in Special Media. Reference Circular 


No. 81-3. 

ED 234 800 
Market Analysis: Helping Creative Writing Stu- 
dents Publish. 


ED 234 424 

National Clearinghouse on Transition from 

School. Abstracts and Indexes: 1981-1983]. Vol. 
° o. 4. 

ED 237 671 


National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 
ED 233 169 


Professional Literature Exchange. 

ED 238 830 
Research in Librarianship: An Analysis of Re- 
search Articles in Core thew Journals of 1980. 

ED 235 825 
Sex Role Stereotyping and Career Aspirations of 
Junior High and High School Students, Grades 
7-12: A Selective Annotated Bibliography. Bibli- 
ography Series Ten. 

ED 235 379 
The Use of the Journal Access Service and Its 
Implications for Journal Selection at the Center 
for Research Libraries. 

ED 234 810 

Peripheral Stimuli 

Children’s Descriptions of Adults: A Develop- 
mental View. 

ED 237 236 


Permissiveness 
A Comparison of Authoritarian and Permissive 
Wording of Hypnotic Suggestions. 
ED 239 166 
Perry Developmental Scheme 
New Concepts in Instrumentation Development 
to Measure the Perry Scheme. 
ED 235 438 


Persistence 





Subject Index 


Learned Helpiessness: An Analysis of Failure 
Avoidance through Maladaptive es Pre- 
liminary Draft. 


ED 237 207 


Person Perception 
Attributions, Attention, and Person Memory: 
Congruent and incongruent Informa- 


ED 236 479 
Causal Attributions and Person Perceptions in an 
Incident of Spouse Abuse. 


tion. 


ED 235 408 
Causal Attributions and Person Perceptions of 
Repressors and Sensitizers. 

ED 235 409 
The Infant’s Construction of His Parents in the 
First Six Months of Life. 

ED 238 550 
a of Stability and Change in Others and 


ED 237 862 


Personal Autonomy 
a Early Patterning of Social Behavior: Revi- 
si 


ED 237 231 
The Establishment of Autonomy: Assisting Late 
Adolescents with Positive Management of Sepa- 
ration Issues. 

ED 233 290 
Nurses’ Resolutions of Six Ethical Dilemmas. 

ED 233 659 
Stress in Professionals and Non-Professionals, 
Men and Women. 

ED 239 664 
The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 

ED 233 925 


Personal Construct Theory 
On-line Computer Applications in Research into 
Attitude Change. Applications in Farm Manage- 
ment Education. 
ED 240 165 


Personal Narratives 
Studying Intra 1p en Communication through 
Memoirs and 
ED 236 751 


Personal mag) 
h-Dist: in Overweight 


and ‘Nema weeks College Females. 
ED 237 819 








Personalism 

The Effects of Positivity and Personalism of Atti- 

tude Scale Statements on Agreement Ratings. 
ED 235 214 

P 


Coping Strategies: Retaining Black Students in 


College. 

ED 235 741 
Interactive Processes in the Childbearing Family: 
Conceptual and Methodological Issues. 

ED 237 205 
Women Students In Rural Communities: A Pre- 
liminary Report. 

ED 235 956 

Personality Assessment 

Evidence for an Anorexic/Bulimic MMPI Profile. 

ED 235 450 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 

ED 234 312 
Psychological Testing: Trends in Masters Level 
Counseling Training Programs. 

ED 234 311 
A Study of the Relationship between Personality 
Factors and Growth in Student Writing Ability. 

ED 237 985 
A Study of ee Behavior with Pre/Post Moni- 
toring Using the Omnibus Personality Inventory, 
Derived from Erik Erickson’s Theory of Personal- 
ity. 

ED 235 478 

Personality Change 

— of Stability and Change in Others and 


ED 237 862 
Personality Devaar 


Home, School, and Community in Adolescent 
Education. ERIC/CUE Urban Diversity Series 


No. 84. 

ED 236 300 
Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 

ED 234 313 
Parental Consistency in Child-Rearing Orienta- 
tion and Personality Development. 

ED 235 888 


ersonality Measures 
Beyond Sex Roles: A Status Dynamic Formula- 
tion. 


ED 239 168 
The Clinical Validity of the MMPI-168. 

ED 234 328 
The Development and Testing of an Obses- 
sive-Compulsive Personality Instrument. 

ED 239 162 
Deviation from Wiggins’ Circumplex Model in 
Student and Adult Populations. 

ED 237 831 
Normative Data from Rorschach (Exner) and 
MMPI Tests for Students Assessed in an Alberta 
Government Youth Assessment Center. 

ED 240 137 
Personality Factors in the Student Teaching 
Triad. 


ED 240 097 
What Do Ratings of Infant Temperament Really 
Measure? 

ED 233 817 


ersonality Problems 
Bulimia: A Model for Group Therapy. 


ED 236 467 


Personality Trai 


its 

An Analysis of Selected Characteristics, Leisure 
Attitudes, and Recreation Participation of 
Women Employed in Leisure Services. 

ED 233 968 
Battered Women: A Lifestyle Study. 

ED 239 160 
Bulimia: A Model for Group Therapy. 

ED 236 467 
Bulimics with and without Prior Anorexia Ner- 
vosa: A Comparison of Personality Characteris- 
tics. 

ED 236 463 
Causal Attributions and Person Perceptions of 
Repressors and Sensitizers. 

ED 235 409 
Cognitive Skills Needed in Computer Program- 


= ED 236 466 
A Comparison of Authoritarian and Permissive 
Wording of Hypnotic Suggestions. 

ED 239 166 
Control and the Aged: Environmental or Person- 
ality Factors. : 
ED 236 482 
A Cross-Cultural Comparison of Psychological 
Differences between College Students and Drug 
Addicts in New Orleans and San Juan. 

ED 234 319 


Developmental Discontinuities in Women’s Role 


Model Choice. 

ED 236 497 
Deviation from Wiggins’ Circumplex Model in 
Student and Adult Populations. 


ED 237 831 
ED 236 514 


Distinguishing Me from Thee. 


Educating for Adaptive Skills. 

ED 237 167 
Locus of Control Between Black Parents and 
Their Children: Applied Educational Research 
and Evaluation. 

ED 240 195 
Moral Development: Its Relation to Ego Devel- 
opment and Intraception. 

ED 234 313 


Moral Reasoning and Personality Variables in Re- 
lation to Moral Behavior. 

ED 235 403 
Mothers’ Contribution to an Early Intervention 
Program for Hispanic Children. 

ED 237 212 
Personality Characteristics of Gifted Adolescents 
and Their Parents: Comparisons and Implications 
for Achievement and Counseling. 

ED 234 531 
Personality Factors and Expectation Effects in 
Teacher-Student Interaction. 


Personalized 


Personnel Policy 313 


ED 239 184 
a Factors in the Student Teaching 


ED 240 097 
Predicting Adult Personality from Minor Physical 
teristics. 


ED 237 893 
The Relationship of Sex-Role Orientation, 
Self-Concept and Self-Control to Female Crimi- 
nality. 


ED 237 841 
The Relationship of Trait Indecisiveness to Voca- 
tional Uncertainty, Career Indecision, and Inter- 
personal Characteristics. 


The Self in Action. 


ED 233 291 


ED 237 832 
A Study of the Relationship between Elementary 
School Principals’ Psychological Type and Per- 
ceived Problem-Solving Strategies. 

ED 238 171 
A Study of the Relationship between Personality 
Factors and Growth in Student Writing Ability. 

ED 237 985 
Trait Selection Preference of Preadolescents. 

ED 238 579 
Using the MBTI to Predict Career Development 
Program Usefulness. 

ED 239 175 
What Else Don’t Real Men Do? Sex Role Orien- 
tation and Adjustment in College Males. 

ED 233 275 

System of Instruction 

The Personalized Instruction Model in the Basic 
Speech Course. 

ED 236 741 


Personnel Data 


The Exit Interview as Monitor for Change: A Re- 
view of Literature. 
ED 236 743 


Personnel Evaluation 


Guidelines for the Interviewee in the Performance 
Appraisal Interview. 
ED 234 451 


Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 
ED 234 804 


ED 234 090 
The Practice, Practicality, and pene of Train- 
ing for Performance Ap 

ED 237 880 


Study of a Lii and Information Science Ada- 
demic Program Accredited by State (TEA Re- 
gional (SACS), and National TE) 
Accrediting Associations. 


Personnel Evaluation System. 


ED 239 624 
Trainability Testing for Navy Selection and Clas- 
sification. 

ED 234 095 
Viewing Performance Appraisal with a Wide An- 
gle Lens. 

ED 237 903 


Personnel 


t 
Administrative Procedures: A Practical Manual. 
Professional Advancement Kit. 
ED 234 297 


The Changing World of Personnel Management. 

ED 236 798 
Instructional Aides: Employment, Payroli Proce- 
dures, Supervision, Performance Appraisal, Legal 
Aspects. 

ED 238 824 
A Study of the Quality of the Preparation and 
Performance of Illinois Educational Personiel. 
Staff Recommendations. 

ED 235 578 
Supervise Vocational Education Personnel. Re- 
vised Edition. Module LT-D-2 of Category D 
—Personnel Management. Competency-Based Vo- 
cational Education Administrator Module Series. 

ED 236 385 


Personnel Needs 


Broadcast Internships~An Important Element in 
a Teaching Career. 
ED 239 324 


Personnel Policy 


Administrative Team Contracts. The Administra- 
tive Team Career Development Series, Book 5. 
ED 239 384 








314 Personnel Policy 


Administrator Tenure Scatutes and Other Legisla- 
tive Protection of Position. 

ED 238 149 
Affirmative Action Plan. 

ED 239 394 


ing RIF & Affirmative Action: A Guide- 

ED 239 383 

Determinants of Teacher Turnover during the 

1970s: The Case of New York State Public School 
Teachers. Final Report—Paper III. 

ED 239 410 


A of Ideas for Implemen er. 
ment Team: Or, How We All wa tieve Our! Say If Not 
Always Oar Way. 


ED 239 372 

The Effects of District Personnel Policies and 

Teacher Attitudes on Teacher Mobility. Final Re- 
port-Paper II. 

D 239 409 


E 
Em t and Older Adults. Overview: ERIC 
Fact No. 18. 
ED 237 806 
Faculty Retirement at the COFHE Institutions: 
70 Mandatory 


ED 233 643 
from the Con- 
ucation Retire- 

October 31- eieuiee x 1980). 

ED 233 642 
Hiring Procedures. 

ED 238 110 
A Human Resource Management Perspective on 
Work Alternatives for Older Americans. 

ED 234 228 
The Importance of Professional Activity to Per- 
sonnel Decisions for Medical Technologists in 


ED 235 702 
ent Practices for Older 





ED 234 227 

National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 1. 

ED 233 170 
The Older Employee as a Concern of Staff Devel- 
opers. 

ED 238 383 
The Professional Environment in Army Laborato- 
ries and Its Effect on Scientific and Engineering 
Performance. 

ED 237 330 


A Review of Selected Arbitration, Promotion, Re- 
tention and Tenure Decisions. 

ED 235 762 
The Status of Women Faculty at Virginia Poly- 
technic Institute and ae University: A Five 
Year Progress Report. Fina! Draft. 

ED 234 707 
A Study of the Quality of the Preparation and 
Performance of Illinois Educational Personnel. 
Staff Recommendations. 

ED 235 578 
Things a Board Ought Never Bargain. 
Universi f Alaska 1983 Salary Equity St os 

niversity o! ity Study: 

The Analytical Process. ™ 


ED 239 550 
“Yeshivawatch”-Year Four [and] Unionization 
of Medical School Faculty. 
ED 235 717 
Personnel Selection 
Academic Advising in The College of Arts and 
Sciences at The University of Pittsburgh. A De- 
scriptive Report. 


ED 233 648 


Desiegment of o Comsctiqnsh Management Ao- 
sessment Center. 


ED 233 647 


ED 234 300 

Fairness of the General Aptitude Test Battery: 
Ability Differences and Their Impact on Minorit 
Hiring Rates. Uses Test Research Report No. 

ED 237 534 
Instructional Aides. 

ED 238 119 
Job Description Format as a Factor in Employ- 
ment Interviewer Decisions. 


ED 233 273 
Overview of Validity Generalization for the U. S. 
Employment Service. 


Social ¢ and New Profiles of Educational 
Personnel. National Studies—India, Nepal, Philip- 
pines, Republic of Korea. 


ED 235 221 


ED 237 264 
Trainability Testing for Navy Selection and Clas- 
ificati 


ED 234 095 


ive Taking 
"s Understanding of Feelings: A Matter 
of Point of View. 

ED 238 582 
COPEing With Environmental Education Pro- 
= Development and Infusion into the Global 

tudies Curricula of Rural Schools. 

ED 238 652 
The Impact of Gender and Role Perspective on 
Moral Judgment. 

ED 235 908 
Instructional Strategies for Constructive Contro- 
versies. 

ED 234 053 
Organization of Chicano Children’s Narrative Be- 
havior. Final Report. 

ED 237 306 
Perspective-Taking and Social Behavior in Behav- 
iorally Disordered Boys. 

ED 235 903 
Teaching Chicano Literature: Changing Tides and 
Challenges. 

ED 235 986 
Towards Resolution of the Confusion among the 
Concepts “ Rope BS ae ” “Perspec- 
tive Taking,” “Decen 

ED 236 748 


Persuasive Discourse 


Academic Debate Paradigms: An Examination 
from a Rules Perspective. 

ED 234 434 
An Analysis of Homiletics Textbooks. 

ED 235 537 
Applications of Direct Mail in Voter Turnout Ac- 
tivities. 


ED 233 402 

Applied Communication, Argumentation, and 

Debate: Abstracts of Doctoral Dissertations Pub- 

lished in “Dissertation Abstracts International,” 

July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 238 076 


Argument in Transition: Proceedings of the Sum- 
mer Conference on Argumentation (3rd, Alta, 
Utah, July 28-31, 1983). 

ED 234 459 
Beyond Critical Thinking: Teaching Students to 
Use Their Knowledge in Academic Writing. 

ED 237 999 
Communication Strategies in the Practice of Law- 

yering. Proceedings of the 1983 Summer Confer- 

ence on Communication Strategies in the Practice 
of Lawyering (Oracle, AZ, June 24-27, 1983). 

LD 236 750 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(17th, Hayward, California, May 7, 1982). 

ED 234 460 
Coping with Information Overload: Generic Ar- 
gument as the Least Common Denominator. 

ED 234 431 
Early Developments in Argumentation in Phys- 
ics. 


ED 235 495 
The Effect of an Assigned Rhetorical Context on 
the Holistic Quality and Syntax of the Writing of 
High and Low Ability College Writers. 

ED 235 481 
Emotion Eliciting Qualities of Television Cam- 
paign Advertising as a Predictor of Voting Behav- 
ior. 

ED 235 519 
Gay Studies in a Rhetoric of Social Movements 
Course. 


ED 237 994 
Group Discussion as a Rhetorical Process: The 
Influence of the Small Group Setting on the Pro- 
cess of Accedence. 
ED 238 056 
Henry Ward Beecher: A Nation’s Tribune. 


ED 236 713 


Subject Index 


A Heuristic for the Teaching of Persuasion. 
ED 234 397 
Heuristic Processing of Persuasion Cues. 
ED 237 830 
Medical Argument and Field Theory: The Lae- 
trile Case. 
ED 236 708 
Perceptions of Compiiance-Gaining Situations: 
An Extended Analysis. 
ED 235 533 
Political Campaign Debates: Reconciling Public, 
Media, and Candidate Needs. 
ED 238 055 
Problem-Solving Analysis and Business Writing. 
ED 234 402 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” J 
a December 1983 (Vol. 44 Nos. 1 thro 
ED 238 078 
Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 
ED 238 077 
The Suasory Functions of Communication in the 
Process of Group Decision-Making: Necessity 
and Paradox. 
ED 238 068 
Teaching Persuasion: A Positive Approach. 
ED 233 396 
Teaching the Grant Proposal as a Problem-Solv- 
ing Strategy: A Rhetorical Approach. 
ED 236 619 
Topical Context Is an Important Determinant of 
Developmental Trends in Argumentation. 
ED 239 329 
Towards an Audience Centered Debate Para- 
digm: An Examination of Some Existing Models. 
National Conference on the Development of For- 
ensics: An Examination of the Last Decade in 
Forensics Viewed from the Perspective of the 
Recommendations of Sedalia. 
ED 236 739 
Understanding Susan Sontag’s Critique of Com- 
munism and the Democratic Left: Confession? 
Conversion? Conundrum? 
ED 233 347 


Persuasive Strategies 


Applications of Direct Mail in Voter Turnout Ac- 
tivities. 
ED 233 402 


Pesticides 


Core III Materials for Metropolitan Agriculture/- 
Horticulture Programs. Units A-I. 


ED 233 230 
Urban Pest Management. Selected Readings. 


ED 238 698 


Pests 


The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 

ED 238 699 
Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 

ED 238 700 
Safe Cockroach Control: A Guide to woegee ad 
an Integrated Pest Management Program wi 
School System. 

ED 238 697 
Urban Pest Management. Selected R: 


ED 238 698 


Petroleum 


Industry 
The Language of Energy: A Glossary of Words 
and Phrases Used in the Energy Industry. 


ED 233 908 


Pets 


Humane Education Teachers’ Packet (Preschool 
& Kindergarten). 


ED 239 944 
Peninsula Humane Society Teacher’s Packet. Sec- 
ondary Level. 

ED 239 942 


Pet Care Teaching Unit: 1st-3rd Grades. 
ED 239 943 


Pharmacy Edi eae T. AI R 
lucation at ustin as Reported 
by Students of the College of Pharmacy, Fall Se- 





Subject Index 


mester 1982. 
ED 237 049 


Phenomenography 
The Relation between Categories of Description 
and an Interview Protocol in a Case of 
Phenomenographic Research. [Report] 1983:02. 
ED 234 078 


Research 
Phenomenological Research with Children: 
Guidelines to Follow and Implications for the 
Practitioner. 
ED 237 228 


logy 
Critical Issues in Empirical Human Science: The 
Contribution of Phenomenology. 
ED 237 649 
Imagining and Feeling: Experiential Learning in 
Mass Communication Instruction. 
ED 238 042 


Foundations 

Corporate Support of Higher Education, 1981. 

ED 234 679 
Facts on Grants, 1982. A Report on Grant-Mak- 
ing. 

ED 235 707 
Foundations Associated with Maryland Public 
Universities and Colleges. Postsecondary Educa- 
tion Research Reports. 

ED 236 988 
An Investigation of Characteristics of Successful 
Community College Foundations. 

ED 233 756 
The Local Education Foundation: A New Way to 
Raise Money for Schools. NASSP Special Report. 

ED 234 482 
New River Community College Educational 
Foundation, Inc. 

ED 238 457 
Private-Sector Funding-Handle with Care! 

ED 236 778 


Salting the World of Stamps in Your Class- 
room. A Teacher’s Guide to Stamp Collecting. 


ED 236 098 
Philippines 
Acculturation, Social Class and Cognitive 
Growth. Monograph No. 34. 

ED 239 751 
Philippines (Bicol Peninsula) 
Determinants of Schooling Attainment and En- 
rollment Rates in the Philippines. 


ED 235 981 


Philosophy 
Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 


ED 238 847 
Christian Schools and Public Schools In Small 
Rural Communities of the Northeast. 

ED 235 958 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(16th, Hayward, California, April 24, 1981). 

ED 234 461 
Critical Issues in Empirical Human Science: The 
Contribution of Phenomenology. 

ED 237 649 
Some “Yes, Buts” and Educational Administra- 
tion. A UCEA Occasional Paper. 

ED 233 466 
Teaching Techniques for the Languages of the 
Disciplines. An Instructional Manual. 

ED 234 653 
The Use of Knowledge: Conceptual Problems and 
Empirical Confusions. Occasional Paper No. 57. 

ED 237 502 
Phineas Banning Senior School CA 

College Core Curriculum: Fader and College 
Opportunities Program Guide. 

ED 239 415 
Phoenix Union High School District AZ 
ECIA Chapter 1 Program: 1982-83 Evaluation 
Report. Report No. 11:06:82/83:108 wp:5899. 

ED 235 213 
Phonathons 
Targeting Your Phonathons to Alumni. 

ED 234 695 


Phoneme Grapheme Correspondence 


Makah Alphabet Book. 
ED 233 850 


Phonetics 


Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for its Investigation, 
— Applications, April 1-September 30, 
1983. 


ED 236 753 


Media Manual (How to Use Media Equipment). 
ED 237 079 


Phonology 
Bikol Dictionary. PALI Language Texts: Philip- 


pines. 

ED 239 483 
Cebuano for Beginners. PALI Language Texts: 
Philippines. 

ED 239 485 
Phonological Variation: Educational Taxonomy 
for Adults. 

ED 235 675 
- Role of Phonological Recoding for Deaf 

Ts. 


ED 236 875 


Grandparenting: Using Pictures To Transform the 


Group. 

ED 237 922 
Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 


Photography 


Cameras in the Curriculum. A Challenge to 
Teacher Creativity. Volume 1, 1982/83. An 
NEA/KODAK Program. 

ED 238 409 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 

ED 235 301 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 


ED 236 626 


Photo 


Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 

ED 236 626 
Your Photos Or Mine: An Examination of the 
Laws Governing Warranted Searches and Sub- 
poenas for the Photojournalist’s Work Product. 

ED 236 610 


Photosynthesis 


Energy for Living. Study Guide. hy Gl. 
ZIM-SCI, Zimbabwe S dary Schoo 
Project. Year 2 





ED 239 893 


Physical Activities 


Leaps and Bounds. A Guide for ETV Movement 
Education Series. 

ED 237 509 
Physical Education Curriculum Guidelines, Se- 
nior High, 10-12. 

ED 235 279 
Physical Education Curriculum Guide. Pre-Kin- 
dergarten, Kindergarten, First Grade, 1977-78. 

ED 235 281 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 

ED 236 115 
Project Hearty Heart. A Cardiovascular Fitness 
Curriculum for First Grade Children. 

ED 236 122 


Physical Attractiveness 


Assertiveness and Physical Attractiveness. 


ED 236 492 
Beauty and the Boss: A Mixed Blessing. 


ED 234 329 


Physical Disabilities 315 


“Don’t Act Ugly!”: Parents’ Attractiveness- 
Based Judgments of Preschool Children. 

ED 237 209 
Physical Attractiveness Sterectyping on Ameri- 
can Television Programs: A Content Analysis. 

ED 238 396 
Preschool Teachers’ Reactions to Attractive and 
Unattractive Children: An Observational Study. 

ED 237 240 

ition, Development and Correlates of 

Self- ed Physical Attractiveness among 
Young Children. 

ED 237 241 
Viewing Attractiveness Socialization from a So- 
cial Network Perspective. 

ED 237 239 
What Is Beautiful Feels Good: Affective Reac- 
tions to Physical Attractiveness. 

ED 234 327 


Physical 


Characteristics 

Assertiveness and Physical Attractiveness. 

ED 236 492 
The Effects of Students’ Intellectual and Physical 
Characteristics on Vocational Teachers’ Nonver- 
bal Behavior. 

ED 237 670 
Origins of the Sexual Division of Labor. 

ED 238 789 
Predicting Adult Personality from Minor Physical 

teristics. 

ED 237 893 
Preschool Teachers’ Reactions to Attractive and 
Unattractive Children: An Observational Study. 

ED 237 240 
Recognition, Development and Correlates of 
Self-Defined Physical Attractiveness among 
Young Children. 

ED 237 241 
The Relative Importance of Style of Movement 
vs. Physical Appearance in Person Recognition. 

ED 237 230 
Trait Selection Preference of Preadolescents. 

ED 238 579 
Viewing Attractiveness Socialization from a So- 
cial Network Perspective. 

ED 237 239 


Physical Development 


Health Education Curriculum Guide. Elementary 

School. Grade K. 

ED 235 280 
Health Education Curriculum Guide. Elementary 
School. Grade 1. 

ED 235 282 
Health Education Curriculum Guide. Elementary 
School. Grade 5. 

ED 235 284 
A Longitudinal Study of Growth and Develop- 
ment and the Incidence of Physical Defects at 
Ages 9 and 10. A Progress Report to the Bernard 
van Leer Foundation on the Growth and Devel- 
opment Study of the Mt. Druitt Longitudinal 
Study. 

ED 238 555 
Mt. Druitt Longitudinal Study: Second Major Re- 
port, 1983. 

ED 239 742 
The Relationship between Vocal Fundamental 
Frequency Characteristics and Developmental 
Levels of Language Acquisition in Young Chil- 
dren. 

ED 238 253 
When the Sensory Handicapped Child Has Cere- 
bral Palsy. Part I: Physical Management. Part II: 
Deaf-Blind Curriculum and the Child with Cere- 
bral Palsy. Working Papers in Developmental 
Disabilities. 

ED 235 654 


Physical Disabilities 


Aging among the Disabled: A Neglected Area. 

ED 239 444 
Becoming a Volunteer: Resources for Individuals, 
Libraries, and Organizations. Reference Circular 
No. 81-2. 

ED 234 790 
A Comparative Study of Controi and Display De- 
sign Principles Which Affect Efficient Use of 
Communication Aids by the Severely Physically 
Disabled. Final Report, September 15, 1981-Oc- 
tober 15, 1982. 

ED 239 470 
Evaluation of the E-Z Cassette Player. Report No. 
16-RD-83. 





316 Physical Disabilities 


ED ao 767 

Expert Mee’ and Membership Meetings, 

noe Me Meeting. Section of Librar- 

ies for Blind. Internationa! Federation of Li- 
brary Associations. Summary. 


Heat Problems. 


ED 237 092 


ED 233 978 
Joining the Ranks: Partnership in Rehabilitation. 

ED 238 508 
Planning Barrier Free Libraries. A Guide for Ren- 
ovation and Construction of Libraries Serving 
Blind and Physically Handicapped Readers. 

ED 234 806 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 

ED 235 643 
Serving the Disabled College Student in Rural In- 
stitutions. 


ED 238 601 

Speaking Out. Personal and Professionai Views 

on Library Service for Blind and Physically Hand- 
icapped Individuals. 

ED 237 091 


A Strategy for Assessing Motorically-Impaired 
Infants. Working Papers in Developmental Dis- 
abilities. Draft. 

ED 235 658 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 


ED 233 536 


Physical Education 

Aging and Health—Changing Life-Styles. 

ED 239 187 
Behavior Management in Physical Education: A 
Handbook for Teachers. 

ED 234 546 
Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 

ED 238 847 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middle School. 

ED 238 524 
yn More Effective Curriculum Via “Ba- 
sic 

ED 233 984 
Eastern Thought and Movement Forms: Possible 
Implications for Western Sport and Physical Edu- 
cation. 

ED 238 851 
Middle Grades Physical Education: Grades 5-8. 

ED 237 486 
Middleton-Cross Plains Area Schools Physical 
Education Curriculum. 

ED 238 874 
Operational Procedures for Implementing Mas- 
tery Learning in Physical Education. 

ED 240 057 
Physical Education. A Maryland Curricular 
Framework. 

ED 238 868 
ge Education Curriculum Guide. Grades 

. 1978-79. 

ED 235 283 
Physical Education Curriculum Guidelines, Ju- 
nior High School. Grades 7, 8, 9. 

ED 235 290 
Physical Education Curriculum Guidelines, Se- 
nior High, 10-12. 

ED 235 279 


Physical Education Curriculum Guide. Pre-Kin- 
dergarten, Kindergarten, First Grade, 1977-78. 

ED 235 281 
Physical Education Curriculum Guide. Second 
and Third Grades. 1977-78. 


ED 235 291 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 


0 Sapte of Rated BG Ph San he 
ucation for Vocation 
Technical Schools of Connecticut. 

ED 233 126 
Project Hearty Heart. A Cardiovascular Fitness 
Curriculum for First Grade Children. 


ED 236 122 
Rebalancing the University: Will Physical Educa- 
tion Survive? 


ED 235 126 


Self-Concept and Role Modeling: Their Relation- 
ships to Secondary School Physical Education. 
ED 235 127 
Sports and Physical Education in American High 
Schools: Some Historical Reflections. 
ED 234 045 


Teachers 
Self-Concept and Role Modeling: Their Relation- 
ships to Secondary School Physical Education. 
ED 235 127 
Study Guide for TCT in Health and Physical Edu- 
cation. 


Teaching Archery. 


ED 235 145 


ED 236 146 


Environment 
Geography, and the Quality of Life. 
ED 233 945 
Materials Recycling: The Virtue of Necessity. 
Worldwatch Paper 56. 
ED 238 723 
Seating Arrangement and Anxiety as Related to 
WAIS-R Subtest Performance. 
ED 237 911 
The Study of Socio-Biospheric Problems. 
ED 233 938 
Teacher’s Resource Guide on Acidic Precipita- 
tion with Laboratory Activities. 
ED 234 990 
UNICEF and the Sudan. 
ED 237 196 
Village Science: A Resource Handbook for Rural 
Alaskan Teachers. 


ED 238 618 


Physical Examinations 


Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 4. Vital 
Signs, Patient Assessment. Revised. 

ED 239 057 
Nursing 450: The History and Physical. 

ED 238 465 


Physical Fitness 


Aging and Health-Changing Life-Styles. 

ED 239 187 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middle School. 

ED 238 524 
Middleton-Cross Plains Area Schools Physical 
Education Curriculum. 

ED 238 874 
Physical Education. A Maryland Curricular 
Framework. 

ED 238 868 
Physical Education Curriculum Guide. Grades 
4-6. 1978-79. 

ED 235 283 
Physical Education Curriculum Guidelines, Ju- 
nior High School. Grades 7, 8, 9. 

ED 235 290 
Teacher’s Helper: Physical Fitness for Handi- 
capped Students. 

ED 234 545 
A University Faculty and Staff Health Fitness 
Program, University of Montevallo. 

ED 238 339 


sical Geography : 
The Beach-A Natural Protection from the Sea. 
ED 237 312 


Physica! Health 


Don’t You Dare Breathe That Air! 

ED 238 670 
Eat, Drink and Be Merry: Signs and Symptoms of 
Alcohol Wellness. 

ED 238 850 
An Evaluation of the Nutrition Services for the 
Elderly. Volume I. Executive Summary. 

ED 234 014 
An Evaluation of the Nutrition Services for the 
Elderly. Volume III. Descriptive Report. 

ED 234 016 
Health Aspects of Adolescent Sex, 1982. Hearing 
before the Subcommittee on Aging, Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Seventh Congress, Second Session on Exami- 
nation of the ing Increase in the Rate of 
Sexual Relations among Adolescents. 

ED 233 252 
Life Stress: Related Symptoms, Subjective Ap- 


Ph 


Subject Index 
praisal and Coping Styles. 
ED 235 418 


Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 
Meaningfulness as a Factor in Health. A Research 


Paper. 

ED 236 449 
Nutrition in Health. A Curriculum Guide. An In- 
-— Package for Grades K-6. Bulletin No. 


ED 238 887 
Nutrition in Teenage Pregnancy. A Curriculum 
Guide. 


ED 238 888 
Parent Training with Asthmatic Children. 

ED 235 900 
Staying Healthy. A Bibliography of Health Pro- 
motion Materials. 

ED 234 040 
Stress in Professionals and Non-Professionals, 
Men and Women. 

ED 239 664 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 

ED 238 859 


Recreation Programs 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 


ED 236 115 


Sciences 

Choices for Science. Symposium Proceedings. 
Bunting Institute Working Paper. 

ED 235 006 
Junior High School Science. 

ED 235 276 
Mr. Wizard’s Supermarket Science. 

ED 237 320 
Quantitative Analysis and Simulation of Mediter- 
ranean Coastal Ecosystems: The Gulf of Naples, 
a Case Study. Report of a Workshop on Ecosys- 
tem me (Naples, Italy, March 28-April 10, 
1981). 

ED 233 893 
Reward Systems: The Academic Environment 
and Scientific Productivity. 

ED 234 709 
Science. Elementary and Middle School Curricu- 
lum Objectives. 

ED 237 353 
Scope and Sequence. Life Sciences, Physical Sci- 
ences, Earth and Space Sciences. A Summer Cur- 
ticulum Development Project. 

ED 237 357 
Senior High Physical Sciences. 

ED 236 272 
A Verbal and Graphic Model for Illustrating the 
Perspective of Religion in Relationship to those of 
the Physical and Human Sciences, History, and 
Geography. 

ED 237 382 


What Do You Know about Water? Study Guide. 
Unit D. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 882 
What Do You Know about Water? Teacher’s 
Guide. Unit D. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 883 


Fate Se 


peg nk ay ag Proceedings of the Congress of Interna- 
tional Physicians for the Prevention of Nuclear 
War (ist, Airlie, Virginia, March 20-25, 1981). 
ED 233 894 
Semel Pujed Proceedings of the Congress of Interna- 
icians for the Prevention of Nuclear 
War (and. € Cambridge, England, April, 1982). 
ED 233 895 


Availability and Utilization of Self-Learning Ma- 
terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Health Care and Services for Consumers. 

ED 234 233 
An Investigation of Nurses’ Interaction Styles 
with Physicians and Suggested Patient Care Inter- 
ventions. 


ED 234 458 


Physicians Assistants 





Subject Index 


Correlates of Physician’s Assistant Performance. 
ED 238 355 


Early Developments in Argumentation in Phys- 
ics. 


ED 235 495 
Employment Survey 1982. AIP Report. 

ED 238 313 
English-Vietnamese Scientific Terminology for 
High School and Junior Nome Students. Book 2: 
Physics = Danh Tu Khoa Hoc Anh-Viet Danh 
Cho Cac Hoe Sinh Trung Hoe Va Che Stah View 
Nam Thu Nhat Dai Hoc. Quyen 2: Vat Ly Hoc. 

ED 238 690 
Forces in Action. Study Guide. Unit H1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 897 
Impact of Electronic Publishing on Scholarly 
Journals. 


ED 235 789 
ED 233 896 


Physics: A Career for You? 


Senior High Physical Sciences. 
ED 236 272 
Sequencing Language and Activities in Teaching 
High School Physics. A Report to the National 
Science Foundation. 
ED 238 732// 


Spacelab. An International Short-Stay Orbiting 
Laboratory. 

ED 237 361 
Teaching Techniques for the Languages of the 
Disciplines. An Instructional Manual. 

ED 234 653 
Unified Technical Concepts. Application Mod- 
ules Volume I. 

ED 239 117 
Unified Technical Concepts. Application Mod- 
ules Volume II. 

ED 239 118 
Unified Technical Concepts. Math for Techni- 
cians. 

ED 239 050 
Unified Technical Concepts. Physics for Techni- 
cians. 

ED 239 049 
Women in Physics. 

ED 237 335 
1981-82 Graduate Student Survey. AIP Report. 

ED 233 637 

Physiology 

Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 3- 
Anatomy and Physiology. Revised. 

ED 239 056 
Health Occupations. Body Structure and Func- 
tion. [500 Series.] 

ED 234 226 
Nutrition and Behavior: The Psychonutrient Con- 
nection. 

ED 236 476 


Pi (Mathematics) 
Pi: The Digit Hunt. 
ED 239 836 
Piaget (Jean) 
The Development of Children’s Economic Rea- 
soning. 
ED 236 099 


Stages 

The Development of Children’s Economic Rea- 
soning. 

ED 236 099 
The Interaction of Piagetian Stages of Develop- 
ment in Early Adolescents, IQ Levels and Other 
= in Predicting Success on a Grammar 

‘ask. 


ED 234 379 


Developmental Differences in Responses to The 
Incredible Hulk: Using Piaget’s Theory of Cogni- 
tive Development to ict Emotional Effects. 
-_— Ping ae pm. 236 737 
e Theories o' et an 10 —- 

the Relationship between Thought and : 
ED 238 302 


System 
Mnemonics and the Very Young Children: A Po- 
sition Taken. 


ED 238 557 
Pictorial Stimuli 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 
ED 239 238 


Books 
(Curse - Evaluating Picture Story Books 
ED 236 658 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 
ED 239 238 
or? Books in the Language Art Curriculum, 
ED 239 211 


Mathematics in the pears Trades. Computing 
Piecework. Module 2. 


ED 233 189 
Pept Senay Reg Pope. 
pter lementary ‘ogram. Interim 
Evaluation Report, 1982-83. 
ED 238 968 
An Evaluation of brag ang es Pilot Junior Sec- 
ondary Schools Project in Plateau State—Nigeria. 
= Studies in iculum & Evaluation No. 
” , — pep 23 234 003 
lot Projects. vantaged Program 
Fund. Evaluation Report, 1982-83. 
ED 236 292 
Progress and Planning Report: K-12 Use of Com- 
puters in the Instructional Setting. 
ED 234 983 
Project SPECIAL: System Evaluation Report. 
ED 240 123 


Place of Residence 
Fall 1983 Enrollments, North Dakota Institutions 
of Higher Education. 
ED 238 386 
Placement 
Attitudes towards Deinstitutionalization Held by 
Family Members of Institutionalized Mentally 
Retarded Persons. 





ED 239 422 
Interstate Compact on the Placement of Children: 
Standards for Foster Family Services Systems 
Projects. Volume I: Narrative. Final Report. 

ED 235 914 
Modeling Hospital Discharge and Placement De- 
cision Making: Whither the Elderly. 

ED 237 897 
Stability of Analytic Essay Scores: Implications 
for Diagnosis and Placement. 

ED 236 699 
Validity of Assessment Center Ratings for the 
Prediction of Performance Ratings and School 
Climate of School Administrators. 

ED 236 777 


Planetary Geology 
Activities in Planetary Geology for the Physical 
and Earth Sciences. 


ED 239 921 
Plankton 


Marine Biology and Oceanography, Grades Nine 
to Twelve. Part Ii. 


ED 236 038 


— to School Activities for the Elementary 
‘eacher. Compiled from Six Issues of “Instruc- 
tor,” “Learning,” and “Teacher” Magazines.] 

ED 240 053 
see soy Ideas for Elementary Substitute 
eachers. Compiled from Nine Issues of “Instruc- 

Learning,” and 


“Teacher,” “ “Grade 
ines.] 
ED 240 052 
Data-Base for Communication Planning. The Ba- 
sic and Statistical Data Required for the Elabora- 
tion of a Plan for a National Communication 
System. 
ED 235 816 

Faculty Recruitment, Retention, and Fair Em- 
eter Obligations and Opportunities. 

er Education Research Re. 
ports, No. m4 


Tneeutive Summary. 
nano uty Ses sees 
icators i ; Instrument to 

sess the Educational Quality of Your School. 


PLATO IV 317 


ED 239 406 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 

ED 237 765 
Moving? A Relocation Guide. 

ED 234 334 
The New Epidemiology-A Challenge to Health 

tration. Issues in Epidemiology for Ad- 

ministration. 

ED 238 306 
The Planning Board: Ideas for Construction and 
Use with Young Children 

ED 233 801 
Planning the Elementary Principal’s Year, or An 
Attempt to Keep Eve yone Happy. ACSA Opera- 
tions Notebook 27. 

ED 239 358 
Speaking Successfully. 

ED 238 030 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
Workshop Helper: Tips on How To Run a Suc- 
cessful Workshop. 

ED 235 395 


Commissions 
Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 
ED 240 030 
Se up Blue Ribbon Commissions. Issuegram 


ED 234 503 
Plant Growth 
CVAE-VEH Horticulture Course Outline. 
ED 234 213 
Discovering the Multi-Factor Region. 
ED 236 058 
Investigations in Life Science, Junior High. 
ED 239 923 
Plants and People: Vegetation Change in North 
America. Resource Publications in Geography. 
ED 235 080 
Plant Science. IV-A-1 to IV-F-2. Basic V.A.I. 
ED 235 337 
Reproducing by Flowers and Seeds. Study Guide. 
Unit E2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 
ED 239 886 
Reproducing by Flowers and Seeds. Teacher's 
Guide. Unit E2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 
ED 239 887 
Plant Identification 
Core III Materials for Metropolitan Agriculture/- 
Horticulture Programs. Units A-I. 
233 230 
Plants and Medicines. Third World Forno 
ED 235 044 
Plant Physiology 
Plant Study Guide. 
ED 237 308 
Plant ion 
Core III Materials for Metropolitan Agriculture /- 
Horticulture Programs. Units A-I. 
ED 233 230 
CVAE-VEH Horticulture Course Outline. 
ED 234 213 
Plants (Botany) 
Plants and People: Vegetation Change in North 
America. Resource Publications in Geography. 
ED 235 080 


Industriai Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

ED 235 300 

Plate Tectonics 

Marine benef 


and Oceanography, Grades 
Seven and Ei 


ED 236 039 


PLATO 
The PCP SYS IV Management System: Educa- 
tional Overview. 


ED 234 756 
PLATO IV 
The PCP SYS IV Leen ewan System: Imple- 
mentation and Training Overview. 
ED 234 758 





318 PLATO IV 
The PCP SYS IV Management System: Technical 
Overview. 
ED 234 757 


Behavioral Correlates of Sociometric Status in 
Preschool Children. 


ED 237 200 
A Comparison of the Piay Behavior of Preschool 
Handicapped and Nonhandicapped Children. 
ED 239 473 


Aue et ee Behav- 

between Preschool Children with Down’s Syn- 

aamnonl Preschool Children with No Mental 
Retardation. 


ED 233 547 
I Know What I’m Doing, I Just Don’t Know What 
to Call It. 

ED 237 190 
Learning through Play. Pediatric Round Table: 3. 

ED 233 783 
Playful Literacy Activities and Learning: Prelimi: 

Observations. 


ED 238 577 


ED 239 774 
Social Participation by Two-and-Three-Year-Old 
Children in Groups. 

ED 235 899 
State of the Art in Play Environment Research 
and Applications. 


ED 237 474 
Two Year — and Validity of Playroom Ob- 
servations of Hyperactivity. 

ED 239 442 


Video Games: Competing with Machines. 
ED 234 765 
Wesleyan Papers: Keeping the Child in 
Childhood: Volume I, Sater t 
ED 239 739 


Therapy ‘ 
Change as a Function of Play: Toot! Toot! 
ED 234 889 


Playgrounds 
A Playground that Extends the Classroom. 


ED 239 802 
State of the Art in Play Environment Research 
and Applications. 


ED 237 474 
What? A Field Trip on the Playground? 


ED 237 250 


Playwriting p : 
Five Finger Exercises for the Novice Playwright. 
ED 235 538 
Models in the Teaching of Playwriting. 
ED 234 453 
Professionals on Campus: Bridging the Gap with 
“The Fortress” and a Grant. 


ED 235 526 
Teachers as Playwrights: Problems of Form, 
Voice, and Audience. 


Pledge of Allegiance _ ; 
and the American Flag. Articles Com- 
from Nine Issues of “Instructor” and 
“Grade Teacher i 


ED 239 310 


ED 239 931 
Pneumatics 
Basic Pneumatics. Instructor’s Guide. 
ED 234 238 


Pockets 
The Single Needle Lockstitch Machine. [Con- 
structing and Setting Pockets.] Module 9. 
ED 233 196 


Poetry 
Astro Poetry: Students Working as Poets. 
ED 236 602 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 


ED 239 - 
—™ Enjoy Poetry. Power of the Prin 


ED 236 529 
Prejudice. 


ED 239 249 
Uses of Poetry and Music in i 


: ED 239 144 
Using a Native American Language as a Class- 


room Teaching Tool: Teaching Shoshoni Poetry. 

ED 235 954 

A Writer’s Suggestions for Teaching Creative 
Writing. 


You Be the Poet [Revised]. 


ED 233 369 


ED 239 216 


Points of View (W: 
A Switch in Point of View. 
ED 236 599 


— 


Fenn baacCready Outdoor Education Center 
Resident Program Guide. 


ED 233 854 


The Polish Collection at the Alliance College Li- 
brary in Cambridge Springs, PA: The Origins of 
the Collection in 1950, Its Rapid Development in 
the 1970’s and the Introduction of the Online 
Computer Library Center (OCLC) in 1982. 

ED 235 823 
Understanding Susan Sontag’s Critique of Com- 
munism and the Democratic Left: Confession? 
Conversion? Conundrum? 


ED 233 347 


olice 
State and Local Law Enforcement Training 
Needs in the United States. Volume I: Executive 
Report. 

ED 238 884 
State and Local Law Enforcement Training 
Needs in the United States. Volume II: Technical 
Report. 

ED 238 885 


Police Action 
Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile Justice of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 
ED 234 910 
Police Community R 
Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile Justice of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 
ED 234 910 


Police Education 
State and Local Law Enforcement Training 
Needs in the United States. Volume I: Executive 
Report. 
FD 238 884 
State and Local Law Enforcement Training 
Needs in the United States. Volume II: Technical 
Report. 
ED 238 885 
Police School Ri 
This School Drug Search Made a Point: We Care 
Enough To Get Tough with Kids. The Endpaper. 
ED 236 757 
Policy Analysis 
Political Science and Policy Analysis: Contribu- 
tions of the Discipline to Training Producers. 
ED 240 047 


Policy Formation 

Addressing the Report of the Commission on Ex- 
cellence in Education...from the Rural Perspec- 
tive. 

ED 234 939 
Building School-Community Relationships in 
Northern Communities: A Sourcebook of Policy 
Alternatives and Recommendations. 

ED 237 283 
Close Up Special Focus: Energy. 

ED 237 412 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Compulsory ee and Nontraditional Edu- 
cation. Issuegram 12. 

ED 234 500 
Criminal Justice Information Policy. Privacy and 
Juvenile Justice Kecords. 


ED 237 857 


Subject Index 


Curricula for Health Planning, Policy, and Mar- 
Conference Papers 1981-82. 

ED 238 310 
The Cycle of Special Education Policy: Implica- 
tions for Policy Research. 

ED 238 199 
Differences and Implications of Legislator and 
Educator Perceptions of Quality Education. 

ED 237 142 
Dynamics of Small Group Policy Bodies. 

ED 236 474 
Educational Administration and the Social, Pol- 
icy, and Administrative Sciences. 
ED 239 363 
Education Policy Making in Australia. 


ED 233 487 
External Constraints on Organizational Change: 
A Study of the New York City School System. 

ED 240 204 
Federal Influence over State and Local Govern- 
ment: The Case of Nondiscrimination in Educa- 
tion. 

ED 234 523 
Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 

ED 234 728 
The Future of the Pacific Basin: A Keynote Ad- 


ED 235 091 
Intellectual Property: Developing an Equitable 
Policy. 

ED 236 971 
International Expert Meeting on Exchange of In- 
formation on Science and Technology Education 
(Unesco, Paris, October 18-22, 1982). Final Re- 
port. 

ED 237 316 
Issue ose ge omg by School Superintendents: 
Final Report. Part I. 

ED 238 125 
Issue ene gy “ad School Superintendents: 
Final Report. Part II 

ED 238 126 
Kansas Goals for Adult Learning. 

ED 236 315 
The Link Course Programme: Proposals for Pol- 
icy Development. Discussion Paper. 

ED 237 696 
Low-Cost School Improvement. Issuegram 5. 

ED 234 498 
Managing Enrollment Decline: Current Knowl- 
edge and Future Applications. 

ED 233 450 
Meeting of Experts to Consider Ways and Means 
of Taking the Workers’ Interests into Consider- 
ation When Formulating and Implementing Adult 
a Policies (Paris, France, April 25-29, 

ED 236 310 
Microcomputers: A Review of Federal Agency 
Experiences, Computer Science and Technology. 

ED 239 596 
National and International Information Policies. 
IST 682, A Graduate Course. 

ED 237 103 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 2. 

ED 233 171 
ODIN. Online Database Information Network: 
ODIN Policy & Procedure Manual. 

ED 237 094 
Planning Methods, Models, and Organization: A 
Review Study for Communication Policy Making 
and Planning. 

ED 233 423 
A Policymaker’s Guide to Issues in Gifted and 
Talented Education. 

ED 233 528 
Political Power and Policy-Making in Education. 

ED 233 923 
Political Science and Policy Analysis: Contribu- 
tions of the Discipline to Training Producers. 

ED 240 047 
The Practice of Special Education. 

ED 235 609// 

Reflections or the MEC Consortium: Classroom 
Teacher as Teacher Educator. 

ED 234 525 
Retrenchment Policies and Their Organizational 

uences. 

ED 233 452 
Revitalizing Laboratory Instrumentation. The Re- 
port of a Workshop of the Ad Hoc Working 





Subject Index 
entific Instrumentation (March 


Group 
12-13, 1982). 


ED 236 047 
School Governance in an Era of Retrenchment. 
[Final Report]. 

ED 236 810 


a up Blue Ribbon Commissions. Issuegram 


ED 234 503 
Social and Economic Perspectives in Current 
Communications Policymaking. 
ED 236 616 
Special Needs in Education (E241): National Per- 
spectives, Unit 10. 
ED 235 619 
Stages in Decline: _ an Educational Organiza- 
tion Scales Down. 
ED 233 453 
State Governance of Education: 1983. 
ED 235 587 
: ening the Government-University Part- 
ip in Science. 
ED 233 887// 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 
Symspostem on Policy end Program louse Related 
ymposium on Policy an: ues 
to Child and Family Services to Black Americans. 
Volume I. Final Report. 
D 235 264 
User’s Guide to the Handbook of Collage and 
University Trusteeship. 
ED 238 366 
1983 Science and Technology Posture Hearing 
with Director Office of Science and Technology 
Policy. Hearing before the Committee on Science 
and Technology. U.S. House of Respresentatives, 
Ninety-Eighth Congress, First Session. 
ED 238 704 


Policy Implementation 
The Cycle of Special Education Policy: Implica- 
tions for Policy Research. 
ED 238 199 
Policy Research 
Educational Administration and the Social, Pol- 
icy, and Administrative Sciences. 
ED 239 363 
Policymakers 
Political Science and Policy Analysis: Contribu- 
tions of the Discipline to Training Producers. 
ED 240 0647 
Polish 
Handbook of Polish. 
ED 236 919 


Polish Literature 
The Polish Collection at the Alliance College Li- 
brary in Cambridge Springs, PA: The Origins of 
the Collection in 1950, Its Rapid Development in 
the 1970’s and the Introduction of the Online 
Computer Library Center (OCLC) in 1982. 
ED 235 823 
Political Advertising 
Defining the Images of Presidential Candidates 
from Televised Political Spot Advertisements. 
ED 238 037 
Defining the Issues of a Presidential Election from 
Televised Political Spot Advertisements. 
ED 238 036 


Political Attitudes 

we —_ Freshman National Norms for Fall 

ED 239 542 
Citizenship and Social Studies Achievement of 
Young Americans: 1981-82 Performance and 
Changes between 1976 and 1982. 

ED 236 247 
Cohort Changes in Attitudes about Race Rela- 
tions. 

ED 240 040 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 

ED 233 361 
ose hee oo, Qualities of Television Cam- 
= dvertising as a Predictor of Voting Behav- 


ED 235 519 
Family Communication Patterns and Political 
Development: A Developmental 

ED 236 727 


Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
tion. No. 60. 
ED 234 005 
Revolt or Retreat? The Protest of Youth and the 
Situation of Young People in Federal Republic of 
Germany. Special Report. Sozial-Report 4-83(e). 
ED 233 933 
Those Who Want, Get: The Impact on Political 
Knowledge of Media Reliance Under Conditions 
of Political Interest. 
ED 235 494 
Understanding Susan Sontag’s Critique of Com- 
munism and the Democratic Left: Confession? 
Conversion? Conundrum? 
ED 233 347 
“— da-Se F th 
enda-Setting and Political Framing in the 1982 
fifo Gubernatorial Campaign. 
34 444 


ED 2 
Emotion Eliciting Qualities of Television Cam- 
paign Advertising as a Predictor of Voting Behav- 
ior. 


ED 235 519 
Political Agenda, The Individual and Congru 
ency. 

ED 239 314 


Political Candidates 
Political Campaign Debates: Reconciling Public, 
Media, and Candidate Needs. 
ED 238 055 


Political Communication 
Direct Legislation Campaigns and Parapolitical 
Organizations: A Case for Communications Anal- 
ysis. 
ED 235 529 
Political Criticism 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 
ED 233 361 


Political Divisions (Geographic) 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 
ED 235 084 


Political History 
Quebec. Reference Series No. 30. 
ED 235 056 


Political Influences 
Basic Training Course in Systematic Curriculum 
Fsscorhacenorg Course One: General Background 
to Curriculum Development in Africa. 


ED 237 476 
The Changing Role of Librarian. 

ED 235 812 
External Constraints on Organizational Change: 
A Study of the New York City School System. 

ED 240 204 
Methodological Issues in Researching Teacher 
Education in Developing Countries. 

ED 236 128 
Preparing for the Future: A New Professional De- 
velopment Programme for Adult Educators. 

ED 239 547 
Responding to Qualitative and Political Issues: 
Pr of the Annual Forum of the Associa- 
tion of Institutional Research (Denver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 

ED 233 639 
Special Needs in Education (E241): The Powers 
That Be, Unit 8. 

ED 235 617 


Political Issues 
Agenda-Setting and Political Framing in the 1982 
Illinois Gubernatorial Campaign. 
ED 234 444 
The Art of Citizenship: Public Issue Forums. 


ED 237 771 
Current Issues. 1983/84 Edition. 

ED 237 408 
Cycles of Protest in West Germany: Experiences 
from Three Decades. 

ED 236 101 
Defining the Issues of a Presidential Election from 
Televised Political Spot Advertisements. 

ED 238 036 
The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 

ED 233 412 


Politics 319 


pie meg of People with Disabilities: An In- 
tional Perspective. Selected Papers from the 
1980 World Congress of Rehabilitation Interna- 
tional (Winnipeg, Canada, June 22-27, 1980). 
ED 234 526 
ene A Teaching Guide to Concepts of 
leace. 


ED 240 023 
Perspectives. 1983 Edition. 

ED 237 409 
Political Agenda, The Individual and Congru- 
ency. 

ED 239 314 
Sizing Up the Situation: Kenneth Burke’s Drama- 
tistic Frames. 


The Washington Notebook. 


ED 234 435 


ED 237 410 


Political Power 
Bolshevik Revolution. 
ED 237 373 
Death of the Roman Republic. 
ED 237 374 
Political Power and Policy-Making in Education. 
ED 233 923 
The Relation between Categories of Description 
and an Interview Protocol in a Case of 
Phenomenographic Research. [Report] 1983:02. 
ED 234 078 


olitical Redistricting 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 


ED 235 084 


Political Science 

Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Getting the Damn Parts to Fit Together: Strate- 
gies in Writing a Science of Politics. 

ED 237 981 
International Human Rights: Politics & Law. A 
Syllabus. Revised. 

ED 233 962 
Political Science and Policy Analysis: Contribu- 
tions of the Discipline to Training Producers. 

ED 240 047 
Undergraduate Political Science Instruction 
within Non-Traditional Educational Settings. 

ED 240 032 

Political Socialization 

Family Communication Patterns and Political 
Development: A Developmental Approach. 

ED 236 727 
Historical Aspects of Bilingualism in the United 
States. 

ED 235 293 
Men, Not Money: E. W. Scripps and the Penny 
Newspapers of the Pacific Northwest. 

ED 233 368 
A Test of the Cumulative Acquisition Model of 
Adolescent News Media Use. 

ED 233 363 


Politics 
Agenda-Setting and Political Framing in the 1982 
Illinois Gubernatorial Campaign. 

ED 234 444 
Applications of Direct Mail in Voter Turnout Ac- 
tivities. 

ED 233 402 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue. 

ED 237 980 
The Cronkite-Ford Interview at the 1980 Repub- 
lican National Convention: A Therapeutic 
logue. 

ED 235 511 
Empire at Bay: Containment Strategies and 
American Politics at the Crossroads. 

ED 233 920 
Local Government: A Resource and Activity 
Guide. 


ED 238 772 
Political Cam Debates: Reconciling Public, 
Media, and idate Needs. 

ED 238 055 


Political Debate Formats: The Next Step. 
ED 239 318 
Political Redistricting and Geographic Theory. 





ED 234 512 


on Tax Revenues for the Public 
Midwest in the 1980s. 

ED 238 121 
The Deciine and Fall of School Finance Reform 
in Hlinois. A S of the Politics of School Fi- 
nance: 1973 to 1983. 

ED 236 775 
Desegregation, Litigation, and Resource Mobili- 
zation. 

ED 238 136 
Education and Federalism: Doctrinal, Functional, 
and Strategic Views. 

ED 235 569 
Elites, Bureaucrats, Ostriches, and Pussycats: 
Managing Research in Policy Settings. 

ED 238 196 
The Interaction of a State Edu- 
cation Programs. Volume I 

ED 233 480 


The Interactions of Federal and Related State Ed- 

ucation Programs. Volume II: State Case Studies. 

ED 233 481 

Managing Enrollment Decline: Current Knowl- 
edge and Future Applications. 

ED 233 450 


es Schools in Pluralist America, 
1870-1940. Final Report. 


ED 239 348 
Predicting Succession under Conditions of En- 
roliment Decline. 


ED 234 470 
The Private Provision of Public Services: A Com- 
parison of Sweden and Holland. 

ED 238 179 
State Legislative Voting and Leadership: The Po- 
litical Economy of School Finance. 

ED 238 094 


Pollutants 
Don’t You Dare Breathe That Air! 
ED 238 670 


Investigations in Life Science, Junior High. 
ED 239 923 


Popuiar Culture 
Popular Music: A Selected Bibliography of Mate- 
rials in the California State University, Sacra- 
mento Library. Second Edition. Bibliographic 
Series No. 22. 
ED 233 932 
The Rhetorical Dimensions of Popular Song. 
ED 238 082 
7 iepeemened 
of Nigeria. Occasional Paper # 
ED 234 950 
Popular Education 
Popular Adult Education: The Bolivian Experi- 
ence. 


ED 238 619 
Music 
Rhetorical Dimensions of Popular Song. 
ED 238 082 


’s Loneliness: A Comparison of Rejected 

and Neglected Peer Status. 

ED 237 229 
Intervention and Children’s Peer Relations: Eval- 
uating Processes and Outcomes. 

ED 233 824 
A Multimethod Assessment of Children’s Social 
Competence. 


ED 235 891 


Population Control 
A Survey to —s University Student Attitudes 


toward the Role of Government in Controlling 
Human Population Growth. 


ED 240 026 


eet in New York State. The 
Cornell Information Bulletin 182. 
ED 238 597 


ED 233 867 
Source Document of Urban American Indians 
and Alaska Natives. 

ED 235 964 
1980 Census of Population. Volume 1, Character- 
istics of the Population. Chapter B, General Popu- 
lation Characteristics, PC80-1-B. Part 1, United 
States Summary. 

ED 238 977 


Population Education 
Population Education Programme in Asia: What 


Research Says. Abstract-Bibliography, Series 4. 

ED 238 802 
Strategies for the Coherence and Co-Ordination 
of Formal and Non-Formal Population Educa- 
tion. Report of a Regional Seminar on the Coher- 
ence of Formal and Non-Formal Population 
Education Programmes (Bangalore, India, May 
16-23, 1983). 

ED 237 398 
Teacher’s Guide in Population Education for So- 
cial Studies, First Year-Fourth Year. Secondary 
Level. (Revised for Muslim Filipinos). 

ED 233 935 
Teacher’s Guide in Population Education for So- 
cial Studies, Grades I-VI. Elementary Level. (Re- 
vised for Muslim Filipinos). 

ED 233 934 


Population Growth 


Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Colorado Population Changes: A Source Book for 
Education Planners and Policy Makers. 

ED 237 387 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
Population and the Future: From Bucharest 
(1974) to Mexico City (1984). Summary Report 
of the United Nations Fund for Population Activi- 
ties Briefing for Non-Governmental Organiza- 
tions in New York (2nd, New York, New York, 
February 16, 1983). 

ED 237 389 
A Survey to Identify University Student Attitudes 
toward the Role of Government in Coii.rolling 
Human Population Growth. 

ED 240 026 
U.S. Hispanics: Changing the Face of America. 

ED 233 833 


Population Information 
Colorado Population Changes: A Source Book for 
Education Planners and Policy Makers. 
ED 237 387 


Population Trends 
Colorado Population Changes: A Source Book for 
Education Planners and Policy Makers. 

ED 237 387 
Demographic Change and the Quality of Rural 
Schools. 


ED 235 980 
The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 

ED 236 993 
The Economic Effects of Population Changes in 
Rural Smail Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
An Environmental Scan of Northern Alameda 


County. 

ED 239 695 
Farm Population of the United States: 1982. 

ED 238 659 
Immigration and California: Issues for the 1980s. 

ED 238 984 
National eo! Council On Rural Develop- 
ment (ist, Washington, District of Columbia, 
April 14-15, 1982). Executive Summary of Pro- 
ceedings. 


ED 239 798 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
The Population of China. One Billion, Eight Mil- 
lion People. 

ED 238 680 
Prospects for Public School Revenues and Local 


Subject Index 


tout District Reorganization in Illinois in the 
ED 238 627 
A Research Note on Nonmetropolitan 
the Attractiveness of Rural Living, and Race. 
ED 237 591 
The Rural Growth Revival In Nonmetropolitan 
America: Evidence of Pervasiveness. 
ED 233 867 
U.S. Hispanics: Changing the Face of America. 
ED 233 833 
1980 Census of Population. Volume 1, Character- 
istics of the Population. Chapter B, General Popu- 
lation Characteristics, PC80-1-B. Part 1, United 
States Summary. 
ED 238 977 


Pornography 
Child Pornography. Hearing on S. 2856, before 
the Subcommittee on Juvenile Justice of the Com- 
mittee of the Judiciary, United States Senate, 
Ninety-Seventh Congress, Second Session (De- 
cember 10, 1982). 

ED 234 913 


Portable Practical Educational Prepara- 
tion Inc AZ 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 
ED 235 948 
Rural Itinerant Manpower Services, 1978-1979. 
ED 235 950 


Portfolios (Background Materials) 
Contacting an Employer. Cooperative Occupa- 
tional Education, Unit 8. Instructor Material and 
Student Material. 
ED 234 247 


Portland School District O 

Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
puter Literacy Programs, Computer Manage- 
ment. 

ED 240 158 
An Empirical Study of the Effects of Regression 
to the Mean. 

ED 234 087 
Evaluation Report on Three New Instruction Pro- 
grams: Help One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
General Orientation Manual for the Portland 
Public School Achievement Testing Program. 

ED 235 219 
Interpretation of Achievement Level Test Re- 
ports. 

ED 235 196 
Portland Public Schools Internal Alternative 
Schools. 

ED 236 800 
Portland Public Schools Supported Private Alter- 
native School Programs: Albina Youth Opportu- 
nity School, Lents Education Center, 
Meadow Learning Center. Administrative Sum- 
mary, 1982-83. 

ED 236 801 
The Portland Public School System: From Pana- 
cea to Battleground. 

ED 236 789 
A Report to the Board of Education on Growth in 
Student Learing during the First Year of Imple- 
mentation of the District’s Policy on Student 
Achievement: A Comparison of Basic Skills 
Achievement Scores from 1980-81 to 1981-82. 

ED 235 189 


Ports 
A Voyage to E ic Literacy: A Year Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 
ED 238 752 





Portugal 
Case Study on Portuguese Culture in Cassis 
(France).  CDCC’s Project No. 7.: “The Edu- 
cation and Cultural Development of Migrants”. 
ED 235 938 
The Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 
ED 235 943 
English Teaching Profile: Portugal. 
ED 236 929 
The Post-Revolutionary Portuguese Press: New 
Faces, Old Problems. 





Subject Index 
ED 234 385 


Position Papers 

Circulation Policies of Some State-Supported Ac- 
ademic Libraries in Idaho, Illinois, Indiana, Iowa, 
Montana, South Dakota and Washington. 

ED 239 621 
The Educator’s Digest of Reform: A Comparison 
= A _ Proposals for Improving America’s 

00! 


ED 236 153 


Positive Reinforcement 

Eat, Drink and Be Merry: Signs and Symptoms of 
Alcohol Wellness. 

ED 238 850 
The Efficacy of Reward vs. Punishment: A Com- 
parison of Two Cottage Units. Monograph Series 
No. 2:3/83. 

ED 233 797 
Moreland Recognition Program. 

ED 238 106 
— Strategies for Reading Indepen- 


tly: 
ED 236 535 
A Positive Approach to Assertive Discipline. 
ED 240 058 
Written Communication Apprehension III: Treat- 
ment of Writing Apprehension in the Classroom. 
ED 233 341 


Positive W: 
The Effects of Positivity and Personalism of Atti- 
tude Scale Statements on Agreement Ratings. 
ED 235 214 


Post High School Guidance 
Blueprints for Building a Career Resources Li- 


brary. 

ED 238 478 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 


Post Industrial Society 
Inter-District Cooperation — Rural Schools 
In A Post-Industrial Society. Revised. 
ED 234 940 


Post Traumatic Stress Disorder 
The Assessment of Post-Traumatic Stress Disor- 
der among Minority Vietnam Veterans. 
ED 239 808 
Postage Stamps 
Exploring the World of Stamps in Your Class- 
toom. A Teacher’s Guide to Stamp Collecting. 
ED 236 098 


Postdoctoral Education 

A Mechanism for Increasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 

ED 234 945 
New Paths toward Research Leadership for Mi- 
norities and Women. Final Report. 

ED 238 160 


‘ostmodernism 
In Search of a Poetic Drama for the Post-Modern- 
ist Age. 

ED 236 720 


P 
Career and Fenians Strategies for 
Postsecondary Students with Disabilities. 
ED 238 226 
Cooperation and Competition in the Learning So- 


ciety. 
ED 238 474 
ent Leave in Europe. Policy Paper No. 


ED 235 573 
Georgia Postsecondary Education: Assess- 
ment of Achievement of Statewide Goals and Ob- 


Pro- 

grams and Institutions sTobiestines 2a and 2c). 
ED 238 371 
Georgia Postsecondary Education: FactFinder, 


1983. 
ED 235 746 
Higher Education Research & Development, Vol- 
ume 1, Number 1, 1982. 
ED 233 640 
Access to Higher Education. es 
Committee on P 


Hispanics 
before the 
tion of the Couns x Gitneten etd Echos 


House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 
ED 234 685 


Learning Disabilities: The Needs of Adults with 
Learning Disabilities. A Position Paper of the Na- 
tional Joint Committee on Disabilities. 

ED 235 642 
Learning Disabled Adults in Postsecondary Edu- 


cation. 

P ED 238 239 
Major Outcome: New Postsecondary Educational 
Organizations in Two Regions. Cooperative Re- 
gional Planning and Action to Enhance Post- 
secondary Education across State Lines. A 
Report to the Fund for the Improvement of Post- 
secondary Education (FIPSE). 

ED 234 673 


Making the Most of Your Opportunities! 
ie - oot ae 
tario earner any | mrolment Report, 
1977-81: Universities, Colleges of Applied Arts 
and Technology, Other Postsecondary Institu- 
tions = Rapport sur l’effectif des etablissements 
postsecondaires de l’Ontario, 1977-1981: Univer- 
sites, colleges d’arts appliques et de technologie, 
et autres etablissements postsecondaires. 
ED 235 709 
Education in New 
ic Categories. 
ED 238 998 


peor e gona 4 Career Education. Overview: 
ERIC Fact Sheet No. 16. 


Participation in Postsecon 
York State by Racial and E 


ED 237 804 
Postsecondary Education in the U.S. Territories. 

ED 233 664 
Postsecondary Schools with Occupational Pro- 
grams. 

ED 236 407 
Rapid Assessment of the ED Institutional Eligi- 
bility and Compliance Monitoring Systems. Final 
Report. 

ED 233 661 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 
posed Research Centers. 

ED 236 995 
Regulation of Postsecondary Institutions: Model 
Legislation. Issuegram 22 

ED 234 665 
Resource Guide: Special Services and Aids for 
Disabled Students Attending Postsecondary Edu- 
cation Institutions. Draft. 

ED 235 667 
Reviews of Na‘ional Policies for Education: New 
Zealand. 


ED 235 101 
Second Annual Equal Postsecon Educational 
Opportunity Status Report for the Period July 1, 
1981-Fall 1982. 

ED 238 317 
Special Needs in Education (E241): Education for 
Adult Life? Unit 4. 

ED 235 614 
Staff Report and Fiscal Year 1984 Budget Analy- 
sis of Programs under the Jurisdiction of the Sub- 
committee on Postsecondary Education. 
Committee on Education and Labor, House of 
Representatives. Subcommittee on Postsecondary 
Education, Ninety-Eighth Congress, First Ses- 
sion. 

ED 234 664 
Starting with Students: Notable Programs, Prom- 
ising Approaches, and Other Improvement Ef- 
forts in American Postsecondary Education. 
Volume I. 

ED 237 051 
The Terrain of Postsecondary Education. 


ED 235 722 
Texas Equal Educational ity Plan for 
Higher Education. Submitted by Governor Mark 
White for the State of Texas, June 15, 1981, As 
Amended through May 16, 1983. 

ED 234 698 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Pos 


ED 236 487 


Postsecondary Education As a Field of 
Comparative Higher Education. 


Potential Dropouts 


ED 234 676 


P 


Power Tools 321 


Dropout Prediction. 

ED 233 282 
Early Alert: Reaching Students in Time. 

ED 239 568 
Reaching and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 


Upward Reach. Disadvantaged Pupil. — 
vani 
Fund. Final Evaluation Report, 1982-83. 
ED 236 288 


Poverty 


Characteristics of the Population Below the Pov- 
erty Level: 1981. Consumer Income. Current 
Population Reports, Series P-60, No. 138. 

ED 237 583 
Life Style Study: Children of the Lesser World in 
the English-Speaking Caribbean. Volume V: 
Household Structures and i 

ED 239 741 
Linking Employment Problems to Economic Sta- 
tus. Bulletin 2169. 

ED 237 724 
Socio-Economic and eed Attributes of 
ea in Mississippi. Research Bulletin 

um! 


ED 237 258 


Poverty Areas 


Community Volunteer Service Act of 1983. Hear- 
ing before the Subcommittee on Family and Hu- 
man Services of the Committee on and 
Human Resources. United States Senate, Nine- 
ty-Eighth Congress, First Session on S. 1129. 
ED 236 411 
A Factor Analytic Model of Community and Life 
— ¢ Case of North Carolina. No. 


ED 234 975 


overty Programs 
Administrative Guidance for Verification of Na- 
tional School Lunch, Breakfast and Special Milk 
Applications. 

ED 238 147 
Power Structure 
Managerial Power and Worker Performance: A 
Longitudinal and Cross-Sectional Study. 

ED 239 138 
— of Administrative Control in Educa- 

ional Organizations: An Exploratory Study. Fi- 


a Report. 
ED 238 192 
Observations on the Organization of Social Re- 
search. 
ED 234 722// 
ED 238 380// 


Spouse Abuse: How Family Power is Shared. 
ED 234 322 


Power of the Presidency. 


Teachers’ Regulation of the 

ED 235 567 
Values in Higher Education: Conflict and Accom- 
modation. The Wilson Lecture Series, Lecture 


Two. 

ED 236 990 
What to Do until the Mentor Arrives? Profes- 
sional Advancement Kit. 


ED 234 296 


Power T 


echnology 

The Desolate Desert Controversy: me ee eee 
Power Company Build a Nuclear Plant? 
tor’s Guide [and] Student Materials. A Busines. 
s-in-the-Classroom Lesson Pian. 

ED 238 817 
Energy Convertors. Third World Science. 

ED 235 038 
Unified Technical Concepts. Application Mod- 
ules Volume II. 

ED 239 118 


What Makes Things Happen? Study Guide. Unit 
B. ZIM-SCl, Zimbabwe cent School Sci- 
ence Project. 
What Makes Things Happen? Teacher's Guide. 
Ha 's 

Unit B. MZIM-SCL Zin Zimbabwe Secondary School 
Science Project. 

ED 239 877 
1981 and 1982 Faculty and Student Research Par- 
ticipation Program Evaluation. 

ED 238 702 


Power Tools 





322 Power Tools 
Agricultural Mechanics Unit for Plant Science 
Core Curriculum. Volume 15, Number 4. Instruc- 
tor’s Guide. 

ED 235 310 


eed» ep een 
i Supervision on a Developmental 
Continuum. 
ED 236 501 
Overview. 


ED 236 167 
A Src Approach to Supervision 


ED 233 292 


Preservice Teacher Evaluation: An 


Practicum in School Administration Handbook: 

—; > autem aac 
tor Program. 

ED 236 779 

ee ee 


ED 236 500 


On the Interaction of Semantics and Pragmatics. 
CLCS Occasional Paper No. 8. 


Siitensinas ond Adds Unenen An Sepuie- 


ED 236 326 


ED 235 691 


(Tests) 
of the Feasibility of Using Item 
in the Pre-Equating of Aptitude 
ED 235 197 


Early Adolescence: A Resource Directory. 

ED 236 273 
Experienced Control in Pre-Adolescent and Ado- 
lescent Age Males and Females. 

ED 236 481 
It’s Your Move: Juveniles in Adult Jails and Lock- 


ups. 
— an = 262 
Schooling 8 ‘oung Adolescents: A Key Time in 
ED 237 589 
Trait Selection Preference of ts. 
ED 238 579 


Classroom Exercises Utilizing Data. 
ED 240 014 


t Cataloguing Section. 
Papers. 
ED 239 628 


Classification and Subje: 
Bibliographic Control 


Precis W: 


riting 
Precis Writing and Outlining: Aids to Learning 
Social Studies Content. 
ED 236 561 


Precision Teaching Project. Formative Evalua- 
tion. 
ED 237 061 


Con’ / Divergent Predictions 
vergent/Di t ictions of Urban First 
Graders. 


Students from 1950 to 2000. 

ED 238 314// 
The Politics of Scarcity: A Consideration of Fu- 
turist Models of Boom and Doom. 

ED 233 951 

U.S. Medical Students, 1950-2000. A Companion 
Factbook for “Physicians in the 

ED 238 336// 


An Approach to Quantitative Fiscal Planning. 
to titative i 
Phase I Report. 

ED 239 551 


Perspectives as Predictors of Communi- 


The Hiskey-Nebraska T of Lecnaing Apttinds 
~ est 
in Hearing-Impaired Samples. 

ED 236 173 


An Objective Instrument for Assessment of Erik- 
son’s Developmental Conflicts. Presentation 


Summary. 

ED 238 922 
Overview of vee Generalization for the U. S. 
Employment Service. 

ED 235 221 


Policy Evaluation: Use of the a Test 
as an Admission Requirement for the LVN Pro- 


ED 238 480 
Wanton Assault in a General Youth 


Simple a the HEW Youth Development Mod- 
, ~-—read Program Impact Scales, Age and 


ED 233 261 
ile Offenders 





Their Reading Attitudes, haaeaden toward Edu- 
cational Research, GPAs, and National Teacher 
tions. 

ED 238 929 
Status of Research on Item Content and Differen- 
tial Performance on Tests Used in Higher Educa- 
tion. 

ED 234 056 


Predictive Validity 
Adult seguae and the SAT in the University 
Georgia. 


System of 

ED 239 027 
Alcoholic Subtypes: Validity of Clusters Based on 
Multiple Assessment Domains. 

ED 239 145 
The Application of Gratifications Sought and Re- 
ceived from a New Independent Television Sta- 
tion’s 

ED 239 322 

The Clinical Validity of the MMPI-168. 


ED 234 328 
Early Identification System: Followup of Those 
Students in the Grade 1 Class of 1978-79 Who 
Did Not Reach Grade 4 in 1981-82. Research 
Report 83-03. 

ED 239 757 


A Follow-Up Study on the Relationship between 

Vocational Evaluators’ Recommendations and 

Student Placement in Vocational Education Pro- 
grams. 

ED 233 129 

Meaningfulness as a Factor in Health. A Research 


ED 236 449 
Possible Sources of Culture Bias in the Validation 
of ETS Language Tests. 
ED 235 504 
eg Se Level in a 
outh ce via = W Youth De- 
velopment Model’s Youth Needs Assessment In- 
strument. 


ED 237 859 


Predictive Validii 1S 
and the Learning Dis- 


ate 


ED 238 893 
The Stability and Validity of ic Achieve- 
ment. 
ED 234 al 
Aptitude T of the pay =! of the Restructured G 

Test for Predicting First-Year fone 

mance in Graduate Study. 
ED 240 122 


Subject Index 
Trainability Testing for Navy Selection and Cias- 
frainability Testing vy 


ED 234 095 
Validity of 42-Item Mooney Problem Check List 
Scale for Counseling. 

ED 237 873 


Predictor Variables 
Alcohol Use as a Function of Self-Consciousness 
and Academic Performance. 
ED 237 915 


Androgyny in the Singie-Parent Family. 
Anxiety, S and Social S Prenatal Pre. 
tress jupport: 
dictors of Obstetrical Outcomes. 
_ED 235 922 


Black Male Labor Force Participation. 


ED 240 201 
Causali Perspectives as Predictors of Communi- 
cation 


ED 235 517 
Cognitive Skills Needed in Program- 
ming. 

ED 236 466 

ive Social Mobility Revisited: Models 

of Convergence and Divergence in 16 Countries. 

ED 234 108 

Correlates of Physician’s Assistant Performance. 

ED 238 355 

Determinants of Successful Divorce Settlement 
Outcomes. 


5D 3 239 173 

ferential Prediction of Alcohol vs. Hard Drug 

cis Lane tn © Gouned Sem Ganae te Ge 

HEW Youth Development Model’s Community 
Youth Program Impact Scales, Age, and Sex. 


ED 236 441 
Dropout Prediction. 

ED 233 282 
The Effects of Instructor Expectation and Perfor- 
mance on Child prehension and Perfor- 
mance. 


os viel ED 239 by 

S VS. Prediction 
Rapoctensins  Backgre in ction o! 
ED 237 904 


Eye Movement Models of Academic Achieve- 


ment. 

ED 239 169 
Factors Influencing Adjustment to Late-Life Di- 
vorce. 


ED 239 “— 


Factors Predicting Satisfaction Judgments: A 
Comparative Examination. 
ED 236 478 


The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 
The Interaction of Piagetian Stages of Develop- 
ment in ng aye ane IQ Levels and Other 
Variables in Grammar 


ED 234 379 
Legere. Achievement, Aptitude, and Atti- 
tudinal Variables Related to Preservice Teachers’ 
Performance on Criterion-Referenced Tests in 


Reading. 

ED 237 496 
The Lonely and Gifted Adolescent: Stress, De- 
pression and Anger. 

ED 236 495 


Managerial Power and Worker Performance: A 
Longitudinal and Cross-Sectional Study. 

ED 239 138 
Moral and gm Variables in Re- 
lation to Moral 


ED 235 403 

Nonverbal Behaviors within Communicator Style 

as Possible Predictors of Hireability in Employ- 
pec Interviews. 

ED 238 071 

pan Evaluation: Use of the PSB-Aptitude Test 

an Admission Requirement for the LVN Pro- 


ED 238 480 
t Participation in a General 


HEW Youth Deve: t 
Program eg 
ED 239 188 

i Level in a 

via the Youth De- 
‘outh Needs Assessment In- 


Pees | Self- 
General Youth 
velopment Model’s 





Subject Index 


strumert. 
ED 237 859 
Predicting Wanton Assault in a General Youth 
Sample via the HEW Youth Development Mod- 
= Community Program Impact Scales, Age and 
K. 


ED 233 261 
Predicting Whether or Not Agricultural Educa- 
tion Graduates Will Teach. A Report of Research. 

ED 235 372 
Prediction of Child Maltreatment During Preg- 
nancy. 

ED 238 532 
The Prediction of Interest in Health Promotion. 

ED 235 411 
Prediction of Recidivism in J ile Offenders 
Based on Discriminant Analysis. 

ED 235 406 


Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 
ED 237 259 
Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 
toral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 





ED 237 946 
The Relationship between Selected Normative 
Variables, Performance Variables and High 
School MCT Scores. 

ED 235 179 


The Relationship of Learning Style, Aptitude and 
Instructional ig eas Variables to Achievement 
in the Military Training Environment. 

ED 237 549 
The Relationship of the Concurrent and Con- 
struct Validities of Cloze. 

ED 239 219 


The Relationship of Trait Indecisiveness to Voca- 
tional Uncertainty, Career Indecision, and Inter- 


personal Characteristics. 
ED 233 291 


Seeking Mental Health Care: Multivariate Analy- 
sis of a National Survey. 

ED 237 875 
Sex versus Sex Role as Predictors of Conversa- 
tional Gaze Behavior. 

ED 235 410 


Should One Variable (CLAST) Be Used to Deter- 
mine Entrance to Upper Division at the State Uni- 
versity System in Florida? Research Report No. 


83-27. 

ED 239 675 
Social Support, Network Structure, and the In- 
ventory of Socially Supportive Behaviors. 

ED 239 142 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 

ED 235 186 
sees ing Determinants of Teacher and Principal 

ork. 

ED 235 563 
The Stability and Validity of Academic Achieve- 
ment. 

ED 234 284 
The Structure of Instruction Rating Scale (SIRS): 
Development and Technical Characteristics. 

ED 236 188 
A Typology for Interpersonal Situations or, How 
Do I Class Thee, Let Me Count the Ways. 

ED 233 416 
Understanding Teaching and Learning in Class- 
rooms: A Predictive Case Study Approach (Meth- 
odology, Preliminary Results and Implications for 
Teachers). 

ED 236 241 
The Use of Student Background Variables, ACT 
Scores and GPA to Predict Performance on the 
Florida Teacher Certification Examination. 

ED 235 229 
Validity of 42-Item Mooney Problem Check List 
Scale for Counseling. 

ED 237 873 
— in College Students’ Dating Relation- 

ips. 

ED 233 289 
The WIQ: A Multi-Dimensional Instrument to 
Assess Antecedents of Women’s Vocational 
Choice. 

ED 234 229 


Pregnancy 


The Antecedents and Consequences of Maternal 
Adaptation in the Postpartum Period. Project Pre- 
pare. 

ED 238 553 
Anxiety, Stress and Social Support: Prenatal Pre- 
dictors of Obstetrical Outcomes. 

ED 235 922 
College Students’ Preferences for Childbearing 
and Timing of 

ED 237 224 
Health Aspects of Adolescent Sex, 1982. Hearing 
before the Subcommittee on Aging, Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Seventh Congress, Second Session on Exami- 
nation of the Alarming Increase in the Rate of 
Sexual Relations among Adolescents. 

ED 233 252 


Nutrition in Teenage Pregnancy. A Curriculum 
Guide. 


ED 238 888 
Road-to-Birth Game. Technical Note No. 24. 

ED 238 609 
Working with the Pregnant Teenager: A Guide 
ts a Educators. Program Aid Number 

ED 233 265 


it Students 
Nutrition in Teenage Pregnancy. A Curriculum 


Guide. 
ED 238 888 
Prekindergarten Teacher Problems Check- 


list 
Problems of Prekindergarten Teachers: A Basis 
for Examining Teacher Education Practices. 
ED 235 911 
Prelaw Curriculum 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 
ED 236 716 
Premature Infants 


Effects of Early Sensory Stimulation on the Pre- 
mature Infant as Measured by the Bayley Scales 
of Infant Development. 


ED 237 235 
Maternal Attachment and Mothering Disorders. 
Pediatric Round Table: 1. Second Edition. 
ED 233 781 
Premium Pay 


Pros and rl and Current Status of Merit Pay in 
the Public Schools. 


ED 238 162 
Prenatal Influences 
Fetal Alcohol Effects in Children: Cognitive, Ed- 
ucational, and Behavioral Considerations. 
ED 235 601 
Road-to-Birth Game. Technical Note No. 24. 
ED 238 609 
Working with the Pregnant Teenager: A Guide 
ro oo Educators. Program Aid Number 
ED 233 265 


Presenting Acthrities 
Building Schema through Writing: The Effects of 


Writing as a Pre-Reading Activity on Delayed 
Recall of Narrative Text. 

ED 235 497 
Examining Background Knowledge and Text 
Comprehension. 

ED 234 419 


Experience r 
Child Development. ECIA Chapter 1. Evaluation 
Report, 1982-83. 


ED 237 617 
Joint Picture Book Reading as Memory Training 
for Toddlers. 

ED 234 895 
“Let’s Read Together”: Young Children’s As- 
sisted Storybook Interactions. 

ED 239 234 
Toward a Theory of How Children Learn to Read 
and Write “Naturally”: An Update. 

ED 239 245 


ites 
Basic Academic Skills Expected of Ruwie 
Freshmen at Indiana University. Indiana Studies 
in Higher Education Number 
"ED 234 711 


Preschool Children 323 


R.S.V.P. Teacher-Coordinator 
ED 235 966 
Preretirement Education 
Retirement Planning Handbook: Washington 
State Faculty Association of Community Col- 
leges. 
ED 237 135 


1 Children 

Behavioral Sr aga of Sociometric Status in 
Preschool Children. 

ED 237 200 
By Parents for Parents. A Pre-First Parent’s 
Guide to the Early Education Program in Eastern 
Lancaster County School District. 

ED 239 736 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 

ED 236 893 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
Their Parents. Preliminary Final Report. Volumes 
1 and Il. 

ED 235 901 
Cognitive Performance among Head Start Chil- 
dren from Three Family Types. 

ED 238 586 
Diversity in the Classroom: A Multicultural Ap- 
proach to the Education of Young Children. Early 
Childhood Education Series. 

ED 237 508// 

br Early Patterning of Social Behavior: Revi- 
si 


ED 237 231 
The Effects of Gender and Age on Preschool 
Children’s Choice of the Computer as a Child-Se- 
lected Activity. 

ED 233 810 
Effects of Group Day Care in the First Two Years. 

ED 233 805 
Family Day Care: Guidelines Desi to En- 
hance Cognitive Learning within the Home Envi- 
ronment Based on Piagetian Theory. 

ED 234 905 
From Babies into Boys and Girls: The Acquisition 
of Gender Identity. 

ED 2: 235 910 


Getting a Head Start on Prewriting S 

ED 2: 235 920 
[Hand Preference: Cognitive Development, 
Asymmetry, and Consistency.] 

ED 238 578 


Identifying Intellectual Advancement in Pre- 


schoolers. 

ED 235 923 
Infant Day Care: Effects at 2, 4, and 8 years. 

ED 233 806 
Literacy Resources: How Preschoolers Interact 
with Written Communication. Final Report. 

ED 237 227 
Natural Kind Terms and Children’s Ability to 
Draw Inferences. 

ED 237 238 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food Pro- 
gram. 

ED 237 245 
Oh Where, Oh Where: Memory-Based Searching 
by Very Young Children. 

ED 234 896 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 

ED 237 246 
The Parent Workshop. Communication Skills. 
PCRP Fall 1983 Working Edition. 

ED 238 528 
The Planning Board: Ideas for Construction and 
Use with Young Children. 

ED 233 801 

Playful Literacy Activities and Learning: Prelimi- 


nary Observations. 

ED 238 377 
A Playground that Extends the Classroom. 

ED 239 802 
Preparing Food for Preschoolers: A Guide for 
Food Service Personnel. 

ED 239 737 
Preschool Children’s Concepts of Their Peers. 

ED 233 800 
A Preschool Environment for Emergent Reading. 

ED 233 327 
Preschool Teachers’ Reactions to Attractive and 
Unattractive Children: An Observational Study. 





324 Preschool Children 


Providing Preschool Gifted Chil 
iding Programs for i il- 
dren on a Statewide Basis. 

ED 239 433 
The Range and Consistency of ’ Re- 
union Responses in Day Care. 

ED 235 892 
Readiness for First Grade: Activities and Experi- 
ences. 


ED 234 a 

Recognition, Development and Correlates of 

Self-Defined Physical Attractiveness among 
Children. 


Young 

ED 237 241 
The Relation between Gender ee and Gen- 
der Constancy in Preschool Children 

ED 238 551 
The Role of Cognitive — in the Develop- 
ment of Constanc 

ED 233 823 
Social Interactions of Preschool Hyperactive 
Boys. 

ED 235 924 
Social Participation by Two-and-Three-Year-Old 
Children in Groups. 

ED 235 899 
A Study of the Effect of Computers on the Pre- 
school tennant. 

ED 234 898 
Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para los Padres 
y los Pre-Escolares. 





ED 239 476 

Young Children’s Reasoning and Recall in an Ob- 
ject Manipulation Task. 

ED 238 593 


Curriculum 

Curricula for the Prevention of Sexual Abuse of 
Children and Youth. 

ED 239 778 
Diversity in the Classroom: A Multicultural Ap- 
proach to the Education of Young Children. Early 
Childhood Education Series. 

ED 237 508// 

Preschool Education in Japan. NIER Occasional 
Paper 04/83. 

ED 235 876 
USAFE Child Care Training Guide. 


ED 239 779 


Education 
A Comparison of Toy Selection and Play Behav- 
ior between Preschool Children with Down’s Syn- 
drome and Preschool Children with No Mental 
Retardation. 


ED _ $47 
Early Childhood Services for Aboriginal Chil 
dren. 


ED 239 795 
Evaluation of a Competency-Based Inservice 
Training Program for Personnel Serving Disabled 
Preschoolers. 

ED 235 218 
Evidence Continues to Mount on Benefits of Pre- 
school. 


ED 234 886 
Microcomputers in the Early Childhood Class- 
room. 


ED 234 845 
Model Child Care Licensing Standards for Indian 
Reservations. 

ED 235 953 
New Zealand Journal of Educational Studies: Cu- 
mulative Index of Volumes 1-17, 1966-1982. 

ED 235 915 
A Parent’s Guide to the Education of Preschool 
Gifted Children. 


ED 233 529 
Preventing School Failure: The Relationship be- 
tween Preschool and Primary Education. Pro- 
ceedings of a Workshop on Preschool Research 
(Bogota, Colombia, May 26-29, 1981). 
ED 238 534// 
A Study Guide to Young Children in Action. Ex- 
ercises in the Cognitively Oriented Preschool 
Classroom. 


ED 238 561 
The Underserved: Our Young Gifted Children 


ED 235 645 


Evaluation 
Evidence Continues to Mount on Benefits of Pre- 
school. 


ED 234 886 
Reunion Behavior 


Preschool Scale 
The Range and Consistency of Preschoolers’ Re- 


union Responses in Day Care. 
ED 235 892 
T 


Preschool Teachers 
CAI for CDA: Theory and Competency. 


ED 239 745 
Instructional Implications of WPPSI Subtests for 
the Early Childhood Educator. 

ED 235 909 
Preschool Education in Japan. NIER Occasional 
Paper 04/83. 

ED 235 876 
Preschool Teachers’ Reactions to Attractive and 
Unattractive Children: An Observational Study. 

ED 237 240 
Problems of Prekindergarten Teachers: A Basis 
for Examining Teacher Education Practices. 

ED 235 911 
The Professional Preschool Teacher. 


ED 235 928 


Preschool Tests 


ccessing Cognitive Skills in Preschool Children 
of Middle and Low Income Families. 
ED 234 908 


Preservation 
Agricultural Land in an Urban Society. Resource 


Publications in Geography. 

ED 235 079 
Conservation Section. Management and Technol- 
ogy Division. Papers. 

ED 239 643 
Conserving and Preserving Library Materials. Pa- 
pers Presented at the Allerton Park Institute (Ur- 
bana, Illinois, November 15-18, 1981). Allerton 
Park Institute Number 27. 

ED 233 743 
Two Reports on Research Libraries. Forum I: 
Toward the 21st Century: An Agenda for Re- 
search Libraries and Their Users (Racine, Wis- 
consin, December 8-10, 1982). Forum II: 
National and Regional Aspects of Collecting and 
Preserving Library Materials (Wye Plantation, 
Maryland, October 10-12, 1983). 

ED 238 439 


Preservice Teacher Education 


California’s Problems in Operationalizing the 
Quest for Quality in Teacher Education. 

ED 235 172 
Competencies of Teachers of the Visually Handi- 
capped: Progress Report. 

ED 236 871 
Current Attractions of Teaching As Perceived by 
Preservice Students. 

ED 235 582 
Demonstrate a Manipulative Skill. Second Edi- 
tion. Module C-16 of Category C-Instructional 
Execution. Professional Teacher Education Mod- 
ule Series. 

ED 236 356 
A Description of the Single Preparatory Reading 
Methods Course for Preservice Teachers. 

ED 233 299 
Educating a Profession: Extended Programs for 
Teacher Education. 

ED 236 139 
Essential Knowledge for Beginning Educators. 

ED 237 455 
The Ghost of Computers Past, Present, and Fu- 
ture: Computer Use for Preservice/Inservice 
Reading Programs. 

ED 239 242 


The Identification of Skills and Characteristics 
Needed by Country School Teachers. Education 
Reports. 

ED 234 942 
The Impact of Women on American Education. 

ED 235 103 
Instructor Training. Background Paper. 

ED 236 420 
The Integration of Theory and Practice: A Pri- 
mary Focus of Teacher Education Internships. 

ED 238 879 
The Kindergarten Student Aide: Procedures and 
Practices in the Kindergarten Classroom. 

ED 235 917 

Disabilites: Issues in the Preparation of 
Professional Personnel. A Position Paper of the 
— Joint Committee on Learning Disabi- 
tes. 


Subject Index 


ED 235 641 
Mainstreaming a Multicultural Concept into Spe- 
cial Education: Guidelines for Special Education 
Teacher Trainers. 

ED 238 230 
Mainstreaming the Handicapped: The Research 
and Development of a Six-Module 1078 thrcegh 
age. Final Report. September 1, 1978 
June 30, 1979. 

ED 234 167 
A Philosophical Approach to the Subject Matter 
Preparation of Teachers of History. 

ED 237 377 
Pitfalls of Experience in Teacher Preparation. Oc- 
casional Paper No. 65. 

ED 237 504 
Policy Recommendations for Teacher Education 
in Texas, August, 1983 

ED 238 864 
Preparing Student Teachers for Professional Ap- 
pointments in Rural Schools. 

ED 239 789 
Preservice Economic Education: The Environ- 
ment for Preservice Teacher Education. 

ED 240 038 
Preservice Education and Leadership Training. 
ED 233 514 
Preservice Teacher Evaluation: An Overview. 

ED 236 167 
~ ane of Knowledge and Understanding in 

ional Paper No. 61. 

ED 237 503 
Recent Classroom Research: Implications for 
Teacher Education. 

ED 237 459// 

Relationships between Cognition of Teachers and 
Quality of Teaching Style in Elementary Science. 

ED 236 055 
A Resource Module to Develop Elementary Pres- 
ervice Teacher Competency in Communicating 
with Parents and Other Adults. 

ED 236 141 
Suggestions from Student Teachers. . 
ED 240 050 
Teacher Education for Rural Schools: The West- 
ern Montana College Model. 

ED 237 252 
Universities Moving to Raise Quality of Educa- 
tion Schools. 

ED 236 958 
Using Research in Preservice Teacher Education. 

ED 238 876 


Presidential Cam 


Defining the Issues of a Presidential Election from 
Televised Political Spot Advertisements. 

ED 238 036 
The Ethics of Media Framing of Issues in the 
1980 Presidential Campaign. 

ED 233 412 
Presidential Election ’80 and the Past Presidents. 

ED 239 993 
Road to White House Activities. 

ED 239 994 


Presidential Candidates 


Presidential Election ’80 and the Past Presidents. 


ED 239 993 
Road to White House Activities. 


ED 239 994 


Presidents 


George Washington: The Life and Legend. Read- 
ing and Thinking Skills Activities Grades 5-9. 

ED 238 740 
Presidential Election ’80 and the Past Presidents. 

ED 239 993 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983 

ED 238 664 
Road to White House Activities. 


ED 239 994 


Press Opinion 


Busing in the New York Times: A Quantitative 
Case Study of Educational Public Policy Argu- 
mentation. 

ED 233 458 
Continuity and Change in Mexican Press Com- 
mentary on Government: 1951-1980. 

ED 233 361 
Newspapers’ Letters to the Editor as Reflections 
of Social Structure. 


ED 237 979 





Subject Index 


Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 

ED 234 422 
Sizing Up the Situation: Kenneth Burke’s Drama- 
tistic Frames. 

ED 234 435 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three 

ED 233 348 


Pressure (Physics) 
Basic Pneumatics. Instructor’s Guide. 

ED 234 238 
Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 

ED 239 902 
Forces. ’O’ Level Teacher's Guide. Unit 1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 


ED 239 903 


Videotex in Libraries: An Assessment of the Brit- 
ish Experience and Directions for the Future. 
ED 237 093 
Prestige 
The Occupational Prestige of Women Immi- 
grants: A Comparison of Cubans and Mexicans. 
Paper Number 5.009. 
ED 239 010 


Pretend Play 
Family Day Care: Guidelines Designed to En- 
hance Cognitive Learning within the Home Envi- 
ronment Based on Piagetian Theory. 

ED 234 905 
Playful Literacy Activities and Learning: Prelimi- 
nary aaa 

ED 238 577 
Play-Language Relationships: Correspondence or 
Decalage? 

ED 238 587 
The Role of Cognitive Operations in the Develop- 
ment of Gender Constancy. 

ED 233 823 
State of the Art in Play Environment Research 
and Applications. 

ED 237 474 
Pretests Posttests 
The Assessment of Composition Skills. Pre/Post 
Results: Group I. 

ED 236 224 


Prevention 
Achilles Pain. 

ED 233 980 
Alternatives Drug and Alcohol Prevention Pro- 
gram. Self Evaluation, 1981-82. 

ED 234 286 
Annotated Resource Guide for Alcohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 

ED 235 431 
Answering the Cry for Help. 

ED 233 258 
Assessing Social Settings to Design a Preventive 
Consultation. 

ED 239 165 
Attrition in Prevention Research. 

ED 239 172 
Curricula for the Prevention of Sexual Abuse of 
Children and Youth. 

ED 239 778 
Deafness in Rural Asia. 

ED 236 877 
Drug Abuse Prevention for You and Your 
Friends. 

ED 235 427 
Early Intervention with Vulnerable Children: Re- 
sults of a Demonstration Project. 

ED 237 210 
Federal Strategy for Prevention of Drug Abuse 
and Drug Trafficking, 1982. Prepared for the 
President Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 

ED 234 289 
Heat Problems. 

ED 233 978 
Intensive Services to Families At-Risk Project. 
Working Papers in Developmental Disabilities. 

ED 235 660 
Intervention in Child Maltreatment. 

ED 237 878 


Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 
A Longitudinal Evaluation of the “Here’s Look- 
ing at You” Alcohol Education Program 
1978-1981. Final Report. 

ED 234 298 
Medical and Social Problems of the Disabled. A 
Report Based on the Technical Discussions of the 
Regional Committee for Europe (31st Session). 
EURO Reports and Studies 73. 

ED 233 531 
“Mountain Education”: The Answer to the “3 
D’s.” Drinking, Driving & Drugs. A Communica- 
tion Manual for Parents. 

ED 235 435 
Preventing Drug Abuse in the Workplace. Drug 
Abuse Prevention Monograph Series. 

ED 234 291 
Preventing School Failure: The Relationship be- 
tween Preschool and Primary Education. Pro- 
ceedings of a Workshop on Preschool Research 
(Bogota, Colombia, May 26-29, 1981). 

ED 238 534// 

Prevention of Marital eee Improving In- 
timate Relationships. The Current Status of Pri- 
mary Prevention. 

ED 236 473 
Primary Prevention of Sexual Child Abuse: A 
Program of Direct Child Education. 

ED 237 234 
Relationship of Child Abuse to the Workplace: 
Employer-Based Strategies for Prevention. Pre- 
vention Focus Working Paper No. 4. 

ED 234 890 
Rotator Cuff Injuries. 

ED 233 979 
School Programs to Prevent Drug Abuse. Issue- 
gram 18. 

ED 236 509 
Sight on Sites: An Approach to Coping with 
Teacher Stress—Preventing Burn-out. 

ED 236 131 
Special Needs in Education (E241): Eradicating 
Handicap, Unit 14. 

ED 235 623 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 

ED 238 859 


Preventive Medicine 
Primary Health Care-The Chinese Experience. 
Report of an Inter-regional Seminar on 
Health Care (China, June 13-16, 1982). 
ED 237 470 
Source Book for Health Education Materials and 
Community Resources. 


ED 235 292 
Strategies for Promoting Health for Specific Pop- 
ulations. 


ED 234 133 


Prevocational Education 


— Cuban Immigrant Project. Appendixes 

ED 235 364 
Adult Cuban Immigrant Project. Final Report. 
May, 1981 - June, 1983. 

ED 235 363 
Career Vocational Programming for the Severely 
Handicapped Individual. 

ED 236 858 
Do You Read Me? Business and Office: Reading 
Development Activities Guide. 

ED 237 815 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 

ED 237 812 
Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 

ED 237 813 
Do You Read Me? Service Supplement: Reading 
Development Activities Guide. 

ED 237 814 
A Guide for Prevocational Education Programs in 
South Carolina. 

ED 235 386 
Mathematics Manipulatives in a Pre-Vocational 
Program: Teacher Inservice and Classroom Re- 
search. 

ED 237 739 
Pre-Vocational Curriculum (Career Education) 
pA bn and 10th Grade Levels. (Student Study 


Principals 325 


ED 236 314 
Pre-Vocational Curriculum (Career Education) 
for 9th and 10th Grade Levels. (Teacher Guide). 
ED 236 313 
Prevocational Education: Research Implications 
for Teacher Training. 
ED 236 852 
Prevocational —_ Development for Handi- 
capped Studen 
ED 234 582 


Prewri 


ting 
The —— as a Tool for the Invention Stage 
of Writing. 
ED 236 693 
The Effects of Intensive Vocabulary Instruction 
on a Specific Writing Task. A Plan B Paper. 
ED 239 222 
Getting a Head Start on Prewriting Skills. 


ED 235 920 
Imaging as a Heuristic. 

ED 234 429 
Teaching Persuasion: A Positive Approach. 

ED 233 396 
Using Problem-Solving to Think and Write: Tag- 
memics for High School Students. 

ED 234 384 
Writing Is a Process: Guidelines for Writing Cen- 
ter Volunteers. 

ED 235 487 


Education 
Integrating Subject Areas in Education 
Curriculum: A Joint Innovative er Report of 
the Finalization Meeting (Bangkok, Thailand, 
December 9-15, 1981). 
ED 238 536 
Preventing School Failure: The Relationship be- 
tween Preschool and Pri Education. Pro- 
ceedings of a Workshop on Preschool Research 
(Bogota, Colombia, May 26-29, 1981). 
ED 238 534// 
Will Raising the School Entrance Age Reduce the 
Risk of School Failure? 


ED 239 760 


Primary Health Care 


Accelerating Child Survival and Development in 
Dark Times. 

ED 235 881 
Community Participation: Current Issues and 
Lessons Learned. 

ED 235 878 
Enhancing Services to the Rural Elderly through 
Primary Care Centers. 

ED 237 866 


Primary Health Care-The Chinese — 
Report a an Inter-regional Seminar 
Health Care (China, June 13-16, 1982). 

ED 237 470 
Self Care Resource Corner: Its Impact on Appro- 
priate Health Service Utilization. 

ED 238 871 
UNICEF and the Sudan. 

ED 237 196 
UNICEF Annual Report 1983. 

ED 235 879 
Women Students In Rural Communities: A Pre- 
liminary Report. 

ED 235 956 


Primary Prevention 


Primary Prevention of Sexual Child Abuse: A 
fae of Direct Child Education. 


ED 237 234 


Primary Trait 


Purpose and Audience in Writing: A Study of 
Uses of the Primary Trait System in Writing In- 
struction. 

ED 236 687 


Effects 
Inhibition of Poor Exemplars in the Lexical Deci- 
sion Task and Evidence of Automatic and Atten- 
tional Priming. 


ED 235 407 


Edward Island 
Prince Edward Island. Reference Series No. 33. 
ED 235 059 


Princij 


Actions for Principals. 

ED 235 547 
Administrator Tenure Statutes and Other Legisla- 
tive Protection of Position. 





326 Principals 
ED 238 149 
Paraprofes- 


Assessment of Services Provided by 
sionals. 
: ED 240 205 
A Study of Knowledge Use in 
Report (Draft). 
ED 240 203 
Principals’ 


Development and Validation of 
Role-Specific Behaviors in Lebanese 
Schools. 


ED 236 793 
Effective Principals: Knowledge, Talent, Spirit of 
Inquiry. 


ED 234 521 
An Exploratory Contingency Model for Schools. 
raed an 
Field Experience Guidelines for a tu- 
dents and Faculty and Public School T 
and Administrators. 


ED 235 118 
Handbook for the Principal Internship. Revised. 
ED 238 155 
If You Would Preserve the Management Team, 
You Must Pitch In and Do Your Part. The Endpa- 


ED 236 765 


Instructional ic 
Studies on Junior High School Principals. Execu- 
tive Summary. 

ED 236 809 
Leadership and Decision Making for Effective 
Educational Change. 


ED 233 461 
Multicultural Nonsexist Education in lowa 

ED 238 204 
North Carolina School Law: The Principal’s Role. 
Planning the Elemen Princi +79 vg a 

"s Year, or 

Attempt to Keep ‘Everyone Hany ACS CSA Opera- 
tions Notebook 2 

ED 239 358 


eee See eeinetpata: ageyaiee fa 
‘o. 76. 


ED 233 502 
Principal’s Desk Reference to the Education of 
Handicapped Children. 


ED 236 817 
The Principalship and the Development of In- 


ED 233 491 
Principals in Rural Alaska: A Descriptive Profile. 
a ha ee 839 
Principal’s Leadership in Developing the Char- 
acteristics of Excellent Schools. 
The Principal’s Role in Element "School See 
s in ool Sci- 
ence. Handbook II. Project for Promoting So Science 
among Elementary School 
“iD 236 002 
The Principal’s Role in Teacher-School Board 
Negotiations: Protecting Discretion? 
ED 238 099 
Principals, Whither Will You Lead Us? 
ED 233 456 
Professional Development Needs of School Prin- 
cipals. 
_ ED 239 370 


ED 237 961 
: A Source- 


ED 236 811 
Principals: Executive 


ED 239 421 | 
i Research 


ED 238 206 
A Statewide Assessment of Public High School 
Principals’ Attitudes Regarding Proficiency Test- 


ing in Tennessee. 


ED 237 556 
A Study of Superordinate, Subordinate and Exter- 
nal Role Relations as Determinants of Principals’ 
Perception of On-the-Job Stress. 

ED 233 437 
pot ese Bde of the Relationship between Elementary 
School Principals’ ten ny ma a Type and Per- 
ceived Problem-Solviag Strategies. 

ED 238 171 


Training School Administrators: Registration Re- 
port to the Massachusetts Board of Education. 
Book II: School Principalship 

ED 239 366 
Values and Assumptions in Contestation over 
School Councils Selecting Princi 

ED 236 791 


Principles of Adult Learning Scale 
Analysis of Scores on Principles of Adult Learn- 
ing Scale for Part-Time Faculty and Recommen- 
dations for Staff Development Activities. 
ED 235 355 


Print Awareness 

“Let’s Read Together”: Young Children’s As- 
sisted Storybook Interactions. 

ED 239 234 
Techniques for Collecting Literacy Events from 
Young Children. 

ED 236 647 
Transitions into Literacy. 

ED 235 479 


Conserving and Preserving Library Materials. Pa- 
pers Presented at the Allerton Park Institute (Ur- 
bana, Illinois, November 15-18, 1981). Allerton 
Park Institute Number 27. 


ED 233 743 


Complete Statistical Survey Results of 1982 
Texas Competency Validation Project. 
ED 234 202 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 
ED 235 301 
Saving Money on ~~ and Reproduction. 
ERIC’ Fact Sheet No. 2 
ED 233 924 
Prior Learning 
Background and Foreground: Audience Educa- 
tion from Theory to Practice. 
ED 234 447 
Beginning Readers’ Developing Knowledge about 
Written Language. BRDKAWL Project 1980-82. 
Final Report for the Period September 1980-Au- 
gust 1982. 
ED 236 571 
Children’s Ability to Draw Inferences from Text. 
ED 239 239 
Effects of Activating Background Knowledge on 
Comprehension of Expository Prose. 
ED 237 955 
Effects of Prior Knowledge, Text-Order and Un- 
derlining on Recall of Information From Text. 
ED 237 968 
Effects of Topic Knowledge on the Quality and 
Coherence of Informational Writing. 
ED 234 418 
Examining Background Knowledge and Text 
Comprehension. 
ED 234 419 
Prior Knowledge and Reading Comprehension 
Test Bias. Technical Report No. 289. 


ED 234 375 
A Schema-Theoretic View of Basic Processes in 
se Comprehension. Technical Report No. 


ED 239 236 

Teaching for Conceptual Change: Some Ways of 
Going Wrong. Final Report. 

ED 237 493 

infamiliar 


Verbal Reports: How Readers Process U; 
Text. 


ED 237 938 
Prison Libraries 
An Evaluation for System-Provided Library Ser- 
vices to State Correctional Centers in Illinois. 
ED 237 116 
Library Service to Local Jails: Guidelines. 
ED 235 822 
Prisoners 


Subject Index 


Evaluation Research in Basic Skills with Incarcer- 
ated Adults. Technical Report No. 303. 
ED 237 954 
The Forgotten Sufferers: Children of Inmates. 
ED 235 439 
It’s Your Move: Juveniles in Adult Jails and Lock- 
ups. 
ED 233 262 
The Legal Issues of Female Inmates. 
ED 233 288 
Privacy 
Freedom bees age in a Parliamentary Gov- 
ernment: Canada’s New Access to Information 
Legislation. 
ED 236 613 


Pentagon After Action Reports: The Jack Taylor 
Debate. 

ED 233 424 
Photographic Invasion of Privacy: An Old Con- 
cept with New Meaning. 

ED 236 626 
The Right to Privacy for Juveniles: A Review for 
School Counselors. 

ED 233 281 
Transborder Flow of Computerized Information: 
Controls and Restrictions. 

ED 239 315 

Private Agencies 

Oversight on Student Loan Collections. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 

ED 234 686 


Private Co! 
Historically Black Colleges and Universities Fact 
Book. Volume II, Private Colleges/Graduate 
Schools. 
ED 239 553 
Illustrative Bylaws for Independent Colleges. 
ED 238 372 
An Inquiry into Student Recruitment Efforts and 
Attitudes of 245 Schools, Colleges and Depart- 
ments of Education from Three Types of Institu- 
tions and of Four Sizes. 
ED 237 467 
New England College Tries to Adjust to Fewer 
Students, Teachers, and Dollars. 
ED 236 956 
Parsons College: Innovative Ideas, or Unethical 
Practices. 
ED 239 534 
Self-Study Criteria for Governing Boards of Inde- 
pendent Colleges and Universities. Revised. 
ED 238 361 
Tuition & Required Fees. New Jersey Colleges & 
Universities: 1977-78 Through 1983-84. ORM 
Volume 4: Brief Number 1. 
ED 238 376 


"ae g Con f = id “Pri 
ceptions of “ ” and “* vate” 
in American Educational Histo 
ED 237 406 
Christian Schools and Public Schools In Small 
Rural Communities of the Northeast. 
ED 235 958 
The Private ee + Public § Services: A Com- 
parison of S 





ED 238 179 


Private Financial Support 
Barriers to Private Sector Public School Collabo- 
ration. A Set of Exploratory Papers Commis- 
sioned by the National Institute of Education and 
the American Enterprise Institute for Public Pol- 
icy Research. 
ED 239 362 


The CFAE Casebook: A Cross Section of Corpo- 
tate Aid-to-Education Programs. 
ED 234 680 
Corporate Support of Higher Education, 1981. 
ED 234 679 
Facts on Grants, 1982. A Report on Grant-Mak- 
ing. 


ED 235 707 
Foundations Associated with Maryland Public 
Universities and Colleges. Postsecondary Educa- 
tion Research Reports. 

ED 236 988 
A Handbook on Developing Means to Under- 
write Performances at National Conventions by 
Talented Students from Urban School Districts. 





Subject Index 


ED 237 602 

An Introduction to Fund Raising: The Newcom- 
ers’ Guide to Development. 

ED 233 660 

uccessful 


An Investigation of Characteristics of Si 
Community College Foundations. 
ED 233 756 
The Local Education Foundation: A New Way to 
Raise Money for Schools. NASSP Special Report. 
ED 234 482 
eo for Classroom Teachers. Fastback 


ED 235 131 
New River Community College Educational 
Foundation, Inc. 

ED 238 457 
Policy and Procedures, University of Rhode Is- 
land Foundation. 

ED 234 692 
Private-Sector Funding-Handle with Care! 

ED 236 778 


Private Councils 
Job Creation ugh Economic Development: 
The Role of Private Industry Councils. Private 
Industry Council Guide Number 2. 
ED 239 021 
An Overview of the New Job Training System. 


Survey Report I. 

ED 239 088 
Private Industry Council Roles and Options: 
Making the Job Training Partnership Work. 

ED 239 022 
= Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 

ED 239 023 


Private School Aid 
Portland Public Schools Saget Private Alter- 

native School Programs: Albina Youth Opportu- 
nity School, Lents Education wo Open 
Meadow Learning Center. Administrative Sum- 
mary, 1982-83. 

ED 236 801 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
tional System. 

ED 238 178 
The Private Provision of Public Services: A Com- 
parison of ¢ A, and H 11 A 





ED 238 179 
Private Schools and National Policy: A Compara- 
tive Study of Australia and the United States. 

ED 239 351 
Two Views on Tuition Tax Credits. 

ED 239 336 
Private Schools 
A Creative Approach to Planning That Works. 

ED 239 354 
Evaluating the Performance of Trustees and 
School Heads. 

ED 238 122 
Faculty Salary Systems in Independent Schools. 
NAIS Surveys & Reports. 

ED 238 173 
Guidelines for Local Educational Agencies for the 
Participation of Private School Students in ECIA, 
Chapter 1 Programs. 

ED 239 414 
A Legai Primer for Independent Schools. 

ED 236 803 
Legal Problems of Religious and Private Schools. 


New York City Russi sesn’ lanan 
ew Yor ity Russian Bili % 
1981-1982. O.E.E. Final Evaluation Report. 

ED 238 989 
Pathways to the Future, Vol. III. The National 
Longitudinal Surveys of Youth Labor Market Ex- 
perience in 1981. Final Report. 

ED 236 221 
Portland Public Schools Supported Private Alter- 
native School Programs: Albina Youth Opportu- 
nity School, Lents Education Center, Open 
Meadow Learning Center. Administrative Sum- 
mary, 1982-83. 

ED 236 801 
Role Review Surveys: Public, Separate and Sec- 
ondary School Teachers. Review -~ Evaluation 
Bulletins. Volume 4, Number 3. 1 

— 236 148 
Student Achievement in Public and Private 
Schools. Issuegram 16. 

ED 234 504 


Probability 
Children’s J 


Tuition Tax Credits. Issuegram 19. 

ED 234 505 
The Use of the Computer in Louisiana Schools. 
fae 1679. Revised. 


ED 234 764 


Private — 
Explanation and Analysis 
Partnership Act of 1982. 


is of the Job Training 


ED 239 = 
Guide to the Job Training pomper yg Fem 
mulative Analyses of the Law and aa 
Policy Issuances. Installment #1. 

ED 239 025 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
The Participation of Private Businesses as Work 
Sponsors in the Youth Entitlement Demonstra- 
tion. 

ED 233 133 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 
Ss ies for Increasing the U: Jaume 

trategies for i ise tatisti 

Data. Occasional Paper Number 158. 

ED 233 733 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final 


Summer Youth Emplo 
perience. Research x 
ED 237 753 


Probabilistic Models 
Probabilistic Extensions of the Traditional Forms 


of Path Analysis and Causal M 
ED 237 554 


ents about Covariation between 
Events: A Series of Training Studies. Final Re- 


port. 

ED 238 706 
Eliciting Systematic Rule Use in Covariation 
Judgment [the Early Years]. 

ED 238 708 
Judging Response-Outcome Relations: The Role 
of Response-Outcome Contingency, Outcome 
Probability, and Method of Information Presenta- 
tion. 

ED 238 710 
Methods of Assessing Strategies for Judging 
Covariation between Events. 

ED 238 707 


Probabilistic Extensions of the Traditional Forms 
of Path Analysis and Causal Modeling. 
ED 237 554 
Training for Improved Covariation Judgment. 
ED 238 709 


Problem I 


identification 
Perception and the Practical Arts. 
ED 233 922 


Problem Sets 


The Contest Problem Book IV. Annual Hi 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 

ED 239 856 


Problem Solving 


Adapting Tagmemic Theory for Early Entry 
Black Engineering Students at a Southern Univer- 


sity. 

ED 239 252 
Annual Science Education Conference (9th, Mur- 
doch University, Perth, Western Australia, Sep- 
tember 23, 1983). 

ED 235 007 
Applying Problem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 

ED 239 867 
An Approach to Improve Third Grade Children’s 
Ability to Solve Addition and Subtraction Verbai 
Word Problems. 


ED 235 919 
Assessment of Cognitive Social Skills in Learning 
Disabled Boys. 

ED 236 888 
Children’s Solutions for Figural Matrices: Devel- 
opmental Differences in Strategies and Effects of 
Matrix Characteristics. 


Problem Solving 327 


ne ED 233 809 
Cognitive Education for earing-Impaired 
Adolescent. 


ED 233 511 
Cognitive Process Instruction. Research on 
Teaching Thinking Skills. 

ED 234 997 


Cognitive Research and the Design of Science 
Instruction. 


ED 237 325 

The Complete Problem Solver. 
ED 234 995 
Relation- 


eee Sao 


ED 238 001 
Computer Graphics and Creativity/Problem 
Sol Skills with Deaf and Severely 
Deendieed Students: Parts I, II, and III. 

ED 233 517 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 

ED 234 495 

ED 237 326 


Constraints on the Automaticity of Transfer in 
Problem Solving. 


Conceptual Entities. 


ED 235 421 
Contemporary Story Problems. 
ED 239 924 
The Lede Problem Book IV. Annual High 
School Examinations — New Mathe- 
matical Library, Volume 2 
ED 239 856 
Creative Problem Solving in Quality Circles. 
ED 238 112 
Data Collection Procedures and d Descriptive Sta- 
tistics for the Grade Two (S: Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 
An Effective Ti wit tinpecertna + 
lective Time t Strategy in 
Quality Circles. 
ED 238 113 


The Effects of Concreteness and Negation on the 
Difficulty of Hypothetical, Disjunctive and Lin- 
ear Syllogisms. 

ED 233 410 
The Elderly’s Response to Problem Soiving: Prac- 
tice and Research. 


ED 234 146 
Evaluation of Communication about Groups: The 
Hydra Phenomenon. 
ED 233 406 
Facilitation Skills in Quality Circles. 
ED 238 114 
Family and Individual Services. 
ED 236 404 
- of Prob- 
ter Analysis 


Finding “Problem Types” in J 
lem-Similarity: Comparison of 
with Subject Protocols. 
ED 235 202 
Format Variables and Learner Characteristics in 
—e Problem Solving. Final Technical 
eport. 


ED 238 735 
The Future: Implications for the Learner. 

ED 240 117 
Gender Bias in Managerial Performance Ratings. 

ED 239 186 
Group Discussion as a Rhetorical Process: The 
intioenee of the Small Group Setting on the Pro- 
cess of Accedence. 

ED 238 056 
Information Engineering: On-Line Analysis of In- 
formation Search and Utilization. Technical Re- 


port No. 9. 

ED 234 798 
Instructional Approaches and Levels of Practice 
in Working Fourth Grade Word Problems. 

ED 235 010 
Interpersonal Relations and Conflict Resolution. 

ED 238 829 
Investigations in Mathematics Education. Vol- 
ume 16, Number 3. 

ED 235 001 


Language Development as a Problem-Solving 
Process. 

ED 233 572 
Making Decisions in Quality Circles. 

ED 238 116 


Making Participatory tt Work. Lead- 
ership of Consultive Deca Making in Aca- 





328 —~ Problem Solving 


_ ED 234 648// 
Managing Quality Circles Effectively. 
ED 238 117 


The Mountain West and the World: International 
Connections Alternative Futures. A Hand- 
book of 15 Activities for 


ED 238 768 
Perception and the Practical Arts. 

ED 233 922 
the Five Major Ethnic Groups in Hawaii. 

ED 234 443 
Problem-Solving Analysis and Business Writing. 

ED 234 402 
Problem Solving and Comprehension. Third Edi- 
tion. 


Prk 0 
ae ne bran a loint Problem 
Solving and Microcomputers (San Diego, Califor- 

nia, March 31 - April 2, 1983). Technical Report 


No. 1. 
ED 238 397 
for Teachers: A Long 


ED 240 126 


volvement, and Gaming Simulation. Revised Edi- 
tion. 

ED 239 840 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 


ED 236 807 
Quality Circles: Involvement, Problem-Solving, 
and Recognition. 


ED 237 168 
The Research System in the 1980's. Public Policy 


ED 234 994 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-C: Affective Curriculum for 
Emotionally Handicapped Students. 
ED 235 652 
Review of Problem-Solving Skills. 
ED 237 520 
Schools. 


The Role of Microcomputers in Rural 

ED 234 969 

Rural Intervention Project: An Empirical Assess- 
ment. 

ED 235 949 

a nete Settenn of hase to Comes 

and Science. Math and Career Ac- 

tivities for Eismontary and Secondary Stedeats. 


- : _ _ ED 239 841 
Strategies for Developing Creative Imagination & 


—_ - ED = on 
lor ane eaching in 
Schools: des and Techniques from Sale Gy 


ED 240 174// 
A Survey of Teachers’ and Practices Re- 
quoting the Teaching of Proton Seite Sum. 
Siiisteaipamiin are 
‘eaching Thinking: in 
Classroom. 
ED 236 675 
Teaching Problem Solving: A Research Synthesis. 
Teaching the Grant Proposal ProbleaSelv. 
t asa \v- 
ing Strategy: A Rhetorical Approach. 
Technical Mathematics. 
ED 234 197 
min ag ced 
Siento eet 
ED 240 187 
Toward Theory-Based Instruction in Scientific 
Problem Solving. 
ED 233 886 


ED 236 619 


Problems 
Accrediti 


The Use of Analogy in Causal Reasoning. 
ED 236 539 
Using Problem-Solving to Think and Write: Tag- 
memics for High School Students. 
ED 234 384 
Validating Assessment Techniques in an Out- 
me Cention Liberal Arts Curriculum: Inte- 
Seminar. Final Report, 
= nes emt ek 
ED 239 560 


Values Clarification for Introducing Theatre Stud- 
ies. 
ED 238 040 


Occupational Training Programs. In- 


No. 251. 
ED 233 132 
The Destruction of an Undergraduate Library Sci- 
ence Instructional Program: A Case History. 
ED 235 817 
The Development of Information Manpower Re- 
source. 


formation 


ED 235 833 
International be nage of Books. Studies on 
Books and Reading N 

ED 234 346 
Problem Definition and Problem Solving among 
the Five Major Ethnic Groups in Hawaii. 

ED 234 443 
Problem Patron Manual. 

ED 235 824 
Problems in Securing Employment in the Rural 
South and Socioeconomic Characteristics. 

ED 237 260 
School Libraries in Quebec. 

ED 239 623 
A Study of Problems and Effective Strategies in 
the Provision of Special Education Services in the 
Small Rural Public School Districts of New Mex- 
ico. Executive Summary. Monograph No. 1. 

ED 237 290 


Process Education 


Focus on Process Skills. Learning in Science 
Project. Working Paper No. 7. 

ED 235 017 
Science Teaches Basic Skills. Handbook I. Project 
for Promoting Science among Elementary School 
Principals. 

ED 236 001 


Product Safety 


Product Safety: The Stonewall Hearings. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 813 


Production Techniques 
Books and Reading in Bulgaria. Studies on Books 
and Reading No. 12. 


ED 234 349 
Books and Reading in Kenya. Studies on Books 
and Reading No. 13. 

ED 234 350 


Developing Biology Courses for Distant Students. 
ED 233 673 
Development of Video Tapes for Classroom Use. 
ED 237 159 
In Search of a Poetic Drama for the Post-Modern- 


ist Age. 

ED 236 720 
International Circulation of Books. Studies on 
Books and Reading No. 3. 

ED 234 346 
— Dramatics Guide for Grade 9. (Re- 


ED 236 722 
The Latin American Book Market: Problems and 
Prospects. Studies on Books and Reading No. 2. 

ED 233 319 
Learning From the Treasures: Acting Techniques 
from the Classic Japanese Theater and Their Rela- 
tionship to the West. 

ED 236 712 
Low-Cost Educational Materials: How to Make, 
i to Use, How to Adapt. Inventory. Volume 


ED 237 059 
Pictures, Spoken Word and Electronic Print: A 
Combination of Presentation Modes in Educa- 
tional Television. 

ED 236 719 
Proceedings: International Technical Communi- 
cation Conference (30th, St. Louis, Missouri, May 


Subject Index 


1-4, 1983). 
ED 239 263 
National Book Strategies in Asia and 
Pacific—| and Perspectives. Studies on 
Books and Reading No. 4. 
ED 233 320 


Saving Money on Prirting and Reproduction. 
ERIC Fact Sheet No. 2. 

ED 233 924 
Textbook Production in Developing Countries 
—Some Problems of Preparation, Production and 
- ie rma Studies on Books and Reading No. 


ED 233 321 
Theatre and Oral Interpretation: Abstracts of 
Doctoral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 073 
Trends in Worldwide Book Development, 
1970-1978. Studies on Books and Reading No. 6. 

ED 234 347 


Productive 


Thinking 
Productive Thinking. 
ED 236 136 


Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 


ED 236 807 
Review of Problem-Solving Skills. 


ED 237 520 


Productivity 
Action for Excellence. A Comprehensive Plan to 


Improve Our Nation’s Schools. 

ED 235 588 
The Administrator’s Use of Microcomputer Sys- 
tems. 

ED 234 729 
The Contribution of Education to Economic Pro- 
ductivity. Schooling in a Technological Society. 

ED 233 432 
The Development of Human Resources-through 
Learning. 


ED 233 173 
Education, Unemployment and Productivity. 

ED 235 570 
Faculty Evaluation as a Measure of Organiza- 
tional Productivity. Southern Association of 
Community and Junior Colleges Occasional Pa- 
per, Volume 2, Number 1. 

ED 235 866 
Improving Productivity in Copyright Registra- 
= Report by the U.S. General Accounting Of- 

ice. 


ED 234 779 
Industrial Policy: Implications for American Edu- 
cation. Delivered by Dr. Robert M. Worthington 
on Behalf of Dr. T. H. Bell, U.S. Secretary of 
Education. 
ED 237 642 
Paying Teachers for Performance and Productiv- 
ity: Learning from Experience. 
ED 233 483// 


Productivity, A Priority for Industrial Arts. 

ED 237 782 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 

ED 236 807 
Recommendations for Establishing Performance 
Objectives on Productivity Goals by Hawaii Vo- 
cational Rehabilitation and Services for the Blind 
(HVRSB). 


ED 235 317 
Reward Systems: The Academic Environment 
and Scientific Productivity. 

ED 234 709 
The Role of > a in Improving Productivity 
and Creating Jobs 

ED 235 571 
Which Factor, Teaching or Writing, Contributes 
More to Faculty Development? 

ED 237 038 


Associations 
Accreditation and Licensing: Origins and Current 
Status. 
ED 238 853 


Opportunities in Civil Engineering. [VGM Career 
Horizons Series]. 
ED 236 044 


Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 


ED 238 664 





Subject Index 


Professional Ethics in Vocational Education Re- 
search: An Annotated Bibliography of Related 
Literature. 

ED 239 125 
The Tasks of UCEA for the ’80’s. 

ED 239 385 
What Has Been Significant in UCEA’s Efforts to 
Prepare Educational Administrators? 

ED 239 387 


Autonomy 
The Locus of Career Vitality. ASHE 1983 Annual 
Meeting Paper. 
ED 235 761 


The Principal’s Role in Teacher-School Board 
Negotiations: Protecting Managerial Discretion? 

ED 238 099 
The Professionalization of Librarianship. Occa- 
sional Papers Number 160. 


ED 235 805 


Professional Concerns 
The Early Field Experience and the Preservice 
Teacher’s Concerns. 
ED 234 036 
Student Teaching and the Commonplaces of 
Schooling. 
ED 234 025 


Professional Continuing Education 
Availability and Utilization of Self-Learning Ma- 

terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Continuing Education Activities of the University 
of British Columbia, 1982-1983. A Report to the 
President, the Senate, and the Board of Gover- 
nors. 

ED 239 536 
The Continuing Professional Education Interac- 
tive Satellite Interface. 

ED 239 548 
Preparing for the Future: A New Professional De- 
velopment Programme for Adult Educators. 

ED 239 547 
Procedures for Developing an Inservice Indus- 
try/Education Exchange Program: Planning and 
Implementation Guide. 

ED 237 128 
Recent Developments in Graduate Programs. 
New Opportunities through Versatility: Broaden- 
ing the Mold. eer yey of Conference/Work- 
shop of the Council of uate Schools in the 
United States and the Graduate Record Examina- 
tions Board (Minneapolis, Minnesota, October 
13, 1982). 

ED 234 660 
Recurrent Education: Investing in a Lifetime of 
Working and Learning. 

ED 236 795 
A Study of Management Concerns in Human Ser- 
vices Organizations: Their Implications for Edu- 
cational Programs. 


ED 233 650 
Professional Development 

Approaches to Technological Update of Voca- 
tional/Technical Teachers. 

ED 237 673 
Counselor Quality Assurance Program Manual. 

ED 238 165 
The Development of Teacher Perspectives. 

ED 240 112 


Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
Meeting of the North East Association for Institu- 
tional Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 

ED 233 665 
The Foreign Language Newsletter: Function, 
Value, and ad Techatinee 

ED 238 283// 

How to Plan and Implement a Workshop. 

ED 234 473 
Learning Resources Specialist Quality Assurance 

Manual. 


Program 

ED 238 166 
Learning to Teach. 

ED 234 043 


Marketing to Business and Industry: The Houston 
Community College System Plan. 

ED 239 123 
A Mechanism for In: 


creasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 


ED 234 945 
Needs in Smaller Schools of the United States: A 
Study. Research Monograph No. 3. 

ED 238 626 
Nurturing Professionalism: Here’s How. 

ED 238 020 
— Development Needs of School Prin- 
ci 


ED 239 370 
Shaping Counselor Education in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 


Staff Development: The Carrot or the Stick? 
ED 237 658 
Teacher Quality Assurance Program Manual. 
ED 238 164 
Trends in Faculty Status for Librarians, with Spe- 
cial Emphasis on Academic Libraries in Califor- 
nia. 
ED 235 809 


What to Do until the Mentor Arrives? Profes- 
sional Advancement Kit. 
ED 234 296 
You Are Special: A Study of Innovative Teachers. 
ED 236 149 


Professional 


Aspects of Education and Training for Librarian- 
ship and Information Work in Czechoslovakia. 
Report on a Visit, May 16-29, 1982. 


ED 235 834 

Curriculum Diversification: Responding to 
Changing Needs. 

ED 234 696 


Dance Directory. Programs of Professional Prep- 
aration in American Colleges and Universities. 
Twelfth Edition. 

ED 236 133 
The Decision Sciences in Vocational Education 
Leadership Development Programs. Project 
Monograph. 

ED 234 145 
Field Placement in Social Gerontology. 

ED 236 095 
Graduate Education: A National Investment in 
Knowledge. Pr: ings of the Annual Meeting 
of the Council of Graduate Schools in the United 
States (Colorado Springs, Colorado, December 
1-3, 1982). 

ED 239 570 
Library and Information Science Education in the 
Americas: Present and Future. Papers from a 
— held in Austin, Texas, February 14, 

ED 237 088 
Multidisciplinary Education: Core Competencies 
for Meeting the Needs of Youngsters with Dis- 
abilities. 

ED 233 518 

i Alcoholism Counseling Education 

(PACES A Curriculum and Instructional Re- 
source Guide. 

ED 233 245 
Pluralism in the Legal Profession: Models for Mi- 
nority Access. 

ED 237 304 
Professional Preparation in Patient Education. 

ED 234 702 
The Quality of Women’s Education at Harvard 
University. A Survey of Sex Discrimination in the 
Graduate and Professional Schools. 

ED 237 037 
Social Work Practice with Native American Fam- 
ilies: A Handbook. 

ED 239 812 
Trends in the Education and Training of Informa- 
tion Professionals in North America. 

ED 237 111 
Who’s Where in Recreation Education: A Direc- 
tory of Professional Preparation Curricula in 
Parks, Recreation, Leisure, and Related Areas. 

ED 236 132 
Without a Nickel: The Challenge of International- 
izing the Curriculum and the Campus. AASCU 
Studies 1983/2. 

ED 238 316 


Professional Guidelines 
Statement of Censorship and Professional Guide- 


lines. 


Profiles 329 


ED 236 597 
Judgment 


Professional 
The Professional Preschool Teacher. 


ED 235 928 
Alliances in Health and Education: Serving 
Youngsters with Special Needs [and] Instructor’s 
ED 236 883 
Credentialling: A Protean Model from Other Pro- 
fessions. 
ED 238 852 
Interviewing for C Related Posi- 
tions in the Corporate Community. 





ED 238 032 
The Professionalization of Librari ip. Occa- 
sional Papers Number 160. 

ED 235 805 
The Sky’s the Limit in Math-Related Careers. 

ED 233 899 


Pro: 


Personnel 
Special Needs in Education (E241): The Profes- 
sionals, Unit 7. 


ED 235 616 
yy nse Recognition 
the Crisis in Precollegiate Mathemat- 
a and Science Education. 
ED 235 998 
From Research Paper to Published Article. 
ED 234 450 
High Tea for Public School Supervisors? Really! 
ED 236 134 


Improving the Attractiveness of the K-12 Teach- 
ing Profession in California. 

ED 237 499 
Rewarding Teachers: Issues and Incentives. 

ED 236 143 
Work Orientation and Job Performance: The Cul- 
tural Basis of Teaching Rewards and Incentives. 
Final Report. 

ED 237 488 


Professional 


Acquisition and Exchange Section. Collection 
and Services Division. Papers. 

ED 239 629 
Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 

ED 239 830 
Framework for Training: A Report of the Texas 
Early Childhood Careers Recognition Council. 

ED 234 883 
Japanese for Foreign Affairs Purposes. 

ED 238 298 
Meeting of Experts on Co-operation among Re- 
gional Communication Training Institutions. Fi- 
nal Report. Paris, France, April 19-22, 1983. 

ED 237 067 
Para Cerrar la Brecha: Un Enfoque Participativo 
para la Educacion en Salud y Nutricion (Bridging 
the Gap: A Participatory Approach to Health and 
Nutrition Education). 

ED 239 831 
Professional Continuing Education for Rural 
Teachers: Promising Prospects for the Future. 

ED 238 614 


Professionalism 
Professional Dress for the 80’s. Marketing and 


Distributive Education Program, Professional 
Dress Unit. Instructor’s Guide. 

ED 236 343 
The Professional Preschool Teacher. 

ED 235 928 


Profiles 


An Analysis of School Achievement for Wood- 
cock Reading Mas Tests and Key Math Diag- 
nostic Arithmetic Tests of Adolescents in a 
Psychiatric Hospital. 

ED 237 562 
Computer Aided Profiling. A Case Study at the 
North Warwickshire College of Technology and 
Art. An Occasional Paper. 

ED 237 651 
A Guide for Using the Student Profile for Place- 
ment in Cooperative Vocational Education Pro- 


grams. 

ED 233 209 
Interstate Migrant Secondary Services 
Program Manual Volume I. 

ED 237 265 








Profiles 


- = 238 _ 
‘he Scottish Development-Towards a bate aon 
Positive Grade Related Assessment and Report- 
ing for All. 

ED 238 926 


Crier Recncarieh fervtscs: Pegs 


’ Personnel Services Recommended Practices and 
Procedures Manual. 
ED 239 197 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 
An Administrator’s Guide to the Education of 
Gifted and Talented Children. 
ED 233 527 
Agriculture in the Classroom. Plan for Action at 
the State Level. 
ED 233 178 
An Assessment of Cooperative Vocational Educa- 
tion Programs Since the Education Amendments 
of 1976. 
ED 239 015 
Assuring the Effective +d of Student Finan- 
cial Assistance. Report No. 6 
ED 234 733 
Demography and Disability: A Chartbook for Re- 
habilitation. 
ED 236 338 


Eastern Oklahoma Johnson-O’Malley Indian Ed- 
ucation Handbook. 
ED 239 790 
Education Program and Guideline Booklet for 
The Severe/Profound, July 1976-June 1979. 
ED 234 529 


Exemplary Pupil Personnel Services Programs in 
Illinois, School Year 1981-1982. 
ED 235 426 


Financial Aid Administration. 
ED 235 847 
t of the Haitian American Training 
Institute in Relationship of Industrial and Human 
Service Methodologies. 
ED 235 362 
est Systems for Gifted and Special Edu- 
Y~ cation Programs: A Manual for Cost-Effective 


ED 239 fom / 


Managing Change: How Managers Descrii 
Their Roles and Concerns. 
ED 233 749 


The New Federalism in Education: State Re- 
sponses to the 1981 Education Consolidation and 
Improvement Act. 

ED 234 491 


Organizing a Successful Adult Literacy Program. 
ED 235 320 

Partnership for Rural Improvement: The Manage- 

ment for Transition. Annual Report 1981-1982. 
ED 235 984 


ED 238 499 

Seeeenenirtions | for Establishing Performance 

y Goals by Hawaii Vo- 

pe me Rehabilitation and Services for the Blind 
(HVRSB). 





ED 235 317 

Regular Coordination Activities. Module Num- 

ber 12. Work Experience — Modules. Co- 
ordination Techniques Series. 

ED 233 154 

Semi-Annual Report to Congress: October 1, 

1982-March 31, 1983; No. 6. (Submitted pursuant 
to Public Law 9: 5-452). 

ED 233 492 

Statement of Policy and Procedures for Adminis- 

ne 

Laboratories Research and 

Development Centers During FY 1963 and FY 


ED 234 719 
Two Decades of Experience with Educational 
R&D Centers. 

ED 234 723 
University of Hawaii Community Colleges: A 
Guide for Apprenticeship Coordinators and Ad- 
ministrators. 


ED 238 498 


Vocational Education Reauthorization. A Time 
for Redirection. 

ED 239 048 
The 1982-83 aoneraper Gates 
Mid-Year Assessmen 
1982 and January, 1983. Tes 
Evaluation Report. 


of August, 
ults. O.E.E. 


ED 237 597 


American Indian Issues in Higher Education. 
—-* American Indian Issues Series, 
No. 3. 

ED 233 826 
An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 
Merit Pay and Master Teachers. SMERC Alert! 
Information for Professional Excellence. 

ED 238 108 
Ohio Citizens Survey on Driver Education Tech- 
nical Report. 

ED 237 734 


_s Budgeting i 
District Program Review Process. 
ED 238 911 


Program Content 
Case Study on Hajitkoum, Migrant Cultural Ac- 


tion Group (Brussels, Belgium). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 941 


Essential Skills for Coliege Bound Students. 
ESEA Title IV-C Project Product. 

ED 233 354 
The Evaluation of the Impact of the Part A Enti- 
tlement Funded under Title IV of the 
Indian Education Act. Final Report. 

ED 237 276 
Georgia Teacher Certification Testing 
Administration and Supervision Test. tudy 
Guide and Information Handbook. 

ED 235 163 
Native American Public Administration Program 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 

ED 233 846 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase Equal Participation in Educational Re- 
search. Final Performance Report. 

ED 233 874 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 

ED 233 845 
An Overview of Clarkson’s Technical Communi- 
cations Program. 

ED 239 285// 

Personal and Family Financial Planning and the 
Teacher Education Program. 

ED 238 838 
Popular Adult Education: The Bolivian Experi- 
ence. 

ED 238 619 
aa Manual. Adolescent Decisions Curricu- 
jum. 


ED 236 446 
A Report of Innovative Rural School Programs In 
the United States. 

ED 238 663 
A Resident Outdoor Education Primer. Learning 
to Live Within an Environment. 

ED 233 875 
Secretary’s Initiative on Adult Literacy. 

ED hl 037 
Study Guide for TCT for Reading S 

ED 235° 154 
Study Guide for TCT in Agricuiture. 


ED 235 137 
Study Guide for TCT in Art. 

ED 235 138 
Study Guide for TCT in Business Education. 

ED 235 139 
Study Guide for TCT in Communicative Arts. 

ED 235 140 
Study Guide for TCT in Distributive Education. 


ED 235 141 
Study Guide for TCT in Early Childhood. 


ED 235 142 
Study Guide for TCT in French. 


ED 235 143 


Subject Index 


Study Guide for TCT in German. 

ED 235 144 
Study Guide for TCT in Health and Physical Edu- 
cation. 

ED 235 145 
Study Guide for TCT in Health Education. 


ED 235 146 
Study Guide for TCT in Hearing i 


ED 235 147 
Study Guide for TCT in Home Economics. 

ED 235 148 
Study Guide for TCT in Industrial Arts. 


ED 235 149 
Study Guide for TCT in Latin. 


ED 235 150 
Study Guide for TCT in Mathematics. 


ED 235 151 
Study Guide for TCT in Music. 
ED 235 153 
Study Guide for TCT in School Counseling. 
ED 235 155 
Sidchont Fe for TCT in School Psychome- 
ool Psychology. 
ED 235 156 


Study Guide for TCT in Science. 
ED 235 157 


Study Guide for TCT in Social Studies. 

ED 235 158 
Study Guide for TCT in Spanish Education. 

ED 235 159 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Study Guide for TCT in Special Education: Pro- 
fessional Knowledge. 

ED 235 161 
Study Guide for Teacher Certification Test for 
Media Specialists. 

ED 235 152 
Study Guide for Teacher Certification Test in 
Speech and Language Pathology. 


Touchstones for the Writing 


ED 235 162 


ED 237 974 
Updating Content in Secondary Business Educa- 
tion. National Business Education Association 
Yearbook, No. 19. 

ED 234 139 
Using Research in Preservice Teacher Education. 
ED 238 876 


Program Costs 
Appalachian Regional Commission: 1982 Annual 
Report. 


ED 238 642 
Deriving a Standard Cost Base for Cost/Benefit 
Comparisons. 

ED 235 176 
Doing More with Less: Innovative Ideas for Re- 
ducing Costs in the School Nutrition 

ED 239 353 
Evaluation of the Content Area Learning/Read- 
ing Project at the Cosgrove Junior High School. 

ED 233 311 
An Evaluation of the Nutrition Services for the 
Elderly. Volume II. Analytic Report. 

ED 234 015 
FY 1983 Unit Cost Report for the Public Commu- 
nity Colleges of Illincis. 

ED 237 148 


Actions of the International Environmental Edu- 


cation Programme 1975-1983. 

ED 237 322 
Annual Report of the Librarian of Congress, 1982. 
For the Fiscal Year Ending September 30, 1982. 

ED 238 429 
Bi-Lingual Education: A Report on a Working 
Program. 

ED 233 811 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 1, January/February 1982. 

ED 234 588 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 4, July/August 1982. 

ED 234 590 


Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 5 & 6, Sept./Dec. 1982. 
ED 234 591 
Studies of Extension Program Results: 
A Resource for Leaders and Specialists. 
Volume Il-Abstracts. 





Subject Index 


ED 237 732 
Directory of Interpretive Curricula in the United 
States and Canada. 

ED 238 695 
Economic Education Experiences of Award Win- 
ning Alaska Teachers. 

ED 235 977 
Educating Americans for the 21st Century: A 
Plan of Action for Improving Mathematics, Sci- 
ence and Technology Education for All American 
Elemen and Secon Students So That 
Their Achievement Is the Best in the World by 
1995. Source Materials. 

ED 233 912 
Energy Education As We Leave It. Final Report. 

ED 237 345 
Environmental at the University of 
Minnesota-A Discussion of Form and Substance. 

ED 238 930 
An Evaluation of the Effectiveness of Radio Pro- 
Six Pupils in Primary Schools in Seute Nyanza - 

ix Pupils in Primary Schools in South Nyanza 

Kenya. African Studies in Curriculum Develop- 
ment & Evaluation, No. 46. 

ED 235 788 
Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 

ED 236 157 
An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 
General Orientation Manual for the Portland 
Public School Achievement Testing Program. 

ED 235 219 
Handbook for Conducting Equity Activities in 
Mathematics Education. 

ED 239 865 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
Increasing Self Concepts of Young Bilingual Chil- 
dren in Home Settings: Discovering the Role of 
Parents in Project P.1.A.G.E.T.-Title VII. Techni- 
cal Paper 150. 

ED 233 819 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Programs. Keyword 
Thesaurus Project Update for New Participants. 

ED 237 087 
Making Courseware Transparent: Beyond Initial 
Screening. Research on Evaluation Program Pa- 
per and Report Series No. 76. 

ED 233 695 
Math Anxiety—Causes and Solutions. 

ED 238 711 
Mathematics Teacher Resource Development. 
Final Report 1982-83. E.C.I.A. Chapter 2. 

ED 239 866 
More Questions Than Answers: Review and 
Analysis of Programs for Behaviorally Disordered 
Children and Youth. National Needs Analysis in 
Behavior Disorders. 

ED 239 435 
National Assessment of Educational Progress Re- 
considered: A New Design for a New Era. 

ED 236 156 
National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 

ED 233 169 
Profiles of Bilingual Education Programs. Final 
Report. 

ED 236 946 

in Science for Minority Students, 


Programs 
1960-1975. 


ED 239 851 
Safe Cockroach Control: A Guide to Setting Up 
an Integrated Pest Management Program withi 
School System. 

ED 238 697 
The Sourcebook: A Directory of Resources for 
Small and Rural School Districts. 

ED 234 978 
State Compensatory Education Summer School 
Program: 1982. Final Evaluation Report. 

ED 235 231 
The Status of School Mathematics. 

ED 236 048 
Summer School Pilot, 1982: First Report to the 
Texas Education Agency. 

ED 236 243 
Summer School Pilot, 1983: First Report to the 
Texas Education Agency. 


ED 236 245 
Summer School Pilot, 1983: Third Report to the 
Texas Education Agency. 

ED 236 244 
Women: Tapping a New Resource for Energy. 

ED 238 669 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
ple. Report of a Regional Workshop (Bangkok, 

August 24 - September 2, 1982). 
ED 237 360 


Program Design ; 
The Bananas’ Manual on Event Child Care. 


ED 238 556 
Black Mesa Community School: Ten Years Later. 
A Progress Report. 

ED 234 954 
Career Resource Centers. Searchlight Plus: Rele- 
vant Resources in High Interest Areas. 31+. 

ED 236 516 
Competencies for Placement and /‘-!low-Up Per- 
sonnel: Workshop and Resource Materials 

ED 236 460 
Exemplary Pupil Personnel Services Programs in 
Illinois, School Year 1981-1982. 

ED 235 426 
Improving the Quality of Youth Work: A Strategy 
for Delinquency Prevention. 

ED 235 393 
The Learning Fund: Income Generation through 
NFE. Technical Note No. 22. 

ED 238 607 
National Assessment of Educational Pro, Re- 
considered: A New Design for a New 

ED 236 156 
A National Assessment of Valued and Neglected 
Staff Development Practices. 

ED 239 374 
Needs Assessment in Counseling, Guidance, and 
Personnel Services. Searchlight Plus: Relevant 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part IV: Course Compo- 
nents and Teaching Techniques. 

ED 239 496 
Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 

ED 239 820 
Quality Circles: Implications for Training. Over- 
view: ERIC Fact Sheet No. 24. 

ED 237 810 
Radio Learning Group Manual. How to Run a 
Radio Learning Campaign. 2nd and Revised Edi- 
tion. 

ED 237 282 
Two Dimensions of the Construct of Institutional- 
ization. 

ED 237 901 

Development 

Accelerating Child Survival and Development in 
Dark Times. 

ED 235 881 
Administrative Arrangements and a Curriculum 
for a University Training Programme for Adult 
Educators in Hong Kong. 

ED 236 312 
Administrator Preparation Guidelines: Can We 
Reach Consensus? 

ED 238 098 
An Administrator’s Guide to the Education of 
Gifted and Talented Children. 

ED 233 527 
Administrator’s Guide to Vocational Education. 
Sharpen Your Skills. 

ED 236 344 
Adult Education for the Handicapped. Overview: 
ERIC Fact Sheet No. 23. 

ED 237 809 
Agriculture in the Classroom. Plan for Action at 
the State Level. 

ED 233 178 
Alternatives to Vandalism: “Cooperation or 
Wreckreation.” 

ED 234 472 

ual S of Program Review Activities, 

1981-82. Commission Report 83-24. 

ED 235 729 
Applying Research to Teacher Education: The 
University of Utah’s Collaborative Approach. 
First Year Preliminary Report. 


Program Development 331 
ED 240 073 


ED 237 634 
Audio Teleconferencing. SAT Users Conference. 

ED 239 592 
The Bananas’ Manual on Event Child Care. 

ED 238 556 
Bilingual Vocational Instructional Materials. 
Bilingual V: ional Ins cunt. 

ocati: tructor ini 

July 1, 1982 to June 30, 1983. Part I: Performance 
Report. Part II: Final Evaluation Report. 

ED 237 680 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 

ED 239 744 
Career Resource Center. Overview: ERIC Fact 
Sheet No. 7. 


Aspects of Adult Education. 


ED 237 795 
Child Nutrition Programs: Description, History, 
Issues, and Options. Committee Print. Ninety- 
Eighth Congress, First Session. 

ED 235 916 


A Collaborative Model to Identify and Implement 
Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 

ED 240 072 
Community Collaboration for Improving Career 
Guidance Programs: It Can Work in Your Com- 
munity. An Evaluation Monograph. 

ED 236 395 
Community Residential Treatment of MR Ado- 
lescent Offenders. 

a 233 549 
Computer-Based Training Starter Ki 

ED 233 681 
Computer Literacy. Part A Manager’s Guide. A 
Staff Development Publication. 

ED 239 081 
The Conceptualization and Development of a 
Staff Development Model for Community Col- 
lege Part-Time Faculty. 

ED 239 661 
Conference Series on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-Taking Behav- 
ior and Young Adolescents; [and] Understanding 
Early Adolescence: An Overview. 

ED 238 530 
Deaf/Blind Students-They Can’t What? 

ED 235 626 
Dean’s Grant Projects: Challenge and Change in 
Teacher Education. 

ED 237 471 
Develop and Implement a Competency-Based 
Education Program. Module CBE-1. 

Im Training Plans 
Developing and Implementing ini 
Module Number 8. Work Sevedionse Penge 
Modules. Coordination Techniques Series. 

ED 233 150 
po More Effective Curriculum Via “Ba- 
sic 

ED 233 984 
Developing Vocational Education Indicators: 
Some Steps in Moving from Selection to Use. 


ED 235 385 
Developing Your Gifted Pr —— A 
Guide for Coordinators. #6 of a Seri 

ED 239 466 
Development of a Career Education Delivery 
System for Correctionai Institutions. 

ED 234 169 
The Development of a Comprehensive Student 
Basic Skills Assessment Program at St. Louis 
Community College’s Florissant Valley Campus. 

ED 239 690 
Differentiating Programs for Academically Gifted 
Elementary Students. 

ED 233 813 
Distance Education. 

ED 239 594 
Education for Fatherhood: Developing the Nur- 
turing Potential of Boys and Men. 

ED 234 919 
The Education of Gifted and Talented Children in 
Quebec in the Short and Medium Term. 

ED 233 505 
Effective Pro for the Marginal High School 
Student. Fastback 197. 

> 235 132 
Emerging Directions: Student Development in 
the DCCCD. A Result of the Work of DCCCD 





332 Program Development 


Student Services Staff and Many Colleagues. 


ED 239 089 
ED 239 501 
il Handbook. 


ED 233 125 

Explanation and Analysis of the Job Training 
Partnership Act of 1982. 
ED 239 024 


Family Day Care: Guidelines 5 to En- 
hance sro Lesmuing within the iome Envi- 
ronment on Piagetian Theory. 

ED 234 905 
Feasibility Study and Development of a Program 
to Train Se hee Students in Computer 


ED 234 173 
The First Byte: A Teacher’s Guide to Classroom 
Computers. 


ED 238 424 
From Broadway to Battery Park: For College and 
Community. 


ED 238 031 
Giving Families a Break: Strategies for Respite 
Care. 


ED 235 664 
A Guide for Prevocational Education Programs in 
South Carolina. 


ED 235 386 
Guidelines for W: with Adult Learners. 
Overview: ERIC Fact Sheet No. 25. 
ED 237 811 
Guide to Magnet School Development. 
ED 236 305 
Handbook for Local Vocational Education Advis- 
ory Councils: “The People Speak.” 
from R h on Staff Devel ~~ oe 
ts esearch on velopmen 
foe Ettectve Teaching. 
ED 238 831 


How to Custom Design Training for Business and 
Industry. 
ED 237 774 


How To Give bead ae They Want: Assessment 
Basics for Comm 
ED 236 951 


How to Plan and Implement a Workshop. 

ED 234 473 
How To Plan for Effective Instructional Use of 
nee. Tips for Principals from 


NASS 

ED 236 769 
Individual and Systemic Changes Mediated by a 
Small Educational Grant Program. Final Report. 

ED 237 501 
Individual Service Plans. Increasing the Interface 
between Research and Service Provision. 

ED 233 539 
Industrial Arts Works with Vocational Education. 
A Statement on the Purposes and Roles of Indus- 
trial Arts in Relation to Vocational Education and 
on the Potential in Increased Cooperative Work. 

ED 239 045 
In-House Course Work for Salary Step Credits: 
The Program at McLennan Community College. 

ED 236 729 
Innovative Instructional > agua in a Time 
of Reactionary Educational P: 

, , ‘ ED 238 me 
Inservice Programs in ities. 
Position Paper of the National fone Ge Committee 
ae ing Disabilities, 

mi. 638 
Inservice to Improve Speaking ri in 
Grades K-12. The Talking and Writing Seticn 
uccessful Classroom Practices. 


K-12: S 
ED 233 382 


Integrating Word Processors into a Freshman 


ED 235 493 
An Investigation of Characteristics of Successful 
Community College Foundations. 


Issues in Training Marriage and F; 
pists. 


ED 233 756 
‘amily Thera- 


ED 237 839 
Leader’s Guide to Community Action. Miscella- 


neous Bulletin 115. 

ED 239 781 
Looking towards the Future in the Health Occu- 
pations. Recommendations of the Statewide 
Health Occupations Education Review Commit- 
tee. 


fe Devtitien teil Clason 
A Manual for jects. 
Company School Collaboration. 

== 


Marketing Plan 1983-1984. Northern Virginia 
Community College. 


oo enue atta 


gram Mani 

ED 238 475 
Model for Contingency Contracting. 

ED 235 867 
Model Special Education Manpower Information 
and Management System. Final Report. 

ED 235 595 
Multicultural Early Childhood Resource Guide. 

ED 238 512 
Multicultural Nonsexist Education in Iowa 
Schools: Guidance & Co i 

ED 236 524 


A National Assessment of Valued and Neglected 
Staff Development Practices. 
ED 239 374 


Neighborhood Cums Project, Hull, September 
1982 - October 1983 
ED 233 795 


The New Jersey Statewide Writing Assessment 
Program Staff Development Guide and Reference 
Handbook. 

ED 233 397 


New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 
ED 233 535 
Organizing a Successful Adult Literacy Program. 
ED 235 320 
Organizing the Special Library: Why and How. 
ED 235 804 
Partnership for Rural Improvement: New Dimen- 
sions. Annual Report 1980- 
ED 235 983 


Planning Alcoholism Co Educati 
(PACE): A Curriculum mer no ey _ 


source Guide. 
iil vane ED 233 245 
Planning ani uating ¢ mmunications 
Demonstration Projects and Assessing the Costs 
of Telecommunications Demonstration Projects. 
Final Report # 146-03. 
ED 237 057 


Planning for Parent Participation. Volume I: Con- 
sidering Alternatives. 
ED 236 111 


Planning for Parent ie Petpet. Volume II: 


to Reach 
ED 236 112 
Planning Non-Formal Education Projects. The 
NFE Exchange, Issue No. 24. 
ED 233 829 


Pianning the Finances of the Health Sector: A 
Manual for Developing Countries. 
ED 238 833 


Position Statement on Vocational Education for 
Students with Disabilities. 

ED 233 167 

. Drug 


Preventing Drug Abuse in the Workplace 
Abuse Prevention Monograph Series. 

ED 234 291 
Private Industry Council Roles and Options: 
Making the Job Training Partnership Work. 

ED 239 022 
A Proactive Program Planner’s Guide to Commu- 
nity Services Development from an Ecological 
Point of View. 


ED 234 839 
tructional Pro- 


ED 233 544 
pee 7 al of ~ R -4 _EMU Conference on 
ean, Apel 79, Business (Ypsilanti, Michi- 
a —_ 3 t5. Part II: Program Develop- 


Strategies. 
ED 239 494 
Producing the Pages of a Video His! 


tory. 
ED 239 590 
Proficiency Projects in Action. 
ED 238 271// 


Program Delivery in Distance Education—-One 
Successful Strategy. 


ED 235 884 
Program Expansion and Collaboration with Other 


Subject Index 
Programs and Departments. 
ED 234 694 


Lis edhe en [andl for The ‘Comprehensive se 
ive 


ieee te Tetis Higa 
ED 239 916 


A Program of Physical Education for Vocational 
Technical Schools of Connecticut. 
ED 233 126 
Progressing from Vocational Preparation towards 
a Solution. 


ED 234 160 

The Promise of Literacy. Campaigns, Programs 
- —. Report of the International Seminar 
Sr a for Literacy (Udaipur, India, 


1, 1982). 

ED 237 730 
A Prototype Occupational Choice Model for Dis- 
advantaged Youth in Rural Schools. Final Report. 
P , ED w HY 

Providing Programs for Preschool Gifted 
dren on a Statewide Basis. 
ED 239 433 


Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 4. Executive 


Summary 

ED 235 696 
Reaching the Least Educated. 130 Local ABE 
Directors Tell How. Pi 
Recruitment. 


ps 





J 


ED 237 661 
Reading Imp Ss of 
Functions. 





ED 233 316 
A Recommended Model for Faculty Exchange 
Among Southeast Florida Educational Consor- 


tium Institutions. A Report to the Board of Direc- 
tors. 


ED 238 326 
Recreation in Higher Education: Survival in the 
"s. 


ED 236 138 
RE-DeC, A Unique Private/Public Partnership 
-A Strategy Design for the ’80s. 

ED 237 745 


The Reform of Teacher Education: A Review of 
posals. 


Current Pro; 

ED 233 989 
Retention of Minority Students: A Model Pro- 
gram Utilizing Creative Untapped Resources. 

ED 234 669 
Saturday Programs for the Gifted: An Alternative 
for Parent Advocacy Groups. 

ED 239 446 


School Health Education: A Manual for Making 
It Happen in Your District. 
ED 236 147 


Schools and Computers: What to Do and What to 
Expect. 

ED 238 878 
Small Grants for Teachers: A Handbook. 

ED 237 586 
Software Validation, Verification, and Testing 
Technique and Trol Reference Guide. Final Re- 
port. 


ED 233 688 


ED 235 174// 
Standards for sagen Development Evaluation 
Plans. 341 


Report No. 

ED 236 182 

A Step by Step Guide for Planning a Japanese 
Cultural Festival. 


Special Education...Naturally. 


ED 238 748 
Steps for Establishing a Training Information 
Clearinghouse. 


ED 237 775 
Strategic Planning for Economic Development. 

ED 236 394 
The Study of Regional Educational Service Agen- 
cies: Summary of Findings. 

ED 239 355 


Study Talk: Queensland’s Contribution to the Na- 
tional Language Development Project. 
ED 234 394 
Summer-Jobs-for-Youth Program Guide. How to 
Ne and Manage a Summer Youth Jobs Pro- 
Technical Assistance Guide. 
ED 239 020 
i Ad Basic Education in Eastern Africa. 
O/UNICEF Co-Operation Programme. 
ED 237 257 





Subject Index 


Task Group on Computer/Communication Pro- 
tocols for Bibliographic Data Exchange. Interim 
Report = Groupe de Travail sur les Protocoles de 
Communication /Ordinateurs pour l’Exchange de 
_ en ees Bibliographiques. Rapport d’Etape. May 

ED 237 109 
Teacher Education Quality Initiatives Wide- 
spread. 

ED 238 589 
Teaching Independent Living Skills to Youth. 
Ideas for Action in Education and Work, Issue 3. 

ED 233 238 
Technical Assistance to Local Education Agen- 
cies: A Manual for Technical Assistance Provid- 
ers and Recipients. 

ED 236 802 


= It Older. A Guide for the Inservice Coordi- 


ED 236 416 
Training and Support in Childminding-A Na- 
tional Response: A Report on the Outcome of 
Regional Meetings on Training and Support 
Needs, Held during 1981/82. 

ED 233 788 


Training Guide for Career Education. 

ED 235 381 
Training Special Educators to Teach in Rural Ar- 
eas: Special Problems and Recommendations for 
Program Development. 

ED 238 641 


UNICEF and the Sudan. 
D 237 196 


E 
Vocational Appraisal System for Handicapped 
Students. 


ED 234 171 
Vocational Assessment of Students with Special 
Needs: A Manual for Implementation in the Pub- 
lic Schools. Project VOC-AIM. 

ED 234 187 


Vocational Education Advisory Committees. 
ED 233 769 
Vocational Home Economics Instructional Mate- 
rials Exchange Network Plan. Final Report. 
ED 234 192 
Vocational Student Organizations. Module Num- 


ber 13. Work Experience Program Modules. Co- 
ordination Techniques Series. 
ED 233 155 


The Vocational-Technical Resource Consortia 
Serving Business and Industry in Ohio. Digest of 
Study: Operational Procedures for Successful Vo- 
cational-Technical Resource Consortia in Serving 

Business and Industry in Ohio. 
ED 233 220 


Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
Women Reaching Women. Volunteer Coordina- 
tor’s Training Program. 

ED 239 013 


Writing across the Curriculum: Designing an Ef- 
fective Model. 
ED 238 025 


Wyoming Vocational Education Special Needs 
Program Guidelines. 

ED 239 128 
The 1983 Communication/Planning Guide and 
Calendar. 


ED 237 117 
60 Apples-Utilizing Electronic Technology to 
Enhance and Enrich Adult 


ED 237 660 


Program Development Evaluation 
Standards for Program Development Evaluation 
Plans. Report No. 341. 

ED 236 182 


Program Discontinuance 
An Historical Study of the Correlates of Coopera- 
tive Education Program Growth, Stability, and 


Longevity. 
ED 238 342 


Effectiveness 

Academic Performance, Attendance, and Expec- 
tations of Indian Students in Public Schools. 
Monograph 1. 

ED 237 277 
Accountability Structures in Managing State Ed- 
ucation Agency Competency Based Education 
Programs. 

ED 233 475 
The Achievements of the Uganda Dipioma in 


Business Studies Course To Date. African Studies 
y Curriculum Development & Evaluation. No. 
42. 

ED 234 008 
Adlai E. Stevenson School Bilingual Aca- 
oo and Technical Education for Youth Pro- 

(BATEY). O.E.E. Evaluation Report, 

fosi- 1982. 

ED 234 121 
Alternatives Drug and Alcohol Prevention Pro- 
gram. Self Evaluation, 1981-82. 

ED 234 286 
Alternative Teacher Preparation Programs: A 
Cost-Effectiveness Comparison. Research on 
res, Program. Paper and Report Series No. 


ED 237 569 
American Indian Issues in Higher Education. 
“ee American Indian Issues Series, 
0. 3. 
ED 233 826 
An Analysis of the Perceived Needs and Profi- 
ciencies of Preservice Teachers for Program Eval- 
uation. 
ED 237 482 
Annual Evaluation Report of Federaiy-Pented 
Educational Programs, FY 198 
ED 240 146 
Apprenticeship in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 


per #6. 

ED 233 124 
Arizona Migrant Child Education Program, 
1982-1983. Annual Review and Evaluation. 


ED 239 196 
the Costs and I t 


Assessing 
T/E/I Systems: A Collection of Nine Papers. 
Evaluation Systems Project. 





ED 238 943 
An Assessment of Cooperative Vocational Educa- 
tion Programs Since the Education Amendments 


of 1976. 

ED 239 015 
Assessment of Services Provided by Paraprofes- 
sionals. 


ED 240 205 
Attitudes, Knowledge, and Behavior Before and 
After an Undergraduate Health and Lifestyle 
Course. 

ED 238 846 
Basic Skills in Defense. Professional Paper 3-82. 

ED 237 776 
The Bilingual Program in Auxiliary Services for 
High Schools, 1981-1982. O.E.E. Evaluation Re- 
port. 

ED 238 993 
Bilingual Vocational Instructor Training Program. 
July 1, 1982 to June 30, 1983. Part I: Performance 
Report. Part II: Final Evaluation Report. 

ED 237 680 
Bulimia: A Model for Group Therapy. 

ED 236 467 
Can Teachers Become Better Thinkers? 

ED 236 151 
Career Information and Hispanic High School 
Students. 

ED 238 650 
wae of Adult Education Projects. Fiscal Year 


ED 235 371 
Chapter I Elementary Reading Program. Interim 
Evaluation Report, 1982-83. 


ama ai 968 

Chapter I —_ asa id Language Pr: 
Source: ECLA 83-035-134, °F330- 

910-0900.) Interim Evaluation Report, 1982-83. 

ED 238 967 
Chapter 636, Yoluntary Integration in Massa- 
chusetts. Successful Programs of Choice. 

ED 240 220 
Child Development. ECIA Chapter 1. Evaluation 
Report, 1982-83. 

ED 237 617 
Children in Residential Schools. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 622 
Classroom Support Program. Disadvantaged Pu- 
pil Program Fund. Evaluation Report, 1982-1983. 

ED 236 286 
Collaborative for Alabama Urban School Educa- 
tors. Final Report. 

ED 240 190 
College Assistance Migrant Program Perfor- 


Program Effectiveness 333 


mance Report, 1982-1983. 
Coll Assis Mi Pr Zz Pre a 
lege tance t 
Repane 1982-83. paint acs a at 
ED 234 952 
Computer Assisted Degree Progress Reporting. 
ED 234 652 
Computer-Assisted Instruction in Mathematics. 
Disadvantaged Pupil Program Fund. Final Evalu- 
ation Report, 1982-83. 
ED 236 295 


Computer-Assisted Study Skills Improvement 


Program. 

ED 234 295 
Computers and Contraception: Strange Bedfel- 
lows? Contraception Education Survey. 

ED 238 866 
Consumer and Homemaking Curriculum Analy- 
sis Based on the Needs of Secondary Graduates. 
Vocational Education Research Project. 

ED 237 772 

Creative Health for Elders through Psychology 
and Art: A Pilot Study. 

ED 234 326 
Critical Issues in the Treatment of Severe 
Self-Injurious Behavior in the Group Home Set- 
ting. 


ED 235 674 
The Cultural Instruction Component of Title IV, 
Part A Programs in Public Schools. Monograph 2. 
ED 237 278 
Day Treatment for Adolescents: A Five-Year Sta- 


tus Report. 

ED 237 825 
The DEBT Project: Early Intervention for Handi- 
capped Children and Their Parents. 

ED 236 833 
A Design for Evaluating and Reporting the Effec- 
tiveness of a School System Developed Science 
Curriculum. 

ED 234 085 
Developing Counselor Confrontation Skills by a 
Self-Instructional or Discrimination/Communi- 
cation Process. 

ED 233 295 
Developing New Models of the COMP-LAB Col- 
lege Basic Writing Course for Other Settings. Fi- 


nal Report. 

ED 239 258 
Developmental English and Achievement in a 
Subsequent English Course. 

ED 239 706 


Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 

ED 238 997 
Do Early Field Experiences in Teacher Education 
Provide a Meaningful Context for Acquiring Ped- 
agogical Knowledge? 

ED 234 038 
Does a Late Immersion Program Make a Differ- 
ence to the Graduates? Research Report 82-09. 

ED 233 595 
Early Childhood Component of the 1977-1978 
Boston sy! Enrichment Program (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 954 
Early Intervention with Vulnerable Children: Re- 
sults of a Demonstration Project. 

ED 237 210 
Early Retirement Is Not the Cat’s Meow. The 
Endpaper. 

ED 236 762 
ECIA Chapter 1. 1982-83 Final Technical Re- 
port. 

ED 235 211 
The Ecology of Field Experience: Toward an Un- 
derstanding of the Role of Field Experiences in 
Teacher Development. 

ED 240 111 
Education for Parenthood. Final Evaluation Re- 
port. 

ED 238 540 
Effectiveness of Consumer and Homemaking Ed- 
ucation in Texas. Final Report. 

ED 237 750 
The Effectiveness of Special Education: A Direct 
Measurement Approach. 

ED 236 846 
The Effectiveness of Therapeutic Intervention 
with Infants Who Have Cerebral Palsy or Motor 
Delay. 

ED 234 524 





334 Program Effectiveness 


The Effectiveness of Upward Bound in Preparing 
Disadvantaged Youth for Postsecondary Educa- 
tion. 


ED 235 262 
Effective Tutoring in a PSI Course. Person vs. 
Computer. 


ED 233 251 
The Effect of Decision Training on Career Deci: 
sion-Making Competence. Technical Report 487. 

ED 235 357 
Effects of a Training Program on Expressive 
Non-Verbal Behavior. 

ED 233 999 
Effects of Coaching Programs on Aptitude Test 
Scores. 


ED 235 195 

Effects of Federal Support for Nursing Education 
on Admissions, Graduations, and Retention 

Rates at Schools of Nursing. 

ED 235 333 
The Effects of Participation in CVAE and Work 
Experience on the Basic Employment Skills and 
Work Attitudes of Disadvantaged High School 
Youth. 

ED 237 761 
The Effects of Training Teachers in the Use of 
Formative Evaluation in Reading: An Experimen- 
tal-Control Comparison. 

ED 236 189 
Elementary and Secondary Programs, ESEA Ti- 
tle I. Final Report, 1982. 


ED 238 965 
Elementary Enrichment Program (Reading, 
Mathematics and Language Arts Programs). Final 
Evaluation Report for Title 1, 1978-79. 
ED 238 953 
Enrichment i 


gram (Reading/Language ; 
81-874 Program. Title I Final Evaluation Report, 
1979-80. 
ED 238 959 
Elementary School Industrial Arts. An Educa- 
tor’s Handbook Containing Approaches and Re- 
sources for Making the Elementary Education 
Curriculum More Effective through Industrial 
Arts Activities. 
ED 234 272 
Emphasis on Latin American Cultures. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 
ED 236 294 
Energy & Man’s Environment Impact Study. 
Summary of Results. 
ED 237 366 
English-as-a-Second Language. ECIA Chapter 1. 
Evaluation Report, 1982-83. 
ED 237 618 
English as a Second Language, 1980-1981 (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 
ED 238 956 
English as a Second Language, 1981-1982 (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 
ED 238 957 
ESEA Title I Early Childhood/Jackson-Mann 
Program. Interim Report, 1981. 
ED 238 961 
ESEA Title I Program. Interim Report, 1982. 
ED 238 966 
ESEA Title I Secondary Program. Interim Re- 
port, 1981. 
ED 238 963 
ESEA Title I Secondary Reading/Math Pro- 
grams. Final Report, 1981. 
ED 238 964 
Career Guidance Programs for 
Schoo College Students. Final Report. 
a No. 2-2F11 from July 1, 1981 to June 30, 


ED 236 450 

Evaluating Instruction in Composition (EIC). 
ED 236 634 
Evaluating Long Term Care Demonstration 
Projects: The Potential of the Institutional Cohort 


ED 233 263 
The Evaluation of an Cregon School District’s 
Guidance and Counseling Activities. 

ED 235 414 
An Evaluation of a University Counseling Ser- 
vice. 


ED 236 517 
The Evaluation of California’s Migrant Education 
Program. Summary of the Study. 

ED 239 807 


Evaluation of Second e Institutes for Cal- 
ifornia State Department of Education. 

ED 235 685 
Evaluation of the Alberta School for the Deaf. 

ED 236 820 
Evaluation of the Conpenns a Reading and 
Mathematics y Title I and 
CEP, 1980-81. Report No el. 

ED 237 605 
Evaluation of the Content Area Learning/Read- 
ing Project at the Cosgrove Junior High School. 

ED 233 311 
An Evaluation of the Effectiveness of a Compe- 
tency Based Vocational Education Drafting Pro- 
gram. 

ED 236 392 
Evaluation of the ESEA Title I Program. Final 
Evaluation Report, 1980-81 and 1981-82. 

ED 240 206 
The Evaluation of the Impact of the Part A Enti- 
tlement Program Funded under Title IV of the 
Indian Education Act. Final Report. 

ED 237 276 
Evaluation of the Industrial Maintenance Pro- 
gram at Caldwell Community College and Tech- 
nical Institute. 

ED 238 463 
Evaluation of the Nursing Program at Caldwell 
Community College and Technical Institute- 
Summer, 1983. 

ED 238 462 
Evaluation of the Recreation Leadership Program 
at Caldweil Community College and Technical 
Institute. 

ED 238 461 
Evaluation of the Student Teaching Program in 
Agricultural Education at the Ohio State Univer- 
sity. Summary of Research. 

ED 239 097 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 
Evaluation of the Title I Program: ELementary 
Reading and Math Program; Middle School 
Reading Program; NIE Demonstration Project; 
Health Education Program. Final Evaluation Re- 
port, 1976-77. 

ED 238 951 
Evaluation of the Title I Program: ELementary 
Reading and Math Program; Middle School 
Reading Program; NIE Demonstration Project; 
Language Arts Program. Final Evaluation Report 
for Title I, 1977-1978. 

ED 238 952 

Evaluation Report for the Heartsmart Adven- 
tures. 

ED 240 145 
Evaluation Report on Three New Instruction Pro- 
grams: Help One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
An Examination of the Suitability of ge wd 
Teachers’ College Graduates as Primary School 
Teachers in Kenya. African Studies in Curriculum 
& Evaluation. No. 40. 

ED 234 006 
Exemplary Pupil Personnel Services Programs in 
Illinois, School Year 1981-1982. 

ED 235 426 
Field Testing Vocational Education Metric Mod- 
ules. Final Repert. 

ED 233 232 
A Final Review of the Connection Program: Serv- 
ing High-Risk Adolescents in the Secondary 
School. 

ED 240 197 
Follow-Up Evaluation Studies and Procedures, 
College of Education, Bowling Green State Uni- 
versity, Bowling Green, Ohio. 

ED 240 083 
Fort Hamilton High School. Project ELITES: Ed- 
ucation for Life Through Extended Services. 
O.E.E. Evaluation Report, 1981-1982. 

ED 234 125 
George W. Wingate High School Bilingual Dem- 
onstration College Preparatory Program, 1981- 
1982. O.E.E. Evaluation Report. 

ED 238 992 
Guidelines and Quality Indicators for Vocational 
Education in California. 


Subject Index 


ED 236 354 
Hartford Project Concern Program. Final Evalua- 
tion Report, 1982-83. 


School Reading “1977-1978, 
Freed Under PL 81-874. Final Evaluation Re- 
port. 

ED 238 955 
Homebased Computer Assisted Adult Education 
Project-Phase III. Final Project Report, 
ber 1, 1982, through August 31, 1983. 
ED 234 181 
Home, School, and the IEP. ESEA Title IV Part 
C Project Report, Final Evaluation Report, 
1981-82. 
ED 234 120 
Identifying the Program Variables in College 
Composition Programs. 
ED 234 395 
Improving Memory in the Aged. 
ED 234 314 
Increased Challenge with the Elderiy. 
ED 235 398 
Indiana Vocational Technical College: Region 8. 
Organizational Development Research. A Multi- 
plex Opportunities for Vocational Education Re- 
port. 
ED 237 746 
Inservice to Improve Speaking and Writing in 
Grades K-12. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 
ED 233 382 
Institutional Development: Implications for Insti- 
tutions of Higher Education. 
ED 238 324 
Instructor Training. Background Paper. 
ED 236 420 
An Interactive Approach to Infusing Equity: A 
Teacher Model. 
ED 233 948 
Interactive Research and Development on 
Schooling: Executive Summary of the Final Re- 
port. 
ED 240 102 
Is Developmental Education Working? An Anal- 
ysis of Research. NARDSPE Research Report, 
Number 2. 
ED 238 471 
Job Adjustment of Disadvantaged Youth: A 
Study of Concurrent Validation. 
ED 237 601 
John Jay High School. Project RESCATE. O.E.E. 
Evaluation Report, 1981-1982. 
ED 234 126 
Kindergarten Reinforcement. Disadvantaged Pu- 
pil Program Fund. Evaluation Report, 1982-1983. 
ED 236 289 
Language Arts through Latin, 1980-1981. Report 
Number 8305. 
ED 236 908 
The Later Effects of Direct Instruction Follow 
Through: Preliminary Findings. Draft. 
ED 236 162 
Learning Disabilities: Program Evaluation, 
1982-1983. 
ED 238 241 
The Learning Disabilities Program in Job Corps. 
ED 235 604 
Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 
ED 237 829 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 
ED 234 119 
A ae geo Evaluation of the “Here’s Look- 
at You” Alcohol Education Program 
1978-1981. Final Report. 
ED 234 298 
Long-Term Academic Effects of Direct Instruc- 
tion Follow Through. Technical Report No. 299. 
ED 237 932 
Louis D. Brandeis High School. New York State 
Chapter 720 Bilingual Program. O.E.E. Evalua- 
tion Report, 1981-1982. 
ED 234 127 
Mathematics Skills Improvement Project. ECIA 
Chapter 1. Evaluation Report, 1982-83. 
ED 237 620 
Measurement of the Organizational Effectiveness 
of the Cooperative Extension Service. 
ED 233 862 
Motivational and Self-Imagery Development Job 
Development. Disadvantaged Pupil Program 





Subject Index 


Fund. Final Evaluation Report, 1982-83. 
ED 236 287 
Motivational-Cultural Experiences. Disadvan- 
taged Pupil Program Fund. E Evaluation Report, 
1982-83. 
ED 236 293 
The Multicultural Education QAT (Quick As- 
sessment Test). 
ED 240 216 
The National Evaluation of School Nutrition Pro- 
grams. Final Report - Executive Summary. 
ED 234 118 
National Evaluation of the PUSH for Excellence 
Project. Final Report. 
ED 240 225 
Native Language Reading Approach Program, 
1982-1983, O.E.E. Final Evaluation Report. 
ED 238 990 
Nebraskans Serving Secondary Special Education 
Students: Case Studies of Successful Programs. 
ED 236 882 
Newtown High School. Queens Chinese/Korean 
Bilingual Language Arts Resource Center, 
1981-1982. O.E.E. Evaluation Report. 
ED 234 128 
New Utrecht High School Project Impact, 
1981-1982. O.E.E. Evaluation Report. 
ED 238 986 
New York City Russian Bilingual Program, 
1981-1982. O.E.E. Final Evaluation Report. 
ED 238 989 
Ohio Citizens Survey on Driver Education Tech- 
nical Report. 
ED 237 734 
On the Need for Separate Commuter Programs: 
San Diego State Looks at Its Students. 
ED 236 959 
Oversight of the Vocational Rehabilitation Act 
and the Education of the Handicapped Act, 1983. 
Hearings before the Subcommittee on the Handi- 
capped of the Committee on Labor and Human 
Resources, United States Senate, Ninety-Eighth 
Congress, First Session on Oversight on Reau- 
thorization of the Vocational Rehabilitation Act 
and the Education of the Handicapped Act (Feb- 
ruary 24, March 21 and 23, 1983). S.Hrg. 98-328. 
ED 237 728 
The Participation of Private Businesses as Work 
Sponsors in the Youth Entitlement Demonstra- 
tion. 
ED 233 133 
The Persistent Dilemmas of Preparing for Work: 
Occupational Training Programs in Texas. Policy 
Research Project Report Number 55. 
ED 233 216 
Pilot Projects. Disadvantaged Pupil Program 
Fund. Evaluation Report, 1982-83. 
ED 236 292 
Pitfalls of Experience in Teacher Preparation. Oc- 
casional Paper No. 65. 
ED 237 504 
P.L. 89-313 Supplementary Services for Previ- 
ously Non-Public-School Institutionalized Stu- 
dents, 1982-1983. O.E.E. Evaluation Report. 
ED 238 991 
function: Improving In- 
e Current Status of Pri- 


Prevention of Marital 
timate Relationships. 
mary Prevention. 
ED 236 473 
Principal - Reading. “The Vital Connection.” 
ED 234 355 
Programs Funded by Block Grants. Reports of 
Evaluations, 1982-83. 
ED 236 226 
Project A.B.C. (Bronx Academic Bilingual Career 
Program). O.E.E. Evaluation Report, 1981-1982. 
ED 234 123 
Project BABS (Bilingual Academic and Business 
Skills). O.E.E. Evaluation Report, 1981-1982. 
ED 234 122 
Project Kanpe, 1981-1982. O.E.E. Evaluation Re- 
port. 


ED 238 988 
Project L’Ouverture, 1981-1982. O.E.E. Final 
Evaluation Report. 
ED 238 987 
Project Star (Elementary). ECIA Chapter 1. Final 
Evaiuation Report, 1982-83. 
ED 237 621 
Project STAR (Secondary). Disadvantaged Pupil 
Program Fund. Final Evaluation Report, 1982-83. 
ED 236 290 
Public Service Employment: A Field Evaluation. 


ED 239 016 
il Adjustment Project. ECIA 1, In- 
terim Evaluation Report, 1982-83. 
ED 237 619 
Reading Impact Project. Disadvantaged 
Program Fund. Evaluation Report, 1982-83. 
ED 236 284 
Reading Improvement Project. ECIA Chapter 1. 
Evaluation Report, 1982-83. 
ED 237 615 
tee og ECIA Chapter 1. Eval- 
ti 982-83. 


ED 237 616 
Reauthorization of the National Sea Grant Col- 
lege Program, 1983. Hearing Before the Subcom- 
mittee on Education, Arts and Humanities of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session on S. 655 to Authorize Appropria- 
tions to Carry Out the National Sea Grant Pro- 
for Fiscal Years 1984, 1985, and 1986, and 

for Other Purposes. 
ED 233 889 
The Recurrence of Abuse in Chiid-Abusing Fami- 

lies. Final Report. 


ED 238 539 
Reinforcement Science Skills Project. Disadvan- 
taged Pupil Program Fund. Fina! Evaluation Re- 
port, 1982-1983. 


ED 236 285 
Report on the IBI Interstate Training Project: A 
Program Funded through Section 143, Migrant 
Education Interstate and Intrastate Coordination 
Program. 

ED 238 666 
Report to the Board of Higher Education on the 
Character and Effectiveness of Remedial Pro- 
grams in New Jersey Public Colleges and Univer- 
sities in Fall, 1981. 

ED 233 757 
Research in Effective Teaching of Writing, Phase 
I. Final Report. Volume Il-Appendices. Revised. 

ED 239 293 
Research in Effective Teaching of Writing, Phase 
I. Final Report. Volume I. Revised. 

ED 239 292 
Resident Environmental Classroom. Disadvan- 
taged Pupil Program Fund. Evaluation Report, 
1982-83. 

ED 236 291 
The School Action Effectiveness Study: Second 
Interim Report. Part i. Report No. 342. 

ED 237 892 
School District Initiatives in Response to Board 
Priorities. 

ED 233 471 
Self-Management Procedures to Stop Smoking. 

ED oy ho 511 
Seward Park High School. Washington Irving 
High School. Chinese Bilingual Education Pro- 
gram, 1981-1982. O.E.E. Evaluation Report. 

ED 234 130 
Speech to National Forum on Excellence in Edu- 
cation (Indianapolis, Indiana, December 6, 1983). 

ED 238 568 
The SPICE Center at Bluefield State College. Fi- 
nal Report. 

ED 239 253 
Student Involvement: A Survey of Counseling 
Psychology Training Programs. 

ED 237 853 
Students in English as a Second Language 
Classes: A Community College Experience. 

ED 234 843 
Suggestions for Survival for Counselors and Other 
Guidance Specialists. 

ED 236 484 
Summer Youth Employment: The Corporate Ex- 
perience. Research Bulletin Number 141. 

ED 237 753 
Survey of Magnet Schools. Analyzing a Model for 
Quality Integrated Education. Executive Sum- 
mary. Final Report of a National Study. 

ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 

ED 236 304 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 

ED 238 975 
Tailoring Staff Development to Meet Teachers’ 
Needs. 


Program Evaluation 335 


ED 237 506 
The Teaching-Learning Role of — Centers/- 
Libraries. Background Paper No. 1 
“ED 239 616 
Therapy without Therapists: Recent Research on 
Bibliotherapy and Other Minimal Contact Treat- 
ments. 
ED 234 285 
aa ear meee ne 


Title I Children’s Pr ne pag 
itle ’s " to 
ugh the Arts. Final Evaluation Report, 
1981-82. 

ED 236 280 
Title I Elementary School Reading and Mathe- 
matics Programs. Final Evaluation Report, 
1980-81. 

ED 238 960 
Title I ESEA Pr in the Boston Public 
Schools: Middle School Reading Program; High 
School Reading Program; High School Mathe- 
matics Program; and Reading/Language Arts 
Pr (PL 81-874). Final Evaluation Report to 
Project and School Personnel, 1978-79. 

ED 238 958 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Report. 


ED 234 131 
Toward a Healthy Community ( izi 
Events for Community Health Promotion). 

ED 234 134 
Towards Excellence: Developing High Standards 
in Youth Programs. 

ED 240 187 
TRADEC II. An Evaluation of Trades Education 
Schemes. II. Research Findings. A Project Re- 
port. 

ED 237 718 
TRADEC III. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
ology. A Project Report. 

ED 237 719 


Trilingual Education Learning Environment Pro- 
gram, 1981-1982. “OEE. Final Evaluation Re- 
port. 

ED 238 994 
Upward Reach. Disadvantaged Pupil Program 
Fund. Final Evaluation Report, 1982-83. 

ED 236 288 
The Use of Computers in Instruction Supported 
under Chapter 1 of the Education Consolidation 
and Improvement Act. 

ED 238 404 
Using the MBTI to Predict Career Development 
Program Usefulness. 

ED 239 175 
Vocational Education in the Comprehensive Hi 
School. Highlights of the Hearing Held by 
Board of Directors of the American Vocational 
= (St. Louis, Missouri, December 2, 
1 . 

ED 233 159 
What Undergraduate Students Expect from Pres- 
ervice Field Experiences. 

ED 237 473 
The 1982-83 ee Gates Program: 
Mid-Year Assessment and Analysis of August, 
1982 and January, 1983 Test Reoults. O.E.E. 
Evaluation Report. 


ED 237 597 


Program Evaluation 


Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 

ED 238 351 
Accreditation: A Public Trust. Proceedings of an 
Allied Health Education Forum (Chicago, Illi- 
nois, April 20-22, 1983). 

ED 236 972 
The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Studies 
. Curriculum Development & Evaluation. No. 

ED 234 008 
Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education 
at the Graduate Level: The Special Case of Public 
Admiristration). 

ED 239 810 
Alternative Teacher Preparation Programs: A 
Cost-Effectiveness Comparison. Research on 





336 Program Evaluation 
Seer e Ramee: meant agen Sate e. 


Bihan tren 62 ee 
An of State tems for 

and Disadvantaged V. Vocational Ed- 

ucation 

ED 237 662 
Annual Evaluation Report of Federally-Funded 
Educational Programs, FY 1983. 

ED 240 146 

Annual Summary of Program Review Activities, 
1981-82. Commission Report 83-24. 

Bandungan Papers: Guidelines for the Bvalv 
The for lu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 

ED 235 988 
Benefits of Program Review. 

ED 240 128 
The Board’s Role in Accreditation. A Report of 
the AGB Subcommittee on the Role of Trustees 
in Institutional and Specialized Accreditation. 

ED 236 975 
CARISPLAN Abstracts. 07-001-07-377. Carib- 
bean Information : for Economic and So- 
cial Planning. No. 7 

ED 238 432 


Case Reports of Northwest Regional Educational 
Cost Studies. Research on Evaluation 
Program. and Report Series No. 82. 
ED 237 565 
Case Study on Adult Education in the Inner Lon- 
don Education Authority. The CDCC’s Project 
No. 7: The Education and Cultural Development 
of Migrants. 


Chapter I Handbook. 


ED 238 613 


ED 238 979 
Chapter I Mathematics Program, 1982-83. Report 
of Evaluation. 

ED 236 229 
Chapter Parent Involvement Component, 
1982-83. in of Evaluation. 

ED 236 225 
Chapter I Reading Program, 1982-83. Report of 
Evaluation. 


ED 236 230 
Chapter 2—Discretionary. Final Technical Report. 
ED 235 207 
— 2 Formula. 1983-84 Final Technical Re- 


ED 235 208 


ED 236 003 
Combining Standardized Achievement Test 
Items with meng Developed Supplementary 
Items to Produce d Results 
for Program Evaluation: A Validation Study. 

ED 235 234 





ED 238 255 
A Comprehensive — of Credit Instructional 
Programs Offered by Pasadena City Colleges, 
1981-1982. Volume 2 Summary Report. 

ED 237 126 
Computer-Assisted Instruction, Research, and 
the Writing Proce: "Well It Looks Gcud, But 

t.. 


ED 234 393 
Computers in the English Class, with Particular 
Attention to the City University of New York. 
Research Monograph Series Report No. 6. 

ED 239 262 
Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
ment. e aici 


ED 240 158 

A Content Analysis of the VEDS Data Collection 

and Reporting lures Used by the 57 State 

Boards for Vocational Education. 

Cost Bibliograph ED ~ 925 
Analysis Research on Evalua- 
tion Program. oe and sean 7 ewe Series No. 88. 

_ED 237 571 


“ED 237 531 


A Design for Evaluating and Reporting the Effec- 
tiveness of a School System Developed Science 
Curriculum. 
for Evaluating Vocational Education 
oon flor ocal lucation 
Be Implemented within School Sys- 


ED 234 086 


Volume II-Abstracts. 

ED 237 732 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume I-Text. 

ED 237 731 
Differences and Similarities in Administrators’ 
and Evaluators’ Perceptions of Evaluation. 

ED 235 236 
Direct Instruction: A Project Follow Through 
Success Story. Technical Report No. 302. 


ED 239 220 
District Program Review Process. 

ED 238 911 
Do-It-Yourself Home Savings Techniques Pro- 
gram. Final Report. 

ED 236 043 
Educating a Profession: Extended Programs for 
Teacher Education. 

ED 236 139 
Education for Parenthood. Final Evaluation Re- 
port. 

ED 238 540 
Education North Evaluation (1978-1982) and Al- 
ternative Programs Source Book. Summary. 

ED 234 941 

Effectiveness of Alternative Desegregation Strat- 
egies: The Issue of Voluntary versus Mandatory 
Policies in Los Anjeles. Part 1: 1979. Revised. 

ED 240 185 
The Effectiveness of Special Education: A Direct 
Measurement Approach. 

ED 236 846 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 
ESEA Title I Early Childhood/Jackson-Mann 
Program. Final Report, 1981. 

ED 238 962 
Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 


Report. 

ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 

ED 238 635 
Evaluating a Complex Program: Where to Start 
and How to Finish. 


ED 234 747 
Evaluating Development Training (A 
Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 

ED 238 651 
Evaluating General Education: An Empirical 
Method for Current Course and Program Assess- 
ment. 

ED 235 241 
Evaluating Instruction in Composition (EIC). 

ED 236 634 
Evaluating the Impact of Training: A Collection 
of Federal Agency Evaluation Practices. 

ED 235 240 
Evaluation and Accountability in the Years 
Ahead. Perspectives from the Txonninees of Ed- 
ucation. 

ED 237 704 
Evaluation in Non-Formal Education: A Se- 
lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 

ED 234 949 


a Evaluation of a Bilingual a. with “4-4 
Paraprofessionals Serving as the Primary In- 
structional Personnel, 1982-83. 

ED 235 239 


Evaluation of a Competency-Based Inservice 
Training Program for Personnel Serving Disabled 
Preschoolers. 


ED 235 218 
Evaluation of Advocacy Models. 


ED 236 870 
raining. 


Evaluation of MCPS In-Service T: 


ED 235 180 
Evaluation of Outcomes 1981-82: An Evaluation 


Subject Index 


System Report on Reading and Mathematics Pro- 
grams and Student Achievement. 
ED 238 912 


An Evaluation of Over Easy, A Television Series 
Tg about Older People. Second Edition, 


ED 233 676 
Evaluation of Project ALERT (Atlantans Learn- 
ing <2 Responsibilities Together) Sum- 
# a Emnloyment Program. Report No. 

ED 238 918 
Evaluation of Project School to Work: A Mono- 
graph. 

ED 237 594 
Evaluation of Telecommunications Demonstra- 
tion Projects and Recommendations to the 
DHEW Telecommunications Demonstration 
Program. Final Report. Executive Summary and 
Summary Report. #146-01/02. 

ED 237 056 


Evaluation of the Horizons-Upward Bound Pro- 
gram, 1981-1982. 

ED 236 157 
The Evaluation of the Impact of the Part A Enti- 
tlement Funded under Title IV of the 
Indian Education Act. Final Report. 

ED 237 276 
Evaluation of the Potter-Thomas Bilingual-Bicul- 
tural Magnet Elementary School Project, 
1981-1982. Report 8330. 

ED 234 628 
An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 
Evaluation of the SED Program for Young 
Adults: 1980-81 School Year. A Special Study in 

Special Education. 

ED 233 537 
An Evaluation of the UNESCO Primary Science 
Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 

ED 234 984 
Evaluation of Twelve Elementary Spelling Pro- 
grams Using the Spelling Program Effectiveness 
Rating Scale (SPERS). 

ED 233 339 
Evaluation Report for the Heartsmart Adven- 
tures. 


ED 240 145 
Evaluation Report on Three New Instruction Pro- 
grams: F =lp One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
Evaluation Research in Basic Skills with Incarcer- 
ated Adults. Technical Report No. 303. 

ED 237 954 
An Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practices in Follow 
Through Classrooms.” 

ED 234 907 
An Examination of the Structure and Organisa- 
tion of Teaching Practice in Primary Teachers 
Training Colleges in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 
ment & Evaluation. No. 57. 

ED 234 004 

External Research in AISD: Knowledge for Build- 
ing, 1982-83. 

ED 236 170 
The First Year of the Education Voucher Demon- 
stration: A Secondary Analysis of Student 
Achievement Test Scores. 

ED 238 915 
French Speaking Skills of Grade 8 English Pro- 
gram Students. Research Report 82-08. 

ED 233 594 
Futureprint. California Demonstration Program 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 

ED 240 154 
Gifted and Talented Program, 1982-83. Final 
Technical Report [and Appendixes]. 

ED 235 230 
Guidelines for the Evaluation of Bilingual Educa- 
tion Programs. 

ED 234 629 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 

ED 233 890 
Guide to the Job Training Partnership Act. Cu- 
mulative Analyses of the Law and Subsequent 
Policy Issuances. Installment # 1. 





Subject Index 


ED 239 025 
Heritage Language Education: A Literature Re- 
view. 

ED 233 588 
Identifying the Program Variables in College 
Composition Programs. 

ED 234 395 
An Illustrative Cost-Effectiveness Investigation 
of Field-Based Teacher Preparation Courses. Re- 
search on Evaluation Program. Paper and Report 
Series No. 85. 

ED 237 568 
Implementation of Computer Based Education by 
a Small College. 

ED 238 421 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the First Year, 
1976-1977. Report 7863. Title VII Project. 

ED 234 624 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the Second 
Year, 1977-1978. Report 7965. Title VII Project. 

ED 234 625 
An Individualized Multi-Media Bilingual Educa- 
tion Magnet Model. Evaluation of the Third Year, 
1978-1979. Report 8215. 

ED 234 626 
Instructional Program Review: A Mini-Accredi- 
tation Approach to Self-Evaluation in Commu- 
nity Colleges. 

ED 239 665 
Insuring Equity in Student Selection under Chap- 
ter 1. Research on Evaluation Program. Paper and 
Report Series No. 84. 

ED 237 567 
Integration Does Work: The Springfield Story. 

ED 236 282 
Intensive Reading Instructional Teams, Evalua- 
tion Manual for Project Directors. 

ED 240 177 
“It’s Not My Job”: A Student Services Functional 
Inventory. 

ED 234 658 
Journal of Human Services Abstracts. Volume 8. 
Number 3. 

ED 236 378 
Longitudinal Evaluation of the C/A/I Computer 
Assisted Instruction Title I Project, 1979-1982. 

ED 234 062 
Management Systems for Gifted and Special Edu- 
cation Programs: A Manual for Cost-Effective 
Administration. 

ED 239 423// 

Manual for the Evaluation of Occupational Edu- 
cation Programs. For Use by School Districts. 

ED 237 563 
Maryland Community Colleges Instructional Pro- 
gram Manual. 

ED 238 475 
MiSIS (Michigan Student Information System) 
Procedures Manual. 

ED 234 832 
Model for Contingency Contracting. 
ED 235 867 
More Effective Schooling from Research to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 

ED 236 299 
More Questions Than Answers: Review and 
Analysis of Programs for Behaviorally Disordered 
Chil and Youth. National Needs Analysis in 
Behavior Disorders. 

ED 239 435 
National Assessment in Australia: An Evaluation 
of the Australian Studies in Student Performance 
Project. 

ED 240 164 
Native American Education Program, 1981-82: 
O.E.E. Evaluation Report. 

ED 233 868 
Needs Assessment Summary: Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81 

ED 237 564 
The Opportunities Available for the Elementary 
— Visually Gifted Art Student in the State of 


ED 234 586 
Organizing for Evaluation Use: A Handbook for 
Administrators. Evaluation Productivity Project. 
ED 238 939 
Organizing for Evaluation Use. A Workbook for 
Administrators. Evaluation Productivity Project. 


ED 238 938 
————. 
of a Program Review 


viii _ ED 237 127 
erceptions ppren' Classroom 
Training. Handbook and Instrumentation. Michi- 

gan Community Colleges. 
ED 234 829 


Partnership for Rural Im t: External Re- 
view. February 23- . 
ED 235 985 


Phase II: Final Evaluation Report of Minimum 
Competency Testing Clarification Process. 


Outcomes of an 
lines for the Implementation 
Model. Volume II. Technical Report. 


Planning and Eval tke = no 
an sooo oy 
Demonstration Projects and Assessing the Cos 
of Telecommunications Demonstration Projects. 
Final Report # 146-03. 

ED 237 057 
Portland Public Schools Internal Alternative 
Schools. 

ED 236 800 
Portland Public Schools Supported Private Alter- 
native School Programs: Albina Youth Opportu- 
nity School, Lents Education Center, 
Meadow Learning Center. Administrative Sum- 
mary, 1982-83. 

ED 236 801 
Postsecondary Program Review. Issuegram 40. 

ED 234 666 
Pre-Placement Program for Severely Multi-Hand- 
icapped Deaf-Blind Children, 1980-1981. Final 
Evaluation Report. 

ED 235 635 


PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 

ED 237 566 
Pr ings of the Seminar “Cost Analysis in Ed- 
ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 
Program Evaluation: Resource Manual. 
ED 236 827 
Programs Funded by Block Grants. Reports of 
Evaluations, 1982-83. 

ED 236 226 
Progress and Planning nape K-12 Use of Com- 
puters in the Instructional Setting. 

ED 234 983 
Project on Secon Analysis, 1979-82. Final 
Report. Report No. A-95. 

ED 238 916 
Project PACT: Parents and Children Together. 
Evaluations of the Third and Fourth Year, 
1979-1980 and 1980-1981. 

ED 236 909 
Project PASS: 1982-83 Final Technical Report 
{and Appendixes]. 

ED 235 232 


Project READ: Observations from the Past and 
inplioetians for the Future. 

ED 234 363 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
port, 1981-1982. Document Number 82-272-877. 

ED 233 513 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 

ED 238 606 
Reading Instruction in IGE and Non-IGE 
Schools. Report from the Program on Student Di- 
= and School Processes. Working Paper No. 

ED 236 552 
Reading/Mathematics Lab Program, Chapter II, 
ECIA. Report of Evaluation. 

ED 236 228 
on a> ng Educational Library 

ledia Programs in Illin 


Researchable Problems and Impli 
I Education Drawn from the 
tion Study. 


ED 237 105 
tions for T & 
ocational Educa- 


Program Evaluation 337 


ED 236 406 
ete 
tary Secondary Education Grant: 
Background, Issues, Plans. 

ED 235 178 


Resource Catalogue: one, rome Services for 
Handicapped » = he Collabora- 
Fong — M = Polic ~ oa go 
tion — t 
pay £ —— 


“oe 235 647 
Resource Room for Talented and Gifted at Ed- 
munds/Jefferson Attendance Center. Report of 
Evaluation, 1982-83. 





ED 236 227 
Review and Planning Report for Student Supp- 
port Services: P.L. 94-142 and P.L. 89-313 Feder- 
ally Funded Projects. 

ED 236 867 
The Role of Formative Evaluation in Externally 
Mandated Program Reviews in Higher Educa- 
tion. 

ED 237 044 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 

ED 238 837 
Special Education Program Evaluation: A Man- 
agement Tool. 

ED 235 627 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 

ED 235 628 
Special Education Programs in District 27: 
Teacher Activity, Student Activity, Student Time 
on Task, and Program Structure. 

ED 238 214 
Standards for Program Development Evaluation 
Plans. Report No. 341. 

ED 236 182 
State Compensatory Education Summer School 
Program: 1982. Final Evaluation Report. 

ED 235 231 
State Level Review of Doctoral Programs in 
Texas. 

ED 239 544 
Statistical Analysis in Evaluation Research: Tools 
for Investigating Problems in VR Performance. 

ED 235 314 
Study Design and Methods Used for “The Evalu- 
ation of the Impact of the Part A Entitlement 
Program Funded under Title IV of the Indian Ed- 
ucation Act.” Monograph 3. 

ED 237 279 
prem Talk: Queensland’s Contribution to the Na- 

ional Language Development Project. 

ED 234 394 
Summary of Phase One of the GED Testing Ser- 
vice Five-Year Review Process. 

ED 239 090 
Summer School Pilot, 1982: First Report to the 
Texas Education Agency. 

ED 236 243 
Summer School Pilot, 1982: Second Report to the 
Texas Education Agency. 

ED 236 155 
Summer School Pilot, 1983: First Report to the 
Texas Education Agency. 

ED 236 245 
Summer School Pilot 1983: Second Report to the 
Texas Education Agency. 

ED 237 557 
Summer School Pilot, 1983: Third Report to the 
Texas Education Agency. 

ED 236 244 
Toward a Model for ESL Program Evaluation. 

ED 234 607 
TRADEC II. An Evaluation of Trades Education 
Schemes. II. Research Findings. A Project Re- 
port. 

ED 237 718 
TRADEC III. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
ology. A Project Report. 

ED 237 719 
Training and Model Exchange Project, 1982- 


1983. 

ED 236 812 
Uni uate Professional Education in Chem- 
istry: Guidelines and Evaluation Procedures. 

ED 238 713 
The Use of Content Analysis of Critical Events in 
Program Evaluation. 

ED 236 187 





338 Program Evaluation 
Tee inet Biting Dots Bemis Freee Beal 
ation and School Improvement. Methodology 
Project. 
ED 238 946 
The Visiting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 


ED 234 096 
Visual Analysis of Time Series Data: Factors of 
Influence and Level of Reliability. 

ED 236 190 
Vocational Education Advisory Committees. 

ED 233 769 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
Training Materials. Presentation Plans and Over- 
heads. 


ED 233 174 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 

ED 233 873 
1981 and 1982 Faculty and Student Research Par- 
ticipation Evaluation. 

ED 238 702 


Guides 
Assist-A-School Handbook. 

ED 233 467 
Criteria for Excellence: Gifted and Talented Pro- 

gram Guidelines. 
Gifted took A 

Your 

Guide for Coordinators. #6 of a Series 
ED 239 466 


Implementation 

ACT Il: Adults in Career Transition. 

ED 233 134 
Administrative Survey of Fiscal 7 1982-83 
Adult Basic Education Programs in the Common- 
wealth of Pennsylvania. 

ED 239 074 
Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 

ED 233 944 
An Assessment of Cooperative Vocational Educa- 
tion Programs Since the Education Amendments 
of 1976. 

ED 239 015 
Audio Teleconferencing. SAT Users Conference. 
Building a Special Needs Com: me yt 

a ponent into Your 

Child Care Resource & Referral Service. 

ED 239 744 
Cameras in the Curriculum. A Challenge to 
Teacher Creativity. Volume 1, 1982/83. An 
NEA/KODAK Program. 

ED 238 409 
Gane of Adult Education Projects. Fiscal Year 


ED 235 371 
ED 238 979 


ED 233 304 
Computer Considerations for Vermont Schools. 


ED 239 593 


a Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 
ED 235 783 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 
nt a f ec Urban 
lementation of an 
ai 
ED 237 657 


Dev and Implementing T: Plans. 
Module Number 8. Work oth omey Herne 
Modules. Coordination Techniques Series. 

ED 233 150 
Educational Voucher Demonstration Archive: 
Project-Level Documentation. 

ED 239 371 
Elementary Computer Literacy. Curriculum 


ED 233 675 


a 
tive Implementation of Agriculture Curriculum 
Secondary Schools in Uganda. African Studies in 


Curriculum Development & Evaluation. No. 41. 


ED 234 007 
An Executive Training 

ED — 500 
Fair Play: Developing Self-Concept and Deci 


SS. Middle School. Imple- 
mentation 


ED 238 513 
The Field Practice Component of Early Child- 
hood Education Preservice Training 
rer Gin Reta 
Finding and Founding i terim 
Report of the Application of Research on Faculty 
Relations to the Implementation of Two School 
Improvement Experiments. 
Arts in the Grades: A Concep- 


pony 
pproach (F.L.A.G.). 

ED 238 281// 
Generalist Teaching Policy and Practice 


ED 239 400 
Guide for Implementing Competency-Based Edu- 
Programs. 


ED 238 141 


cation in Vocational 

ED 233 141 
Guide to Magnet School Development. 

ED 236 305 
Handbook for Local Vocational Education Advis- 
ory Councils: “The People Speak.” 

ED 235 303 
How to Custom Design Training for Business and 


Industry. 

ED 237 774 
How to Plan and Implement a Workshop. 

ED 234 473 
Identification, Assessment and ing Sys- 
tem for Students of Limited English Proficiency: 
A Systems Manual. 

ED 236 918 


Implementation of Computer Based Education by 
a Small College. 


ED 238 421 
The Implementation of Disseminated Educa 
be ae Innovations: Is the Modified RD&D Model 
le? 
ED 235 177 
Implementation of Microcomputers in the Class- 
room: Problems and Potentials. 
ED 234 749 
Improving Wisconsin Public School Testing Pro- 
grams: With a Special Look at Pupil Competen- 
cy-Based Testing. 
ED 240 163 
-Based Career Explora- 
Youth. Final Report. 
ED 234 176 
Inservice Pri Disabilities. A 
Position Paper of the 1 National Joint Committee 
on Learning Disabilities. 


Innovative Communi 
tion for Disadvan 


ED 235 638 
Instructional Improvement in Maryland: Impact 
on Educators and Students. (Executive Sum- 
mary). 
ED 238 872 
Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing Programs. 
ED 234 189 
Integrating Subject Areas in Education 
Curriculum: A Joint Innovative Peele Report of 
the Finalization Meeting (Bangkok, Thailand, 
December 9-15, 1981). 
ED 238 536 
of the Implementation 
‘esting Program, 1981-82. 
ED 237 538 
The Introduction of Software Tools. Final Report. 
ED 233 687 
Issues in Training Marriage and Family Thera- 
pists. 


An Interpretive Anal 
of the System-Wide Tes: 


ED 237 839 
Kaleidoscopes. Emerging Patterns of Response 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 

ED 240 202 
Leader’s Guide ry any Action. Miscella- 
neous Bulletin 1 

ED 239 781 
Legal Rules for Student Competency Testing. Is- 
suegram 36. 


Making Changes: Emplo ou i e ; 

es: 1) t Orientation for 
Immigrant Women. Facilitator's Guide. 

ED 238 972 

Mandating Educational Effectiveness in Chicago. 


Subject Index 
A Statewide Ini am —_ 
ta itiative 
meni Prarnen  dhaet Effort. 
ED 233 486 
Mastery Learning: Easier Said than Done. 
ED 239 339 
Measurement as an Instrument of Learning. Final 
Report. 


ED 238 411 
Microcomputers: Applications in Vocational Ed- 
ucation. 


ED 239 052 

Microcomputers in Special Education: Organiza- 
Issues. Microcomputers in the Schools—Im- 
lucation. Information 


ED 238 221 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 

ED 239 051 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 

ED 238 863 
More Effective Schooling from Research to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 

ED 236 299 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materi 

ED 234 184 
National pment me Bolg and Training Standards 
for Dental Technicians. Revised. 

ED 236 328 


A National Assessment of Valued and Neglected 
Staff Development Practices. 


ED 239 374 
National Cl ouse Transition from 
Se oy Abstracts [and tue 1981-1983]. Vol. 
. No. 4. 


ED 237 671 
National Evaluation of the PUSH for Excellence 
Project. Final Report. 

ED 240 225 
Oregon State University College Assistance Mi- 
grant Program Performance Report for 1982-83. 

ED 238 647 
Organizing the Special Library: Why and How. 

ED 235 804 
The PCP SYS IV ———— System: Imple- 
mentation and Training Overview. 

ED 234 758 
Precision Teaching: Advancing Student Achieve- 
ment through Daily Drill and Measurement. 

ED 238 184 
Private Industry Council Roles and Options: 
Making the Job Training Partnership Work. 

ED 239 022 
Progress and Planning Report: K-12 Use of Com- 
puters in the Instructional Setting. 

ED 234 983 
School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 

ED 239 396 
School Nurse Handbook for the School Health 
Program. 

ED 233 215 
Spanish Literacy Investigation Project. 

ED 234 182 
Speculation Upon the Implementation of P.L. 
94-142 in New Mexico’s Rural School Districts. 

ED 235 975 
State Strategic Planning for Technology. Issue- 
gram 38. 


ED 234 737 
Steps for Establishing a Training Information 
Clearinghouse. 

ED 237 775 


poy el Institutionalizing Telecommunica- 
onstrations: A Review of Innovation 
Beret and Program Alternatives. Final Report 

ED 237 058 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 

ED 235 584 
Summer-Jobs-for-Youth Program Guide. How to 
Develop and Manage a Summer Youth Jobs Pro- 
gram. A Technical Assistance Guide. 

ED 239 020 
A Systems Approach to the Preparation and Con- 
duct of Trade and Industrial Training. 





Subject Index 


ED 234 162 
Think It Older. A Guide for the Inservice Coordi- 
nator. 

ED 236 416 
Tourism, Field Trips and Geographic Education. 

ED 240 016 
To What Extent Can Higher Education in Devel- 
oping Nations Give Leadership in Nonformal Ed- 
ucation. 

ED 239 822 
TRADEC II. An Evaluation of Trades Education 
Schemes. II. Research Findings. A Project Re- 
port. 

ED 237 718 
Training in Administration and Staff Develop- 
ment. 

ED 238 575 
Vocational Assessment of Students with Special 
Needs: A Manual for Implementation in the Pub- 
lic Schools. Project VOC-AIM 

ED 234 187 
The Vocational-Technical Resource Consortia 
Serving Business and Industry in Ohio. Digest of 
Study: Operational Procedures for Successful Vo- 
cational-Technical Resource Consortia in Serving 
Business and Industry in Ohio. 

ED 233 220 
Writing across the Curriculum: Designing an Ef- 
fective Model. 

ED 238 025 
You Can Do It! Vocational Education. Volume 1: 
Planning Your Approach. 

ED 237 684 


You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 
ED 237 685 
101 Ideas for Summer Youth Jobs. Tips on Orga- 
= and Running a Summer Youth Jobs Pro- 


ED 239 019 


Program Improvement 
Accrediting Occupational Training Programs. In- 
formation Series No. 251. 

ED 233 132 
Barriers to Student Completion of Vocational 
Programs. Final Report. 

ED 237 686 
Characteristics of a Good Elementary Science 
Program. Handbook III, Part A: Principal’s 
Checklist of Characteristics. Project for Promot- 
ing Science among Elementary School Principals. 

ED 236 003 
Characteristics of a Good Elementary Science 
Program. Handbook III, Part B: Elaboration of 
the Principal’s Checklist of Characteristics. 
Project for Promoting Science among Elementary 
School Principals. 

ED 236 004 
Collaboration Wears a Layered Look. 

ED 238 128 
Comprehensive Education Plan: “Improving the 
Quality of Teaching and Learning.” School Year 
1983-84. 

ED 234 054 
Directions in Environmental Education and Their 
Implication for the Training of Primary School 
Teachers in the Transvaal: Towards a Synthesis. 

ED 234 991 
Dissemination and Utilization Product Database 
Feasibility Study. 

ED 239 115 
Do Early Field Experiences in Teacher Education 
Provide a Meaningful Context for Acquiring Ped- 
agogical Knowledge? 

ED 234 038 
Education for Tomorrow’s Jobs. 

ED 236 418 
Elementary School Guidance Curriculum Grades 
K-6. Georgia Comprehensive Guidance Series. 

ED 236 520 
The Evaluation of California’s Migrant Education 
Program. Summary of the Study. 

ED 239 807 
An Examination of the Structure and Organisa- 
tion of Teaching Practice in Primary Teachers 
Training Colleges in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 
ment & Evaluation. No. 57. 

ED 234 004 
Futuring: Where Do We Go From Here? 

ED 239 110 
Guide to Magnet School Development. 

ED 236 305 


Guide to Vocational Education Materials and 
Practices. 

ED 237 644 
Improving the Status of Women in the Third 
World: A Challenge to Adult Educators. 

ED 235 349 


ED 239 295 


No Dull Lexicon. 


Peer and Cross-Age Tutoring. 

ED 238 844 
Principal - Reading. “The Vital Connection.” 

ED 234 355 
b ee Issues: Current Status and Directions for 

e " 

ED 240 196 
Resources for Guidance Program Improvement. 
Volume 2. 

ED 239 193 
Revitalization of Basic Business Education at All 
Instructional Levels. National Business Educa- 
tion Yearbook, No. 20. 

ED 234 140 
Rural Studies in Teacher Education From Innova- 
tion to Stablization. Summary of the Symposium 
on Rural Education. 

ED 235 946 
Some Issues and Strategies for the Survival of Un- 
dergraduate Social Work Education Programs in 
the 1980's. 

ED 233 942 
Staff Development: The Carrot or the Stick? 

ED 237 658 
Summary of State-Administered Program Im- 
provement Projects in FY 1983. 

ED 239 092 
Survey of Teacher Education: Perceptions of 
Methods for Improvement. 

ED 235 134 
Vocational Education and Excellence for the 
1980s: Challenges, Responses, and Issues. 

ED 237 703 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting Sci- 
ence among Elementary School Principals. 

ED 236 005 


a Length — 
Educating a Profession: Extended Programs for 
Teacher Education. 
ED 236 139 
Survey of Teacher Education: Perceptions of 
Methods for Improvement. 


ED 235 134 


Program Objectives 


Planning for Parent Participation. Volume I: Con- 
sidering Alternatives. 
ED 236 111 


Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 

ED 233 678 
The Educator’s Digest of Reform: A Comparison 
of 16 Recent Proposals for Improving 4 merica’s 
Schools. 

ED 236 153 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Programs. Keyword 
Thesaurus Project Update for New Participants. 

ED 237 087 
a for Classroom Teachers. Fastback 

ED 235 131 
National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 

ED 233 169 
The Reform of Teacher Education: A Review of 
Current Pro; 

ED 233 989 
School District Perceptions of Federal Competi- 
tive Education Programs. Final Report. Initial Re- 
lease September 1981. Fast Response Survey 
System. 

ED 234 490 
Vermont State Colleges. Manual of Policy and 
Procedures. Exhibit I: Classification of Academic 
Degree Programs. Exhibit II: Criteria for Ap- 
proval of Academic Degree Programs. Exhibit III: 
Approval of New Academic Degree Programs. 

ED 233 619 


Program Review 


Programing 339 
District Program Review Process. 
ED 238 911 


Program 


Review Extension Procedures 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 
ED 234 827 


ae ee 


Fon Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 


> acai me ahaa 


‘PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 

Validation 

Program and Course Approvals. Annual R 

ED 234 863 
Software Validation, Verification, and Testing 
Technique and Tool Reference Guide. Final Re- 
port. 

ED 233 688 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 


ED 233 775 


Instruction 

Peril or Promise of Computer-Based Education: 
The Conceptual Framework for Evaluation and 
Selection of Educational Software. 

ED 233 991 
Survey of the Extent of Individualized Instruction 
in Navy “A” and “C” School Courses. Technical 
Memorandum 83-7. 

ED 236 327 


Programed Instructional Materials 
An Analytical Model for Learning: An Applied 


Approach. 

ED 235 851 
Availability and Utilization of Self-Learning Ma- 
terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
Computer-Assisted Study Skills Improvement 
Program. 

ED 234 295 
Computer Based Simulated Cases as a Tool for 
Teaching Reading Diagnosis. 

ED 233 303 


Effects of Interactive Video/Computer Instruc- 
tion on the Performance of Underachieving Stu- 
dents in Mathematics. 

ED 233 690 
Instructional Computing in the Community Coi- 
lege: Project Report. 

ED 233 764 
A Meta-Analysis of Feedback to Learners in 
Computerized and Programmed Instruction. 

ED 233 708 


rae Tutoring 
Effective Tutoring in a PSI Course. Person vs. 


Computer. 
ED 233 251 


Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
“The Chips Are Down”: Beginner’s Self-Teaching 
Basic Computer Lessons. Revised Edition. 

ED 238 423 
Classifying Bugs Is a Tricky Business. 

ED 237 053 
Cognitive Skills Needed in Computer Program- 
ming. 

ED 236 466 
Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 

ED 237 356 
Computer Literacy for the Middle Grades. A 
Teacher’s Guide. Revised Edition. 

ED 239 581 
Computer Literacy of California High School Se- 





Programing 

niors. 

ED 237 069 
Computer Literacy. Part II-A Teacher’s Guide. A 
Staff Development Publication. 
Computer Programming by 
dren Using LOGO. 

ED 237 066 
Computers and Very Young Children: Educa- 
tional Promise and Problems. 


ED 239 082 
Chil- 


ED 235 897 
Computers in Education: A Question of Access. 
Access to Computers. 

ED 233 684 
DPMA Model! Curriculum for Undergraduate 
Computer Information Systems Education. 

ED 239 584 
The Effects of Instructional Procedures on Begin- 
ning Programmers’ Mental Models. 

ED 238 406 
Elementary Computer Literacy. Curriculum 
Guide. 


ED 233 675 
Elementary Computer Literacy. Student Activity 
Handbook. 


ED 233 674 
poy ners Study and Development of a Program 
to Train Visually Impaired Students in Compute 
Programming. Final mney 

ED 234 173 


Fundamental Fortran for Social Scientists. 

ED 233 914 
Gender and Socioeconomic Differences in En- 
rollment in Computer Camps and Classes. 

ED 237 610 
Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 

ED 239 602 
MENO-II: An AI-Based Programming Tutor. 

ED 237 054 
Microcomputers in Education: Uses for the ’80s. 

of the Annual Microcomputer Con- 

ference (2nd, Tempe, ee January 15-16, 
1982). Publication No. 3 

ED 233 696 
Novice Users’ Misconceptions of BASIC Pro- 
gramming Statements. Report No. 82-1. 

ED 238 395 
PROUST: Knowledge-Based Program Under- 
standing. 


ED 237 055 
Teaching Writing for the Computer Industry. 
ED 239 267// 


Programing (Broadcast) 
The Application of Gratifications ear and Re- 
ceived from a New Indep ision Sta 
tion’s Programming. 





ED 239 322 
The Benefits of Watching Television. 

ED 233 404 
Children and Television. Hearing Before the Sub- 


and Commerce, House of Representatives, 
Ninety -Eighth Congress, First Session. Serial No. 


ED 233 705 
Community Cable for and by Children: An ACT 
Handbook. 

ED 238 405 
Fighting TV Stereotypes. An ACT Handbook. 

ED 236 062 
Mass Communication: Abstracts of Doctoral Dis- 
sertations 2 in “Dissertation Abstracts 

International,” July or December 1983 

(Vol. 44 Nos. 1 through 6) 

ED 238 074 
Measuring the Perceived Reality of Television: 
Perceived Plausibility, Perceived Superficiality 
and the Degree of Personal Utility. 

ED 236 612 
Mental Effort and Learning from TV: Comparing 
Expectations for PBS and Commercial Network 
Programming. 


ED 235 539 
Non-Formal Education and Radio: A Selected, 
= Bibliography. Annotated Bibliography 

ED 234 948 
Parenting Behaviors in Prime-Time Television: A 
Content Analysis. 


ED 239 587 
Pe beehenne sarge ner a Hearing before 


-Eighth Congress, 
Bill to Amend the Communications 
Act of 1934 to Provide for Greater Participation 
of Minorities in Telecommunications. 
Ph A S se or 
ysical Attractiveness Stereotyping on eri- 
can Television Programs: A Content Analysis. 
ED 238 396 
Product Differentiation in Local Television 
News. 
ED 233 349 
Project SCS (Special Communication Services). 


ED 238 392 
The PTA TV Trainer’s Manual. 

ED 235 769 
Women in Radio Soap Operas: A Historical Per- 
spective of the Image Pf Women’s “Sphere” in the 
“Golden Age." 

ED 239 330 


Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
“The Chips Are Down”: Beginner’s Self-Teaching 
Basic Computer Lessons. Revised Edition. 

ED 238 423 
Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
Fundamental Fortran for Social Scientists. 

ED 233 914 
Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 

ED 239 602 
Novice Users’ Misconceptions of BASIC Pro- 
gramming Statements. Spest No. 82-1. 

ED 238 395 
The PCP SYS IV Management System: Technical 

erview. 

ED 234 757 
Proceedings of the NECC/5 National Educa- 
tional Computing Conference 1983 (Sth, 
Baltimore, Maryland, June 6-8, 1983). 

ED 235 779 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 

ED 239 857 
Teaching BASIC. A Step by Step Guide. 

ED 234 759 


Project ADVANCE 
Vocational Options for Deaf-Blind Youth 
Through Community-Based Training. Project 
ADVANCE. 
ED 233 543 
Project ALERT 
Evaluation of Project ALERT (Atlantans Learn- 
ing Emplo youth Ean Responsibilities Together) Sum- 
mer — mployment Program. Report No. 


17-10. 
ED 238 918 


Project BABS NY 
Project BABS (Bilingual Academic and Business 
Skills). O.E.E. Evaluation Report, 1981-1982. 
ED 234 122 
Poniest BATEY NY — " 
Adiai tevenson ool Bilingual Aca- 
demic and Technical ay for Youth Pro- 
gram (BATEY). O.E.E. Evaluation Report, 
1981-1982. 
ED 234 121 
Project BEST 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 
ED 235 794 
Project Child Find Serve TX 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
port, 1981-1982. Document Number 82-272-877. 
ED 233 513 


Subject Index 


Project CIRCUIT 
Two-Way Telecommunications: A Viable Tech- 
nology for Rural Instruction? 
ED 234 738 
Project Concern 
Hartford Project Concern Program. Final Evalua- 
tion Report, 1982-83. 
ED 237 612 


Project ELITES 
Fort Hamilton High School. Project ELITES: Ed- 
ucation for Life Through Extended Services. 
O.E.E. Evaluation Report, 1981-1982. 
ED 234 125 


Project Follow 
An Examination of Stallings’ “Implementation 
and Child Effects of Teaching Practices in Follow 
Through Classrooms.” 
ED 234 907 
Long-Term Academic Effects of Direct Insiruc- 
tion Follow Through. Technical Report No. 299. 
ED 237 932 
Project for Study of Academic Precocity 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 3, May/June 1982. 
ED 235 649 
Project Futureprint 
Futureprint. California Demonstration Program 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 
ED 240 154 
Futureprint. Evaluation Handbook: De Anza Ju- 
nior High School. 
ED 240 i55 
Project Head Start 
Cognitive Performance among Head Start Chil- 
dren from Three Family Types. 
ED 238 586 
Facilitating Linking between Headstart and Pub- 
lic School Special Education Programs. 
ED 235 607 
Volunteer Grandparents in Head Start. 
ED 235 904 
Project IMPACT 
New Utrecht High School Project Impact, 
1981-1982. O.E.E. Evaluation Report. 
ED 238 986 


Project Kanpe, 1981-1982. O.E.E. Evaluation Re- 
port. 
ED 238 988 
Project L Ouverture 
Project L’Ouverture, 1981-1982. O.E.E. Final 
Evaluation Report. 
ED 238 987 


Project Outreach 
Opinions of Michigan Citizens about Recommen- 
dations of the National Commission on Excel- 
lence in Education. A Summary. An Overview of 
Findings from a Statewide Public Opinion Survey 
of a Cross-Section of 400 Michigan Adults; Inter- 
viewed by Telephone, June 23-30, 1983. 
ED 239 766 
Project Primetime 
Project Primetime: 1982-83 Report. 
ED 239 765 
Project READ 
Read, Educate and Develop-The READ Project 
in South Africa. 
ED 238 981 
Project RESCATE 
John Jay High School. Project RESCATE. O.E.E. 
Evaluation Report, 1981-1982. 
ED 234 126 
Project School to Work 
Evaluation of Project School to Work: A Mono- 
graph. 
ED 237 594 


Project SEEK 
Project SEEK, 1979-1982. Final Report. 
ED 237 090 


ject Speak 

E.H.A., Part B Flow-Through Entitlement’s 

> 9 Speak. O.E.E. Evaluation Report, 
-82. 


ED 234 124 





Subject Index 


Projection Equipment 

Analysis of Use of a Micro-Computer Driven 

Classroom Display. Working Paper #82-30. 
ED 237 052 

Media Manual (How to Use Media Equipment). 
ED 237 079 


Projective Measures 

CRISP-Psychometric Assessment of Postdivorce 
Stress/ Adjustment in Children. 

ED 236 235 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 

ED 234 312 
Psychological Testing: Trends in Masters Level 
Counseling Training Programs. 

ED 234 311 


The Status of Projective Techniques: Or, “Wish- 
ing Won’t Make It Go Away.” 
ED 239 134 


Promising Practices 
Teaching Speaking and Listening Skills in the Ele- 
mentary and Secondary School. Resources for 
Schools #19. 
ED 234 440 


Promotion (Occupational) 

The Importance of Professional Activity to Per- 
sonnel Decisions for Medical Technologists in 
Academia. 

ED 235 702 
Progressing on the Job. Cooperative Occupational 
Education, Unit 13. Instructor Material and Stu- 
dent Material. 

ED 234 252 
Sex Differences in the Educator Labor Market. 
Final Report. 

ED 238 085 


Promotional Gates 
The 1982-83 Promotional Gates Program: 
Mid-Year Assessment and Analysis of August, 
1982 and January, 1983 Test Results. O.E.E. 

Evaluation Report. 
ED 237 597 


Pronouns 

From Gesture to Symbol: The Relation Between 
Form and Meaning in the Acquisition of Personal 
Pronouns in American Sign Language. 

ED 233 582 
Semantic and Formal Factors in the Comprehen- 
sion of Icelandic Pronoun Gender. 

ED 233 580 
The Teaching of Spanish Object Pronouns: A 
Communicative Approach. 

ED 238 279// 


Pronunciation 
Speech and Language Control: A Syllabus and a 
Workbook. 


ED 236 725 


Pronunciation Instruction 
English Pronunciation Lessons for the Span- 
ish-Speaker. 
ED 236 940 
Teaching Pronunciation Communicatively. 
ED 234 602 


Proofreading 
Proofreading is Not Reading. 

ED 233 398 
Teaching Revision: An Experiment. 

ED 236 679 
Writing Is a Process: Guidelines for Writing Cen- 
ter Volunteers. 

ED 235 487 


Propaganda : 
Know Nukes: A Nuclear Power Issues Curricu- 
lum Project. 

ED 233 946 

Property Accounting 
Improvements in Certain District of Columbia 
Public Schools’ Administrative Operations. Re- 
port to the Superintendent of the District of Co- 
lumbia Public Schools. 

ED 238 131 


Property Taxes 
Effectiveness of Property Tax Relief in Oregon. 
ED 238 150 
Financing Rural Schools in New York State. The 
Facts & Issues. Cornell Information Bulletin 182. 
ED 238 597 


Psychological Characteristics 341 


Property Wealth 


Financing Rural Schools in New York State. The 
Facts & Issues. Cornell Information Bulletin 182. 
ED 238 597 


Proposal W; 


riting 
Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 
_ ED 233 678 


Grants and Proposal Writing. Revised. 
ED 234 671 
_— for Classroom Teachers. Fastback 


ED 235 131 
The co omar nen Negative Checklist: Pro- 
posal Writing Made Manageable. 
ED 234 408 


Teaching the Grant Proposal as a Problem-Solv- 
ing Strategy: A Rhetorical Approach. 
ED 236 619 


Legislation 

Grandparents ts. Report Together with Ad- 
ditional Views rey e= Con. Res. 45 
which on Feb. 7, 1983, Was Referred Jointly to 
the Committees on the Judiciary and Education 
and Labor] from the Committee on Education and 
Labor. House of Representatives, 98th Congress, 
1st Session, Rept. 98-61, Part 1. 


ED 237 202 
Hearing on the Equal Educational ity 
Act of 1983, before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
pe on e Ninety Eighth Conese, Fi of 
epresentatives, Ninety-Ei irst 
Session on H.R. 2397 Cape 6, 1983). 
ED 240 212 
Children Act. (Report to Accompany 
3 6976). House 
Ninety-Seventh Congress, Secon 
port No. 97-820. 
ED 235 399 
“There Is No Liberty...” A Report on Congressio- 
nal Efforts to Curb the Federal Courts and to 
Undermine the Brown Decision. 
ED 236 254 


Propositional Abilities 
Toward a Model of Higher Order Thinking Skills. 


ED 234 897 


Schools 
The Terrain of Postsecondary Education. 
ED 235 722 
Use Your Mailbox To Go Back to School. 
ED 236 948 


Prose 
A Meta-Analysis of Feedback to Learners in 


Computerized and Programmed Instruction. 

ED 233 708 
Russian for Expository Prose. Volume 1: Intro- 
ductory Course. 

ED 236 920 
Russian for 7 Prose. Volume 2: Ad- 
vanced Co’ 

ED 236 921 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehension: Effects 
pe Ase, Reading Proficiency, and Type of Stan- 


ED 237 578 


Prose Learning 
Effects of Activating Background Knowledge on 


Comprehension of Expository Prose. 
ED 237 955 


Prosocial Behavior 


Act Locally; Think Globally: Some Comments on 
Pro-Social Behaviour, Information Processing 
and Development Education. Development Edu- 
cation Paper No. 24. 

ED 237 194 
Helping Behavior: Effects of Stress and Common- 
ality of Fate on Females. 

ED 235 420 
Social Skills: Alternatives to Aggression. 

ED 235 457 


Prostheses 


Notes to Parents - When Your Child Has Under- 
gone Amputation. 
ED 236 896 


Protocol Analysis 


Cognitive Processes during Pauses in Writing. 
ED 236 624 

Comprehension Categories for Protocol Analysis. 
ED 236 664 

The Syntactic Proposition for Protocol Analysis. 
we 3 236 636 

ae Critical Thinking: Pr in the 


ED 236 675 


Provincial Examinations 
Trends in Canadian Provincial Reading Assess- 
ments. Revised Version. 


ED 236 240 


PSB Aptitude Test for Practical Nursing 
Policy Evaluation: Use of the PSB-Aptitude Test 
as an Admission Requirement for the LVN Pro- 
gram. 

ED 238 480 


Psychiatric H 

prorag n 4 v Fan reete Emerge se oe 
coc ‘ests and Key Diag- 
nostic Arithmetic ‘Pests of Adolescents in a 
Psychiatric Hospital. 

ED 237 562 
Outward Bound-An Adjunctive Psychiatric 
Therapy: Preliminary Research Findings. 

ED 239 791 


chiatric Services 
Child Mental Health in the Peoples Republic of 


ED 239 780 
Nursing 302: An Introduction to Psychiatric 
Nursing. 


ED 238 469 


Psychiatric Social Workers 
Change in Parent and Child: Aiding at Risk Chil- 
dren Through Psychoanalytic Social Work with 
Be 2 Preliminary Final Report. Volumes 
and II. 


ED 235 901 


Psychiatry 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Appendi- 
ces. 

ED 235 005 
Linkage between Graduate Medical Education 
Training Practice Profiles in Psychiatry, Obstet- 
rics/Gynecology, and Family Practice. Deliver- 
able No. 5. Final Report. 

ED 235 004 
— Psychopathology: A Practicum Ap- 
proach. 

ED 236 500 

Psychoanalytic Theory 
Interventions for Dealing with Resistance. 

ED 237 860 


Psychobiology 
Toward a Psychobiological Theory of Motiva- 
tions for Human Communication Behavior. 
ED 235 523 


Psychodrama ae 
Imagining and Feeling: Experiential Learning in 
Mass Communication Instruction. 

ED 238 042 


Psychoeducational Methods 

Adlerian Classroom Management: An Inservice 
Model. 

ED 237 483 
Day Treatment for Adolescents: A Five-Year Sta- 
tus Report. 

ED 237 825 
Strategy Verbalization Effects on Self-Efficacy 
and Listening Comprehension. 

ED 233 816 


cholinguistics 4 
Communicative Competence: A Review of Ap- 


proaches. 

ED 238 048 
A Review of Traditional Cloze Testing Methodol- 
ogy. 

ED 235 461 

chological Characteristics 
es The Sixteenth Annual Convention of 

the Association of Black Psychologists (Washing- 
ton, DC, August 9-14, 1983). 

ED 237 600 





342 Psychological Characteristics 


Aging among the Disabled: A Neglected Area. 


ED 239 444 
The Antecedents and Consequences of Maternal 
Adaptation in the Postpartum Period. Project Pre- 


pare. 
ED 238 553 
Automaticity and Attentional Processes in Agi 
ED 239 153 
Normative Data from Rorschach (Exner) and 
MMPI Tests for Students Assessed in an Alberta 
Government Youth Assessment Center. 


ED 234 539 


jain mag Development of Minority 


ED 234 136// 
Attributes of 
Bulletin 


ED 237 258 
Symptoms, Causes and Possible Treatment of An- 
orexia Nervosa. 

ED 237 870 
The Teacher Role Survey: A Measure of Teacher 
Locus of Control. 


ED 240 153 


Evaluation 
Pndenes for vidence for an Anorexic/Bulimic MMPI Profile. 
ED 235 450 


oe Assessment in Developmental Dis- 
ities. 


ED 238 238 


School Psy ists and Clinical Judgment: Pat- 
terns of Data Uslization. 


ED 233 250 
The Status of Projective Techniques: Or, “Wish- 
ing Won't Make It Go Away.” 

ED 239 134 


POsidretot Depressed Mt 
tao Mothers: Epidemiological 
and Social Class Differences. 
ED 237 237 
A Developmental cg elt of Children’s Under- 
standing of the Learning Process. 
ED 235 889 


Needs 
Learning Disabilities: The Needs of Adults with 
Disabilities. A Position Paper of the Na- 
tional Joint Committee on Learning Disabilities. 
ED 235 642 
Linking Residential and Vocational Services to 
Enhance Client Programming. 
ED 233 552 
Over the Rainbow, Beyond the Yellow Brick 
Road: Rhetoric and the Art of Self-Renewal. 
ED 236 715 
Reactions to Approach-Distance in -! S—remaae 
and Normal Weight College Females. 
ED 237 819 


Relingishment of Control and the Type A Behav- 
ior Pattern: Causal Role of Performance Evalua- 
tion. 


ED 237 884 

Relinquishment of Control and the Type A Be- 
havior Pattern. 

= Dreaming Need Profiles: An Bx “ 

tudy of Adaptive Functioning. - 

ED 237 888 


ay Patterns 
Assessment of Post-Traumatic Stress Disor- 
der among Minority Vietnam Veterans. 


ED 236 463 

ED 236 494 
Client Resources: Client Characteristics, Coping 
Skills, and Compliance. 

ED 239 171 


The Concept of Home and F to Mentall 
Retarded Individuals Placed in Resldential Facile 
ties: Implications for 


ED 233 550 


Consistency of the Self-Schema in Depression. 

ED 237 847 
Effects of Arousal on Interpreting Other People’s 
Emotions. 

ED 239 163 
Interventions for Dealing with Resistance. 

ED 237 860 
Meaningfulness as a Factor in Health. A Research 
Paper. 


ED 236 449 
MMPI Characteristics of False Negatives on the 
MacAndrew Alcoholism Scale. 


ED 237 898 
Schizophrenia in the Mentally Retarded. 

ED 233 554 
Seeking Mental Health Care: Multivariate Analy- 
sis of a National Survey. 

ED 237 875 


A logy for Interpersonal Situations or, How 
Do I Class Thee, Let Me Count the Ways. 

~~ 6 .~ 416 
Waking and Dreaming Need Profiles: xplor- 
atory Study of Adaptive Functioni 


chological Services 
ee Mental Health Care: Multivariate Analy- 
sis of a National Survey. 


joning. 
ED 237 888 


ED 237 875 


Psychological Studies 
Children’s Judgments about Covariation between 


Events: A Series of Training Studies. Final Re- 


port 

ED 238 706 
Eliciting Systematic Rule Use in Covariation 
Judgment [the Early Years]. 

ED 238 708 
Fourteen Years of Educational and Psychological 
Research in Sweden: A Bibliography of Publica- 
tions in English, 1967-1980. yt ychologica 
et Paedagogica. Series Altera LXI 

"ED 234 308 


Harmony Theory: A Mathematical Framework 
for Stochastic Parallel Processing. 

ED 239 868 
Judging Response-Outcome Relations: The Role 
of Response-Outcome Contingency, Outcome 
Probability, a and Method of Information Presenta- 
tion. 

ED 238 710 
Mathematical Problem Solving. Issues in Re- 
search. 

ED 234 996 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectual Functioning. Final 
Report: Volume One. 

ED 239 914 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectucal Functioning. Final 
Report: Volume Two. 

ED 239 915 
Methods of Assessing Strategies for Judging 
Covariation between Events. 

ED 238 707 


Representation in Memory. 
ED 235 770 
A Thematic Analysis of the Experience of Time. 
ED 239 185 
Training for Improved Covariation Judgment. 
ED 238 709 
Understanding Charts and Graphs: A Project in 
Applied Cognitive Science. 
ED 238 687 


Psychological Testing 
Psychodiagnostic Testing in APA-Approved 
Clinical Psychology Programs. 
Psychological T Trends _ cog oe 
y ical Tes! in Masters Leve 
Counseling T: Gah 
ED 234 311 


A Study of the Relation between Locus of Control 
and Risk Taking for Graduate Students in Educa- 
tion. 


ED 233 246 


chologists , . 
Employment Pespectives for Counse! 
opmental, Educational, and School Psy: 

ED 237 891 
Job Preferences of Another Group of Potential 
Psychologists: A Recommended Replication. 

ED 236 442 
Requesting Reprints: Tests of Two Different 


Devel- 
ologists. 


Subject Index 


Strategies. 
for Training: boven : ~~ 
Training fe its for 
Work in Organizational Treming. 


Assessing Psychology Majors’ Career Needs. 
ED 233 260 
Children and Schooling: Issues in Childhood 
Socialisation. 
ED 233 789 


Coordinating an Undergraduate Internship Pro- 
gram in a go Psychology Department. 

ED 235 751 
Curriculum Diversification: Responding to 
Changing Needs. 

ED 234 696 


Fourteen Years of Educational and Psychological 
Research in Sweden: A Bibli hy of Publica- 
tions in English, 1967-1980. Studia Psychologica 
et Paedagogica. Series Altera LXIII. 

ED 234 308 
Media Journals: Relevancy and Writing in Psy- 
chology Instruction. 

ED 239 708 


Psychology of Adjustment and the 
abled Student! 


ED 236 519 


Learning Dis- 
it. Alternative By ers ory for Teach- 
ing Psychology to Learning Disabled Students in 


the University. 
ED 234 550 
Research on Innovation: Stretching the Limits of 
ie. 


the Disciplin 

ED 237 861 
Special Needs in Education oe Psychology 
and Special Education, Unit 12. 

ED 235 621 


Student Group Analyses: Exercising Relevant 
Thinking and Communications through Guided 


Discovery. 
ED 239 709 


Student Writing in Courses: Specific Strategies for 
Minimizing Faculty Workload. 

ED 238 784 
Teaching Ethnic Psychology to Undergraduates: 
Course Development, Delivery, and Evaluation. 

ED 237 908 
Teaching Techniques for the Languages of the 
Disciplines. An Instructional Manual. 

ED 234 653 
Toward a Psychobiological Theory of Motiva- 
tions for Human Communication Behavior. 

ED 235 523 
An Undergraduate Program in Human Factors: 
The Need, the Problems, and the Outlook. 

ED 234 330 


Psychometrics 
Assessment of Cognitive Skills in the USSR: His- 
torical Trends and Current Developments. 
ED 235 191 
Psy: 


chomotor Skills 
An —-* of _— Children Learning Key- 
boarding Skills. 
ED 238 542 


Assess Student Performance: Skills. Second Edi- 
tion. Module D-4 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 

ED 234 161 
Computer Programming by Kindergarten Chil- 
dren Using LOGO. 

ED 237 066 
Fairness of the General Aptitude Test Battery: 
Ability Differences and Their Impact on Minori' 
Hiring Rates. Uses Test Research Report No. 4 

ED 237 534 
Getting a Head Start on Prewriting Skills. 

ED 235 920 
Lossaing a Procedure from Multimedia Instruc- 
tions: The Effects of Film and Practice. 

ED 239 598 
Processes of Skill Performance: A Foundation for 
the ign and Use of Training Equipment. Final 
Report, June 1978-July 1982. 

ED 239 583 
Relationship of Direct Instruction and Practice to 
Development of Motor Skills. 

ED 239 774 
The Value of Biomechanical Research in Dance. 


ED 233 987 
Psy: 


chopathology 
Children of Depressed Mothers: Epidemiological 





Subject Index 
and Social Class Differences. 
ED 237 237 
Competent Children at Risk: Their Parents and 
Families. 1. Description of Study and Measures. 
ED 237 225 
Competent Children at Risk: Their Parents and 
Families. 2. Markers of Competent Children. 
ED 237 226 
The Consistency of Aggressive Behavior across 
Time and Situations. 
ED 235 882 


Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 
ED 235 895 


Psychophysiology 
A Review of Etiological Formulations and Possi- 
ble Treatments of Enuresis. 
ED 237 842 


chosocial 
Home, Cee... in Adolescent 
oe ERIC/CUE Urban Diversity Series 
0. 84. 


ED 236 300 


mn: | 
Client Self- losure in Psychotherapy. 


ED 237 824 

The Cognition/ Affect Linkage and the Uncon- 
scious in Cognitive Therapy. 

ED 239 158 
Consequences of Psychotherapy Clients’ Mental 
Health Ideology. 

ED 239 181 
General and Specific Eupehetheney | Role Induc- 
tion with Substance Abusing Clien' 

“ED 237 833 
Imposing a Termination Date: An Approach 
Based on Counterdependency. 

ED 239 = 


Observing Troubled Children’s In 
gotiation Strategies: Implications of and for a De- 
velopmental Model. 

ED 233 815 
rres Psychology on Campus? What You 

It Makes a Difference. 

ED 235 422 
Religious Values Related to Psychotherapy and 
Mental Health. 

ED 239 137 


ber ty , 
Kinaalda: A Navajo Puberty Ceremony. 
ED 235 972 


Public Affairs Education 
The Art of Citizenship: Public Issue Forums. 

ED 237 771 
Native American Public Administration Program 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 

ED 233 846 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 

ED 233 845 


Public Agencies 
The Coimbra Community Awareness Project 

(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 
ED 235 943 
Computer-Based Training Starter Kit. 

ED 233 681 
Computerized Coordinated Service Center: A 
Comparison of oo Methodologies and Costs 
in the Urban and Rural Area. 

ED 237 721 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 

ED 240 214 
Fiscal Year 1984 Budget. ioe, Roa before the Se- 
lect Committee on Indian Affairs, United States 
Senate, Ninety-Eighth Congress, First Session on 
the Fiscal Year 1984 Budget (February 23, 24, 


and 25, 1983). 
Im Prod: Copyright Registra 
proving luctivity in ight istra- 
| Report by the U.S. General Accounting Of- 
ice. 


ED 234 779 
The Introduction of Software Tools. Final R: 


eport. 
ED 233 687 


Public Education 
Actions for Business, Industry and 


Microcomputers: A Review of Federal Agency 
Experiences, Computer Science and Technology. 
ED 239 596 
| 7 eleasaaastiaaaiaaataai it il 
ED 239 139 
Removing Barriers to CETA/Education Collabo- 
ration. 


ED 237 596 


Paes Deesteaies 


Fut Boandesstng ond the Felness Deotsine: A 
Continued Mandate 
ED 238 033 


Labor. 

ED 235 543 
Actions for Chief State School Officers. 
ED 235 549 
Actions for Governors. 

ED 235 550 
Actions for Legislators. 

ED 235 548 
Actions for Local Boards of Education. 

ED 235 545 
Actions for Principals. 


Actions for State Boards of Education. 


ED 235 547 
ED 235 546 


ED 235 544 
Are American Schools Working? Disturbing Cost 
and Quality Trends. Policy Analysis No. 26. 

ED 235 885 
Behind “A Nation at Risk: The Imperative for 
Educational Reform.” 


Actions for Superintendents. 


Changing Con f “Publi x - - 
ceptions of “ ic” and “Private” 
in American Educational History. 
ED 237 406 
Financing Public Education in Oregon. Summary 
Report. 


ED 234 484 
A Guide to Education Finance in Oregon. Tech- 
nical Report No. 2. 

ED 234 486 
The Impact of Women on American Education. 

ED 235 103 
Information Technology: Its Impact on and Impli- 
cations for Education in Montana. A Critical Is- 
sues Paper. 

ED 238 394 
Political Power and Policy-Making in Education. 

ED 233 923 
Protecting the Freedom to Learn: A Citizen’s 
Guide. 


ED 240 035 
Sex Equity in Public Education. Issuegram 35. 
ED 236 508 
of School Improvement, 1983: A 
urvey. Working Paper No. 1. 
ED 238 596 


ED 233 955 
A Threat to Excellence: The imi Report 
of the Commission on Higher Education and the 
Economy of New England. 


State Pro; 
50-State 


Thai Education in Brief, 1982. 


ED 239 758 
Two Views on Tuition Tax Credits. 
. ED 239 336 
Understanding the ~~ ‘a and Its Impact on 
Education. Fastback 1 


ED 236 082 


Public Employee Relations Act 1970 
(Pennsylvania) 


The Relationship between High Labor-Manage- 
ment Conflict and Turnover of Key School Dis- 
trict Personnel. 


ED 233 442 


Public Facilities 


Teletext Usage in Public Places. Research on 
Broadcast Teletext: Working Paper Number 
Eight. 

ED 234 762 


Public 


Health 
Curricula for Health Planning, Policy, and Mar- 
keting: Conference Papers 1981-82. 
ED 238 310 
Public Health Issues and Drug Abuse Research. 
Research Issues 30. 


Public Libraries 343 


ED 234 292 
Staying eeite. A Bibliography of Health Pro- 


motion M: 

ED 234 040 
eee Proceedings of the bo Cangas ¢ Interna- 
ional icians for the Preven Nuclear 

War (ist, "airlie, Virginia, March 20. 30-25, 1981). 


ED 233 894 
S oceedings of the Interna- 


cians sayy the tm, my of Nuclear 
War tana Pins fF England, April, 1982). 
ED 233 895 
Toward a Healthy Community ( 
Events for Community Health Promotion). 
ED 234 134 
Public Health Legislation 
Seadont Health Mandate Report and Preliminary 


Recommendations. 
ED 236 145 


Interest 
Social and Economic Perspectives in Current 
Communications Policymaking. 
ED 236 616 
Public Issue Forums 
The Art of Citizenship: Public Issue Forums. 
ED 237 771 
Public Law 94 142 
Parent Guide to Special Education Rights and 
Responsibilities. 
ED 234 596 
Public Libraries 


Becoming a Volunteer: Resources for Individuals, 
teen and Organizations. Reference Circular 
0. 81-2. 


ED 234 790 

ED 235 812 
Children’s Libraries Section. Libraries Serving the 
General Public Division. Papers. 


The Changing Role of Librarian. 


ED 239 638 
Computerisation in Public Libraries. A Report of 
the Survey Carried Out by the Technical Panel of 
the Association of London Chief Librarians dur- 
ing 1982. 

ED 235 815 
Coordinating the Organization of Library Ser- 
vices in Metropolitan Milwaukee. 

ED 237 097 


How To Use a Library. Power of the Printed 
Word. 


ED 236 585 
Illinois Public Library Annual Reports: Technical 
Processing. 

ED 234 796 
Information and Referral Services in Public Li- 
braries: A Survey. 

> ‘omy 434 


ED 235 822 
Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
bers in the United States. 


Library Service to Local Jails: Guide! 


ED 240 189 
The Pasadena Community and Its Information 
Needs: A ~~" ae Pasadena Public Library 
Services. “. tial to an Informed Citizenry 


ED 235 819 
Problem Patron Manual. 

ED 235 824 
Public Libraries Section. Libraries Serving Gen- 
eral Public Division. Papers. 

ED 239 642 
Report from the States, 1981-1983. White House 
Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 
sponses. 

ED 238 436 
A Report of a Survey on Censorship in Public 
Elementary and High School Libraries and Public 
Libraries in Minnesota. 

ED 233 732 


Telecommunications in ARL Libraries. SPEC Kit 
98. 


ED 237 110 
Two Studies of Illinois Public Libraries: An Adult 
User Survey; and Fines, Fees and Charges Levied. 
Illinois Library Statistical Report No. 7. 

ED 234 809 
Videotex in Libraries: An Assessment of the Brit- 
ish Experience and Directions for the Future. 





344 ~—_——~Public Libraries 


ED 237 093 
Will the New Technologies Kill the Public Li- 


ED 237 115 
Youth Participation in School and Public Librar- 
ies. 


ED 238 443 


py per in Presidentia! Appoin ts. 
ity in tia! tmen 
A Statement of the United States Commission on 
Civil Rights. 
ED 234 132 


The Price of Change. A Growth Impact Assess- 
ment Guide. Partnership for Rural Im; 


provement. 
ED 237 273 
What's Happening in August? 
ED 234 964 
Public Opinion 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 
ED 236 986 
Attitudes towards Bilingual Education among 
Hispanics and a Nationwide Sample. 
ED 235 295 
Case in the New York Times: A Quantitative 
2 aan of Educational Public Policy Argu- 


ED 233 458 
The Contribution of Distance Education in Pro- 
viding Education for a Just Social Order. 


ED 237 073 

Defining the Images of Presidential Candidates 
from Televised Political Spot Advertisements. 

ED 238 037 

Opinions of Michigan Citizens about Recommen- 

Commission 


ofa 400 Michigan ts; 
viewed by rag: ee 23-30, 1983. 


ED 239 766 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County Residents. 

ED 236 176 
Political Agenda, The Individual and Congru- 
ency. 


ED 239 314 
Pros and Cons and Current Status of Merit Pay in 
the Public Schools. 

ED 238 162 
Public Opinion Studies: Low-Cost Methods for 
Soliciting Perspectives of the Public and Special 
Interest Groups. 

ED 237 386 
Research and Evaluation Challenges to Myths of 
Education. 


ED 235 199 
Two Reports of the Eastland Survey: A Stratified 
Random Sample Study of Registered Voters of 
California, July, 1983. 


ED 235 849 


Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 
ED way wl / 
Description, 
Options. Committee Print. Niner 
Eighth Congress, First Session. 
ED 235 916 


A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
Community Volunteer Service Act of 1983. Hear- 


Child maou Programs: 
Issues, and 


i Senate, 
ty-Eighth Congress, First Session on S. 1129. 
meade 
Computers and Mental Health Care Delivery. A 
Resource Guide to Federal Information. 


Coordinating Australian 
Commision, 1959-1970. U chy of Queene 
niversity 
Press Scholars’ Library. 
ED 235 694 


ED 237 408 
An Employment Policy for America’s Future. Re- 
port No. 16. 


Current Issues. 1983/84 Edition. 


ED 236 330 


Workshop on the Social Impacts of 
Robotics Summary and Issues. A Background Pa- 


ED 237 689 
Factors Associated with Successful Developmen- 
tal Investment in Title III Eligible Institutions: A 
Special Report to Program Managers in the U. S. 
Department of Education. 

ED 238 323 


ings from ~ Con- 
Higher ucation Retire- 
erence idence, Rhode Island, 

October 31-November 1, 1980). 
ED 233 642 
Federal Involvement in Education: In Pursuit of 

Equity and Quality. 

ED 239 375 


Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 
ED 234 728 
Government Finance of Higher Education in the 
United States of America in the 1980s: Some Pre- 
dictions and Perspectives. 
ED 236 981 
The Impact of Reagan Economics on Aging 
Women: Oregon. Hearing before the Subcommit- 
tee on Retirement Income and Employment of 
the Select Committee on Aging. House of Repre- 
ee Boy Congress, Second 
Session, Portland, Oregon. 
235 400 


ED 
— Social Policy and the Ear- 


ED 234 892 
Intragroup Inconsistency in Public Policy Analy- 
sis. 


liest Fra het of 


ED 238 142 
An Introduction to Benefit-Cost Analysis for 
Evaluati Public Expenditure Alternatives. 
Learning es in the Policy Sciences, PS-22. 
ED 238 312 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 2. 
ED 233 171 
Normalization Re-Examined. Proceedings of a 
— Conference on Normalization and Con- 
porary Practice in Mental Retardation. Ad- 
ane aa four Citizenship Series Number 5. 
ED 236 856 
Oversight on Student Loan Collections. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, First Session. 
ED 234 686 
Political Science and og | Analysis: Contribu- 
tions of the Discipline to Training Producers. 
ED 240 047 
Postsecondary Education in the U.S. Territories. 
ED 233 664 
The Prospects for Unemployment and Inflation. 
Hearing before the Subcommittee on Domestic 
Monetary Policy of the Committee on Banking, 
Finance and Urban Affairs, House of Representa- 
tives, Ninety-Eighth Congress, First Session. 
ED 237 692 
The Provision of as a Second Language 
(E.S.L.) Training to Adult Newcomers: Six Prin- 
ciples toward a National Policy. Position Paper. 
ED 233 604 
America’s Workers: Public and Private 
to Midcareer Retraining. 
‘ . . ED 236 ad 
Issues: Current Status and Directions for 
prey she 


—_ - ED ta 
een Education and Em- 
bmi Reports Studies C.98. 
Responding to aa id P sitcal Tesves 
tative and Politi ues: 
Proceedings of the Annual Forum of the Associa- 
tion of Insti ie mete ver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 
ED 233 639 
Secretary’s Initiative on Adult Literacy. 
Self-Study S for State P aenitnar Ba ot 
ly Survey for State Pos juca- 
Social and Community Support Systems i 
Pa Nei wer wo f New York City: A Public 
olicy Analysis. a Health Policy Mono- 
graph Series Number 


Subject Index 


Staff R and Fiscal Year 1984 m4 — 
eport ear t = 
sis of Programs under the Jurisdiction of the Subs 
committee on Postsecondary Education. 
Committee on Education and Labor, House of 
Representatives. Subcommittee on Postsecondary 
Education, Ninety-Eighth Congress, First Ses- 


sion. 
D 234 664 
— for Promoting Health for Spveifie Pop- 


ED 234 133 
The Structure of College Choice. 

ED 235 747 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 

ED 236 248 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 

ED 238 352 
The Terrain of Postsecondary Education. 

ED 235 722 
United States Language Policy: Where Do We Go 
from Here? 

ED 240 181 
The University as an Organisation: System and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 

ED 238 369 
Variations of Fathering: Implications for Social 
Policy. Single Fathers with Custody: Implications 
for Social Policy. 

ED 234 294 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 

ED 233 798 


Public Relations 


Academic Public Relations Curricula: How They 
Compare with the Bateman-Cutlip Commission 
Standards. 


ED 233 355 
Arizona Commission of Indian Affairs 1983 An- 
nual Report. 

ED 239 786 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 

ED 236 986 
A College Marketing Plan That’s Working: Final 
Report. CASE Certification Program in Execu- 
tive Management. 

ED 233 751 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 

ED 237 976 
Implications of the Concept of the Schema for 
Public Relations. 

ED 237 977 
Marketing: A How-to Book for VR. 

ED 237 741 
Marketing Plan 1983-1984. Northern Virginia 
Community College. 

ED 234 839 
Mighty Mustang Memo. 


ED 239 996 
Power of the Presidency. 


ED 238 380// 
Practitioner Representations of Environmental 
Uncertainty: An Application of Discriminant 
Analysis. 
ED 234 391 
Promote the Vocational Education Program. 
Module LT-F-2 of Category F-School-Commu- 
nity Relations. Competency-Based Vocational 
Education Administrator Module Series. 
ED 236 386 
Promote Your Vocational Program with Excep- 
tional Students. Module L-13 of Category L- 
Serving Students with Special/Exceptional 
Needs. Professional Teacher Education Module 
Series. 
ED 235 380 
San Rafael Schools Exhibit. 
ED 239 340 
Take the Schools to the People. 
ED 239 338 
The World of Public Relations: For Libraries. 
The 1983 Co: icati [Planning Guide je 
e mmunication i ide ani 
Calendar. 


ED 237 117 





Subject Index 


Public School Teachers 
The Condition of Teaching. A State By State 
Analysis. A Carnegie Foundation Technical Re- 
port. 

ED 238 869 
Essential Computer Competencies for Educators. 

ED 234 746 
Role Review Surveys: Public, Separate and Sec- 
ondary School Teachers. Review and Evaluation 
Bulletins. Volume 4, Number 3. 1983. 

ED 236 148 
Teacher Evaluation: Perspectives, Practices, and 
Promises. 

ED 233 996 


Public Schools 
Achieving Excellence. The Indiana State Board of 
Education 1984 Legislative Program. 

ED 239 764 
Bilingual Education Fact Sheets. Public Educa- 
tion Strategies: Bilingual Education. Nos. 1-14, 
July-September 1982. 

ED 233 607 
A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 
the Report of the National Commission on Excel- 
lence in Education: A Nation at Risk. 

ED 239 750 
Characteristics of Professional Staff in California 
Public Schools, 1982-83. 

ED 238 860 
Comprehensive Education Plan: “Improving the 
Quality of Teaching and Learning.” School Year 
1983-84. 

ED 234 054 
Educational Computing in the Clarksville-Mont- 
cre County Schools. A Five-Year Plan. Fall 
1983-Spring 1988. 

ED 237 077 
Factors Influencing the Teaching of Amish Stu- 
dents in the Public School. 

ED 233 835 
The Houston Plan for Educational Excellence. 

ED 239 767 
How Can We Help Students Prepare for Tomor- 
tow? Improving Student Performance in Califor- 
nia: A Guide to Community Involvement. 

ED 239 759 
Measurement and Evaluation in Indiana Public 
Schools. 


ED 234 077 
Minority Pupils and Staff in the Connecticut Pub- 
lic Schools. 

ED 238 591 
New York City Russian Bilingual Program, 
1981-1982. O.E.E. Final Evaluation Report. 

ED 238 989 
A Place Called School. Prospects for the Future. 

ED 236 137// 

P.L. 89-313 Supplementary Services for Previ- 
ously Non-Public-School Institutionalized Stu- 
dents, 1982-1983. O.E.E. Evaluation Report. 

ED 238 991 
Prayer, the Bible and the Public Schools. Issue- 
gram 33. 


ED 234 514 
Rationality, Authority and Spindles: An rw sm 
into Some Neglected Aspects of 
—— and a Partial Application to Public 
ools. 


ED 235 579 

Remarks by Dr. Fred C. Davison, President of the 
University of Georgia, at the General Assembly 
on “The Teaching Profession” (National Forum 
on Excellence in Education, Indianapolis, Indi- 
ana, December 6-8, 1983). 

ED 239 755 
Removal of Books from School Libraries. 

ED 237 113 
Removing Barriers to CETA/Education Collabo- 
ration. 

ED 237 596 
Report by the Secretary on the Regional Forums 
on Excellence in Education. 

ED 239 769 
Research and Evaluation Challenges to Myths of 
Education. 

ED 235 199 
School Officials and the Courts: Update 1983. 
ERS Monograph. 


ED 239 i 
ED 236 904 


Special Education and the Law. 


State, Local, and Federal Financing for Illinois 
Public Schools, 1983-1984. Revised. 

ED 239 412 
State of Washington Computer Use Survey. 

ED 238 401 
Student Achievement in Public and Private 
Schools. Issuegram 16. 

ED 234 504 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 
Testing in the Nation’s Schools: Collected Papers. 
Research Into Practice Project. 

ED 238 945 
Turning the Tide: An Agenda for Excellence in 
Pennsylvania Public Schools. 

ED 238 572 
The Use of the Computer in Louisiana Schools. 
Bulletin 1679. Revised. 

ED 234 764 
Who Should Decide What Children Will Learn? 

ED 238 107 


Public Service 
Academic Excellence and Public Service: A His- 
tory of University Extension in California. 
ED 239 531// 

Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 

ED 239 569 
The Role of Colleges and Universities in the Stim- 
ulation of Regional Research and Service 

ED 235 731 


Public Service 
Evaluation of Public Service Adv Mes- 
sages with Local and Non-Local = ttribu- 
tion: A Controlled Laboratory Experiment. 
ED 233 358 
“Taking a Bite Out of Crime”: The Impact of a 
Public Information Campaign. 
ED 233 356 
Public Service Employment Program 
Public Service Employment: A Field Evaluation. 
ED 239 016 
Public Service Occupations 
The Changing World of Personnel Management. 


ED 236 798 
Public Speaking 

Assessing Outcomes in Variations of the Basic 
Course: A Comparative Analysis of Student Per- 
ceptions. 

ED 233 403 
Communicative Competence and Commercial 
Speakers: Applying Habermas in a First Amend- 
ment Issue. 

ED 237 980 
How To Make a Speech. Power of the Printed 
Word. 

ED 236 703 
Language Arts Curriculum Guide. Grades 7-9 

ED 235 288 
Reaching Out: Achieving Community Involve- 
ment with Developmentally Disabled Children: A 
Step by Step Approach. 

ED 238 229 
Speaking Successfully. 

ED 238 030 
The Use of Model Speeches: The Research Base 
for Live, Taped, and Written Speeches as Models 
for Improving Public Speaking Skills. 

ED 236 738 


Public Support 
Allegheny Conference Education Fund: Five 
Year Report. 


ED 239 748 
The Changing Role of Librarian. 


ED 235 812 
Health Promotion: An Overview. Unit Technical 
Paper. 

ED 240 065 
How to Account to Your Public for What Kids 


ED 239 401 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County Residents. 


ED 236 176 


Television 
Children and Television. Hearing Before the Sub- 


committee on Ti nications, Consumer 


Publicity 345 


Protection, and Finance of the Committee on En- 
ergy and Commerce, House of Representatives, 
— Congress, First Session. Serial Ne. 


ED 233 705 

EduCable. Evaluation of Station KUON-TV, Lin- 
coln, Nebraska. Cable Teievision Research Pro- 
gram Demonstration. CPB Technical Report 
#8006. 

ED 234 744 
An Evaluation of Over Easy, A Television Series 
re about Older People. Second Edition, 
Mental Eff id Learning fr om TV: Conn aoe 

en ort an 

Expectations for PBS and Conmeedlil ne 
Programming. 

ED 235 539 
Potential Roles for Public Television Stations in 
the Emerging Interactive Videodisc Industry. An 
Evaluation. 

ED 239 589 
A Summary of Research on Potential Educational 
Markets for Videodisc Programming. 


ED 234 760 


Actions of the International Environmental Edu- 
cation Programme 1975-1983. 
ED 237 322 
Conservation Section. Management and Technol- 
ogy Division. Papers. 
ED 239 643 
ERIC Clearinghouse Publications, 1982. An An- 
notated Bibliography of Information Analysis 
Products and Other Major Publications of the 
ERIC Clearinghouses, January-December 1982. 
ED 237 098 
From Research Paper to Published Article. 
ED 234 450 
Information Dissemination and Technology 
Transfer in Telecommunications. 
ED 239 582 
Management of Library Associations Section. 
Management and Technology Division. Papers. 
ED 239 646 
Managing the Editing Function on Large Publica- 
tion Tasks with Short Flow Times. 
ED 239 277// 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 
ED 238 664 
Records of Achievement. NASA Special Publica- 
tions. 
ED 239 863 
Requesting Reprints: Tests of Two Different 
Strategies. 
ED 235 442 
“Scientific” Creationism Is Not Based on Scien- 
tific Research. 
ED 237 367 
Shaping Our Destiny: Techniques for Moving Up 
in Higher Education. Workshop Pr i 
(Athens, Georgia, October 20, 1981). 
ED 234 714 
SUPCE and SUREA: Publications and Resources 
for Educators of Adults. 
ED 236 364 
Training the Technical Editor. 
ED 239 284// 


Publicity 


Community Involvement. 

ED 240 056 
[District “Information Centers” Display Bro- 
chures About District Services.] 

ED 239 946 
“If Only They Can Be Reached...” Strategies for 
Literacy Program Recruitment. 

ED 235 323 
Marketing: A How-to Book for VR. 

ED 237 741 
Peddling Programs: Getting the Message Across. 

ED 236 952 
Publicity Techniques. Publicity and Promotional 
Programming for the Evening Student. 

ED 236 968 
Reaching the Least Educated. 130 Local ABE 
Directors Tell How. Pennsylvania’s Handbook on 
Recruitment. 

ED 237 661 
Report 7 the Secretary on the Regional Forums 
on Excellence in Education. 

ED 239 769 





346 Publicity 


San Rafael Schools Exhibit. 

ED 239 340 
Take the Schools to the People. 

ED 239 338 


ED 233 715 

ising Billboard Posters to Promote Adult Basic 

Baeetion Public Awareness and Recruitment in 
Ohio. Program Report. 

ED 233 237 


The World of Public Relations: For Libraries. 
ED 233 736 

You Can Do It! Vocational Education. Volume 2: 

Choosing Strategies that Are Right for You. 
ED 237 685 


Tips and Other Bright Ideas. 


Publishing Industry 
Alternative Materials in Libraries: A Handbook. 
ED 234 812 
The Audience for Children’s Books. A Sympo- 
sium S) by the Center for the Book and 


the emery = Center Held at the Li- 
brary of 
12-13, ag 
Series Ni 


DC, March 
Se ¢ Book Viewpoint 


ED 235 488 
Books and - enn Studies on Books 
and Reading N 

ED 234 349 


Books and Reading in Kenya. Studies on Books 
and Reading No. 13. 

ED 234 350 
Books and the Mass Media: Modes of Interaction 
= the USSR. Studies on Books and Reading No. 
10. 

ED 233 322 
The Future of the Book: Part [I-The 
ag Reading. Studies on Books and Reading 

0. 9. 


ED 234 348 
Guidelines for Fair Use of Copyrighted Materials. 

ED 238 384 
Impact of Electronic Publishing on Scholarly 
Journals. 


ED 235 789 
International Circulation of Books. Studies on 
Books and Reading No. 3. 

ED 234 346 
The Latin American Book Market: Problems and 
Prospects. Studies on Books and Reading No. 2. 

ED 233 319 
Potential Roles for Public Television Stations in 
the Emerging Interactive Videodisc Industry. An 
Evaluation. 

ED 239 589 
Promoting National Book Strategies in Asia and 
the Pacific-Problems and Perspectives. Studies on 
Books and Reading No. 4. 

ED 233 320 
The Role of Children’s Books in Integrating 
Handicapped Children into ee Life. Stud- 
ies on Books and Reading No. 

ED 233 318 
Trends Worldwide Book Development, 
1970-1978. Studies on Books and Reading No. 6. 

ED 234 347 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 

ED 239 821 

—— (People) 

An Exami:ation of the Locus of Control Con- 
struct with American Indians from the Southwest- 
ern United States. 

ED 239 827 

Puerto Ricans 
The Acquisition of Spanish as a First Language. 
ED 234 615 
Education in Puerto Rico and of Puerto Ricans in 
the U.S.A.: Abstracts of American Doctoral Dis- 


ED 238 786 


tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 234 685 


Hispanics and Employment. ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
Mothers’ Contribution to an Early Intervention 
Program for Hispanic Children. 


ED 237 212 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Public 
Policy Analysis. Mental Health Policy Mono- 
graph Series Number 3. 

ED 236 263 
United States Language Policy: Where Do We Go 
from Here? 

ED 240 181 
What’s Happening in November? 

ED 235 957 

Puerto Rico 

Education in Puerto Rico and of Puerto Ricans in 
the U.S.A.: Abstracts of American Doctoral Dis- 
sertations, Volume 2. 

ED 238 786 


Punctuation 
Do You Hear What I Hear? 
ED 236 603 
The Inability to Interpret Internal Punctuation - 
An Inhibiting Factor in Comprehension. 
ED 237 956 


Effects of Boys’ Improving, Deteriorating, and 
Stable Learning Performances on Their Mothers’ 
Administration of Rewards and Punishers. 

ED 235 898 
Grandmothers’ and Mothers’ Rewarding and 
Punishing of Their Children. 

ED 235 893 


The Use of Different Rules to Allocate Reward 
and Punishment. 

ED 235 449 

Pupil Personnel Services 

Administration of Pupil Personnel Services. Pupil 
Personnel Services Recommended Practices and 
Procedures Manual. 

ED 239 197 
Exemplary Pupil Personnel Services Programs in 
Illinois, School Year 1981-1982. 

ED 235 426 
Pupil Personnel Services: Needs Assessment Pro- 
cess. 


ED 235 425 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades K-6. 

ED 236 485 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades 7-12. 

ED 236 486 


Puppetry 
Devclopment Communication Report No. 42, 
June 1983. 
ED 233 709 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 
ED 239 971 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from Eight 
Issues of Instructor Sneadina, September 1982 
through May 1983.] 
: ED 237 446 


Computer-Based Training Starter Kit. 
ED 233 681 
The Diffusion of Home Computers: An Explor- 
atory Study. 
ED 235 786 
ee Computers: The New Academic Me- 
jum. 


ED 235 778 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 

ED 234 519 
Running Shoes. 

ED 233 972 


State Strategic Planning for Technology. Issue- 
gram 38. 


ED 234 737 
Push for Excellence Program 
National Evaluation of the PUSH for Excellence 
Project. Final Report. 
ED 240 225 
Putting America Back to Work 
Putting America Back to Work: Phase II. 
ED 238 460 


Puzzles 
Forkner Shorthand Games. 


Subject Index 


ED 239 130 
The Puzzle Design Activity. 
ED 236 118 


Q Methodology _ 
Methods of Studying Persons. 
ED 239 174 


the Images of Presidential Candidates 
from Televised Political Spot Advertisements. 
ED 238 037 
‘The International Institutionalization of Educa- 
tion. 
ED 233 444 


Qualitative Research 
Approaches to Combining Quantitative and Qual- 
itative Social Support Research. 
ED 237 909 
Journalistic Observation as a Qualitative Re- 
search Method for Sociology. 
ED 233 940 
Qualitative Research-Another Way of Knowing. 
ED 240 092// 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 
ED 233 409 


Circles 
An Effective Time and Management Strategy in 
Quality Circles. 
ED 238 113 
Facilitation Skills in Quality Circles. 
ED 238 114 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 
ED 238 115 


Making Decisions in Quality Circles. 
ED 238 116 
Managing Quality Circles Effectively. 
ED 238 117 
The Quality Circle and the American Survey: 
What to Do When You Can’t Have Lunch. 
ED 233 770 
Quality Circle Competencies. 
ED 238 190 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 
ED 236 807 
Quality Circles: Implications for Training. Over- 
view: ERIC Fact Sheet No. 24. 
ED 237 810 
Quality Circles in the Classroom: An Experiment 
in the Pedagogical Uses of Japanese Management 
Methods. 
ED 233 758 
Quality Circles: Involvement, Problem-Solving, 
and Recognition. 
ED 237 168 
Team-Building in Quality Circles. 
ED 238 118 
Quality Control 
Review - State VR Agency Procedures for Case 
: A Quality Assurance Activity. 
ED 235 315 
Review of State VR Agency Procedures for Case 
Flagging: A Quality Assurance Activity. Appen- 
dix: Examples of State Quality Assurance and 
Case Flagging Instruments and Procedures. 
ED 235 316 


Education Conference III 
Unfinished Business in New Mexico Education. 
Recommendations of Quality Education Confer- 
ence 3. 
ED 238 823 


of Life 

Accessibility, Housing, Recreational Participa- 
tion and Retirement Life Satisfaction: Some Pre- 
liminary Results. Revised. 

ED 235 090 
Conditions of Life and Parental Values. 

ED 233 821 
Educators of Adults and Information Gaps (Liter- 
acy, Ability to Use Technology and Access to 
Information). 

ED 235 354 
Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 

ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 





Subject Index 


ED 238 635 
Geography, and the Quality of Life. 

ED 233 945 
Impact Evaluation of Adult Basic Education Pro- 
gram Outcomes. ABE Evaluation Project Final 
Report. 

ED 239 032 
Measuring the Child Quality of Life: Issues and 


Options. 

ED 237 199 
Perceived Well-Being and Personal Stress in an 
Energy Boom Town: Contrasts and Similarities 
Across Divergent Groups. 

ED 233 870 
A Quality of Life Approach to Assessing Videotex 
in the New Age. 

ED 233 351 
A Research Note on Nonmetropolitan Increase, 
the Attractiveness of Rural Living, and Race. 

ED 237 591 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New -York State 
Communities. Miscellaneous Bulletin 116. 

ED 239 782 
A School Program for a Healthier America: Edu- 
cator’s Guide. 

ED 233 837 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 

ED 234 299 


Quality of Working Life 
Changing Times: Rural Teachers’ Comment on 
the Quality of Their Work Life. 


ED 238 649 


Quantitative Research 
Approaches to Combining Quantitative and Qual- 
itative Social Support Research. 
ED 237 909 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 
ED 233 409 


Quantitative Tests 
The Contest Problem Book IV. Annual High 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 

ED 239 856 
Differences among Teachers in Their Use of Cur- 
riculum-Embedded Tests. Research Series No. 
133 

ED 237 505 
IER Criterion-Referenced Mathematics Objec- 
tive and Item Bank: A Bank of Mathematics Ob- 
jectives and Test Items for Grades One through 


Eight. 

ED 237 528 
Mathematics Released Exercises from the 
1981-82 Assessment. 

ED 237 546 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
Setting a Standard for Standard Setting. 

ED 235 226 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. Math- 
ematics Education Centre Report No. 25. 

ED 233 882 


System ; 
Academic Calendar Systems: A Cross-Institu- 
tional Analysis. Institutional Report No. 83-21. 


ED 234 697 


Quasiexperimental Design 
An Analysis of Selected Statistical Techniques 
Utilized in Quasi-Experimental Designs. 

ED 237 539 
Evaluating Long Term Care Demonstration 
Projects: The Potential of the Institutional Cohort 
Design. 

ED 233 263 


The Education of Gifted and Talented Children in 
Quebec in the Short and Medium Term. 


ED 233 505 
Quebec. Reference Series No. 30. 


ED 235 056 
School Libraries in Quebec. 


ED 239 623 
Queens Chinese Korean Bilingual Lan- 


Questioning 


guage Arts NY 
Hea High Sehent. Queens Chinese/Korean 


ilingual Resource Center, 
1981-1982. O.E.E. valuation Report. 


ED 234 128 


Query Negotiation 


Science) 
How to Prepare for a Computer Search of ERIC: 
A — Approach. Revised and Up- 
dated. 


ED 237 100 


Techniques 
An Analysis of Responses during Reading Com- 
prehension Lessons. 

ED 237 935 
Communicating with Mentally Retarded Persons: 
Asking Questions and Getting Answers. 

ED 235 633 
Does the Teaching of “Story Schema” amd the 
Use of Schema Related Questioning Improve 
Reading Comprehension? 

ED 237 943 
The Effect on Student Achievement of Manipu- 
lating Abstractness-Concreteness Independent of 
Cognitive Level. Instructional Research Labora- 
tory Educational Curriculum and Instruction 
Technical Series. 

ED 234 037 
Focus on the Question for Intermediate Algebra. 

ED 237 334 
Increasing Students’ Sensitivity to Sources of In- 
formation: An Instructional Study in Ques- 
tion-Answer Relationships. Technical Report No. 
284. 

ED 234 343 
An Indirect Test of Oral Proficiency. 

ED 238 299 
An Investigation of the Effect of Four Different 
Instructional Strategies on the Achievement of 
Gifted Seventh-Grade Students in a Specific Con- 
tent Area. 

ED 236 823 
Levels of Questioning: An Alternative View. 

ED 235 498 
New Approaches in Interviewer Training and 
Evaluation at the Census Bureau. 

ED 233 214 
Questioning Strategies: Implications for Teacher 
Training. 

ED 238 845 
Some Aspects of Classroom Discourse in English. 

ED 233 365 
Songs in the Academic Classroom. 

ED 236 606 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 

ED 233 884 
Teaching and the Art of Questioning. Fastback 
194. 


ED 235 133 
Teaching Comprehension. (Application of the 
Model by Dr. M. Hunt.) 

ED 236 542 
Using Problem-Solving to Think and Write: Tag- 
memics for High School Students. 

ED 234 384 
Using Teacher/Student Generated Questions. 

ED 239 233 


onnaires 

Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 

ED 236 986 
Designing and Utilizing Mail Questionnaires in 
Educational Research. Monograph Series 83.1. 

ED 236 246 
The Elementary Substitute Teacher Question- 
naire. 

ED 240 140 
Examination of the Efficacy of a Mother-Com- 
pleted Questionnaire Form of the Home Observa- 
tion for Measurement of the Environment 
(HOME) Inventory. 

ED 238 228 
Introductory Data Collection and Analysis. 

ED 234 819 
Investigations of Supervisory Behavior: A Sympo- 
sium. 

ED 238 203 
MiSIS: Michigan Student Information System. 

ED 234 830 
Parenting Stress Index: Manual, Administration 


Racial Differences 347 


Booklet, [and] Research Update. 

ED 238 896 
Questionnaires: Their Development and Use. 

ED 236 204 
Reform of Reaction? An Experimental Analysis 
of the Effectiveness of “Power-Based” Strategies 
for Eliminating Sex Bias in California Schools. A 
Report. 

ED 238 127 
Response Rates to Mail Questionnaires in an Eth- 
nic Minority Population. 

ED 236 214 
School District Perceptions of Federal Competi- 
tive Education Programs. Final Report. Initial Re- 
lease September 1981. Fast Response Survey 
System. 

ED 234 490 
School District Survey of Academic Require- 
ments and Achievement. Fast Response Survey 
System, Early Release. 

ED 238 097 
Surveying Your Alumni: Guidelines and 22 Sam- 
ple Questionnaires. 

ED 234 659 
User Centered System Design: Papers for the CHI 
*83 Conference on Human Factors in Computer 
Systems. 

ED 238 416 


ions 
The Development of Children’s Interrogatives: 
From Formulas to Rules. 
ED 233 583 
Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 


ED 237 169 


The Concept of Race in the History of Social Psy- 
chology. 

ED 239 147 
The Grade Nine Student Survey: Fall 1982. 
#173. 

ED 237 535 


Racial Attitudes 
Children & Race. 
ED 239 006// 
The Concept of Race in the History of Social Psy- 
chology. 
ED 239 147 
Discussing Racial Topics in Class. 
ED 237 160 
Racial Bias 
Discussing Racial Topics in Class. 
ED 237 160 
Intelligence Testing and Race in the Public 
Schools. 


ED 238 897 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 

ED 236 079 
Relationship between Social Class and Racial 
Prejudice on Home Management Skills among 
Black Americans. 

ED 240 208 
A Research Note on Nonmetropolitan Increase, 
the Attractiveness of Rural Living, and Race. 

ED 237 591 


Racial Composition 

Desegregation in Massachusetts, 1983 Annual 
Report. 

ED 240 221 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 

ED 238 996 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume II. 

ED 236 278 


Racial Differences 
A Cross-Cultural Study of Imitation under Condi- 
tions of Ascribed and Racial Similarity. 
ED 237 588 
Evaluating the Payoffs of College investments for 
Black, White, and Hispanic Students. Report No. 
344, 
ED 235 733 
The Nature of the Black-White Difference on 
Various Psychometric Tests: Spearman’s Hypoth- 
esis. 
ED 237 572 





348 ~—_—s Racial Differences 


Race and Sex Differences in Degree Attainment 
and Major Field Distributions from 1975-76 to 
1980-81. 

ED 234 656 
Socio-Economic and Psychological Attributes of 
Rural Poverty in Mississippi. Research Bulletin 
Number 17. 

ED 237 258 
Teacher Cognitive Style, Expectations, and Attri- 
butions for Student Performance. 

ED 239 178 
University of Alaska 1983 Salary Equity Study: 
The Analytical Process. 


ED 239 550 


Racial Discrimination 
Australian Aboriginal Unemployment: Is It a 
Case of Psychological Readiness or Racism? 
ED 237 587 
[Civil Rights Goals for the Year 2000 and the 
Means for Achieving Them.] 
ED 235 263 
Cohort Changes in Attitudes about Race Rela- 
tions. 


ED 240 040 
Correlation of Quantitative Suspension Data; 
Case Studies of Outliers. 

ED 235 259 
A Decent Home...A Report on the Continuing 
Failure of the Federal Government to Provide 
Equal Housing Opportunity. 

ED 235 255 


A Diagnostic Analysis of the Education System in 
Namibia. 

ED 238 088 
Educational Technology: A Black Perspective. 

ED 240 213 
Ethnicity and Human Rights: An Organizational 
and Individual Perspective. 

ED 234 099 
A Legal and Historical Perspective on Suspension 
and Its Effect on Inequality in Education. 

ED 235 258 
Minority Elderly Services: New Programs, Old 
Problems. Part II. A Report of the United States 
Commission on Civil Rights. 

ED 235 266 
The Presentation of Statistical Analysis of Data as 
ery reas in Litigation Involving Sexual and Ra- 

cial Discrimination. 

ED 237 548 
Remarks before the National Bar Association (Se- 
attle, Washington, August 9, 1983). 

ED 234 116 


Distribution 
Racial Residential Segregation, 28 Cities, 
1970-1980. 


ED 234 107 
Second Annual Equal Postsecondary Educational 
Opportunity Status Report for the Period July 1, 
1981-Fall 1982. 

ED 238 317 

Racial Factors 

Nonfluencies in the Speeches of Black College 
Students. 

ED 238 066 
The Reliability of Measuring Differential Item 
Performance. 

ED 234 061 
Sport and Social Mobility Research: The Role of 


ED 238 976 
Spouse Abuse: How Family Power is Shared. 

ED 234 322 

Racial Integration 

Computer Analysis of Classroom Social Struc- 
ture: Assistance for Teachers in Their Efforts to 
Enhance Integration. 

ED 236 283 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 

ED 238 996 
Integration Does Work: The Springfield Story. 

ED 236 282 
New Paths toward Research Leadership for Mi- 
norities and Women. Final Report. 

ED 238 160 
Teaching Strategies for More Effective Integra- 
tion. 


ED 236 253 
Racial Relations 


Blacks and “Brown”: The Effects of School De- 
segregation on Black Students. 

ED 239 001 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 

ED 238 996 
Media Performance at the Inflection Point: Cov- 
erage of Racial Conflict in Milwaukee in 1967. 

ED 235 491 
The Novice and the Newcomer. Student Teach- 
ers’ Perspectives on Multiculturalism and Educa- 
tion. 

ED 234 105 
Peer Support Training Workshop Notebook. 


ED 238 980 
Project to Incorporate Anthropological Concepts 
of Human Diversity in Secondary School Social 
Studies Curricula ject Anthropology). Final 
Report, 2/1/80 to 1/31/82. 

ED 233 941 
The Relationship of School Racial Context and 
Students Background Characteristics upon Anglo, 
Black, and Hispanic Secondary School Student’s 
Educational Aspirations and Expectations. 

ED 233 864 
School Desegregation as a Social Reform: A 
Meta-Analysis of Its Effects on Black Academic 
Achievement. 


ED 239 005 


Segregation ‘ ; 
The Effects of Race and Socioeconomic Status on 
Residential Segregation in Texas, 1970-1980. 
ED 237 280 
Ethics and Advocacy: Paul Wilson’s Defense of 
Kansas in Brown v. The Board of Education. 
ED 239 321 
Racial Residential Segregation, 28 Cities, 
1970-1980. 
ED 234 107 
Racially Balanced Schools 
Test Scores in New Castle County, DE.—Before 
and After Busing. 
ED 236 260 


Radford University VA 

Critical Issues in Internationalizing Teacher Edu- 
cation: A Formula for Developing Global Per- 
spectives. Initial Draft. 

ED 233 993 
Response to the Need for Quality: The Schcol of 
Education at Radford University. 

ED 237 510 


Radiation 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 


ED 239 065 
Unified Technical Concepts. Application Mod- 
ules Volume II. 

ED 239 118 


Radiation Effects 

Nuclear Radiation Damages Minds! 

ED 235 999 
Summary Proceedings of the Congress of Interna- 
tional Physicians for the Prevention of Nuclear 
War (ist, Airlie, Virginia, March 20-25, 1981). 

ED 233 894 
Summary Proceedings of the of Interna- 
tional Physicians for the Prevention of Nuclear 
War (2nd, Cambridge, England, April, 1982). 

ED 233 895 

Radio 

A Comparison of Bad News on Radio and Televi- 
sion Using the News Morbidity Scale. 

ED 233 414 
An Examination of Self Regulation of Broadcast- 
ing. 

ED 235 524 
Midwest Radio Survey: ement Identifica- 
tion of Vocational Needs and Perceptions of En- 
try-Level Skills and Long-Term Success 
Characteristics. 

ED 234 457 
Non-Formal Education and Radio: A Selected, 
— Bibliography. Annotated Bibliography 

ED 234 948 
Radio Learning Group Manual. How to Run a 
Radio Learning Campaign. 2nd and Revised Edi- 


Subject Index 
tion. 
ED 237 282 
Women in Radio Soap Operas: A Historical Per- 
spective of the Image of Women’s “Sphere” in the 
“Golden Age.” 


ED 239 330 


Radio Learning 


Group Campaigns 
Radio Learning Group Manual. How to Run a 
Radio Learning Campaign. 2nd and Revised Edi- 


tion. 
ED 237 282 


Raised Line Drawings 
Sharpen Your Skills: Tactile Illustrating. 


ED 239 480 


— 
bs Groups” as Field Research Method in a 


Sheltered Workshop. 
ED 239 156 


Developing Rape Services in a Multi-Ethnic, 
Multi-Racial Community: Community Program 
against Sexual Assault (CPASA). 

ED 234 331 


Rare Books 


Rare and Precious Books and Documents Section. 
Collections and Services Division. Papers. 
ED 239 631 


Rating 


Scales 

Assessing Students’ Writing Skills: The CSE Ex- 
pository and Narrative Rating Scales. Research 
into Practice Project. 

ED 238 942 
Counselor Quality Assurance Program Manual. 

ED 238 165 
The Development and Refinement of the Coping 
with Death Scale. 

ED 237 542 
The Development of a Baccalaureate Outcome 
Measure Based on a Generic Skills Theory of Hu- 
man Performance. 

ED 236 209 
Development of a University of South Florida 
Student Rating Scale. 

ED 236 989 
Intragroup Inconsistency in Public Policy Analy- 
sis. 


ED 238 142 
Learning Resources Specialist Quality Assurance 
Program Manual. 

ED 238 166 
Mathematics Learning Viewed from a Neurobio- 
logical Model for Intellectucal Functioning. Final 
Report: Volume Two. 

ED 239 915 
An Objective Instrument for Assessment of Erik- 
son’s Developmental Conflicts. Presentation 
Summary. 

ED 238 922 
Observational Ratings of Teaching Performance: 
Dimensionulity and Stability. 

ED 235 245 
Parallelogram Scaling of Binary Items. 

ED 238 924 
A Reliable Measure of Children’s Peer Sociomet- 
Tic Status. 

ED 234 912 
School Subjects Attitude Scales. Administrator’s 
Manual: A Manual for Administration, Scoring 
and Interpretation. 

ED 236 185 
School Subjects Attitude Scales: General Infor- 
mation. A Brief Description of the School Sub- 
jects Attitude Scales Intended for Educators 
Considering Use of This Instrument. 

ED 236 184 
Self-Report Measures of Achievement Motiva- 
tion: A Catalog. 

ED 237 523 
Stability of the SOMPA’s Sociocultural Modali- 
ties. 


ED 236 216 
Strategies to Use and to Avoid When Collecting 
Attitudinal Data on a Delayed Basis. 

ED 237 526 
The Structure of Instruction Rating Scale (SIRS): 
Development and Technical Characteristics. 

ED 236 188 
Teacher Quality Assurance Program Manual. 

ED 238 164 
Trust, Solidarity and Target Valence: Some Prob- 





Subject Index 


lems with Our Validity Paradigm. 

ED 237 573 
Rational Numbers 
Processes and Strategies in Solving Elementary 
Verbai Multiplication and Division Tasks: Their 
Relationship with Piaget Abilities, Memory Ca- 
pacity Skills and Rational Number = Ratkaisu- 
prosessit ja Strategiat Perustavissa Sanallisissa 
Kerto-ja Jakolaskutehtavissa: Tutkimus Kerto-ja 
Jakolaskutaitojen Yhteyksista Piaget-K: — 
Muistikapasiteettiin, Lukujono-taitoihin 
tenssliiebakeslttecseen. Tampereen Yliopiston 
Net 1. ,. 

0. 





ED 239 906 


(Animals) 
Biology and Identification of Rays in the Chesa- 
peake Bay. Sea Grant Program. Educational Se- 
ries Number 20. 


ED 237 364 


Reaction Time 
Category Accessibility and Depression. 


ED 236 494 
Individual and Group Differences in Intelligence 
and Speed of Information Processing. 

ED 237 624 
Inhibition of Poor Exemplars in the Lexical Deci- 
sion Task and Evidence of Automatic and Atten- 
tional Priming. 

ED 235 407 


Requesting Reprints: Tests of Two Different 
Strategies. 

ED 235 442 
Retrieval Speed as a Determinant of Adult Read- 
ing Comprehension. 

ED 236 546 
Self-Referent Decision Making: A Multidimen- 
sional Representation. 

ED 236 506 


Readability 
Children’s Summarization Behaviors. 

ED 234 071 
The Communicative Effects of a Rewritten Driver 
Manual 

ED 237 941 
A Comparison of Social Science Textbook Read- 
ability and Students’ Reading Levels. 

ED 239 246 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 

ED 237 075 
The Effect of Readability on Sight Copying in 
Elementary School Girls and Boys. 

ED 236 568 
A Procedure to Evaluate i ig Requirements 
of Beginning Reading Materials. 

ED 236 644 


Readability as an Interactive Process: An Analy- 
sis of the Syntactic and Semantic Effects on Text 
of Cloze Errors Associated with Variation in the 
Structure of Text and in Readers’ Knowledge of 
Topic. 

ED 235 477 
Readability of Vocational Horticulture Instruc- 
tional Materials. Summary of Research 31. 

ED 234 154 
The Rhetoric of Social Studies Textbooks: Meta- 
discourse. 

ED 239 226 


Readability Formulas 
L’evaluation de la difficulte des manuels scolaires 
par le test de closure et une formule de lisibilite 
(Evaluation of French School Textbooks by Clo- 
sure and a Readability Formula). 

ED 233 296 
The Nature of Inaccuracy among Readability 
Formulas. 

ED 236 200 
Readability as an Interactive Process: An Analy- 
sis of the Syntactic and Semantic Effects on Text 
of Cloze Errors Associated with Variation in the 
Structure of Text and in Readers’ Knowledge of 
Topic. 

ED 235 477 


Reader Ri 
Affective Implications of Metaphor and Simile in 
Discourse. Technical Report No. 301. 
ED 237 953 
Audience Reactions to Two Visual Formats. 
ED 239 274// 


Biocybernetic Approach to the Analysis of a Lit- 
erary Text. 
ED 237 928 
The Child and the Book; Exceptions and the Rule. 
ED 236 580 
The Development of Story Liking: Character 
Identification, Suspense, and Outcome Resolu- 
tion. Technical Report No. 291. 
_ ED 236 547 
New Essays in the Teachi 
my. of the Literature 
ional Conference on the Toschine 
Grd, Sydney, feed, 1980). 
ED 239 250 


Newspaper Subscribers’ Response to Accident 
Photographs: The Acceptance Level Compared to 
Demographics, Death Anxiety, Fear of Death, 
and State Anxiety. 

ED 234 386 
Subdividing Text: Headings, Content and Com- 
munication. 

ED 239 276// 

Using Visual Models as Pre-Reading Exercises in 
Teaching Literature. 

ED 233 362 


Reader Text Relationship 


Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 
Children’s Understanding of the Narrator’s Role 
in Stories. Technical Report No. 294. 

ED 235 472 
Coherence and Connectedness in the Develop- 
ment of Discourse Production. 

ED 233 336 
Convergent/ Divergent Predictions of Urban First 
Graders. 


ED 236 564 

Inferences and the Construction of Mental Mod- 
els in Reading Comprehension. 

ieesiinnin = 235 469 

a ‘om Text: Explanation and Strategies. 

oceedings of the Preconvention Institute on 

Ppecee pie Text at the Annual Meeting of the 

International Reading Association (28th, Ana- 

heim, California, May 26, 1983). 
ED 239 221 
Levels of Questioning: An Alternative View. 

ED 235 498 

New Essays in the Teaching of Literature. Pro- 

ceedings of the Literature Commission Interna- 

tional Conference on the Teaching of English 
(3rd, Sydney, Australia, 1980). 

ED 239 250 


Quantitative amd Qualitative Sources of Affect: 
How Unexpectedness and Valence Relate to 
Pleasantness and Preference. Technical Report 
No. 293. 

ED 235 471 
Readability as an Interactive Process: An Analy- 
sis of the Syntactic and Semantic Effects on Text 
of Cloze Errors Associated with Variation in the 
Structure of Text and in Readers’ Knowledge of 
Topic. 

ED 235 477 
Student Authorship and Reading: The Joy of Lit- 
eracy. 

ED 236 551 
Student-Text Interaction: A Modified Replication 
of David Bloome’s Study. 

ED 234 340 
Subdividing Text: Headings, Content and Com- 
munication. 

ED 239 276// 

Text Coherence as an “In-Head” Phenomenon. 

ED 233 301 
Text Comprehension Processes in Reading: Ap- 
pendix. 

ED 234 361 
Text Comprehension Processes in Reading: Final 
Report. 

ED 234 360 
Three Methods of Extending Understanding and 
Appreciation of Literature: A Review of the Re- 
search. 

ED 238 002 
Toward a Gono — of Reading. Reading 
Education Report 

ED 233 329 


Understanding Reading Comprehension: Cogni- 
tion, Language, and the Structure of Prose. 

ED 239 225 
Writing Based on Reading: Reading Based on 


Reading Achievement 349 


Writing. 
ED 234 389 


Exp Magazine Readership with Uses- 
and-Gratifications Research. 
ED 233 346 


Student-Text Interaction: A Modified Replication 
of David Bloome’s Study. 

ED 234 340 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 

ED 238 975 
What Deaf Individuals Bring to the Reading Task: 
A Focus on Word Identification Strategies. 

ED 239 424 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 

ED 233 836 


Reading Ability 


Academic _. and Reading Ability: 
Hispanics, Males and Females. 

ED 238 621 
Assessment of Preservice Teachers in Six Penn- 
sylvania Colleges and Universities. 

ED 240 115 
Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 
toral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 946 
Short-Term Auditory Memo: —_-* Above-Average 
and Below-Average Grade Three Readers. 

ED 236 574 
Should Teacher Training Institutions Be Con- 
cerned about the Reading and Writing Skills of 
Future Teachers? 

ED 236 579 
The Use of Cognitive and Metacognitive Strate- 
gies of Good and Poor Readers at the College 
Level. 

ED 239 243 
Variability of Performance: A “Signature” Char- 
acteristic of Learning Disabled Children? 

ED 236 847 


Reading Achievement 


An Analysis of School Achievement for Wood- 
cock Reading Mastery Tests and Key Math Diag- 
nostic Arithmetic Tests of Adolescents in a 
Psychiatric Hospital. 

ED 237 562 
The Anatomy of a Curriculum. 

ED 233 512 
Appraising Learner Progress in Reading. 

ED 236 578 
Beyond the Computer: Reading as a Process of 
Intellectual Development. 

ED 236 555 
Chapter I Reading Program, 1982-83. Report of 
Evaluation. 

D 236 230 

Class Size Project, 1980-1981. Final aon 

ED 237 521 
A Comparison of Perceptual Motor Skill with Au- 
ditory Comprehension as Correlates of Word 
Recognition, Oral Reading, and Silent Reading. 

ED 234 354 
A Comparison of Social Science Textbook Read- 
ability and Students’ Reading Levels. 

ED 239 246 
Curriculum-Based Measurement: Effects on In- 
struction, Teacher Estimates of Student Progress, 
and Student Knowledge of Performance. 

ED 236 196 
Direct Instruction: A Project Follow Through 
Success Story. Technical Report No. 302. 

ED 239 220 
Effect of a Direct Instruction Paradigm for Teach- 
ing Sixth Grade Students to Comprehend Main 
Ideas. 

ED 237 931 
The Effect of Test-Wiseness Training on the 
Achievement of Third and Fifth Grade Students. 

ED 240 125 
Elementary School Students’ Preferences for Dis- 
tinguished Children’s Books. 

ED 239 618 
The Emergent Reading Level: A New Concept. 

ED 233 334 





350 Reading Achievement 
The Evidence on Desegregation and Black 
Achievement. 


ED 239 000 
Families and Literacy: The Contribution of 
Out-of-School Experiences to Children’s Acquisi- 
tion of Literacy. Final Report. 

ED 234 345 


t. California Demonstration im Se 
in Reading: De Anza Tunior High School 
eo Report. 


Hartford Project Concern Program. Final Evalua- 
tion Report, 1982-83. 
ED 237 612 


Helping Students Develop Reading Ability Com- 


ED 239 224 
How Well Can Students Read and Write? Issue- 


gram 9. 
ED 234 352 
The Impact of Language of Instruction on the 
Educational Achievement of Hispanic Students. 
ED 234 641 
The Impact of the Structure of Instruction and the 
Use of Technically Adequate Instructional Data 
ing Improvement. 


on 

ED 236 193 
Improving Study Habits and Attitudes in the Col- 
lege Content Class: A Replication Study. 

ED 234 372 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 
og and Reading Comprehension 


Skills. Final Report. 

_ ED 236 570 
Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 
toral Dissertations ee in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 


ED 240 154 


ED 237 946 

Reading and Study Skills and instruction: College 

and Adult: Abstracts of Doctoral Dissertations 

in “Dissertation Abstracts Interna- 

tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 237 952 

and Related Character- 


Reading Comprehension 
istics of U.S. Navy Recruits: A Twelve-Month 
Description. 


ED 237 937 
Red Cloud Reading Test: American Indian Form 
of the Test of Individual Needs in Reading, a 
Competency Based Test of Reading Skills [and] 
Instructor’s Manual. 

ED 237 266 
The Relationship of Students’ Academic Achieve- 
ment to Television Watching, Leisure Time Read- 
ing and Homework. 

ED 236 249 
A Review of Research on the Effects of Television 
ae Reading Achievement of Elemen- 
tary Children. 


ED 233 297 


ED 239 230 
School Leadership and Reading Achievement: 
Eight Case-Studies. 
ED 237 961 


School Organizational Patterns and Reading 
Achievement. 

ED 233 474 
Social and Motivational Influences on Reading. 
Technical Report No. 288. 


a oe oe 
SOR Retire x karen Read: Chil- 
Linguistic Awareness and Reading 


ED 233 315 
— 4 Py Xe Test of Reading Effective- 
ness), Forms A, B. 

ED 236 669 
Test of Individual Needs in ing. Teacher’s 
ioe =rl—aadzasssataaiaaas rail to Cali- 
fornia. Test. 


ED 237 ay 
ae Have pee Children Gained 


; Mnninstion of the 
Motenaiytis Bee 
ED 239 004 


What Matters? The Relative Impact of 
und and Socioeconomic Status on Read- 
ing Achievement. 
ED 234 643 


Aloud to Others 
Action! Suspense! Culture! Insight! Reading Sto- 
mg _ Classroom. Reading Education Report 
‘o. 45. 
ED 237 929 
Bookwebbing across the Curriculum. 
ED 237 926 
“Let’s Read Together”: Young Children’s As- 
sisted Storybook Interactions. 
ED 239 234 
Organization of Chicano Children’s Narrative Be- 
havior. Final Report. 
ED 237 306 
Some Effects of Reading Aloud in Undergraduate 
Methods Classes. 
ED 236 563 
Zoom into Pre-School Story Hour. 
ED 236 531 


Reading and Math through Community as 
Classroom NY 


Reading and Math through the Community as 
Classroom, Summer 1982. Annual Evaiuation Re- 
port. E.S.E.A. Title I. 


ED 234 129 
eading Assignments : 
Comparative Higher Education. 

ED 234 676 


Reading Attitudes 


Attitudes toward we of the Disabled Reader 
and the Normal Reader. 
ED 233 317 
But, Teacher, I Don’t Like to Read, Or How To 
Make Reading Alluring. 
ED 237 971 
Children and Books. 
ED 236 534 
High Interest Easy Reading: For Junior and Se- 
nior High School Students. Fourth Edition. 
ED 239 309 
How College Students Feel about Their School 
Reading Experiences. 
ED 236 581 


Literature and Reading as Liberal Arts. 

ED 234 388 
Literature in the Classroom for Upper Elemen- 
tary. 


ED 235 468 
Motivating Children and Young Adults to 
Read-2. 

ED 236 562 
The Relationship of Graduate Education Stu- 
dents’ Achievement in Educational Research te 
Their Reading Attitudes, Attitudes toward Edu- 
cational Research, GPAs, and National Teacher 
Examinations. 

ED 238 929 
Some Effects of Reading Aloud in Undergraduate 
Methods Classes. 

ED 236 563 
Story Preference Inventory. 

ED 236 639 
Student-Text Interaction: A Modified Replication 
of David Bloome’s Study. 

ED 234 340 
A Survey of Reading Habits with Suggested In- 
structional Strategies: Elderly Adults. 

ED 233 332 


Centers 

A Comparison of Perceptual Motor Skill with Au- 
ditory Comprehension as Correlates of Word 
Recognition, Oral Reading, and Silent Reading. 

ED 234 354 
Futureprint. California Demonstration —— 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 

ED 240 154 
Futureprint. Evaluation Handbook: De Anza Ju- 
nior High School. 

ED 240 155 
Project Star (Elementary). ECIA Chapter 1. Final 
Evaluation Report, 1982-83. 
Project STAR (Secondary). Disad = 24 Pogil 

‘oject vantag: 
Program Fund. Final Evaluation Report, 1982-83. 
ED 236 290 

Reading Gains of Traditional and Non-Tradi- 


Subject Index 
tional Students. 
ED 236 554 


Reading Laboratories: The Conversion of the 
eading Lab into an ESL Reading Lab. 
ED 238 286 
The Table Approach to Education. 
ED 236 567 


Reading Comprehension 
Action! Suspense! Cul ! ! Reading S 
Slices neste Nanea “A 


ries in the tion Report 
No. 45. 

ED 237 929 
An Analysis of Responses during Reading Com- 
prehension Lessons. 

ED 237 935 


An Analysis of the Outcomes and Implications of 
— Research. Technical Report No. 


ED 234 344 
Anticipation of Gains in General Information: A 
Comparison of Verbal Aptitude, Reading Com- 
— and Listening. Technical Report No. 


ED 235 462 
Are You Promoting Reading for Comprehension? 
A Guide for Self-Evaluation. 

ED 135 463 
An Assessment of the Effects of Differe::t Error 
Types on Understanding of Connected D.scourse. 

ED 236 637 
Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 
Chapter I Reading Program, 1982-83. Report of 


Evaluation. 

ED 236 230 
Children’s Ability to Draw Inferences from Text. 

ED 239 239 
Children’s Sex Role Preferences and Their 
Like-Dislike Ratings and Comprehension of 
Sex-Stereotyped Reading Content. 

ED 236 569 
Children’s Understanding of the Narrator’s Role 
in Stories. Technical Report No. 294. 

ED 235 472 
Claremont Reading Conference. Forty-Seventh 
Yearbook. Proceedings of the Claremont Reading 
Conference (SOth, Claremont, California, January 
14-15, 1983). 

ED 234 368// 

Coherence and Connectedness in the Develop- 
ment of Discourse Production. 

ED 233 336 
Cohesion: Problems With Talking about Text: A 
Brief Commentary. Technical Report No. 298. 

ED 236 566 
The Communicative Effects of a Rewritten Driver 
Manual. 


ED 237 941 
Composition and Comprehension of Simple 
Texts. Final Report. 

ED 236 575 
Comprehension Categories for Protocol Analysis. 

ED 236 664 
Comprehension Instruction: Perspectives and 
Suggestions. 

ED 233 313// 

Comprehension Monitoring: Longitudinal Unob- 
trusive Measurement with Microcomputers. 

ED 233 309 
Comprehension of Ambiguous and Other Polyse- 
mous Utterances: Presented in Written Mode. 

ED 236 663 
Comprehension Test of Oral Contrastive Stress. 

ED 236 635 
Convergent/ Divergent Predictions of Urban First 
Graders. 


ED 236 564 
Criterion-Referenced Test for the Assessment of 
Reading and Writing Skills of Professional Educa- 
tors. 

ED 236 643 
Discourse-Analysis Based, Written, Multiple- 
Choice Post-Test for Comprehension Assessment 
of Expository Prose. 

ED 236 656 


Does the Teaching of “Story Schema” amd the 
Use of Schema Related Questioning Improve 
Reading Comprehension? 

ED 237 943 


Effect of a Direct Instruction Paradigm for Teach- 
ing Sixth Grade Students to Comprehend Main 





Subject Index 


Ideas. 

ED 237 931 
The Effect of —— Organization Ability on 
Reading Comprehension. 

ED 237 963 


Effect of Content Instruction on Cloze Passage 
Performance. 
ED 236 525 
The Effect of Semantic Feature Analysis on the 
Reading Comprehension of Learning Disabled 
Students. 
Effects of Acti Background = nap _ 
ects ivati owledge on 
ED 237 955 
Effects of Prior Knowledge, Text-Order and Un- 
derlining on Recall of Information From Text. 
ED 237 968 


Effects of Two aa Treatments in a 
College Reading Laboratory. 
ED 236 577 


tis Background Knowledge and Text 


ED 234 419 
Families and Literacy: The Contribution of 
Out-of-School Ex; to Children’s Acquisi- 
tion of Literacy. Report. 

ED 234 345 


The poe s and Placement of Main Ideas in 
Children’s Social Studies Textbooks: A Modified 
Replication of Braddock’s Research on Topic 
Sentences. 


ED 237 939 
Go-Pher These Main Ideas. 

ED 239 212 
Guide Students to Read Critically through the 
Instructional Use of Analogies. 

ED 235 464 


ED 236 541 
How To Read an Annual Report. Power of the 
Printed Word. 


How Meaning Is Born. 


ED 236 527 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 

ED 239 238 
The Inability to Interpret Internal Punctuation - 
An Inhibiting Factor in Comprehension. 

ED 237 956 
Increasing Students’ Sensitivity to Sources of In- 
formation: An Instructional Study in 
— Relationships. Technical Report No. 


ED 234 343 
Inferences and the Construction of Mental Mod- 
els in Reading Comprehension. 
ED 235 469 
The Instruction of Reading Comprehension. 
Technical Report No. 297. 
ED 236 565 
An Instrument for Assessing Comprehension 
through the Ability to Recognize Verbatim 
Phrases from Previously Read Expository Prose. 
ED 236 655 
Introduction a Paris = Introduction to Paris. 
ED 239 486 
An — of Comprehending during the 
Process of Silent Reading: The Op-In Procedure. 
from Text: Explana‘ a8 onli 
m Text: Explanation and Strategies. 
Prous at f the Preconvention Institute on 
Learning , ats Text at the Annual Meeting of the 
International R Association (28th, Ana- 
heim, California, May 26, 1983). 
ED 239 221 
Let’s Go Riding in the Car. An ESL/Geography 
Module. Teacher’s Guide [and] Student Booklet. 
ED 238 300 
Levels of Questioning: An Alternative View. 
“ — come = 498 
le ition an eading mprehension 
Skills. final Report. 
ED 236 570 


Monitoring Text Comprehension: Individual Dif- 
ferences in Epistemological Standards. 

ED 233 300 
The Next Word on Verbal Ability. 

ED 236 572 
OK-NEWS: Oklahoma Newspapers - Educa- 
tional Windows for Students. 

ED 233 298 


A Practical Approach for Teaching Comprehen- 
sion Processes Using Magazines, Paperback Nov- 


els, and Content Area Texts. 
ED 233 305 
Prior Knowledge and Reading Comprehension 
Test Bias. Technical Report No. 289. 
ED 234 375 
Proceedings of the Annual Symposium on Read- 
ing ep. (2nd, Mangilao, Guam, November 


13, 198 

ED 236 537 
Proofreading is Not Reading. 

ED 233 398 


Reading and beens 2 Skills and Instruction: Sec- 
ondary: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 951 
Reading and Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 237 950 

Reading Comprehension and comp in a 

pene Use: You Stand to Gain 
Sounding Game! Technical Report 

ED 23 475 
Reading, Comprehension, and Memory Pro- 
cesses: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 944 
Reading Comprehension and Related Character- 
istics of U.S. Navy Recruits: A Twelve-Month 
Description. 

ED 237 937 
Reading Comprehension Games and Activities 
for the Intermediate Grades. 

ED 239 214 
Reading Comprehension in Korea: A Text-Ori- 
ented Linguistic Approach. 

ED 233 331 
Reading Comprehension Proficiency, Cognitive 
Processing Mechanisms, and Deductive Reason- 
ing in Bilinguals. Final Report. 

ED 236 944 


Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

ED 233 312 
The Relationship of the Concurrent and Con- 
struct Validities of Cloze. 

ED 239 219 
Retrieval Speed as a Determinant of Adult Read- 
ing Comprehension. 

ED 236 546 
The Role of Short-Term Memory in the Compre- 
hension of Written Text. 

ED 234 373 
A Schema-Theoretic View of Basic Processes in 
arr Comprehension. Technical Report No. 


ED 239 236 
Smith/Palmer Figurative Language Interpreta- 


tion Test. 

ED 236 668 
Songs in the Academic Classroom. 

ED 236 606 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehension: Effects 
= aa Reading Proficiency, and Type of Stan- 


ED 237 578 
STORE (The Standard Test of Reading Effective- 
ness), Forms A, B, C. 

ED 236 669 
Student Authorship and Reading: The Joy of Lit- 
eracy. 

ED 236 551 
Taylor-Made Education: The Influence of the Ef- 
=" Movement on the Testing of Reading 

ED 239 247 
Teaching Both Sides of the Brain: Book II: Read- 
ing. 


ED 239 962 
eaching ey (Application of the 
Mosel by Dr. M. Hunt.) 
ED 236 542 
Teaching Content Through Reading. A Human 
Experience. 
ED 238 867// 
Teaching Guide for Indian Literature. Volume I. 
Re “ng Level 1-8. 


Reading Diagnosis 351 


Teaching Reading Comprehension: A Practical 
Approach. 


ED 236 532 
Teaching Writing as an Extension of the Directed 
Reading Activity. 

ED 239 241 


A Tentative Criterion-Referenced Test to Mea- 
sure Thinking Processes, Form A and B. 


Test of Individual Needs in R: 
Manual th John Bidwell and the Trail to Cali- 
fornia. Test. 

ED 237 267 
Test of Picture-Text Amalgams in Procedural 


Texts. 

ED 236 665 

Text Coherence as an “In-Head” Phenomenon. 

Text Compreh Processes aula a : 
ext | prehension in i P- 

pendix. 


ED 234 361 
Text Comprehension Processes in Reading: Final 
Report. 


Text Semantic Analysis of Reading cee 
ext tic ysis 
sion Tests. Final Report. 

ED 238 903 
Three Methods of Extending Understanding and 
= of Literature: A Review of the Re- 


ED 238 002 

Toward a Com Mode! of Reading. Reading 
Education Report No. 43. 

ED 233 329 


Transitions into Literacy. 

ED 235 479 
Understanding Reading Comprehension: Cogni- 
tion, Language, and the Structure of Prose. 

ED 239 225 
The Use of Cognitive and Metacognitive Strate- 
gies of Good and Poor Readers at the College 
Level. 

ED 239 243 
Use of Prior Knowledge in Understanding Fables 
in First and Second Languages. 

ED 233 571 
Using Teacher/Student Generated Questions. 

ED 239 233 
— Reports: How Readers Process Unfamiliar 

‘ext. 

ED 237 938 
Ls for Reading: How Large? What 
Kin 


ED 235 460 
Vocabulary Instruction and the Nature of Word 
Meanings. 


ED 239 231 
What Reading Tests Call For and What Children 
Do. 


ED 238 904 
Writing Activities for Developing Reading Com- 
prehension. 

ED 234 370 
Writing Based on Reading: Reading Based on 


Writing. 

ED 234 389 
The Years Alone: A Reading Comprehension 
Unit (7-9). 

ED 239 213 

R Consultants 

coe Based Simulated Cases as a Tool for 
Teaching Reading Diagnosis. 

ED 233 303 


Impro ostic Reliability in Reading 
pence Bore ag lhe Series No. 126. 

ED 237 334 
Less Than Words Can Say about the Certification 
of Reading Teachers. 

ED 237 972 
Reading Improvement Specialists: Statement of 


Functions. 
ED 233 316 


po 


eading. 
pon Perel Mar Sh 
ACom m of Perceptual Motor with Au- 
ditory Comprehension as Correlates of Word 
Recognition, Oral Reading, and Silent Reading. 
ED 234 354 
Computer Based Simulated Cases as a Tool for 
Teachi Sain Diagnosis. 





352 Reading Diagnosis 


ity 233 303 
Dyslexia and Severe Reading Disabili 
ED 235 168 


The Emergent Reading Level: A New Concept. 
Reliabili yn heeding 
. , = ‘ability in “ 
er Bem gale y eng 
ED 237 934 
Smith/Palmer Figurative Language Interpreta- 


tion Test. 

ED 236 668 
STORE (The Standard Test of Reading Effective- 
ness), Forms A, B, C. 

ED 236 669 
Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral Di 

i in “Dissertation Abstracts 

International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 
Test of Individual Needs in i 
Manual [and] John Bidwell and the 
fornia. Test. 


ED 237 267 


Reading Difficulties 
er eee oo eens Canter 
and the Normal Reader. 

ED 233 317 
Behavioral yee ee within a Perceptual- 
Conditioning Program of 


Dyslexia and Severe Reading Disabili 
ED 235 168 


The Electrophysicology of Oral Reading Errors. 

ED 234 353 
ENable Disabled Readers: Create MINi-Books 
from Greeting Cards. 

ED 237 933 
Families and Literacy: The Contribution of 


eens Ange 
tion of Literacy. Final Report. 
ED 234 345 


Reading Achievement: Characteristics Associ- 
eee ae ee 
toral “Dissertation 


Abstracts Iteration” July through Decembe 
1983 (Vol. 44 Nos. 1 through 6) 


ity 233 328 


Published terna- 
tional,” July Hee December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 237 952 
the Feasibility of 


A Study In Creating 
SC-R for Disabled Read- 


a Short Form of the 
ers. 


ED 240 129 
Vocational ee a of High 
School Students Who Have Difficulty Reading. 


ED 233 272 
Reading English and Mathematics Test 
The DeKalb REM Test and the SAT: Concurrent 
Validity. 
ED 233 761 
Reading Failure 
Approaches to Prevention and Prescription/ 
nitive: Orthodoxy and the Part-Whole hoa 


ED 236 536 
Reading Games 
Beyond Reading: Developing Visual Literacy in 


ED 238 278// 
Do You Read Me? Business and Office: Reading 
Devel Activities Guid 


ED 237 815 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 

ED 237 812 
Do You Read Me? Industrial S it: Read- 
ing Development Activities Guide. 


Dev _ _ ED 237 813 
‘ou Read Me? Service Supplement: Reading 
Development Activities Guide. 

ED 237 814 


ED 239 214 


eg ees See 
pars bn he 
ED 234 350 


ED 234 359 
Prose Recall: Effects of Aging, Verbal Ability and 
Behavior. Prose Learning 


Series Re- 
search No. 13. 
ED 239 240 
A Survey of Reading Habits with ees & 
structional Strategies: Elderly Adul 
"ED 233 332 


Survey Reveals Truths about Young Adult Read- 
ers. 


ED 237 959 

Appraising Learner Progress in Reading. 
ED 236 578 
antes for Comprehension? 


ED 235 463 
Behavioral Reinforcement within a Perceptual- 
Conditioning Program of Oral Reading. 

ED 233 328 


A Comparison of Standardized Achievement 
Tests and Direct Measurement Techniques in 
Measuring Pupil Progress. 


Are You 
A Guide for Self- 


ED a aes 
with « Kit a Kindergarten Enrich =~ Heng. oseun 
Learning Cen 


ED 237 242 
Does the Teachi “Story Schema” amd the 
Use of Amey 5M Questioning Improve 
Reading Comprehension? 

ED 237 943 


Do You Read Me? Business and Office: Reading 
Development Activities Guide. 
RD 237 815 
Do You Read Me? Environmental { :pplement: 
Reading Development Activities Guide. 
ED 237 812 
Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 
ED 237 813 
Do You Read Me? Service Supplement: Reading 
Development Activities Guide. 
ED 237 814 
ENable Disabled Readers: Create MINi-Books 
from Greeting Cards. 
ED 237 933 
Evaluating a School-Based Behavior Curriculum 
for Adolescents: An Attempt to Produce Both 
Affective and Cognitive Growth. 
ED 235 416 
Helping Students Develop Reading Ability Com- 
mensurate with Their Potential. 
ED 239 224 
How To Read Faster. Power of the Printed Word. 
ED 236 528 
& Practical Approach for Teaching Comprehen- 
ion Processes Using Magazines, Paperback Nov- 
ay and Goatees dal Area Texts. 
ED 233 305 
Project READ: Observations from the Past and 
Snpcetioas for the Future. 
ED 234 363 
Reading Gains of Traditional and Non-Tradi- 
tional Students. 
ED 236 554 
Reading Impact Project. Disadvantaged 
Program Fund. Evaluation Report, 1982-83. 
ED 236 284 
Reading Program at Edison High School. 
Two Student Self-Management T at > 
oO it t p- 
pict we Date Bcd Probus Mondo 
dabei . *... > Ne 
riting Activities for Developing Reading Com- 
prehension. 


ED 234 370 


Reading Instruction 
Action! Suspense! Culture! ee Reading Sto- 


een ee. Reading Education Report 
0. 4 

¥ ina during Reed 
prehension Lessons. 


Subject Index 


P Pre tion and ED 237 935 
\pproaches to —_ Prescription /Cog- 
the Part-Whole Paradox. 


ED 236 $36 


w..4 235 463 


hension Skills, vStoay SEs Skills. Second Edition. 
ED 236 559 
Beyond Reading: Developing Visual Literacy in 
French. 
Beyond the Computer: Reading ~ pall 
asa 
Intellectual Development. 
Bilingual Com Skills ‘oe 
i munication in 
Contexts. Final Report. 
ED 234 614 
Book Reporting with Book Mobiles. 
ED 237 927 
But, Teacher, —eee 


Make Reading All 

ED 237 971 
Categories for Observing Language Arts Instruc- 
tion (COLAD). 

ED 236 632 
Challenging Adults to Read Effectively. 

ED 233 31¢ 


ED 236 534 
Children’s Ability to Draw Inferences from Text. 

ED 239 239 
The Chin Inventory on Content Area Reading 
Instruction. 


Children and Books. 


ED 236 657 
Claremont Reading Conference. Forty-Seventh 
Yearbook. Proceedings of the Claremont Reading 
Conference (50th, Claremont, California, January 
14-15, 1983). 
ED 234 368// 
Class Size Project, 1980-1981. Final Report. 
ED 237 521 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 
ED 234 367 
Corprehension Instruction: Perspectives and 
Sug estions. 
ED 233 vgenld 
Computer-Assisted Instruction in Reading and 
Language Arts. 


ED 233 303 
Computers in Education: Realizing the Potential. 
Report of a Research Conference, Pittsburgh, 
Pennsylvania, November 20-24, 1982. 


ED 235 784 
Dealer’s Choice: The Language Processing Game. 
Instructional Research Laboratory Technical Se- 
ties #R83006. 

ED 234 362 
The DeFord Theoretical Orientation to Reading 
Profile (TORP). 
A Descri f the Singl venue heeding 

iption of the le 

Methods Course for Preservice T: aor 

ED 233 299 


ED 233 302 
Direct Instruction: A Project Follow Through 
Success Story. Technical Report No. 302. 

ED 239 220 
Direct Teacher Explanation during Reading In- 
struction: A Pilot Study. 


Dialects and Reading. 


ED 234 452 
Does the Teaching of “Story Schema” amd the 
Use of Schema Related Questioning Improve 
Reading Comprehension? 

ED 237 943 


The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 

ED 235 000 
Effect of a Direct Instruction Paradigm for Teach- 
_— Grade Students to Comprehend Main 


ED 237 931 
The Effects of Training Teachers in the Use of 
Formative E in Reading: An Experimen- 





Subject Index 
tal-Control Comparison. 
ED 236 189 
Concept. 


The Emergent Reading Level: A New 

Ethnographic Research on Reading Intociona 
truc 

Strategies for Adult Beginning R 


Evaluating Microcom; 
munity College Reading! Waiting Ce Center. 
ED 233 691 
Evaluation of Outcomes 1981-82: An Evaluation 
System Report on Reading and Mathematics Pro- 
grams and Student Achievement. 
ED 238 912 


Former Secondary Teachers in the Elemen 

School, Are They Prepared to Teach Reading?” 
ED 236 549 

Guide Students to Read Critically through the 

Instructional Use of Analogies. 

Helping Students Develop Reading Auliny Come 

its 
mensusste with Their Potential. ad 


Hi Methods for the Mildly Fh whan 
leuristic Me for 

Reaatch Report and Manual for Teaching Lan- 
guage Arts and Reading. Final 
ED 239 469 


High School English Curriculum Objectives. 

ED 236 682 
How College Students Feel about Their School 
Reading Experiences. 

ED 236 581 
The Impact of the Structure of Instruction and the 
Use of Technically Adequate Instructional Data 
on Reading Improvement. 

ED 236 193 


An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 


R . 239 202 

Instructional Decision Making and Reading 

Teacher Effectiveness. Occasional Paper No. 69. 

ED 237 936 

The Instruction of Reading Comprehension. 
Technical Report No. 297. 

- ~~ ais - 236 565 

i Language in the Elementary 

tegrating 


ED 238 029 
The Interaction of Picture and Print in Reading 
Instruction. 
ED 236 662 
Is There a Match between What Elementary 
Teachers Do and What Basal Reader Manuals 
Recommend? Reading Education Report No. 44. 
ED 235 470 
Kindergarten Curriculum Guide. Primary Educa- 
tion Program. 
ED 236 269 
Language Arts for Native Indian Students. 
Waited E A h Pd aes 
Xperience Approach to an 
Language-Experience Reading for Sec- 
ond Language Learners. 
ED 236 933// 
LEA as a Methodology for Use with Semi-Liter- 
ate ESOL Adolescents: A Case Study. 
aoa Tins Haan aa 
m Text: Exp tion an trategies. 
coe of the Preconvention Institute on 


ED 239 221 

se Senet, Aptitude, and Atti- 

ted to Preservice Teachers’ 

Performance on ‘Cicawtmeaes Tests in 
Reading. 


ED 237 496 
Le journal: une introduction (The Newspaper: An 
Introduction). Teacher’s Guide [and Module]. 

ED 234 623 
Literature in the Classroom for Upper Elemen- 
tary. 


Skills Munal Repert and Reading 
ED 236 570 


Mnemonics and the Very Young Children: A Po- 
sition Taken. 


ED 235 468 
Comprehension 


ED 238 557 
Motivating Children and Young Adults to 
Read-2. 


ED 236 562 


The Newspaper as an Effective T: Tool. A 
Brief Introduction to the Newspaper in 
Concept. 
ED 236 690 
Noah Webster and William Holmes McGuffey: 
The Men and Their Contributions to Reading. 
ED 239 232 


Northern Nevada ESL Teacher ae 
Handbook. An Evaluation of the 
Streamlined Series and the Clovis Life Skills 
Modules. 

ED 239 031 
A Novel Approach to Reading. 

ED 234 369 
Oral Reading Instruction: A Century of Contro- 
versy (1880-1980). 

ED 239 237 
poy cy or gama 
Centering On. 


A Practical Approach ft udieatenes 
lor 
sion Processes Using Magazines, Paperback Nov- 
els, and Content Area Texts. 

ED 233 305 


A Preschool Environment for Emergent R 
ED 233 327 
Principal - Reading. “The Vital Connection.” 
ED 234 355 
of the Annual oy 


Proceedings ium on Read- 
ing Education (2nd, November 
13, 1981). 


ED 236 537 
jum on Read- 
November 


ED 236 538 
Reading and Flowcharting: Interfacing Functions 
of Computer Literacy. 

ED 234 342 


R and Study Skills and Instruction: College 
and Adult: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July rowan December 1983 (Vol. 44 
Nos. 1 through 6) 


17, 1982). 


ED 237 952 
Reading and Study Skills and Instruction: Pre- 
school and Elementary: Abstracts of Doctoral 
Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 cP 


July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 951 

Reading and Successful Living: The Family- 
School Partnership. 
ED 235 466// 


Reading and Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July crow December 1983 
(Vol. 44 Nos. 1 through 6). 
k the Comcsbum-A 
ents across um-, 

a ny 

ED 233 308 


Reading Improvement Specialists: Statement of 


Functions. 
ED 233 316 
Reading in Postsecondary Occupational Educa- 
tion. Faculty Development Resource Manual: A 
Supplement. Materials Developed and Used by 
New York State Two-Year College Staff in the 
Role of Faculty Trainers. 
ED 233 776 
Reading inary masa i ol and Non-IGE 
Schools. R Program on Student Di- 
— and bool Pr sown, Working Paper No. 
ED 236 552 
Reading in the Content Areas: Research for 
Teachers. 
ED 236 544 
Laboratories: The Conversion of the 
eading Lab into an ESL Reading Lab. 
ED 238 286 


“en /Mathematics Lab Program, Chapter II, 
ECIA. Report of Evaluation. 


The Reading Methods Textbook - Changes and 
‘ex! - 
Trends. 


Reading Instruction j§ 353 


ED 233 a 
Recent Research into the Hemisphericity of 


Human Brain and the of Those Find. 
ings in the Teaching of 
ED 239 228 


Remedial and Com; Instruc- 
tion: Abstracts of An hay we 
lished in “Dissertation Abstracts International,” 
uw, | 
through 6). 

The Role of Short-T. NOUR huang a 

-Term 
hension of Written Text. 


ED 234 373 
Schemata. Fact Sheet. 


A nan ED 234 337 
Sociological to Classroom Instruc- 
py ne thy mn tg 
a . oe 
Some Effects of Reading Aloud in 
Methods Classes. 
Spatial Abili ef Chet Rentete tees 
ity : Suggestions 
Teaching. 
ED 236 851 
Staff Development for University Level English 
eae 
ED 239 227 
Study Guide for TCT for Reading Specialist. 


ED 237 973 
Teacher 


ED 238 069 
A Guay of Go Tesential onal Seis 
a ee Programs. Instruc- 
tional Research Laboratory Technical Series No. 


R83001. 
ED 236 543 
The Table Approach to Education. 


Dissertation Abstracts In‘ 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 
ED 237 947 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 
ED 235 968 


Teaching Guide for Indian Literature. Volume I. 
Reading Level 1-8. 


fae | Reading Comprehension: A 
ED 236 532 
Education. 


we 235 967 
Practical 


Teaching Reading in Vocational 
ED 233 177 
Directed 


Teaching Writing as an Extension of the 
Reading Activity. 
ED 239 241 


Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral 
—_ Published in “Dissertation Abstracts 
ternational,” July on December 1983 
(Vo as Noe 1 through 6). 
ED 237 949 


Text Comprehension Processes in Reading: Ap- 
pendix. 


ED 234 361 
Text Comprehension Processes in Reading: Final 


Report. 

ED 234 360 
Three Methods of Extending U: and 
Appreciation of Literature: A Review of the Re- 


ED 238 002 
Title I as an Educational Resource in South Caro- 
lina. 


ED 234 112 
Tutor’s Handbook-Highline Indian Tutoring 
gram. 


ED 239 787 
Using Jackdaws to Build Background and Interest 
Reading. 


for 

ED 234 351 
Using Teacher/Student Generated 

ED 239 233 





identification, 
tion. Technical Report No. 291. 

ED 236 547 
Exploring the Functions of Reading: A Cross-Cul- 
tural Perspective. 

ED 234 359 


Education (3 
rf 1982). 


ED 236 538 
Story Preference Inventory. 
ED 236 639 


Survey Reveals Truths about Young Adult Read- 
ers. 


ED 237 959 
Using Jackdaws to Build Background and Interest 
Reading. 


for 
ED 234 351 
Reading Material 
a State of the Art Report on Instructional 
Materials: Reading Textbook Programs. 1982-83 
School Year. 
ED 233 493// 
Reference Guide: 


ED 236 559 
Beyond Reading: Developing Visual Literacy in 
French. 


: ED 238 278// 

ity. 

~_ —_ ED = 314 
teria for Evaluating Picture 

(CEPSB). — 


ED 236 658 

Elementary School Students’ Preferences for Dis- 
tinguished Children’s Books. 

ED 239 618 

Cross-Cul- 


Exploring the Functions of Reading: A 
tural Perspective. 
ED 234 359 


Literature in the Classroom for Upper 


tary. 
“ “ ED 235 468 
Procedure to Evaluate Cognitive Requirements 
of Beginning Reading Materials. 
ED 236 644 
A Survey of Methods and Materials. 
ED 236 641 
Target: Literature. K-12 Curriculum Guide. 
ED 237 986 
The What and How of Book ion: Research 
Findings. 


ED 235 506 


Convergent/ Divergent Predictions of Urbaz First 
Graders. 


i Do Yoo 
ects of Discourse Type on Recall ‘oung, 
ee ee 


Vocabulary Scores. 
ED 237 970 
An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 

ED 239 202 


Noah Webster and William Holmes 
The Men and Their Contributions to 
ED 239 232 


seasons Wenste Se Deetiee See Petes 
Handbook. An Evaluation of the 


Streamlined Series and the Clovis Life Skills 
ED 239 031 


ED 233 305 
The Rhetoric of Social Studies Textbooks: Meta- 
discourse. 


ED 239 226 

A Sociological Approach to Instruc- 
tion. Occasional Paper No. 6 

ED 235 459 
Student Authorship and Reading: The Joy of Lit- 
eracy. 

ED 236 551 
Test of Individual Needs in ing. Teacher’s 
en John Bidwell and the to Cali- 
fornia. Test. 


ED 237 267 
The What and How of Book Selection: Research 
Findings. 


ED 236 671 


Reading M 


lotivation 
Zoom into Pre-School Story Hour. 
ED 236 531 


Reading Processes 
Categories of Inferencing Stra 


ED 236 667 
Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 


College Reading: Responses to the CUNY Read- 

ing Seminars. A Special Issue of Resource. 
lonitoring: in 

trusive Measurement with Microcomputers. 

ED 233 309 
How Meaning Is Born. 

ED 236 541 
widen teed ier Meee 
volving Eye-Movement tingent Stimulus 
Control. Technical Report No. 305. 


ED 239 235 


Senseo of Text and in Readers’ Kno 
Topic. 

ED 235 477 
The Role of Phonological Recoding for Deaf 
Readers. 


ED 236 875 
Text Comprehension Processes in Reading: Ap- 
pendix. 


ED 234 361 
Text Comprehension Processes in Reading: Final 


Report. 

ED 234 360 
Text Semantic Analysis of Reading Comprehen- 
sion Tests. Final Report. 
Toward a Com Model of Reading. heeding 

‘o a 

Education Report 43. 

ED 233 329 


ED 235 479 
=— Reports: How Readers Process Unfamiliar 
ext. 


Transitions into Literacy. 


ED 237 938 
en ea 


ED 238 904 


on Instructional 
peer 1982-83 


v" ED 233 sed 
for Comprehension’ 
PY yee oe 
ED 235 463 
But, Teacher, I Don’t Like to Read, Or How To 
Make Reading Alluring. 


Schools Final Report 


ED 237 — 
=_ Use in 


Reading Readiness 
Children’s Em: 


Subject Index 


ED 240 
Direct Instruction: A Project —s "Though 
Success Story. Technical Report 

ooo 
Effects of Two Comprehension Treatments in a 
College Reading Laboratory. 

ED 236 577 
Evaluation of the Content Area Learning/Read- 
ing Project at the Cosgrove Junior High School. 

we ten 


tion Manual 


A Literature Program for the Gifted: Gifted Writ- 
ers + Gifted Readers = Positive Reading Atti- 


ED 233 333 
Term Academic Effects of Direct Instruc- 
tion Follow Through. Technical Report No. 299. 


ED 237 932 
Perris Valley Junior Pro- 
cessing for Grades 7-1 


eo 
ED 237 924 
Connection.” 


Rie eat Sot Skilis and Ins’ ioe he 
truction: 
school and Elementary: Abstracts of Doctoral 
re eng ces Published in “Dissertation Ab- 
stracts International,” July + es December 
1983 (Vol. 44 Nos. 1 through 6). 
D 237 948 


E 
— Gains of Traditional and Non-Tradi- 
tional Students. 


. - . 236 pe 
eading Improvement Specialists: Statement o! 
Functions. 


ED 233 316 
Reading Program at Edison High School. 


Title I on oe bag had 
ren’s 
Ln the Arts. "Evaluation Report, 
ED 236 280 
Zoom into Pre-School Story Hour. 


ED 236 531 


Reading Rate 


Behavioral ee within a Perceptual- 
Conditioning Program of Oral Reading. 
ED 233 328 


How To Read Faster. Power of the Printed Word. 

ED 236 528 

Speed goes Exploring an Analogue of Speed 
Reading. Final Report. 

ED 233 306 


it Abilities to Read Favorite 
Storybooks. A Report. 
ED 236 557 


Concepts of Print in Kindergarten “At Risk” Chil- 


ED 235 600 
Early Intervention with Vulnerable Children: Re- 
sults of a Demonstration Project. 
ED 237 210 
ESEA Title I Early Childhood/Jackson-Mann 
Final Report, 1981. 
ED 238 962 


ESEA Title I Early Childhood/Jackson-Mann 
Program. Interim Report, 1981. 
Kindergarten Reinft Disad < oo _ 
i inforcement. Disadvantag: 
pil Program Fund. Evaluation Report, 1982-1983. 
ED 236 289 
A Preschool Environment for Emergent Readi 
Techniques for Coll Li Eve oath = 
or lecting Literacy Events from 
Young Children. 
ED 236 647 
Transitions into Literacy. 
The W —* Pg 235 479 
j Beng Ree eeping the Child in 
‘olume I, b N 


‘umber 1. 
ED —— 739 
What Research 9 about Elementary Schoo! 
Science. Project for Promoting Sci- 
ence among Elementary School Principals. 
ED 236 005 





Subject Index 


The Whole K Catalog: Ideas for Prekindergarten, 

and Beyond. [Compiled from Eight 

Issues of Instructor Tasonaiae, tember 1982 
through May 1983.] 

ED 237 446 


Research 
Affective Implications of Metaphor and Simile in 
Discourse. Technical Report No. 301. 
ED 237 953 
An Analysis of Responses during Reading Com- 
prehension Lessons. 


ED 237 935 
An Analysis of the Outcomes and Implications of 
Intervention Research. Technical Report No. 
283. 


ED 234 344 
Anticipation of Gains in General Information: A 
Comparison of Verbal Aptitude, Reading Com- 
— and Listening. Technical Report No. 
282. 
ED 235 462 
Attitudes toward Reading of the Disabled Reader 
and the Normal Reader. 
ED 233 317 
Audience Reactions to Two Visual Formats. 
ED 239 274// 
Automatic, Attentional, and Interactive Pro- 
cesses: Age Differences in the Nature of Words 
Affected by Sentence Context. 
ED 236 560 
Books and the Mass Media: Modes of Interaction 
* the USSR. Studies on Books and Reading No. 
ED 233 322 
Building Schema through Writing: The Effects of 
Writing as a Pre-Reading Activity on Delayed 
Recall of Narrative Text. 
ED 235 497 
Causal Inferences during Text Comprehension 
and Production. 
ED 234 341 
Children’s Ability to Draw Inferences from Text. 
ED 239 239 
Children’s Emergent Abilities to Read Favorite 
Storybooks. A Final Report. 
ED 236 557 
Children’s Sex Role Preferences and Their 
Like-Dislike Ratings and Comprehension of 
Sex-Stereotyped Reading Content. 
ED 236 569 
Children’s Understanding of the Narrator’s Role 
in Stories. Technical Report No. 294. 
ED 235 472 
Claremont Reading Conference. Forty-Seventh 
Yearbook. Proceedings of the Claremont Reading 
Conference (50th, Claremont, California, January 
14-15, 1983). 
ED 234 368// 
Cohesion: Problems With Talking about Text: A 
Brief Commentary. Technical Report No. 298. 
ED 236 566 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 
ED 234 367 
A Comparative —- of Three Widely Used 
Graded Word Reading Tests. 
ED 235 473 
A Comparison of Schematic Processes in Mem- 
ory for a Television, Text, and Radio Story. 
ED 235 474 
Comparison of Sentence Processing in Listening 
and Reading among College- and School-Age 
Skilled and Unskilled Readers. Final Report. 
ED 234 358 
A Comparison of Social Science Textbook Read- 
ability and Students’ Reading Levels. 
ED 239 246 
Time Mea- 
echnical Re- 


A Comparison of Some Pr 
py sage . Eye Movement 
port No. 

ED 234 356 
Composition and Comprehension of Simple 
Texts. Final Report. 

ED 236 575 
Comprehension Instruction: Perspectives and 
Suggestions. 

ED 233 313// 

Convergent/ Divergent Predictions of Urban First 
Graders. 


ED 236 564 
A Correlational Study of the Relationship be- 
tween Cloze Procedures and Standardized Read- 
ing Tests for Intermediate Grades. 


ED 237 962 


uspense, 
tion. Technical Report No. 291. 

ED 236 547 
Direct Instruction: A Project Follow Through 
Success Story. Technical Report No. 302. 

ED 239 220 
Effect of a Direct Instruction Paradigm for Teach- 
gee Grade Students to Comprehend Main 

ED 237 931 
The Effect of itive Organization Ability on 
Reading Com; ension. 

ED 237 963 


Effect of Content Instruction on Cloze Passage 
Performance. 

ED 236 525 
The Effect of Readability on Fg Copying in 
Elementary School Girls and Boys. 

ED 236 568 
The Effect of Semantic Feature wr ag Ra on - 
Reading Comprehension of Learning Disabil 
Students. 
Effe f Ai Background Know ied “po 

ects of Activa un owledge on 

Comprehension 72 Prose. 

ED 237 955 
Effects of Prior Knowledge, Text-Order and Un- 
derlining on Recall of Information From Text. 

ED 237 968 
Effects of Readers’ Cognitive Style, Text Struc- 
ture and Signaling on Different Recall Patterns in 
Social Studies Content. 

ED 237 957 
Effects of Selected Writing Tasks upon the Trans- 
fer of Prose Learning. 

ED 233 364 
Effects of Two Comprehension Treatments in a 
College Reading Laboratory. 

ED 4 ae 
Evaluation of the Content Area Learning/R: 
ing Project at the Cosgrove Junior High Sohool 

ED 233 311 
Examining Background Knowledge and Text 
Comprehension. 

ED 234 419 
Helping Students Develop Reading Ability Com- 
mensurate with Their Potential. 

ED 239 224 
How Coilege Students Feel about Their School 

Reading Experiences. 


How Meaning Is Born. 


ED 236 581 


ED 236 541 
Identifiability of Peripheral Trigram Characters 
and Their Confusability with the Embedded 
Character. 

ED 233 307 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 

ED 239 238 
The Inability to Interpret Internal Punctuation - 
An Inhibiting Factor in Comprehension. 

ED 237 956 
Increasing Students’ Sensitivity to Sources of In- 
formation: An Instructional Study in Ques- 
— Relationships. Technical Report No. 


ED 234 343 
Inferences and the Construction of Mental Mod- 
els in Reading Comprehension. 


> 235 469 
Instructional Decision Making and Reading 
Teacher Effectiveness. Occasional x. No. 69. 

ED 237 936 
The Instruction of Reading Comprehension. 
Technical Report No. 297. 

ED 236 565 
Instrumentation Considerations in Research In- 
volving Eye-Movement Contingent Stimulus 
Control. Technical Report No. 305. 

ED 239 235 
An io eee of Comprehending during the 

of Silent Reading: The Op-In Procedure. 

ED 236 573 
Is There a Match between What Elementary 
Teachers Do and What Basal Reader Manuals 
Recommend? Reading Education Report No. 44. 

ED 235 470 
“Let’s Read Together”: Young Children’s As- 
sisted Storybook Interactions. 

ED 239 234 


Reading Research = 355 


L’evaluation de la difficulte des manuels scolaires 
pas I test do chonane 08 une Daan as Ble 
(Evaluation of French School Textbooks by Clo- 
sure and a Readability Formula). 

ED 233 296 
Levels of Questioning: An Alternative View. 
” re or ED 235 498 
Skills. Report. 
ED 236 570 
Metaphor and Transformation: The Problem of 
Creative Thought. Technical Report No. 300. 

ED 237 958 
Monitoring Text Comprehension: Individual De 
ferences in Epistemological Standards. 

ED 233 300 
More on the Functional View of Cognition: A 
Biofunctional Model of Mental Content, Mental 
Structures, Awareness, and Attention. Technical 
Report No. 304. 


ED 239 244 
The Nature of the Reading-Writing Relationship: 
A Multivariate Approach. 
ED 233 337 
Pedagogical, Psychological, and Literary Applica- 
tions of Self-Report Inventories. 
ED 236 553 


Prior Knowledge and Reading Compre 
Test Bias. Technical Report No. 289. 

ED 234 375 
Proceedings of the Annual oe on Read- 
ing Education (2nd, November 
13, 1981). 

ED 236 537 
Prose Recall: Effects of Aging, Verbal Ability and 
pn Behavior. Prose Learning Re- 


eport No. 13. 

ED 239 240 
Quantitative amd Qualitative Sources of Affect: 
How Unexpectedness and Valence Relate to 
Pleasantness and Preference. Technical Report 
No. 293. 

ED 235 471 
Readability as an Interactive Process: An Analy- 
sis of the Syntactic and Semantic Effects on Text 
of Cloze Errors Associated with Variation in the 
Structure of Text and in Readers’ Knowledge of 
Topic. 

R. 235 477 
Reading Achievement: Characteristics Associ- 
— with Success and Failure: ‘Abstracts of Doc- 

toral Dissertations Published in “Dissertation 

Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 946 
Reading and Study Skills and Instruction: Pre- 
school and Elementary: Abstracts of Doctoral 
Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 948 
Reading and Study Skills and Instruction: Sec- 
ondary: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 951 
Reading and Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 237 950 
Reading Assignments across the Curriculum-A 
Research Report. 

‘ w.. 233 an 

Reading, Comprehension, an lemory 
cesses: y Rien ge Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts Internati 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 

ED 237 944 


Reading Gains of Traditional and Non-Tradi- 
tional Students. 

ED 236 554 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

ED 233 312 
R Writing ey ey om A Discussion of 
Text teristics for Primary Teachers. 

ED 236 540 
Recent Research into the Hemisphericity of the 
Human Brain and the Implications of Those Find- 
ings in the Teaching of Reading. 

ED 239 228 





356 Reading Research 


Reconstructive Recall of Linguistic Style. Techni- 
cal Report No. 286. 

ED 234 357 
The Relationship of the Concurrent and Con- 
struct Validities of Cloze. 

ED 239 219 


lished in tion ternational, 
July trough Scaiier 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 945 
Retrieval Speed as a Determinant of Adult Read- 
ing Comprehension. 

ED 236 546 


A Review of Traditional Cloze Testing Methodol- 


ogy. 

ED 235 461 
Sampling Bias and Limitations in Generalizations 
in Reporting Scores on Standardized and Crite- 
rion Referenced Reading Tests. 

ED 239 230 
A Schema-Theoretic View of Basic Processes in 
as Comprehension. Technical Report No. 


ED 239 236 
School Leadership and Reading Achievement: 
Eight Case-Studies. 

ED 237 961 
Short-Term Auditory Memory of Above-Average 
and Below-Average Grade Three Readers. 

ED 236 574 
Solving the Problem of Learning to Read: Chil- 


ED 234 344 

hes to P; Prescription/Cog- 

nitive: Orthodoxy and the *Part. Whole Paradox. 
Draft. 





ED 236 536 
Readers’ Docvieping Tovetotes about 
Written Language. BRDKAWL Project 1980-82. 
Final Report for the Period September 1980-Au- 


gust 1982 

ED 236 571 
Behavioral Reinforcement within a Perceptual- 
Conditioning Program of Oral R 

ED 233 328 
Categories of Infe ing Strat 


ms 





ED 236 667 
A Comparison of Bilingual Oral Language and 
Reading Skills among Limited English-Speaking 
Students from Spanish-Speaking Backgrounds. 


Monograph 2. 
ED 240 178 
Congas of Sentence Processing in Listening 
and Reading among College- and School-Age 
Skilled and Unskilled Readers. Final Report. 
ED 234 358 
Comprehension Categories for Protocol Analysis. 
ED 236 664 
Comprehension of Ambiguous and Other Polyse- 
mous Utterances: Presented in Written Mode. 
ED 236 663 
Criterion-Referenced Test for the Assessment of 
Reading and Writing Skills of Professional Educa- 
ters. 


ED 236 643 





dren’s Linguistic Awareness and Reading 
Progress. 


ED 233 315 

Sources of Difficulty in the Young Child’s Under- 
ing of Metaphorical Language. Technical 

Report No. 290. 

ED 234 376 
Sources of Variation That Affect the Reliability of 
Reading Classroom Observation Measures. In- 
structional Research Laboratory Technical Series 
#R83004. 

ED 236 545 
Student Authorship and Reading: The Joy of Lit- 
eracy. 

ED 236 551 
Student Learning Styles and Use of Study Tech- 
niques. 

ED 239 223 
A Study of the Quantity of Time for Teaching 
Reading. 


ED 237 973 
A Study of the Theoretical Bases of Reading In- 
struction and a Comparison of Programs. Instruc- 
tional Research Laboratory Technical Series No. 
R83001. 

ED 236 543 
A Survey of Reading Habits with Suggested In- 
structional Strategies: Elderly Adults. 

ED 233 332 
bs Teacher-Teacher Reliability of the CRI and 


ED 234 365 
Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 
Text Comprehension Pr i Pt ao + ond 
ext | prehension Processes in ing: Ap- 
pendix. 


ED 234 361 
Text Comprehension Processes in Reading: Final 
Report. 


T Com Model of nein ies ae 
‘oward a pores eading 
Education Report No. 43. 

ED 233 329 


Understanding Reading Comprehension: Cogni- 
tion, Language, and the Structure of Prose. 

ED 239 225 

| mag Reports: How Readers Process Unfamiliar 
‘ex! 

ED 237 938 
The What and How of Book Selection: Research 
Findings. 


ED 235 506 


Reading Skills 
ee pn nnenand iniention of 
Research. Technical 


— Report No. 


Developing Oral Communication Skills. 

ED 234 464 
Dialects and Reading. 

ED 233 302 
Do You Read Me? Business and Office: Reading 
Development Activities Guide. 

ED 237 815 
Do You Read Me? Environmental Supplement: 

Reading Development Activities Guide. 

ED 237 812 
Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 

ED 237 813 
Do You Read Me? Service Supplement: Reading 
Development Activities Guide. 

ED 237 814 
Elementary Language Arts Curriculum Guide. 
Curriculum Guide LA-001-82. 

ED 234 405 
English Curriculum Guide 7-12. 

ED 239 302 
Extended-Cloze Reading Skills Test of Hierarchi- 
cal and Spatial/Chronological Ordering Ability. 

ED 236 640 
Guide Students to Read Critically through the 
Instructional Use of Analogies. 

ED 235 464 
Idea Place: Early Grades. [Columns Compiled 
from Seven Issues of Learning Magazine, Septem- 
= 1982 and January to April-May 

ED 233 970 
Idea Place: Middle Grades. [Columns Compiled 
from Seven Issues of Learning Magazine, Septem- 
= a 1982 and January to April-May 

ED 233 969 
Improving Reading through Project Work. 

ED 236 558 
Language Arts Curriculum Guide. 

ED 239 305 
Manual for the Administration and Interpretation 
of the Literacy Assessment Battery (LAB). Tech- 
nical Memorandum 82-4. 

ED 236 659 
Metacognition and Reading Comprehension 
Skills. Final Report. 
Native Language Reading A; a 

pproac! 4) 
1982. 1983. O.E.E. Final Evaluation — 
The N f the Reading-W: Relation hip 
e Nature of the - Wri lations 

A Multivariate Approach. a ad 

ED 233 337 
The Next Word on Verbal Ability. 

ED 236 572 
Proficiency Testing for the Other Language Mo- 
dalities. 


: ED 238 268// 
Project Star (Elementary). ECIA Chapter 1. Final 


Subject Index 
Evaluation Report, 1982-83. 


ED 237 621 
Project STAR (Secondary). Disadvantaged 
Program Fund. Final Evaluation Report, 1982-83. 

ED 236 290 
Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 
toral Dissertations Published in “Dissertation 
Abstracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 946 
Reading and Flowcharting: Interfacing Functions 
of Computer Literacy. 

ED 234 342 
Reading and Study Skills and Instruction: Pre- 
school and Elementary: Abstracts of Doctoral 
Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 237 948 
Reading for the Able: The Think Box. 

ED 236 533 
Reading Instruction in IGE and Non-IGE 
Schools. Report from the Program on Student Di- 
+ and School Processes. Working Paper No. 


ED 236 552 
Reading Strategy Project. ECIA Chapter 1. Eval- 
uation Report, 1982-83. 

ED 237 616 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

ED 233 312 
Red Cloud Reading Test: American Indian Form 
of the Test of Individual Needs in Reading, a 
Competency Based Test of Reading Skills [and] 
Instructor’s Manual. 

ED 237 266 
Relating the Reading Skills of Minority-Bilingual 
Personnel to the Reading Demands of Work. Fi- 
nal Report. 

ED 234 157 
A Review of Research on the Effects of Television 
Viewing on the Reading Achievement of Elemen- 
tary School Children. 

ED 233 297 
Russian for Expository Prose. Volume 1: Intro- 
ductory Course. 

ED 236 920 
Russian for Expository Prose. Volume 2: Ad- 
vanced Course. 

ED 236 921 
Smith/Palmer Figurative Language Interpreta- 
tion Test. 

ED 236 668 
Statement on Competencies in English and Math- 
ematics Expected of Entering Freshmen. 

ED 233 293 
STORE (The Standard Test of Reading Effective- 
ness), Forms A, 

ED 236 669 
Teaching Both Sides of the Brain: Book II: Read- 
ing. 

ED 239 962 
Teaching Writing as an Extension of the Directed 
Reading Activity. 

ED 239 241 


A Tentative Criterion-Referenced Test to Mea- 
sure Thinking Processes, Form A and B. 

ED 236 645 
Vocabularies for Reading: How Large? What 
Kind? 

ED 235 460 
Walmsley CVC Patterns Test. 

ED 236 633 
1983 Summer School. Final Evaluation Report. 

ED 238 201 

Reading Strategies 

Biocybernetic Approach to the Analysis of a Lit- 
erary Text. 

ED 237 928 
Categories of Inferencing Strategies. 

ED 236 667 
Children’s Effective Use of Multiple Standards for 
Evaluating Their Comprehension. 

ED 237 576 
Children’s Summarization Behaviors. 

ED 234 071 
Differences in the Standards Used by College Stu- 
dents to Evaluate Their Comprehension of Expos- 
itory Prose. 

ED 237 577 





Subject Index 


Guide Students to Read Critically through the 
Instructional Use of Analogies. 

D 235 464 
How To Enjoy the Classics. Power of the Printed 
Word. 


ED 236 530 
The Instruction of Reading Comprehension. 
Technical Report No. 297. 

ED 236 565 
Levels of Questioning: An Alternative View. 

ED 235 498 
Monitoring Text Comprehension: Individual Dif- 
ferences in Epistemological Standards. 

ED 233 300 
The Next Word on Verbal Ability. 

ED 236 572 
Oral Reading Instruction: A Century of Contro- 
versy (1880-1980). 

ED 239 237 
Readiness for First Grade: Activities and Experi- 
ences. 

ED 234 887 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 

ED 233 312 
Spontaneous versus Instructed Use of Multiple 
Standards for Evaluating Comprehension: Effects 
+ a Reading Proficiency, and Type of Stan- 


ED 237 578 
Study Habits: Advice to Students, Parents and 
Teachers from Research Data. 

ED 239 183 
Text aaa Processes in Reading: Ap- 
pendix. 

ED 234 361 
Text Comprehension Processes in Reading: Final 
Report. 

ED 234 360 
Three Methods of Extending Understanding and 
Appreciation of Literature: A Review of the Re- 
search. 

ED 238 002 
The Use of Cognitive and Metacognitive Strate- 
gies of Good and Poor Readers at the College 
Level. 

ED 239 243 
— Reports: How Readers Process Unfamiliar 

ext. 
ED 237 938 


ary | Teachers 
¢ Chin Inventory on Content Area Reading 

tty 

ED 236 657 
The DeFord Theoretical Orientation to Reading 
Profile (TORP). 

ED 236 661 
The Governance of Reading Education: A Posi- 
tion Paper. 

ED 237 965 
Improving Diagnostic Reliability in Reading 
through Training. Research Series No. 126. 

ED 237 934 
Instructional Decision Making and Reading 
Teacher Effectiveness. Occasional Paper No. 69. 

ED 237 936 
Is There a Match between What Elementary 
Teachers Do and What Basal Reader Manuais 
Recommend? Reading Education Report No. 44. 

ED 235 470 
Less Than Words Can Say about the Certification 
of Reading Teachers. 

ED 237 972 
Mastery Assessment of Basic Reading Concepts 
(MABRC). 

ED 236 649 


Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 
ED 234 366 
Reading Teacher Effectiveness Research: Gener- 
alizability of Significant Findings. Instructional 
Research Laboratory Technical Series #R83002. 
ED 234 364 
Study Guide for TCT for Reading Specialist. 
ED 235 154 


Reading Tests 
A Comparative Analysis of Three Widely Used 
Graded Word Reading Tests. 

ED 235 473 
A Correlational Study of the Relationship be- 
tween Cloze Procedures and Standardized Read- 
ing Tests for Intermediate Grades. 


ED 237 962 
Levels of Questioning: An Alternative View. 

ED 235 498 
Maximizing the Effectiveness of Reading Tests in 
the Community College. 

ED 237 121 
Sampling Bias and Limitations in Generalizations 
in Reporting Scores on Standardized and Crite- 
tion Referenced Reading Tests. 

ED 239 230 
Taylor-Made Education: The Influence of the Ef- 
= Movement on the Testing of Reading 


ED 239 247 
The Technical Adequacy of a Basal Reading Mas- 
tery Test: The Holt Basic Reading Series. 

ED 236 201 
The Technical Adequacy of a Basal Reading Se- 
ries Mastery Test. 

ED 236 191 
The Technical Adequacy of a Basal Series Mas- 
tery Test: The Scott-Foresman Reading Program. 

ED 236 199 
Technical Adequacy of Basal Readers’ Mastery 
Tests: The Ginn 720 Series. 

ED 236 195 
Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 237 949 
Test of Individual Needs in Reading. Teacher’s 
Manual [and] John Bidwell and the Trail to Cali- 
fornia. Test. 

ED 237 267 
Text Semantic Analysis of Reading Comprehen- 
sion Tests. Final Report. 

ED 238 903 
Trends in Canadian Provincial Reading Assess- 
ments. Revised Version. 

ED 236 240 
= Reading Tests Cail For and What Children 

0. 


ED 238 904 


Reading Writing Relationship 


Building Schema through Writing: The Effects of 
Writing as a Pre-Reading Activity on Delayed 
Recall of Narrative Text. 

ED 235 497 
Composition and Comprehension of Simple 
Texts. Final Report. 

ED 236 575 
Effects of Selected Writing Tasks upon the Trans- 
fer of Prose Learning. 

ED 233 364 
Effects of Topic Knowledge on the Quality and 
Coherence of Informational Writing. 

ED 234 418 
ENable Disabled Readers: Create MINi-Books 
from Greeting Cards. 

ED 237 933 
English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 
Environment, Motivation, and the Composing 
Process. 

ED 238 003 
The Nature of the Reading-Writing Relationship: 
A Multivariate Approach. 

ED 233 337 
Reading-Writing Relationships: A Discussion of 
Text Characteristics for Primary Teachers. 

ED 236 540 
Teaching Writing as an Extension of the Directed 
Reading Activity. 

ED 239 241 


Toward a Composing Model of Reading. Reading 
Education Report No. 43. 

ED 233 329 
Transitions into Literacy. 

ED 235 479 
The Writer’s Mind: Writing as a Mode of Think- 
ing. 


ED 233 366 
Writing Activities for Developing Reading Com- 
prehension. 

ED 234 370 
Writing Based on Reading: Reading Based on 
Writing. 

ED 234 389 


Recall (Psychology) 357 


The Young Child as Writer-Reader, and Infor- 
mant. Final Report. 


ED 234 413 


Reagan (Ronald) 
Press Coverage of Reagan’s China Policy: A 
Study of Agenda and Treatment. 


ED 234 422 


Administration 
Academic Science, Higher Education, and the 
Federal Government, 1950-1983. 
ED 237 000// 
Effects of Administration’s Fiscal Year 1984 Bud- 
get on ——- and Employment Programs. 
Hearing before the Task Force on Education and 
Employment of the Committee on the — 
House of peerage ye Ninety-Eighth Con 
gress, First Session. Serial No. TF4-2. 

ED 233 181 
Equal Opportunity in Presidential Appointments. 
A Statement of the United States Commission on 
Civil Rights. 

ED 234 132 
Hearing on the Equal Educational Opportunity 
Act of 983, Hort the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2397 ”Apeil 6, 1983). 

ED 240 212 
Remarks before the National Bar Association (Se- 
attle, Washington, August 9, 1983). 

ED 234 116 


Real Estate 
1982-83 Texas College and University Real Es- 
tate Course Survey. 


ED 237 154 


Realism 
Philosophy of Education in the Curriculum. 
ED 236 140 
Reality 
A Verbal and Graphic Model for Illustrating the 
Perspective of Religion in Relationship to those of 
the Physical and Human Sciences, History, and 
Geography. 
ED 237 382 
Reasonable Accommodation 
Accommodating the Spectrum of Individual Abil- 
ities. Clearinghouse Publication 81. 
ED 236 879 
Handbook of Job Analysis for Reasonable Ac- 
commodation. Personnel Management Series. 
ED 236 331 


Reasonable Accommodation (Handi- 


) 

i Action. Module Number 16. Work 
Experience Program Modules. Coordination 
Techniques Series. 


ED 233 158 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume II: Ten Case Studies. 

ED 233 185 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume I: Study Findings. 

ED 233 184 


Reauthorization Legislation 

Oversight of Vocational Education, 1983. Hear- 
ings before the Subcommittee on Education, Arts 
and Humanities of the Committee on Labor and 
Human Resources, United States Senate, Nine- 
ty-Eighth Congress, First Session on Examination 
of the Federal al Role i in Future Reauthorization of 
Vocational Education (February 23-24, March 
2-3, 1983). 

ED 235 346 


ey (Psychology 
An Analysis of the — and Implications of 
Intervention Research. Technical Report No. 
283. 


ED 234 344 

re and the Retrieval of Information from 
erm Memory. 

ED 238 913 
Attributions, Attention, and Person Memory: 
Processing Congruent and Incongruent Informa- 
tion. 

ED 236 479 
Building Schema through Writing: The Effects of 





358 Recall (Psychology) 


Writing as a Pre-Reading Activity on Delayed 
Recall of Narrative Text. 
ED 235 497 
Comprehension Categories for Protocol Analysis. 
ED 236 664 
Convergent/ Divergent Predictions of Urban First 
Graders. 


ED 236 564 
The Effect of Cognitive Organization Ability on 
Reading Comprehension. 

ED 237 963 
The Effect of Communication Induced Arousal 
on Recall and Recognition. 


4 233 428 
The Effect of the Form Complexity of 


ED 239 926 
Merit Pay Plans for Teachers: Status and Descrip- 
tions. EL.S Report. 
ED 236 771// 
ED 238 106 
ED 239 207 
This Contest Can Give Recognition to Re- 
cord-Breaking Kids. Front Lines. 
ED 236 767 
Vintage High School Citizenship Recognition 





on the Identification/Recognition Nadoang 
ED 236 710 


ED 237 955 
Discourse Type on Recall by Young, 

Middle, and Old Adults with High and Average 
Vocabulary Scores. 


ED 237 970 
Effects of Prior Knowledge, Text-Order and Un- 
derlining on Recall of Information From Text. 

ED 237 968 
Effects of Readers’ Cognitive Style, Text Struc- 
ture and Signaling on Different Recall Patterns in 
Social Studies Content. 

ED 237 957 
How Johnny/Jane Writes: The Complex Word. 

ED 236 680 
Joint Picture Book Reading as Memory Training 
for Toddlers. 

ED 234 895 
A Meta-Analysis of Feedback to Learners in 
Computerized and Programmed Instruction. 

ED 233 708 
Pictures, Spoken Word and Electronic Print: A 
Combination of Presentation Modes in Educa- 
tional Television. 

ED 236 719 
Processing Goals and Social Judgment. 

ED 236 493 
Prose Recall: Effects of Aging, Verbal Ability and 
Reading Behavior. Prose Learning Series Re- 


ED 239 240 


i ternati: 
uly — December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 944 
Reading to Understand and Remember: The Role 
of Metacognitive Awareness about Strategies. 
seeeotin Beings 

ive o ‘echni- 

cal Report No. 286. ™ 

ED 234 357 
Semantic Priming Revisited: In Search of Struc- 
tural Age Change in Semantic Knowledge. 

ED 238 248 
Stories: The Function of Structure. 

ED 238 247 


Diagnosis of 


@LC). 
Teaching Techniques ft iniseamenaltee 
i lor of the 


ED 234 653 


¢ Competency Inventory 


Prediction of Recidivism in Juvenile Offenders 
Based on Discriminant Analysis. 


ED 235 406 
The Recurrence of Abuse in Child-Abusing Fami- 
lies. Final Report. 
ED 238 539 
Recognition (Achievement) 
Awards of Excellence Program. 
ED 239 342 
“Good Citizen” Program. 


ED 239 966 
Seen and Sport Transformation in Can- 


ED 238 886 
Hall of Fame. 


ED 239 341 
Math and Beyond. 


oe 


ED 240 062 


Recognition (Psychology) 
The Effect of Communication Induced Arousal 


on Recall and Recognition. 

ED 233 428 
Joint Picture Book Reading as Memory Training 
for Toddlers. 

ED 234 895 
The Relative Pn roooee:s of Style of Movement 
vs. Physical Appearance in Person Recognition. 

ED 237 230 


Reconstruction Era 
=_— Village, Arlington, Virginia: 1863- 


ED 239 953 
Reconstruction: The Promise and Betrayal of De- 
mocracy. 

ED 236 078 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Ciassroom Activi- 
ties. 

ED 236 079 


Career Preparation Program Curriculum Guide 
for: Business Education. 
ED 234 263 
College & University Business Administration. 
Fourth Edition. 
ED 233 621// 
— Manual for School Building Re- 


ED 233 495 
Management of Circulation Functions in Health 
Sciences Libraries. 

ED 234 821 
Performance Measures in Illinois Special Librar- 
ies. Illinois Library Statistical Report No. 8. 

ED 234 805 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
CFIRN). Second Edition. 

ED 234 793 
Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 

ED 233 699 
Tree Rings: Timekeepers of the Past. 

ED 238 675 
Writing Board Minutes. Importance of and Meth- 
ods for. (Revised). 


ED 239 391 


Records (Forms) 


Completing Employment Forms. Cooperative 
Occupational Education, Unit 10. Instructor Ma- 
terial and Student Material. 

ED 234 249 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, E hernage 9 EMS Communications, 
Records and Reports. R 

ED 239 054 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
A Guide for Using the Student Profile for Place- 
ment in Cooperative Vocational Education Pro- 
grams. 

ED 233 209 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Pos 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 


Ti ing the ‘Gai nthe i 
‘raversing Language “Gateway”: 
port Lesson. 


Subject Index 


ED 238 274// 

Writing Board Minutes. Importance of and Meth- 
ods for. (Revised). 

ED 239 391 


Records Management 
The Archival Appraisal of Moving Images: A 
RAMP Study with Guidelines. 
ED 239 625 
A Guide for Surveying Archival and Records 
— Systems and Services: A RAMP 
ly. 


ED 234 815 
The Role of Archives and Records M: ent 
in National Information Systems: A MP 
Study. 
ED 238 438 
Teaching “Filing Rules”-Via Computer-Aided 
Instruction. 
ED 238 402 
Writings on Archives Published by and with the 
Assistance of UNESCO: A RAMP Study. 
ED 235 808 
Recreation 
An Analysis of Selected Characteristics, Leisure 
Attitudes, and Recreation Participation of 
Women Employed in Leisure Services. 
ED 233 968 
Evaluation of the Recreation Leadership Program 
at Caldwell Community College and Technical 
Institute. 
ED 238 461 
EXETRA Perspectives: Concepts in Therapeutic 
Recreation. 
ED 234 532 
me in Higher Education: Survival in the 
’s. 


ED 236 138 
Who’s Where in Recreation Education: A Direc- 
tory of Professional Preparation Curricula in 
Parks, Recreation, Leisure, and Related Areas. 

ED 236 132 


Recreation Occupations Education 
Evaluation of the Recreation Leadership Program 
at Caldwell Community College and Technical 
Institute. 
ED 238 461 
Recreational Activities 
A Model for Student Activity Programs. A Sur- 
vey of es on — Programs in Arkansas, 
Kansas, Misso oma, & Texas. 
ED 233 470 
Why Chess in the Schools. 
ED 237 368 
Recreational Facilities 
Pok-O-MacCready Outdoor Education Center 
Resident Program Guide. 
ED 233 854 


Recreational 
— in Higher Education: Survival in the 
’s. 
ED 236 138 
Recreational Ri 
The Audience for Children’s Books. A Sympo- 
sium Sponsored by the Center for the Book and 
the Children’s Literature Center Held at the Li- 
brary of Congress (Washi » DC, March 
12-13, sg | The Center for the Book Viewpoint 
ies No. 2. 


ED 235 488 
English/Language Arts Teachers Take an Intro- 
spective Look: Implications of a Survey of Ele- 
mentary Teachers. 

ED 233 395 
The Relationship of Students’ Academic Achieve- 
ment to Television Watching, Leisure Time Read- 
ing and Homework. 

ED 236 249 
Survey Reveals Truths about Young Adult Read- 
ers. 


ED 237 959 
Recruitment 


seg Education Experiences of Award Win- 
Teachers. 


ED 235 977 
Enlistment Effects and Policy Implications of the 
Educational Assistance Test Program. 


ED 240 147 
Hiring Procedures. 
ED 238 110 





Subject Index 
a of Native American Parents: Ideas 


for 

ED 237 275 
Strat for Enlisting Lateral ay! via Com- 
aa Devising Rating oo x Grade 
Gualification for Potential Navy Lateral Entry 


Accessions. 

ED 237 062 
Recycling 
An eid Environment Education Program for 


ED 239 911 
Materials ae The Virtue of Necessity. 
Worldwatch Paper 56. 

ED 238 723 


ED 237 355 


Solid Waste/Energy Curriculum. 


Red Cloud Test 
Red Cloud Reading Test: American Indian Form 
of the Test of Individual Needs in Reading, a 
Pen Ln Test of Reading Skills [and] 
Instructor’s Man 
ED 237 266 


Reteatin fe Deseo 
Balancing RIF & Affirmative Action: A Guide- 
book for Administrators. Draft. 
ED 239 383 


Enrollment Decline as a Cause of RIF’s in Educa- 
tion. 

ED 234 044 
Hiring and Evaluation. 

ED 238 495 


Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community Colleges: Results of a Com- 
mission Survey. Commission Report 83-28. 

ED 234 857 
Making Work Go Round. Plans for Combatting 
Unemployment. Special Report. 

ED 236 322 


Rebalancing the University: Will Physical Educa- 
tion Survive? 
ED 235 126 


Redundancy ? 

The Effect of Redundancy on Accelerating Aca- 
demic Performance in Math of a Primary Grade 
Learning Handicapped Student. 

ED 233 509 
Reentry Students 
Adult Recruitment Practices. 
ED 235 755 
Competency Based Refresher Nurse Curriculum. 
ED 236 401 
Needs of Adult University Students: A 
Model ed by Adult Students. 
My Turn: A W Guide hones ao 
‘oman’s to to 
School in the New Haven Area. 
ED 237 738 
Reentry Workers 

American Productivity Center Com; Confer- 
ence on Training and Productivity for the White 
House Conference on Productivity (Washi: 

D.C., September 22-23, 1983). Final Report. 
ED 234 179 
Determinants of Female Reentrant Unemploy- 
ment. Technical Paper. 
ED 236 403 


Reeves (B) 
A History of Research on Children and the Mass 
Media: An Empirical Investigation. 

ED 234 387 


Reference Materials 
Alternative Materials in Libraries: A Handbook. 
ED 234 812 
Citation Matrices of Selected Health Journals. 
ED 240 067 
How to Find Information on Educational and 
Psychological Tests at the Library of Congress. 
ED 236 174 
An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 
ED 239 202 


Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Library Resources for the Foreign Born College 
Student. 


ED 233 725 
Library Skills Workbook. First Edition. 
o - 233 726 
Microcomputers oy Secondary 
Education: A Guide to z= 
ED 239 605 


Reference Services 
Are On-Line Data Bases in Your Library’s Fu- 


ture? 


same 233 714 
Attributes of Communication between Clients 
and Saf of High Capacity Computer Data Pro- 


ED 233 679 
Computer Conference in Information Service. 
Research Report 191. 
ED 238 433 
Information and Referral Services in Public Li- 
braries: A Survey. 
ED 238 434 
Online Database Retrieval Service: A Statement 
of Policy. 
ED 234 776 
Online Public Access Catalogs. ERIC Fact Sheet. 
ED 233 746 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 
ED 234 807 
Telecommunications Information Network: A 
Model for On-Demand Transfer of Medical Infor- 
mation. Final Report. 
ED 239 578 
User Education in the Online Age. IATUL Pro- 
ceedings, Vol. 14. 
ED 233 735 


Referral 
An Approach for —— henenap Minority 


Students with Exceptional N 

ED 239 457 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 

ED 239 744 
The Congruence between Reason for Referral and 
Placement Outcome. 

ED 236 850 


Early Alert: Reaching Students in Time. 
ED 239 568 
r+ Universities and Learning Referral Centers, 


ED 235 730 
Information and Referral Services in Public Li- 
braries: A Survey. 

ED 238 434 
Practical Implications of Research on Referral 
and Opportunity to Learn. Monograph No. 22. 

ED 236 840 
The Regional Learning Service. An Experiment in 
Freeing Up Lives. 

ED 234 163 


So You Think You’ve Got Troubles? College Stu- 
dents’ Referrals for Friends with Various Personal 
Problems. 

ED 237 827 
Special Needs in Education (E241): A Special 
Curriculum? Unit 5/6. 

ED 235 615 


Thinking 
A Philosophical compet to the Subject Matter 
Preparation of T: f History. 


ED 237 377 


Reflective W 


Studying Intra tapertonal Communication through 
Memoirs and 
ED 236 751 


Reflexives 
The Semantics of a Child’s Use of Reflexives in 
Spanish. 


ED 233 581 


Refresher 


Courses 
Competency Based Refresher Nurse Curriculum. 
ED 236 401 


Air Conditioning and 

ticulation, 1981-1982. 

Motor Transportation T: 

ics. [Air ‘Conditioning.] Block 

Principles of Refrigeration. Automotive Mechan- 


_ Refugee Materials Center.] 
of 


Regents External 
Study Guide for the 


"Ghia Abuse and N 
stration 


Region 9 359 


Air Conditioning. Instructor’s Guide 
Student Guide einen 


ED 235 369 


ED 235 369 


ED 238 985 
Indochinese 
and Op- 


ED 235 347 

pee and Training Programs for Migrant 

and Refugee Youth: Lessons from the United 
States Experience. Project Report. 

ED 236 372 


ESL Training for Haitians in the State of Florida. 
Final Summary Report. 

ED 238 250 

Language 


Final Report of the Haitian/English 
Project. 


ED 238 252 
Final Report on ESL Instruction for Adult Immi- 
grants from North & Central America. 


ED 238 249 
Indochinese Refugee Experience. Refugees from 
Vietnam, Laos, and Cambodia in Nova Scotia. 
ED 240 186 
The Indochinese Refugees: An Introduction to 
Their Cultures. 
ED 240 176 
Language for 


raining 
Institute in Relationship of Industrial and Human 
Service Methodologies. 
ED 235 362 
A Model for Retention Research on Asian/Pa- 
cific American Students: A Case Study of the Uni- 
versity of Minnesota. 
om 234 115 


as. L.) TL) Trang to jult een Six Prin- 
ciples toward a National Policy. Position Paper. 

ED 233 604 
R Issues: Current Status and Directions for 
the Future. 

ED 240 196 
Refugees and Migrants: Problems and Program 
Responses. A Look at the Causes and Conse- 
quences of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
Programs to Address the Problems of R 
and “yy ogee 
in the World. A Working 

ED 239 818 
Seeking Safe Haven: A Congregational Guide to 
Helping Central American Refugees in the United 
States. 

ED 238 970 
Social Science Research on Southeast Asian Refu- 
gee Settlement in Canada. 

ED 237 603 
United Way of Dade County, Inc. ESL/HELP 
(English as a Second Language/ Haitian 
— ity Language Project). A Summary 


ED 238 251 
: A Manual for Parapro- 
a ne Counseling 


ED 236 321 
ben with Refugees: A Manual for Parapro- 
—— To I: Introduction to Refugee Re- 


ED 236 319 
Working with Refugees: A Manual for Parapro- 
fessi Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 


Degree 

Regents External —- 

amination in Health Support-Area II (4 its). 
ED 233 653// 


: A Resource Demon- 


Program for IX. Final Report. 





360 Region 9 
~~ — pn 


ED 239 984 
Discovering the Multi-Factor Regi 


ED 236 058 
The Latin American Book Market: Problems and 
Prospects. Studies on Books and Reading No. 2. 
ED 233 319 
The Ozarks Elementary Curriculum Project. 
Promoting National Book Strategie in Asa and 
in 
the Pacific—Problems and en 
Books and Reading No. 4. 
ED 233 320 


ED 238 547 


secondary Education across 
ce ee ol ee oe lye Rng 
secondary Education (FIPSE). 
ED 234 673 
New York State Pian for Federal Depository Li- 
brary Service. 


= oes ; ED 238 449 
Providing Services for Handicapped Persons in 
Raral/Sparsely Populated Areas. 

ED 237 287 
Resource ing of Printed Materials among 
Pg ee Consortium Libraries in 
1982: A Descriptive Study. 

ED 235 826 
The Role of Colleges and Universities in the Stim- 
ulation of Regional Research and Service. 


The Sturcture & Governance of 
tion. SRHE Monograph 52. 


ED 235 731 
i Educa- 


: ED 233 626 
Edition. Bulletin No. 3107. 
ED 234 788 
Regen Educational Service Agencies 
ew Ways of Planning for New Realities: The 
Collaborative Option. 
ED 238 198 
The Study of Regional Educational Service Agen- 
cies: Summary of Findings. 
ED 239 355 


Pinal Ropect of the NIE Latoretey'S a. 
ED 236 997 

Laboratories: Issued for the 

Laboratories. 


ED 234 727 
Purposes and Functions: Issues for the 
Group on Regional Educational 


ED 234 721 
wi 
Final Version of NIE’s Administrative Policy and 
Procedures. 
The National Laboratory on Early inode. 
ucation: A Model of Educational Research and 
Development. 
ED 234 717 


sity Centers: Institutional Capabilities for School 
Improvement. 
_ ED 234 716 
Between the 


velopment Centers, and the National Institute of 
Education. 


ED 234 725 
Statement of Policy and Procedures for Adminis- 
Ee ee ee eo 


Laboratories Research and 
Development Cente During FY 1983 and FY 
ED 234 719 


Learning Service 
Regional Learning Service. An Experiment in 
Freeing Up Lives. 
ED 234 163 


Regioral Libraries 

An Evaluation for System-Provided Library Ser- 

vices to State Correctional Centers in Illinois. 
ED 237 116 
ews Ste Oe ee 
A Long- Be oa 
tember 30, 1988, for the Sccmueceal Library 
Services Utilizing Local, State, and Federal Re- 


sources. 
ED 238 446 


Planning 

Ss to the People of New York State. 
A Long- Program, October 1, 1983-Sep- 
tember 30, 1988, for the improvement of Library 
Services Utilizing Local, State, and Federal Re- 


ED 238 446 
Pacific Telecommunications Council Conference. 
Papers and Proceedings of a Conference (Hono- 
lulu, Hawaii, January 7-9, 1980). 


sources. 


ED 233 671 
Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 

ED 240 030 
The Significance of Regional Anaiysis in Applied 
Geography. 

ED 236 100 


Adoption Resource Directory: Region X. 


ED 238 554 
California Migrant Secondary Summer Programs 
Directory 1983. 

ED 234 960 
Child Abuse and Neglect: A Resource Demon- 
stration Program fcr Region IX. Final Report. 

ED 238 547 
Directory of California Migrant Secondary 
Schools and Contact People. 

ED 234 959 
Increasing Pom ae Py ama Ly 
grams on e puses: jummary of the 
Activities and plishments of the National 
Women’s Centers Training Project. 

ED 235 721 
La Capacitacion de Docentes en el Marco de la 

Regionalizacion Educativa (In-Service Teacher 
Training within Educational Regional 
. siti am ED = 811 
eport Secretary on egional Forums 

on Gasliones in Education. 


ED 239 769 
A Study of Cultural , Bon mang a Instructional 
Resources in Native rican Education: A De- 
piction of the Regional Needs and Resources in 
the Pacific Northwest. 

ED 234 938 


Regionalized Education 
La Capacitacion de Docentes en el Marco de la 


Educativa er Teacher 
Training within Educational R 
ED 239 811 


Registers ) 
dy —_ and Implica- 
tions. 
ED 236 936 


Regression (Statistics) 
A Critique of the Standard Method of Interpret- 
Analysis. 


ing Factor 

ED 238 901 
Sa Study of the Effects of Regression 
to the Meaa. 

ED 234 087 


Re 


Subject Index 


Presentation and Evaluation of a Regression 
Based Item Bias Detection T: 
ED 235 246 


yr ary oe f Expressive Behavior as Reflecting 


ED 234 901 


a _ re 
Broadcasters 


’ Code and Its Effects on the Regula- 
ED 236 583 


tion of Ai 


Rehabilitation 


Se Spectrum of Individual Abil- 
ities. Clearinghouse Publication 81. 
Compu Tecosag So Ruaoeped 
mputer ior the 

Special Educa’ and Rehabilitation: A Re- 
ED 233 522 

Lo sense 7 A 

for Europe (31st Session). 


Committee 
EURO Reports and Studies 73. 
ED 233 531 


Act 1973 


Rehabilitation (Section 504) 
Special Education and the Law. Issuegram 10. 


ED 236 904 


Rehabilitation Counseling 
The Clinical Mode! in Rehabilitation and Alterna- 


tives. 

ED 239 086 
Strategies for Advising Disabled Students for 
Postseco’ “~ry Education. Fact Sheet. 

ED 236 890 


Rehabilitation Programs 
Alcohol/Drug Education Services in Treatment. 


ED 235 128 
A Community Based Rehabilitation Program for 
Emotionally Disturbed Clients. 

ED 236 505 
Factors Contributing to Dropout in a Psychoso- 
cial Rehabilitation Program for the Chronically 
Emotionally Disabled. 

ED 233 271 
Rehabilitating the ver rage A Disabled: Research 
Results and Counseling Stra’ 

ED 237 834 


Vocational Rehabilitation Program. Hearing be- 
fore the Subcommittee on Education, Training 
and Employment of the Committee on Veterans’ 
Affairs. House of Representatives, Ninety-Eighth 
First Session. 

ED 236 410 
Vocational Rehabilitation Services. A  Post- 
secondary Student Consumer’s Guide. Fact 
Sheet. 

ED 236 891 


Reinforcement 


Dealing Effectively with Non-Compliant Stu- 
dents. 


ED 234 572 
Home Based Reinforcement: Behavioral Covaria- 
tion between Academic Performance and Inap- 
propriate Behavior. 

ED 238 233 
Topography of Drinking and Reinforcement from 
Alcohol. 


ED 237 905 
jection (Psychology) ; . 
Children’s Loneliness: A Comparison of Rejected 
and Neglected Peer Status. 
ED 237 229 


Relationship T. 


ermination 
Friendship Termination Patterns of College 
Women and Men. 
ED 239 148 


Relative Autonomy Theory 
Relative Autonomy Reconstructed. Revised. 


ED 237 378 


Academic Approach to Stress Management 
; > uaa, 
tting. 


ED 235 452 
Thresholds. 
ED 233 267 


Effects of Laughter on Discomfort 





Subject Index 
Relaxation Training: Its Usefulness in the Middle 
Curriculum. 


School 

ED 236 150 
“Stressing” Relaxation in the 

ED 240 085 


Relevance (Cultural) 

A Study of Culturally-A Instructional 
Resources in Native Education: A De- 
Ppiction of the Regional Needs and Resources in 
the Pacific Northwest. 

ED 234 938 


Relevance (Education) 
i Ae 
t ow 
ED 239 282// 


Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 


ing Alike: Does 
the Left Hand Is 


ED 237 477 
The Challenge: Developing Technological Liter- 
acy in Education. 

ED 234 012 
oane* the Role of Adult Education Programs 
in Latin America. 


City Planning Unit: Grade 6. 
ED 238 754 


Consumer Education in Vocational Homemaking 
Education in Texas. Summary Report. 
ED 234 185 
Cultural Crises and Educational Change in 
a Education: Challenge of the Eighties and 
ineties. 


ED 235 093 


ED 238 832 
The Cuitural Instruction Component of Title IV, 
Part A Programs in Public Schools. Monograph 2. 

ED 237 278 
Democratic Education in Schools and Class- 
rooms. National Council for the Social Studies 
Bulletin No. 70. 

ED 238 769 
Effectiveness of Consumer and Homemaking Ed- 
ucation in Texas. Final Report. 

ED 237 750 
Energy Efficient Economists. 

ED 238 749 
An Evaluation of Government Pilot Junior Sec- 
ondary Schools Project in Plateau State-Nigeria. 
oo Studies in Curriculum & Evaluation No. 

ED 234 003 
An Examination of the Structure and 
tion of Teaching Practice in Primary Teachers 
Training Colleges in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 
ment & Evaluation. No. 57. 

ED 234 004 
An Examination of the Suitability and Relevance 
of the Prescribed Textbook for English Literature 
at Junior Certificate Level in Malawi Secondary 
Schools. African Studies in Curriculum & Evalua- 
tion. No. 50. 

ED 234 000 
Excellence in Vocational Education. 

ED 235 382 
importance of Incl Mathematical Concepts 
Instruction as a Part of the Vocational Agricul- 
tural Program of Study. 

ED 239 100 
High High Schoo Enrichment Program. Junior 


hool. 
ED 235 963 


ED 234 383 
Media Journals: Relevancy and Writing in Psy- 
chology Instruction. 


Learning to Tell Our Stories. 


ED 239 708 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 


Mommy, Buy Me a China Doll: A 
Economics 


ject. 
ED 238 751 
On Leadership and the Future of Community 
Colleges. 


ED 233 759 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 

ED 239 046 


ED 237 751 
Kindergarten 


Schooling for Y: Adolescen pen 
lor Young ts: in 
Secondary Education. 


ED 237 589 
teen 


lily Specific 
The Social Payoff 


Employment and Training Policy: No. 3. 

ED 236 375 
Teaching with Film: Anthropology in the Com- 
munity College. 

ED 235 870 


Updating Content in Secondary Business Educa- 

tion. National Business Education Association 
Yearbook, No. 19. 

ED 234 139 

Village Science: A Resource Handbook for Rural 
Teachers. 


ED 238 618 
A Weekend Drive: Source for an Interdisciplinary 
Teaching Unit. 

ED 235 076 


The Wide World of Economics: A Sixth Grade 
Study of the Economic Forces at Work Around 
the World. 

ED 238 753 


elevance (Information Retrieval) 

A Study of User Adaptation to an Interactive In- 

formation Retrieval System. Research Report. 
ED 235 807 


Reliability 


Access & Equity for Handicapped Youth in Voca- 
tional Education. 

ED 237 749 
Auditing Naturalistic Inquiries: Some Prelimi- 
nary Applications. Part 1: Development of the 
Process. Part 2: Case Study Application. 

ED 234 084 
The Reliability of Measuring Differential Item 
Performance. 

ED 234 061 
School Psychologists and Clinical Judgment: Pat- 
terns of Data Utilization. 

ED 233 250 
Sources of Error in an Angoff Type Standard Set- 
ting Process. 

ED 237 550 
Sources of Variation That Affect the Reliability of 
Reading Classroom Observation Measures. In- 
structional Research Laboratory Technical Series 


#R83004. 

ED 236 545 
Visual Analysis of Time Series Data: Factors of 
Influence and Level of Reliability. 

ED 236 190 


Conference in Rhetorical Criticism. es of 
the Annual Conference and Commended P; 
(16th, Hayward, California, April 24, 1981). 

ED 234 461 
Henry Ward Beecher: A Nation’s Tribune. 

ED 236 713 
Know Your Neighbor’s Faith: An Annotated In- 
terfaith Bibliography. 

ED 237 413 
penny ie Bible and the Public Schools. Issue- 


gram 

ED 234 514 
The Role of Campus boc ob at State-Supported 
Universities: A Judgment Analysis. 

ED 238 338 


ED 233 625 

A Verbal and Graphic Model for Illustrating the 
tionship to those of 

History, and 


Standards for Religious 


ED 237 382 


ED 239 977 


Remedial Instruction 361 


ED 239 970 
The Amish. [An Elementary School Teaching 


Unit). 
ED 239 969 


Religious Education 
A Delicate Balance: Church, State, and the 
Schools. 


Into the Christian —— Religinas duce. 
7 ; 
tion with Disabled Pi - 

ED 239 448 
Know Your Neighbor’s Faith: An Annotated In- 
terfaith Bibliography. 

ED 237 413 

Factors 

Factors Influencing the Teaching of Amish Stu- 
dents in the Public School. 

ED 233 835 
Judaism and Counseling: Perspectives and Com- 


parisons. 

Religious Values Related neue 
jus ues KC to Cc! 

Mental Health. 


ED 239 137 
Scopes II. The Great Debate. Creation vs. Evolu- 


tion. 
ED 238 733 
ee Essays on Trusteeship (Re- 


ED 237 003 


Christian Schools and Public Schools In Small 


Rural Communities of the Northeast. 

ED 235 958 
Family Violence: A Workshop Manual for Clergy 
and Other Service Providers. 

ED 234 282 
Negotiation through Power, ee and Tech- 
nology in the Local Development of the Catholic 
Telecommunications Network of 

ED 235 518 


Relocation 
Moving? A Relocation Guide. 


ED 234 334 
The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 

ED 235 934 
Source Document of Urban American Indians 
and Alaska Natives. 

ED 235 964 


Reluctant Readers 


Motivating Children and Young Adults to 
Read-2. 
ED 236 562 


emarriage 
Stepping In. 
ED 233 276 


Remedial 


Instruction 
Basic Writers and the Computer. 
ED 237 975 
CUNY Writing Faculty: Practices and Percep- 
tions, Research Monograph Series Report No. 4. 
ED 236 264 
Developmental English and Achievement in a 
Subsequent English Course. 
ED 239 706 
The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 
ED 235 000 
Focus: A Forum on Teaching and ing in 
Utah Community and Technical Colleges, 


ume II. 

ED 234 840 

Hearings on Language and Le Testimony 

Before The 1 National Commission 
in Education (Houston, Texas, April 1982). 

ED 237 031 
Is Developmental Education Working? An Anal- 
me: of —— NARDSPE Research Report, 


ED 238 471 
Paper of the National Joint Committee on Learn- 
ing Disabilities. 

ED 235 640 


Literacy and New York City’s High School Aged 
Youth. Final Report. 
ED 236 255 





362 Remedial Instruction 
Project Kanpe, 1981-1982. O.E.E. Evaluation Re- 
port. 

ED 238 988 


an 
among. Frimary Children through the Use of 
Multi-Sensory Techniques. 


hl 
eens to Ge Rigas of hier Beastie se 

Effectiveness of Remedial Pro- 
Eaeeataline taney Polis Gllaaasee aver: 
sities in Fall, 1981. 

ED 233 757 

Testimony ine Re ees Coe 
Excellence in 


Education. (Public Hi Den- 
ver, Colorado, September 16, 1982). 
Underprepared Learners. 
ED 233 636 


Writing for Adults: A Course History of a Reme- 
dial Writing Course. 


ED 237 032 


ED 234 853 
1983 Summer School. Final Evaluation Report. 


ED 238 201 


Intervention 
The Effects of Affective States Induced via Cogni- 
tive, Experiential, and Vicarious Procedures on 
Behavior and Cognition. 
ED 239 740 
Remedial Mathematics 
College Developmental Mathematics—A National 
Survey. 
ED 234 841 
Computer Assisted Instruction as an Enhancer of 
R dinti 


ED 236 262 


in Mathematics. 
Sn acette Pupil Program Fund. Final Evalu- 
ation Report, 1982-83. 


Developing Remedial Mathematics 


ED 236 295 


Strategies. 
ED 238 213 
the Pech —s hip Ne Si 
tion on lormance tu- 
dents in Mathematics. 
ED 233 690 


Elementary and Secondary Programs, ESEA Ti- 
tle I. Final Report, 1982. 
ED 238 965 


t Program (Reading, 
Arts ). Final 


Evaluation Report for Title 1, 1978-79. 
ED 238 953 


Elementary 


School Program (R: i Sakae Aw BL PL 
pen — Fite inal Evaluation R 
ED 238 959 


ESEA Title I Secondary Program. Interim Re- 
port, 1981. 


ED 238 963 


ESEA Title I Secondary Reading/Math Pro- 
grams. Final Report, 1981. 


ED 238 964 


Evaluation of the ua Funded by Tide Reading and 
Mathematics Program Funded Title I and 
CEP, 1980-81. Report No. 16- 


ED 237 605 
Evaluation of the ESEA Title i Final 
Evaluation Report, 1980-81 and 1981-82. 
Sestaition 2f he Tite 1 Panes Maen 
i " tary 
Program. Final Evaluation Re- 
Evaluation of the Title I Program: Enna 
ii ¢ tary 
Arts hen Final ae 
for fie 1 1977-1978. 
m.. 238 952 
Mathematics Skills Improvement Project. ECIA 
Chapter 1. Evaluation Report, 1982-83. 
ED 237 620 
Math 100 Survey, Fall 1982. 


ED 237 146 
pa I Elementary oy pa ay Mathe- 
1980-81. 


H : 
port, 1976-77. 


ED 238 960 


matics ; and Reading 
Program (PL 81-874). Final Evaluation Report to 
and School Personnel, 1978-79. 
ED 238 958 


Programs 
Assessment and Improvement of the 


ED 238 973 


Second 
: ye 
910-0900.) Interim Evaluation Report, 1982-83. 


Interim Report, 1981 
ED 238 961 
ESEA Title I Program. Interim Report, 1982. 


ED 238 963 
Improving the Performance of Minority Students 
in College-Level Mathematics. 

ED 234 874 


Is Developmental Education Working? An Anal- 
e=: of _ NARDSPE Research Report, 


ED 238 471 
Pilot Projects. Disadvantaged 
Fund. Evaluation Report, 1982-83. 


Poor Design and 
Basic Skills Education 
Secretary of the Army. 


t Hamper Army’s 
Report to the 


ED 233 179 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educs- 
tion Research Report No. 4, 1983. 

ED 233 669 
Student Minimum Competency Testing. Issue- 
gram 20. 

ED 234 091 
Study Habits: Advice to Students, Parents and 
Teachers from Research Data. 

ED 239 183 
Summer School Pilot, 1982: First Report to the 
Texas Education Agency. 

ED 236 243 
Summer School Pilot, 1982: Second Report to the 
Texas Education Agency. 

ED 236 155 
Summer School Pilot, 1983: First Report to the 
Texas Education Agency. 

ED 236 245 
Summer School Pilot 1983: Second Report to the 
Texas Education Agency. 

ED 237 557 
Summer School Pilot, 1983: Third Report to the 
Texas Education Agency. 

ED 236 244 
The 1982-83 Promotional Gates Program: 
Mid-Year Assessment and Analysis of August, 
1982 and January, 1983 Test Results. O.E.E. 
Evaluation Report. 


ED 237 597 


Attitudes toward ies of the Disabled Reader 
and the Normal Reader. 

ED 233 317 
Challenging Adults to Read Effectively. 


ED 233 310 

Chapter I Elementary Reading Program. Interim 
Evaluation Report, 1982-83. 

ED 238 968 

Communication of IEP Goals and Student 

among Parents, Regular Classroom 

Teachers, and Administrators Using Systematic 

Formative Evaluation. 

Seay nt tenty Pegs nes 

tary i- 

tle I. Final Report, 1982. 

ED 238 965 


Elementary Enrichment Program (Reading, 
Mathematics and Language Arts Programs). Final 
Evaluation Report for Title 1, 1978-79. 

ED 238 953 


Bagi» Sad ang, 1 Gt 

‘an 

E.S.E.A. “Title I Project of the Boston Public 
School System). Final Evaluation 

ED 238 956 


ESEA Title I Santer Reading/Math Pro- 
grams. Final Report, 1981. 
Ee 08 Se 


‘dines Sia and 
ED 237 605 
aetna eign oS 
Evaluation Report, 1980-81 and 1981-82. 
E of the Ti a 
valuation e Title I Program: itary 
— and Math Middle School 
Health on 


Project; 
jucation Vege, Final Evaluation Re- 
port, 1976-77. 

ED 238 951 


Eeeteation of Go Tite | Fouanens Sacuaesets 
Reading Program; NIE Demonstration Project; 


a Final Evaluation Report 
for Title I, 1977-1978. 


~~ Bae 

Program, 1977- 
Funded Under Pesta. Final Evaluation Re- 
port. 


Evaluation of the —— 
Mathematics Program Funded 
CEP, 1980-81. Report No. 1 


ED 3 955 
ving Diagnostic Reliability in 

ae th Training. Research Series No. 126. 

ED 237 934 
Reading Impact Project. Disadvantaged 
Program Fund. Evaluation Report, 1982-83. 

ED 236 284 
Reading Improvement Project. ECIA Chapter 1. 
Evaluation Report, 1982-83. 

ED 237 615 
Reading Improvement Specialists: Statement of 
Functions. 

ED 233 316 
Reading i in Postsecondary Occupational Educa- 
tion. Faculty Development Resource Manual: A 
Supplement. Materials Developed and Used by 
New York State Two-Year College Staff in the 
Role of Faculty Trainers. 
ED 233 776 
Remedial and Compensatory Reading Instruc- 
tion: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts Internati 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


ED 237 945 
= I Elementary School Reading and Mathe- 
Final Evaluation Report, 

1980-81. 


ED 238 960 
Title I ESEA Programs in the Boston Public 
Schools: Middle School Reading Program; High 
po Reading Program; High School Mathe- 
matics Program; and Reading/Language Arts 
Program (PL 81-874). Final Evaluation Report to 
Project and School Personnel, 1978-79. 
ED 238 958 
Remedial Teachers 
College Developmental Mathematics—A National 
Survey. 
ED 234 841 


Gerontology and Genealogy: Family Research as 
a Therapeutic Tool for the Aged. 

ED 235 455 

Remote Sensing 

International Models and Methods of Remote 
Sensing Education and Training. 

ED 233 937 
Mapping the Land: Aerial Imagery for Land Use 
a Resource Publications in Geogra- 
phy. 

ED 235 078 


Literature 
Great Scenes From Shakespeare: An Introduction 
to the Bard. 


ED 236 594 





Subject Index 


Renewable coer, Resources 
Close Up Special Focus: Energy. 
ED 237 412 


| Property . ; 
Housing Trends and Higher Education. 
ED 236 962 


Repair 
Auto Body. Block VII. AB-VII. 

ED 235 339 
. Auto Body. 


Meas and Fixturing Techniques. 
pany ol ra juide [and] Stu: 


— Instructor’s 


ED 234 222 
Motor Transportation Technolo or ie Automechan- 
ics. [Air Conditioning.] Block 

ay 235 342 


Replication 
Evaluation of Project School to Work: A Mono- 
graph. 
ED 237 594 


eplication (Research) 

Job Preferences of Another Group of Potential 

Psychologists: A Recommended Replication. 
ED 236 442 


the Educator’s Digest of Reform: A Comparison 
of 16 Recent Proposals for Improving America’s 
Schools. 

ED 236 153 
Financial Responsibilities of Governing Boards of 
Colleges and Universities. 

ED 238 382 


Representative Tax System 
Information Regarding the Effect of Applying the 
Representative Tax System to the General Reve- 
nue Sharing, Medicaid, and Vocational Education 
Programs. 
ED 237 694 


Repression Sensitization Dimension 
Causal Attributions and Person Perceptions of 
Repressors and Sensitizers. 
ED 235 409 


Reproduction (Bio 

Life, Beginning and Growing. Study Guide. Unit 
El. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 884 
Life, Beginning and Growing. Teacher’s Guide. 
Unit El. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 885 
Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 888 
Reproducing by Flowers and Seeds. Study Guide. 
Unit E2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 886 
Reproducing by Flowers and Seeds. Teacher’s 
Guide. Unit E2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 


ED 239 887 


Reprography 
Art and Technology. 


ED 235 871 
Guidelines for Fair Use of Copyrighted Materials. 
ED 238 384 
Saving Money on Printing and Reproduction. 
ERIC Fact Sheet No. 2. 
ED 233 924 
Software Piracy, Ethics, and the Academician. 
ED 233 700 
Required Courses 
An Analysis of Illinois High School Graduation 
Requirements. 
ED 238 153 
Instructional Program Mandates: A Preliminary 
Report. 
ED 238 167 
Opinions of Michigan Citizens about Recommen- 
dations of the National Sa on Excel- 
lence in Education. A S Overview of 
Findings from a Statewide Pub! Ls platen’ ierese 
of a Cross-Section of 400 Michigan Adults; pated 
viewed by Telephone, June 23-30, 1983. 
ED 239 766 
Phase I Mandates Studies and Definition of 


Schooling. Final Staff Recommendations. 
ED 233 477 
a! ' Program at Rex Putnam High 


ED 238 186 


Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 13-Ex- 
trication from Automobiles. Revised. 

ED 239 066 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module — 
Equipment, Safe Driving Practices, 
pects, Controlling the Situation, Action al 
tion Conference. Revised. 

ED 239 055 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 4. Vital 
Signs, Patient Assessment. Revised. 

ED 239 057 


How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
A Review and Critique of Rural Development Re- 
search in the Land-Grant System Since 1970- 
with Focus upon the South. SRDC Series 65. 

ED 238 654 
Reward Systems: The Academic Environment 
and Scientific Productivity. 

ED 234 709 


Research Administration 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 


and Development 

Contexts Affecting Methods Instruction in Se- 
lected Teacher Education Institutions. 

ED 240 081 
Creating Knowledge: A Monopoly? Participatory 
Research in Development. Participatory Re- 
search Network Series No. 1. 

ED 235 373 
Developing Vocational Education Indicators: 
Some Steps in Moving from Selection to Use. 

ED 235 385 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 

ED 238 715 
Early Release of Summary Statistics on Academic 
Science/Engineering Resources. 

ED 238 716 
Federal S to Universities, Colleges, and Se- 
lected Nonprofit Institutions. Fiscal Year 1981. A 
Report to the President and Congress. Final Re- 
port. 

ED 237 329 
Research on Innovation: Stretching the Limits of 
the Discipline. 

ED 237 861 
= Research System in the 1980’s. Public Policy 

ues. 


ED 234 994 
= Science and Technology Posture Hearing 
with Director Office of Science and Technology 
pie. Hearing before the Committee on Science 

Technology. US. U.S. House of Respresentatives, 
Ninety-Eighth Congr ‘ess, First Session. 


ED 238 704 

Research and Development Centers 
Case Reports of Northwest Regional Educational 
Laboratory Cost Studies. Research on Evaluation 
Program. Paper and Report Series No. 82. 

ED 237 565 
Center Study Group on Learning & Development 
[Report]. 

ED 236 999 
Cost-Analysis Bibliography. Research on Evalua- 
tion Program. Paper and Report Series No. 88. 

ED 237 571 
External Research in AISD: Knowledge for Build- 
ing, 1982-83. 

ED 236 170 
An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 

ED 235 701 
An a gh Research Units in Pennsylvania, 
June 1983. The Technical Report. 


ED 235 700 


Research Design 363 


eee ent ee 

enteen Existing Laboratories and Centers. 

Final Version cf NIE'S Adentaistrative Policy aad 
Procedures. 


ED 234 720 
Management of Federal R&D Centers. 


The National Laboratory on Earl Ed- 
ucation: A Model of Educational Research and 
Development. 
ED 234 717 
Policy Statement on Future Competitions for Re- 
gional Educational Laboratories and Educational 
Research and Development Centers under Sec- 
= 405(f) of the General Education Provisions 
ct. 
ED 234 718 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 
ED 237 566 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services. 
ED 234 724 
Recommendations of Center Study Group for Ed- 
ucational Policy. 
ED 236 998 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 
posed Research Centers. 
ED 236 995 
Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 
ED 234 716 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 
ED 236 996 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 
ED 238 837 
A Short History of the Relationship Between the 
Educational Laboratories, the Research and De- 
velopment Centers, and the National Institute of 
Education. 
ED 234 725 
Statement of Policy and Procedures for Adminis- 
tration of Contracts and Grants with Regional Ed- 
ucational Laboratories and Research and 
Development Centers During FY 1983 and FY 
1984, 
ED 234 719 
Two Decades of Experience with Educational 
R&D Centers. 
ED 234 723 
Using R & D to Improve Local Schools. 
ED 236 784 
Research Design 
Approaches to Combining Quantitative and Qual- 
itative Social Support Research. 
ED 237 909 
Attrition in Prevention Research. 
ED 239 172 
A Collaborative Model to Identify and Implement 
Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 
ED 240 072 
Competencies for Placement and Follow-Up Per- 
sonnel: Workshop and Resource Materials. 
ED 236 460 
Creating Field Research in the Lab: Simulation as 
Communicating and Organizing. 
ED 234 445 


Creating Knowledge: A Monopoly? Participatory 
Research in Development. Participatory Re- 
search Network Series No. 1. 

ED 235 373 
Critical Issues in Empirical Human Science: The 
Contribution of Phenomenology. 

ED 237 649 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume II—Abstracts. 

ED 237 732 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume I-Text. 

ED 237 731 
Educational Seduction: Implications for the Eval- 
uation and Improvement of Teaching. Report #7. 

ED 233 638 
Effective School Research: Will It Play in the 





Research Design 
Country? 
ED 235 561 


Evaluati Long Term Care Demonstration 
Projects: Potential of the Institutional Cohort 
Design. 


ED 233 263 
fs First Y of the Education Voucher Demon- 
Analysis of Student 
pn veld Test Scores. 

ED 238 915 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 

tion. 


ED 233 755 
An Initial Framework. Learning in Science 
Project. Working Paper No. 1. 

ED 235 011 


Interactive Research and Development on 
Antecedents, 


Purposes, and Signifi- 
cance for School Improvement. 
ED 234 024 


MiSIS (Michigan Student information System) 
Procedures Manual. 

ED 234 832 
A Model Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Participatory Research: An Emerging Alternative 
Methodology in Social Science Research. Partici- 
patory Research Network Series No. 2. 

ED 235 374 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3. 

ED 235 375 
Professional Development Needs of School Prin- 


cipals. 

ED 239 370 
Reading Teacher Effectiveness Research: Gener- 
alizability of Significant Findings. Instructional 
Research Laboratory Technical Series #R83002. 

ED 234 364 
Research in School Consultation: A Content 
Analysis of Selected Journals. 

ED 233 247 
Science Subjects-An Evaluation of Student 
Achievement and Attitudes in International Per- 
spective. (IEA Science II). 

ED 237 321 
Structural Analysis of Parent-Child Research 
Models. 

ED 234 916 
Theory Construction Principles in Applied Re- 
search: Can We Learn from (Others’) Mistakes? 

ED 236 502 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
TRADEC Iil. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
ology. A Project Report. 

ED 237 719 
Triage and the Art of Institutional Research. 

ED 234 655 


The Implementation of Disseminated Educa: 
a a Is the Modified RD&D Model 
le’ 


ED 235 177 


Research Libraries 
Annual Report of the Librarian of Congress, 1982. 
For the Fiscal Year Ending September 30, 1982. 


ED 238 429 
Annual Report, 1982. 

ED 233 738 
_s Renovation in ARL Libraries. SPEC Kit 


ED 235 835 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 
ED 235 814 
Forecasting Library Futures: Participative Deci- 
with a Microcomputer Model. Back- 
ground Paper. Workshop 3. 
ED 238 444 


Fund Raising in ARL Libraries. Kit 94. 
ED 234 794 
Future of Libraries. A Panel Discussion by Librar- 
ians, Administrators, ge and Students. Pa- 
pers from the Millioath V. lume Celebration. 
ED 234 795 
Graduate Education: A National Investment in 


Knowledge. Proceedings of the Annual Meeting 
of the Council of Graduate Schools in the United 
States (Colorado Springs, Colorado, December 
1-3, 1982). 

ED 239 570 
Information Services. Miscellaneous Papers. 

ED 239 657 

Library Materials Cost Studies in ARL Libraries. 

SPEC Kit 95. 

ED 235 801 
The Polish Collection at the Alliance 
+ in Cambr S 


the 1970’s and the eee of the Online 
Computer Library Center (OCLC) in 1982. 

ED 235 823 
Prospects for Improving Document Delivery. 
Minutes of the Semiannual Meeting (101st, Ar- 
lington, Virginia, October 13-14, 1982). 

ED 234 785 
Research Libraries in the Online Environment. 
——. of the Semiannual Meeting (102nd, 

Banff, Alberta, May 4-6, 1983). 
ED 238 437 


Science and Technol Libraries Section. Spe- 
cial Libraries Division. Papers. 

ED 239 653 
Social Science Libraries Section. Special Libraries 
Division. Papers. 

ED 239 654 
Two Reports on Research Libraries. Forum I: 
Toward the 21st Century: An Agenda for Re- 
search Libraries and Their Users (Racine, Wis- 
consin, December 8-10, 1982). Forum II: 
National and Regional Aspects of Collecting and 
Preserving Library Materials (Wye Piantation, 
Maryland, October 10-12, 1983). 

ED 238 439 
UNESCO/IFLA Presession Seminar: Exchange 
of Experience Seminar for Developing Countries. 
University Libraries in Developing Countries— 
Structure and Function in R to Information 
Transfer for Science and Technology. 

ED 239 655 
University Libraries and Other General Research 
Libraries Section. General Research Libraries Di- 
vision. Papers. 

ED 239 637 
The Use of the Journal Access Service and Its 
Implications for Journal Selection at the Center 
for Research Libraries. 

ED 234 810 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 


ED 234 787 


Research Mi 


Accessing Organizational Culture: An Interpre- 
tive Approach. 

ED 239 333 
Action Research on Change in Schools: A Collab- 
orative Project. 

ED 235 192 
Advancing the Art of Inquiry in School Desegre- 
gation Research. 

ED 236 279 
The Analysis of Dichotomous Test Data Using 
Nonmetric Muitidimensional Scaling. 

ED 235 204 
An Analysis of the Outcomes and Implications of 
— Research. Technical Report No. 

ED 234 344 
The Application of Gratifications Sought and Re- 
ceived from a New Independent Television Sta- 
tion’s Programming. 

ED 239 322 
The Application of Social Ecological Principles to 
the Assessment of Inner-City Black Communi- 
ties. 

ED 240 191 
Applications of Low-Inference Observation in 
Teacher Education. 

ED 237 462// 

Approaches to Combining Quantitative and Qual- 
itative Social Support Research. 

ED 237 909 
Assessing Time-On-Task: Measurement Prob- 
lems and Solutions. 

ED 237 574 
A Behavioral Approach for Measuring Social 
Support. 

ED 237 918 
Careering after College: Establishing the Validity 


Subject Index 


aS ss. 
and Professional Performance. Final Report: 

Guonden and Summary. 

ED 239 556 
Characteristics of the Time-Series Data Collected 
through Curriculum-Based Reading Measure- 
ment. 

ED 236 197 
Children’s Understanding of Feelings: A Matter 
of Point of View. 
Classroom Behavior Managem: AR se a 

vior ent: eview of 

the Literature. Monograph No. 21. 

ED 236 839 
Classrooms: Individuals or Behavior Settings? 
peng an in  dateaae and Learning. General 
Series, Number 1 





ED 240 070 
The Classroom Teacher and the Case Study: The 
Perils and Possibilities of Conducting Your Own 
Research. 

ED 234 611 
Cognitive Processes during Pauses in Writing. 

ED 236 624 
Comments on Method in Comparative Higher 
Education. 

ED 237 007 
Communication in Surveys: Examining Cognitive 
Effects in Survey Research. 

ED 233 357 
A Comparison of Some Pr Time Mea- 
sures Based on Eye Movements. Technical Re- 
port No. 285. 

ED 234 356 
A Conceptual and Methodological Framework 
for the Study of Family Interaction among the 
Elderly. 

ED 233 240 
A Controlled Single Subject Research Design Uti- 
lizing a Sensory Motor Intervention System. 

ED 235 637 
Creating Knowledge: A Monopoly? Participatory 
Research in Development. Participatory Re- 
search Network Series No. 1. 

ED 235 373 
Determinants of Schooling Attainment and En- 
toliment Rates in the Philippines. 

ED 235 981 
Dilemmas in Meta-Analysis: A Reply to Reana- 
a of the Desegreg: Achievement Synthe- 





ED 238 999 
The Effects of Long Term Experiential Learning 
Programs on Their Participants. 

ED 238 625 
Elites, Bureaucrats, Ostriches, and Pussycats: 
Managing Research in Policy Settings. 

ED 238 196 
Emerging Practices in Asian and Pacific-Ameri- 
can Bilingual Education: Models for Observing 
Bilingual Education. 

ED 237 627 


Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 

ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 

ED 238 635 
Ethnographic Description As a Tool in Humanis- 
tic Geography: A Native American Case Study. 

ED 233 844 
An Evaluation of the Nutrition Services for the 
Elderly. Volume IV. Appendices. 

ED 234 017 
An Examination of the Johari Window as a Re- 
search Tool and a Theoretical Model. 

ED 238 039 
Explaining Magazine Readership with Uses- 
and-Gratifications Research. 

ED 233 346 
Feminist Research Methodology Groups: Ori- 
gins, Forms, Functions. 

ED 237 394 
Generalizability and Roomy of Causal Evi- 
dence in Educational Practice. 

ED 240 078 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 Re- 
vised Edition). 

ED 237 137 
An Immodest Proposal: From Critical Theory to 
Critical Practice for School Renewal. 





Subject Index 


ED 235 095 
Instrumentation Considerations in Research In- 
volving Eye-Movement Contingent Stimulus 
Control. Technical Report No. 305. 

ED ode ma 
Interactive Processes in the Childbearing Famil 
Conceptual and Methodological Issues. 

ED 237 205 
Introspection as a Technique for Investigating Re- 
tention. 

ED 236 161 
Investigating the Problem of Skill Generalization. 

ED 234 573 
An neeaion of Comprehending during the 
Process of Silent Reading: The Op-In Pacesinne. 

ED 236 573 
An Investigation of Methods for Reducing Sam- 
pling Error in Certain IRT Procedures. 

ED 236 211 
Issue Management by School Superintendents: 
Final Report. Part I. 

ED 238 125 
Issues in International Communications: Devel- 
opment Communications Research. 

ED 234 455 
Journalistic Observation as a Qualitative Re- 
search Method for Sociology. 

ED 233 940 
The Length and Characteristics of Women’s Life- 
time Work Experience. 

ED 233 212 
Longitudinal Network Analysis Using Multidi- 
mensional 

ED 235 515 
Measuring Telephone Apprehension. 

ED 233 407 
Measuring the Perceived Reality of Television: 
Perceived Plausibility, Perceived Superficiality 
and the Degree of Personal Utility. 

ED 236 612 
Medical Argument and Field Theory: The Lae- 
trile Case. 

ED 236 708 
A Methodological Critique of Community Psy- 
chology: Reflections on Research in the Field. 

ED 235 419 
Methodological Issues in Researching Teacher 
Education in Developing Countries. 

ED 236 128 
Methods of Studying Persons. 

ED 239 174 
A Multimethod Assessment of Children’s Social 
Competence. 

ED 235 891 
The Nature of the Reading-Writing Relationship: 
A Multivariate Approach. 

ED 233 337 
Network Analysis from a Functional Perspective. 

ED 233 426 
A New Direction in Education: A Framework for 
Designing and Interpreting Research in Excel- 
lence in Teaching. 

ED 240 080 
On Lord’s Paradox. Program Statistics Research. 

ED 237 515 
On the State of Speech Communication Research. 

ED 236 733 
Organization and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 

ED 239 014 
Participatory Research: An Emerging Alternative 
Methodology in Social Science Research. Partici- 
patory Research Network Series No. 2. 

ED 235 374 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3 

ED 235 375 
se Naa Factors in the Student Teaching 


ED 240 097 

Phenomenological Research with Children: 
Guidelines to Follow and Implications for the 
Practitioner. 

ED 237 228 
Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 

ED 238 833 
Population Education Programme in Asia: What 
Research Says. Abstract-Bibliography, Series 4. 

ED 238 802 
Portraying Children’s Classroom Experiences. 


lguains in Science Project. Working Paper No. 


ED 236 022 
Practical Hints for Observational Research. 

ED 236 234 
Practitioner Representations of Environmental 
Uncertainty: An Application of Discriminant 
Analysis. 

ED 234 391 
Presentation and Evaluation of a Regression 
Based Item Bias Detection Technique. 

ED 235 246 
Probabilistic Extensions of the Traditional Forms 
of Path Analysis and Causal Modeling. 

ED 237 554 
Profiles. 


ED 238 923 
Profiling the Needs of University Commuter Stu- 
dents: New Instruments, Methods, and Findings. 

ED 234 683 
Project on Secon Analysis, 1979-82. Final 
Report. Report No. A-95. 

ED 238 916 
Public Opinion Studies: Low-Cost Methods for 
Soliciting Perspectives of the Public and Special 
Interest Groups. 

ED 237 386 
Qualitative Research in Intercultural Communi- 
cation: An Overview and Recommendations. 

ED 233 409 
Reading Teacher Effectiveness Research: Gener- 
alizability of Significant Findings. Instructional 
Research Laboratory Technical Series #R83002. 

ED 234 364 
A Reassessment of the Effects of Psychotherapy. 

ED 237 895 
The Relation between Categories of ere 
and an Interview Protocol in a Case 
Phenomenographic Research. [Report] 1983: 02. 

ED 234 078 
A Research and Evaluation Plan for the Elemen- 
tary and Secondary Education Block Grant: 
Background, Issues, Plans. 

ED 235 178 
Research in Librarianship: An Analysis of Re- 
search Articles in Core Library Journals of 1980. 

ED 235 825 
Research in School Consultation: A Content 
Analysis of Selected Journals. 

ED 233 247 
Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 

ED 240 030 
Resolving Conflicting Results from Quantitative 
and Qualitative Methodologies: A Case Study of 
a Magnet School. 

ED 238 195 
Santa Clara County Asian Health Survey: Meth- 
odology. 

ED 236 268 
School Desegregation and Black Achievement: 
An Integrative Review. 

ED 239 003 
Seattle’s Small-Area Approach to Forecasting En- 
toliments at the School Level. 

ED 239 378 
A Selected Review of Speech Communication 
Studies in the Arts: A Retrospective and Prospec- 
tive Look. 

ED 236 704 
Sources of Variation That Affect the Reliability of 
Reading Classroom Observation Measures. In- 
structional Research Laboratory Technical Series 
#R83004. 

ED 236 545 
Special Needs in Education (E241): Research and 
Progress in Special Education, Unit 15. 

ED 235 624 
Standard-Setting: State of the Art, and Future 
Prospectus. Report No. 142. 

ED 235 225 
Status of Research on Item Content and Differen- 
tial Performance on Tests Used in Higher Educa- 
tion. 

ED 234 056 
Study Design and Methods Used for “The Evalu- 
ation of the Impact of the Part A Entitlement 
Program Funded under Title IV of the Indian Ed- 
ucation Act.” Monograph 3. 

ED 237 279 
Studying Enrollment Decline (and Other Timely 
Issues) via the Case Survey. 

ED 233 454 


Research Needs 365 


Surveying Your Aiumni: Guidelines and 22 Sam- 
ple Questionnaires. 

ED 234 659 
Task and Instrumentation as Factors Jeopardizing 
the Validity of Published Group Communication 
Research, 1980-81. Bochner Revisited. 

ED 234 432 
Teaching, Learning, and the Management of In- 
struction. 

ED 237 458// 

Television Criticism: A Deca-Approach. 

ED 238 047 
Theories of Levels in Organizational Science. 

ED 239 357 
Theory Construction Principles in Applied Re- 
search: Can We Learn from (Others’) Mistakes? 

ED 236 502 
Three Approaches to Descriptive Research. 

ED 238 947 
Toward a Multi-Component Model of Educa- 
tional and Training Needs. 

ED 233 138 
TRADEC III. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
ology. A Project Report. 

ED 237 719 
University of Alaska 1983 Salary Equity Study: 
The Analytical Process. 

ED 239 550 
The Use of Content Analysis of Critical Events in 
Program Evaluation. 

ED 236 187 
Using New Methods to Determine Continuing 
Education Needs of Rural Women. 

ED 233 131 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Insights 
from the Evaluation and Revision Process. Final 
Report, Research Report Number Three. 

ED 239 559 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Inte- 
grated Competence Seminar. Final Report, 
Research Report Number Four. 

ED 239 560 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Six Per- 
formance Characteristics Rating. Final Report, 
Research Report Number Five. 

ED 239 561 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Social 
Interaction Generic Instrument. Final Report, 
Research Report Number Two. 

ED 239 558 
Validating Assessment Techniques in an Out- 
come-Centered Liberal Arts Curriculum: Valuing 
and Communications Generic Instruments. Final 
Report, Research Report Number One. 

ED 239 557 
What Counselors, Educators and Psychologists 
Should Know about the Hispanic Culture in Order 
to Work More Effectively with Hispanic Excep- 
tional Students and Their Parents. 

ED 238 623 


Research Needs 


Applying Market Research in College Admis- 
sions. 

ED 238 341 
Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Communication Networks: A Literature Review. 

ED 234 433 
Computers in Education: Realizing the Potential. 
Chairmen’s Report of a Research Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 

ED 235 783 
Direct Legislation Campaigns and Parapolitical 
Organizations: A Case for Communications Anal- 
ysis. 

ED 235 529 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 

ED 234 927 
Educational Considerations, Spring 1983. 

ED 235 787 
Emerging Practices in Asian and Pacific-Ameri- 
can Bilingual Education: Models for Observing 
Bilingual Education. 

ED 237 627 
Experimental Research in Written Composition: 
A Critical View. 





366 Research Needs 


ED 238 006 
Generalizability and 1 of Causal Evi- 
dence in Educational Practice. 

ED 240 078 
Herbert Marcuse’s Critical Theory of the Media. 

ED 237 978 
How to Be Happy with Microcomputers in Your 
School. 


ED 237 243 
Mathematical Problem Solving. Issues in Re- 
search. 


ED 234 996 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 

ED 235 565 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 

ED 235 082 


Organization and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 

ED 239 014 
An Organization of Learning Styles Theory and 
Constructs. 

ED 235 185 


Perspectives on Family Research. Report of a 
Workshop. 

ED 234 290 
Phenomenological Research with Children: 
Guidelines to Follow and Implications for the 
Practitioner. 

ED 237 228 
Proceedings of the Seminar “Cost Analysis in Ed- 
ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
Productivity, A Priority for Industrial Arts. 

ED 237 782 
Public Health Issues and Drug Abuse Research. 
Research Issues 30. 

ED 234 292 
Recommendations of the Center Study Group on 
Postsecondary Education. Letter of Transmittal 
and Executive Summary: Description of Five Pro- 
posed Research Centers. 

ED 236 995 
Reconsidering the Framework. Learning in Sci- 
ence Project. Working Paper No. 14. 

ED 235 022 
Refugees and Migrants: Problems and Program 
Responses. A Look at the Causes and Conse- 
quences of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
Programs to Address the Problems of Refugees 
and Migrants in the United States and Elsewhere 
in the World. A Working Paper. 

ED 239 818 
Report of Rural Education Advisory Committee. 

ED 237 284 
Researchable Problems and Implications for T & 
I Education Drawn from the Vocational Educa- 
tion Study. 

ED 236 406 
A Research and Evaluation Plan for the Elemen- 
tary and Secondary Education Block Grant: 
Background, Issues, Plans. 

ED 235 178 


Research in Higher Education: The Arts/The Sci- 
ences. 


ED 234 706 
Research in Pursuit of Excellence: Report of the 
Study Group on Schooling. (Draft.) 

ED 236 996 
A Review and Critique of Rural Development Re- 
search in the Land-Grant System Since 1970- 
with Focus upon the South. SRDC Series 65. 

a“ — Ry 238 654 

Rhetorical Pistemology an ti Organiza- 
tional Communication Research. 

ED 238 034 
A Selected Review of Speech Communication 
Studies in the Arts: A Retrospective and Prospec- 
tive Look. 

ED 236 704 
The Study of Socio-Biospheric 

ED 233 938 


Decision-Making: Necessity 
ED 238 068 


Unanswered Research Questions in Health Edu- 
cation: A Delphi Study. 

ED 235 123 
Using What We Know about Teaching. 

ED 240 088 
The Videodisc and Educational Research. 

ED 236 218 
Viewing Performance Appraisal with a Wide An- 


gle Lens. 

ED 237 903 
What We Know and Don’t Know: Needed Re- 
search in Writing Assessment. 

ED 236 242 


esearch Opportunities 
College Admissions and the Transition to Post- 
secondary Education. Testimony to the National 
Commission on Excellence in Education. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 013 
More Bang from Your Bytes: Using Special Edu- 
cation Data Base Information. 

ED 236 237 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase Equal Participation in Educational Re- 
search. Final Performance Report. 

ED 233 874 
Preparing for the °90s: Thrust for Quality in 
Higher Education [and] Thrust for Quality in 
Public Schools. 

ED 239 749 
Public Health Issues and Drug Abuse Research. 
Research Issues 30. 


ED 234 292 


Research Papers (Students) 


The Informational Structure of Disciplines: An 
Approach to Teaching Research. 
ED 238 004 


Research Practice Relationshi 


Pp 

Comparing the Use of Research in Other Profes- 
sions with Research in Education. 

ED 240 089// 
Curriculum Development and Research. 
ED 240 090// 
The Half-Full Glass: A Review of Research on 
Teaching. 

ED 240 091// 
Knowing, Teaching, and Supervising. 

ED 240 095// 
Using What We Know about Teaching. 

ED 240 088 


Research Problems 


Attrition in Prevention Research. 

ED 239 172 
Career Decisions of Minority Students and En- 
trance to Graduate Management Programs. 
GMAC Research Report. 

ED 238 353 
Characteristics of the Time-Series Data Coilected 
through Curriculum-Based Reading Measure- 
ment. 

ED 236 197 
The Classroom Teacher and the Case Study: The 
Perils and Possibilities of Conducting Your Own 
Research. 

ED 234 611 
Communication in Survzys: Examining Cognitive 
Effects in Survey Research. 

ED 233 357 
Contexts Affecting Methods Instruction in Se- 
lected Teacher Education Institutions. 

ED 240 081 
Creating Field Research in the Lab: Simulation as 
Communicating and Organizing. 

ED 234 445 
Critical Issues in Empirical Human Science: The 
Contribution of Phenomenology. 

ED 237 649 
Developing a Justification for the Use of Film and 
Television in Education: Suggestions for a New 
Approach. 

ED 237 074 
An Examination of the Adult Performance Level 
Project and Its Effects upon Adult Literacy Edu- 
cation in the United States. 

ED 236 576 
Experimental Research in Written Composition: 
A Critical View. 

ED 238 006 
Feminist Research Methodology Groups: Ori- 
gins, Forms, Functions. 


Subject Index 


Guidelines for the Eval { Bilingual Educa 
ideli for the uation of Bili \- 
tion Programs. 


ED 234 629 

= Search of Relevant Information on Urban 
001 Desegregation/Pairing: A Dilemma Fac- 

ing oa Public Education. 

ED 238 978 
A Meta-Analysis of Feedback to Learners in 
Computerized and Programmed Instruction. 

ED 233 708 
A Methodological Critique of Community Psy- 
chology: Reflections on Research in the Field. 

ED 235 419 
Obstacles to Conducting Curriculum Research in 
Bilingual Education: A Case Study. 

ED 236 916 


Organization and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 


Parental Child Snatchi 
Survey Techniques to 
Problem. 


ED 239 014 
: The Use of Telephone 
tudy a Hidden Family 


™ _ a ED nt a 
‘ocess Evaluation: Some Summarizing and Inte- 
grating Notes on the Organizational Implications 
of This Form of Teacher Evaluation. 

ED 235 580 
Reading Teacher Effectiveness Research: Gener- 
alizability of Significant Findings. Instructional 
Fn | Laboratory Technical Series # R83002. 

ED 234 364 
A Reliable Measure of Children’s Peer Sociomet- 
Tic Status. 

ED 234 912 
Some Comments on the Overidentification of 
Models in Structural Equation Modeling with La- 
tent Variables. 

ED 235 186 
Special Needs in Education (E241): Research and 
Progress in Special Education, Unit 15. 

ED 235 624 
Standard-Setting: State of the Art, and Future 
Prospectus. Report No. 142. 

ED 235 225 
Study Design and Methods Used for “The Evalu- 
ation of the Impact of the Part A Entitlement 
Program Funded under Title IV of the Indian Ed- 
ucation Act.” Monograph 3. 

ED 237 279 
Task and Instrumentation as Factors Jeo, 
the Validity of Published Group Communication 
Research, 1980-81. Bochner Revisited. 

ED 234 432 
The Uses and Abuses of Interstate Comparisons 
of Higher Education Funding. 

ED 235 716 
What Is Wrong with Research in Social Studies? 

ED 240 009 


Research Pro, 


jects 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 

Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 

ED 233 680 
Computers and Mental Health Care Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
Current Problems in Vocational Education in 
Switzerland: Report on a National Research Pro- 
gram. Occasional Paper No. 93. 

ED 239 108 
The Direct Use of Online Bibliographic Informa- 
tion Systems by Untrained End Users: A Review 
of Research. 

ED 238 440 
External Research in AISD: Knowledge for Build- 
ing, 1982-83. 


Geography, and the Quality of Life. 
ED 233 945 


Gerontology and Genealogy: Family Research as 
a Therapeutic Tool for the Aged. 


ED 236 170 


ED 235 455 
Book. Vol Black Colleges and Universities Fact 
Book. Volume III, Public Colleges/Graduate 


ED 239 554 ~ 
Historically Black Colleges and Universities Fact 





Subject Index 


Book. Volume I, Junior & Community Colleges. 

ED 239 552 
The a Research Forum in Information 
Science Proceedings (4th, Boras, Sweden, Sep- 
conor: 14-16, 1981). 


ED 237 085 
An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 
ED 235 701 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Programs. Keyword 
Thesaurus Project Update for New Participants. 
ED 237 087 
National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 
ED 233 169 
National Libraries Section. General Research Li- 
braries Division. Papers. 
ED 239 635 
Observations on the Organization of Social Re- 
search. 
ED 234 722// 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3. 
ED 235 375 
A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 
ED 239 526 
A Research and Evaluation Plan for the Elemen- 
tary and Secondary Education Block Grant: 
Background, Issues, Plans. 
ED 235 178 
Research in Higher Education: The Arts/The Sci- 
ences. 


ED 234 706 
The Research on Higher Education Program. 
Swedish Research on Higher Education, 1983-1. 

ED 235 739 
The Research Programme of the National Swed- 
ish Board of Education. 

ED 234 057 
The Role of Colleges and Universities in the Stim- 
ulation of Regional Research and Service. 

ED 235 731 
Soviet-Eastern European Research and Training 
Act of 1983. Hearing Before the Subcommittee on 
Education, Arts and Humanities of the Commit- 
tee on Labor and Human Resources. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion on S. 873. 

ED 239 549 
Swedish Research on Higher Education: Publica- 
= y English. R&D for Higher Education, 

ED 233 656 


Research Proposals 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 
A Guide to Research and Funding for Librarians. 
First Edition. 
ED 238 445 


Reports , ‘ne 
Desegregation and Educational Productivity. Fi- 
nal Report. 


ED 239 002 
ECIA Chapter 1 Migrant: 1982-83 Final Techni- 
cal Report. 

ED 235 212 
An Editor’s View of the State of Applied Devel- 
opmental Psychology. 

ED 234 927 
The Engineer/Writer Team Approach in Prepar- 
ing a Technical Paper. 

ED 239 275// 

Guide for the Preparation of Scientific Papers for 
Publication. Second Edition. 

ED 235 820 
Initiatives in Technical and Further Education. 
Number 6. 

ED 236 402 
An Investigation into the Effectiveness of Teach- 
ing Mathematics in Primary One of Gambian 
Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 


ED 234 987 
National Clearinghouse on Transition from 
— and Indexes: 1981-1983]. Vol. 
. No. 4. 


ED 237 671 
National Cleari use on Transition 
School Abstracts. Vol. 2. No. 3. 

ED 233 169 
Science Education Resources. An Annotated Bib- 
liography. 

ED 238 701 
Triage and the Art of Institutional Research. 

ED 234 655 
Where To Find Summaries of Recent Reports on 
Education. 

ED 238 774 
The Writing of Non-Fiction: Contexts, Choices, 
and Constraints in a Scientific Paper. 

ED 236 617 


Research 


Skills 

ACC Study Guide Series. 

ED 234 869 
Activities Using “The State of the World Atlas.” 
Grades 7-12. International Understanding Series. 

ED 240 004 
General English Requirements: Style Book and 
Skills Arrays, K-6. 

ED 236 598 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 
Interactive Research and Development on 
Schooling: Executive Summary of the Final Re- 
port. 

ED 240 102 
Measuring Legal Research Skills on a Bar Exami- 
nation. 

ED 240 149 
Project Prepare: Livingston-Steuben-Wyoming 
BOCES Library Research Skills Syllabus, Senior 
High Level. Field-Test Edition. 

ED 234 784 
Stacks of Ideas: Activities for Library Media Cen- 
ter and Classroom K-12. 

ED 239 659 
Write It. Footnotes from Your Library Media 
Center. First Revised Edition. 

ED 234 382 


Research Tools 


Communicating Counseling Research Using For- 
mal English and Computer Models. 
ED 233 280 
Observer hice ng Manual for the Changing 
Teacher Practice Study. Revised Manual. 
ED 240 108 


Research Utilization 


AFT Educational Research and Dissemination 
Program. Final Report. 
ED 234 050 
Applying Research to Teacher Education: The 
University of Utah’s Collaborative Approach. 
First Year Preliminary Report. 
ED 240 073 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 
ED 236 986 
Changing Teacher Practice. Final Report of an 
Experimental Study. 
ED 240 110 
A Collaborative Model to Identify and Implement 
Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 
ED 240 072 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 
ED 234 367 
Comparing the Use of Research in Other Profes- 
sions with Research in Education. 
ED 240 089// 
Curriculum Development and Research. 
ED 240 090// 
Educational Research and Dissemination Pro- 
gram. Training and Resource Manual. 
ED 236 125 
Generalizability and — of Causal Evi- 
dence in Educational Practice. 
ED 240 078 
Half a Mind is a Terrible Thing to Waste. 
ED 238 422 
The Half-Full Glass: A Review of Research on 
Teaching. 
ED 240 091// 
Helping Experienced Teachers with Classroom 
Management: An Experimental Study. 
ED 234 022 


Resident Camp Programs 367 


Integrating Research into Decision Making: Pro- 
viding Examples for an Informal Action Research 
Model. Research Report No. 83-24. 


ED 239 674 


iteceden' 
cance for School Improvement. 
ED 234 024 
Mandatin ; Educational Effectiveness in Chicago. 
ED 239 008 
More Effective Schooling from Research to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 
ED 236 299 
New Research: Changing Schools, Innovation Up 
Ciose, Improving Research Methods. 
ED 234 100 
Proceedings of the 1981 Annual Meeting. Cana- 
dian Mathematics Education Study Group (Uni- 
— of Alberta, Edmonton, Alberta, June 5-9, 
). 
ED 234 988 
e Curriculum Re- 


Da hh 


Prosp for Comp 
form: A Personal View. 





ED 236 792 
Purposes and Functions of NIE-Sponsored Re- 
gional R&D Services. 

ED 234 724 
Reading in the Content Areas: Research for 
Teachers. 

ED 236 544 
Regional Educational Laboratories and Univer- 
sity Centers: Institutional Capabilities for School 
Improvement. 

ED 234 716 
Research Goes To Schooi: How to Find and Use 
Research for Improving Schools. 

ED 237 114 
Research on Innovation: Stretching the Limits of 
the Discipline. 

ED 237 861 
San Diego County Effective Schools Program. 

ED 239 337 
Steps toward a Technology for the Diffusion of 
Innovations. 

ED 237 855 
Task and Instrumentation as Factors Jeopardizing 
the Validity of Published Group Communication 
Research, 1980-81. Bochner Revisited. 

ED 234 432 
Using R & D to Improve Local Schoois. 

ED 236 784 
Using What We Know about Teaching. 

ED 240 088 
What Is Wrong with Research in Social Studies? 

ED 240 009 


Researcher Practitioner Relationship 
School District’s Policy Cultivates Student 
‘owth. 
ED 238 104 


Researcher Subject Relationship 
An _ Perspective to Communication Re- 
search. 


ED 233 425 


Reservation American Indians 

Analysis of Post Secon Educational Pursuits 
of the Jicarilla Apaches of New Mexico. 

ED 237 261 
Ethnographic Description As a Tool in Humanis- 
tic Geography: A Native American Case Study. 

ED 233 844 
Flying High With Civil Air Patrol: The Sierra 
Blanca Civil Air Patrol Squadron. 

ED 233 856 


Reserve Book Collections 
Management of a Functions in Health 
Sciences Libraries. 
ED 234 821 


esidence Requirements 
Student Attendance Accounting Manual. 
ED 234 846 


Resident Camp Programs 

Evaluation Rapest of the Ontario Camp Leader- 
ship Centre at Bark Lake. 

ED 235 960 
Instructional Program Planning for Outdoor Edu- 
cation. 

ED 238 658 
Outdoor Education Counselor Manual. 

ED 238 656 
Outdoor Education Student Log Book. 





368 Resident Camp Programs 


ED = 
Pok-O-MacCready Outdoor ter 
Resident Program Guide. 


ED 233 854 
Resident Environmental Classroom. Disadvan- 
a Program Fund. Evaluation Report, 


_ ED 236 291 
A Resident Outdoor Education Primer. Learning 
to Live Within an Environment. 


ED 233 875 


Residential Care 
Child Welfare in Canada. 
ED 234 893 
Kansas Adult Care Home Aide Curriculum. Re- 


ED 234 231 


Construction 
Residential Construction. Competencies for Ar- 
iculati 


ED 234 152 


Institutions 
Two Dimensions of the Construct of Institutional- 
eee 
ED 237 901 

Residential Patterns 
The Effects of Race and Socioeconomic Status 
Residential Segregation in Texas, 1970-1980. 

ED 237 280 


Racial Residential Segregation, 28 Cities, 
1970-1980. 
ED 234 107 


Residential Programs 
The Medical Center’s Impact as a Vital Force in 
a Network to Sustain the Aged in the Community. 
ED 4 882 


for tally Discbied 
Adults: Westwick Supervised ieahens Pro- 
gram. 
ED 235 673 
Residential rel 
Children in Residential Schools. ECIA Chapter 1. 
Evaluation Report, 190283. 


ED 237 622 


) 
Using So ar amrnennee onl ar 
ein ee Psy 
and Evaluative Research Report No. 140. 

ED 236 186 


Pesistance ) 

Interventi tte oe on ol with Resistance. 
ED 237 860 
Resistance to 


Change 
An Interactional Model for Resistance to Change 
in Educational Institutions. 


ED 234 917 


Resource Allocations twain 
Scheduler (BOOTS). User's Guide, Technine’ hee 
ED 236 377 
ED 240 128 
ED 235 318 

of Library Ser- 

’ BF lh 

prone Bey me 

‘Academic Yeor 1981/82. 

ED 235 725 
Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 

ED 238 997 
Educational Resource Sharing. Conference Re- 

ED 239 026 

Allocation 
Zealand. Staffing 
aa 1. ACER Research 
Monograph No. 


ED 235 592 
Fifty Percent Law Review. 


ED 239 672 
Financial Report of Ontario Universities, 
1982-83. Volume IJ-Affiliated and Federated 
Colleges and Universities. 

ED 238 332 


Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 


ED 238 331 
sais Pent Ofna Schools in New York State. The 
Information Bulletin 182. 
ED 238 597 
e tions in Selected 
Colleges in Compre- 

hensive Universities, 1982-83. 
ED 237 008 
Formula Budgeting for the Community Colleges 

in Alaska. 


ED 239 687 
Funding of Regional Laboratories: Issued for the 
National Study Group on Regional Laboratories. 

ED 234 728 
Higher Education Financial Statistics, 1981-82. 


How States Compare in Financial Support of Pub- 
lic Higher Sanien 1983-84. Seventh Edition. 


ED 239 577 
How to Decide What to Cut. 
_ ED 238 176 


ED 238 151 
Insuring Equity in Student Selection under Chap- 
ter 1. Research on Evaluation Program. Paper and 
Report Series No. 84. 
ED 237 567 
Interprovincial Comparisons of University Fi- 
peg ne tah arn Ye of the Tripartite Committee 
on Interprovincial Comparisons. 
An In f the Feasibili fn na 
vestigation o: easibility of Aw: a 
Appropriation for the Operating 


Budget of 

the University of hada. 

ED 238 343 
Kaleidoscopes. Emerging Patterns of Response 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 

ED 240 202 
Managing Decline in School Systems: A Hand- 
book. Final Draft. 

ED 238 163 
Patterns of School ization: Resources and 
Responses in Sixteer ools. Staffing and Re- 
sources Study Repo: : No. 3. ACER Research 
Monograph No. 18. 

ED 235 594 
Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 


ED 238 833 
Relationships am: State ag eae Tui- 
tion and Fees, and Paying the Price 
for Paying the Bills? 

ED 238 340 


ED 239 007 
Resource Allocation in the Government Schools 
of wana and New Zealand. A Summary 
Reports of the Staffing and —- Study. 
ACER Research Monograph No. 1 

=” 235 591 
Resource Allocation Modelling in Vocational Re- 

habilitation: A Prototype Developed with the 

Michigan and Rhode Island VR Agencies. 

ED 235 319 
A Resource-Allocation Theory of Classroom 
Management. 


Resource Allocation. 


ED 237 465// 
Resources and Higher Education. SRHE Mono- 


graph 51. 

ED 233 627 
Seen See in a University Coun- 
seling and Services (Reading and Study 


Skills) Center. 
ED 233 269 


eee et & nets Productivity 
and Creating Jobs. 
a 235 571 


School Finance Equity. Issuegram 25 
ED 234 507 


eget Saeie A Sate of eas 

can Staffing cob Cmte oan R 
om 

No. 2. ACER Research Monograph No. VA 


Subject Index 
ED 235 593 
Consolidated 


P ce ty hed 
Se Looe ont ederal Financing for Illinois 
Public Schosis, 19631984. Revises 
State Support f utes Smanes Temmnaen 
tate or it 
Constant Dollar Appropriations Viewed in Rela- 
tion to Personal Income and Per Capita Income. 
ED 238 311 
Student Aid and Public Higher Education: A 
Progress Report. 


ED 235 753 
Summary of State-Administered Im- 
provement Projects in FY 1983. 

1D 239 092 


E 
Trends in Student Aid: 1963 to 1983. 
ED 238 379 


Resource 


Centers 
Career Resource Center. Overview: ERIC Fact 
Sheet No. 7. 


ED 237 795 
Environmental Education. Catalogue of Re- 
sources for Grades I to XII. 

ED 237 349 
Lincoln Senior Elementary Resource Center. 

ED 238 455 
Michigan Dissemination Capacity Building 
Project. Final Report. 

ED 238 200 

Project A.B.C. (Bronx Academic Bilingual Career 
Progr=m). O.E.E. Evaluation Report, 1981-1982. 

ED 234 123 


SUPCE and SUREA: Publications and Resources 
for Educators of Adults. 


ED 236 364 


Resource Cost Mi 


lodel 
Deriving Appropriate Educational Program Costs 
in Hlinois. 
ED 236 786 


Resource 


Materials 
Annotated Resource Guide for Aicohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 
ED 235 431 
gm for Building a Career Resources Li- 


ED 238 478 
The Catalog of Mass Media College Courses: A 
Selective Listing of Lower Division Undergradu- 
ate Courses Available for Lease or Purchase. 
Third Edition. 

ED 234 849 
Centering on a Quick Reference Resource Book- 
let ~ New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Chemical Dependency Unit: One Aspect of the 
Program for Student Assistance of Bryan Sr. High 
School. Teacher Manual. 

ED 235 423 
Children in the UK: Signposts to Statistics. 

ED 235 875 
Data Book of Social Studies Materials and Re- 
sources. Volume 9. 

ED 240 010 
Developing Computer Software for Use in the 
Speech/Comunications Classroom. 

ED 238 061 
Early Adolescence: A Resource Directory. 

ED 236 273 
Early Adolescent Sexuality: Resources for Par- 
ents, Professionals, and Young People. 

ED 238 584 
Educating Young Adolescents: A Resource List. 

ED 238 585 


ED 235 275 
Environmental Education. Catalogue of Re- 
sources for Grades I to XII. 


Elementary Science 1-6. 


. 237 349 
Florida Marine Education Reso 
& Report Number 51, Florida Sea ' Sea Grant 


ED 235 031 
General Reading on Early Adolescence. 

ED 238 583 
Gifted Education Resources: A Bibliography. 

ED 233 561 





Subject Index 


pee) + mpeg De ual Gloss Seeman Es- 
panol Ingles = lossary Mathemati- 
cal Terms: Spanish/ ; 

ED 237 350 


LIT PICKS: Li Selections for Main- 
streamed Students in tent Area Subjects. 
ED 235 467 
Math and Science: Where Are the Teachers? A 
Resource Guide for Citizens, Educators, School 
Boards, and Policymakers. 
ED 235 002 


Mathematics Equity. A Resource Book. 


ED 237 352 
Microcomputers in Education: A Handbook of 
Resources. 


ED 235 790 
Microcomputers: Some Basic Resources. 

ED 233 711 
Native Adult Basic Education. An Instructor’s 
Annotated Bibliography. 

ED 238 616 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
rine Systems and Coastal Field Trips. 

ED 237 332 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food Pro- 
gram. 

ED 237 245 
Resource Catalogue: Educating Behaviorally Dis- 
ordered and Emotionally Disturbed Pupils. Pro- 
gram Assistance Report No. 11. 

ED 235 648 
Resource Catalogue for Teachers of Severely 
Handicapped Students. Program Assistance Re- 
port No. 10. 

ED 236 855 
Resource Guide to Educational Materials about 
Agriculture: A Project of Agriculture in the Class- 
room. 

ED 234 280 
Resources for Guidance Program Improvement. 
Volume 2. 

ED 239 193 
Resources for Helping Young Children Deal with 
Death. 


ED 233 254 
A Sourcebook of Interdisciplinary Materials in 
American Drama: George Aiken, “Uncle Tom’s 
Cabin” (1852). Showcasing American Drama. 

ED 236 724 
A Sourcebook of Interdisciplinary Materials in 
American Drama: J. K. Paulding, “The Lion of 
the West.” Showcasing American Drama. 

ED 236 723 
Sourcebook of Teaching Aids...Mostly Free. Post- 
ers & Pamphlets for Educators. 4th Edition. 

ED 234 825 
SUPCE and SUREA: Publications and Resources 
for Educators of Adults. 

ED 236 364 
Two Strategies for Teaching Black Psychology. 

ED 240 193 
Writing Resource Guide for Assessment and In- 
struction. 

ED 234 426 


Resource Room 
Communication of IEP Goals and Student 
Progress am Parents, Regular Classroom 
Teachers, and Administrators Using Systematic 
Formative Evaluation. 

ED 236 842 
Instructional Strategies for Vocational/Special 
Needs. Resource Paper No. 4. 

ED 234 592 
Peer Tutoring. Resource Paper No. 13. 

ED 233 559 
Resource Room for Talented and Gifted at Ed- 
munds/Jefferson Attendance Center. Report of 
Evaluation, 1982-83. 
Spel Bison Prenan Bet 7 

tion in District 27: 

Teacher Activity, Student Activity, Student Time 
on Task, and Program Structure. 





ED 238 214 
Special Education Resource Teacher, Team Facil- 
itator and In-School Consultant: A S 
In-Service/Resource Teacher Model 
ED 235 597 
ists Who Received 
of Education Dur- 


ED 238 207 


A Study of Resource S 
Waivers from the State 
ing 1981-82. 


Resource Sharing 
Prospects for Improving Document Delivery. 
Minutes of the Semiannual Meeting (101st, Ar- 
lington, Virginia, October 13-14, 1982). 

ED 234 785 
Environment. 


Semiannual 
Banff, Alberta, May 4-6, 1983). 
ED 238 437 


Resource T 


‘eachers 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 
ED 240 116 


Reconceptualizing Support Services for Class- 
room Teachers: Implications for Teacher Educa- 
tion. 


ED 240 079 
ED 239 007 


Resource Allocation. 


Resource Units 


Elementary Resource Classroom Packet. 
ED 233 294 


Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 


ED 239 797 


Resource Utilization 
Family and Individual Services. 


ED 236 404 


esources 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil Rights 
Clearinghouse Publication 82. 

ED 240 214 
a As a Resource. Occasional Paper no. 


ED 238 435 


esources in Computer Education 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 
ED 239 606 
MicroSIFT Courseware Evaluations (88-168). 
ED 234 772 


Resources in 


Education 
= in Education (RIE). Volume 19, Num- 
ri. 
ED 233 123 
— in Education (RIE). Volume 19, Num- 
a 
ED 234 138 
sy in Education (RIE). Volume 19, Num- 


ED 235 297 
oy in Education (RIE). Volume 19, Num- 
r 4. 


ED 236 306 
— in Education (RIE). Volume 19, Num- 


ED 237 629 
—— in Education (RIE). Volume 19, Num- 


ED 239 012 


Respite Care 


—" Families a Break: Strategies for Respite 
e. 
ED 235 664 
Respite Care Which Meets Community Needs. 
ED 233 548 


Response Rates ( 


Questionnaires) 
Response Rates to Mail Questionnaires in an Eth- 
nic Minority Population. 
ED 236 214 


Response Style (Tests) 


Beyond Sex Roles: A Status Dynamic Formula- 
tion. 

ED 239 168 
Deviation from beg al Circumplex Model in 
Student and Adult Populations. 

ED 237 831 
The Effects of Positivity and Personalism of Atti- 
tude Scale Statements on Agreement 

ED 235 214 
7 College Students to Assess Accurately 
What They Know and Don’t Know. 

ED 238 337 


Responses 


Responsiveness 
A Model for Improving the R 


ED 237 736 


Responsibility 
The Effects of Empathy on Perceptions of a 
Discloser. 


Self- 
ED 233 257 


iveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 


ED 237 751 


Activities Using a Restaurant Theme. 

ED 239 927 
How To Write a Resume. Power of the Printed 
Word. 

ED 236 586 


Teaching the Resume: A Method. 
ED 238 011 


Retail 


Security . . 
Introduction to Retail Security. 
ED 234 194 


Retail Stores 


Fort Madison Community Betterment Survey. 
ED 237 291 


Introduction to Retail Security. 


ED 234 194 


Retention 


(Psychology) 
A Comparison of the Effects of Super Learning 
Techniques on the Learning of English as a Sec- 
ond Language. 
ED 236 928 


Effects of Prior Knowledge, Text-Order and Un- 
derlining on Recall of Information From Text. 

ED 237 968 
The Element of Drama in Strategic Interaction. 

ED 238 284 
Implications of the Concept of the Schema for 
Public Relations. 

ED 237 977 
Introspection as a Technique for Investigating Re- 


tention. 

ED 236 161 
Memorial Consequences of Display i 

ED 238 683 


Relational and Item-Specific Encoding: Effects of 
Orienting Task, Materials, and Type of Test on 
Prose Memory. 

ED 233 286 
A Review of Findings from Learning and Mem- 
ory Retention Studies. 

ED 234 878 


Accessibility, Housing, Recreational Participa- 
tion and Retirement Life Satisfaction: Some Pre- 
liminary Results. Revised. 


Are the Elder 
Cross-Cultural 


ED 235 090 

Retired from Active Life? A 
parison. 

ED 236 072 

Early Retirement Is Not the Cat’s Meow. The 


Endpaper. 

Wathen ene ED 7 eon 
Early Retirement of 
J ; A Study of the Satuory 


ED 238 494 
Final Report to Congress on Age Discrimination 
in Employment Act Studies. 


ED 237 766 





370 ~=53—s&RReetirement Benefits 


Retirement Benefits 
— Vopr at act of Age 70 Mandatory 
t 
—-s Impac = (0 Mandatory id 
sponse. 


ED 233 643 


Seni man Oe Con- 
ing High fem Ratt 
ment Conference widence, Rhode Isiand, 
October 31-November 1, 1980). 

ED 233 642 


Retirement Plans and Related Factors Among 
Faculty at COFHE Institutions. 
ED 233 645 


Adult Retraining—-An Investment in People. 

ED 237 707 
Dislocated Workers and Midcareer Retraining in 
Other Industrial Nations. 


ED 236 369 
Dislocated Workers and the American Flex- 
iconomy. Research Paper. 

ED ws: 370 
Employment and Training ‘+o to luce 
Structural Unemployment. A Statement before 
the Joint Economic Committee, United States 
Congress. 


ED 236 373 


ittee Technology 
the Committee on the Budget, US House of 


Representatives. 

ED 236 374 
Keeping Teachers’ Technical Skills Up-to-Date. 

ED 237 737 
The Labour Market Impacts of High Technology: 
Implications for the Universities. 

ED 238 328 


(Revised). Interim Report for 
Period os 1981-August 1982. 
ED 239 095 
es © of ed Ba Business (Y Conference on 
peilanti, Michi- 
ean, Apel 75, 19 7-9, fos), Part Il Il: + com Develop- 
and Retraining Si trategies. 


Recycling America’s Work: Public and Private 
ica’s ers: i ivate 
Approaches to Midcareer Retraini 


ED 236 367 

Reemploying Dislocated Workers-Five Strate- 

for A Statement before the 

louse of ae Committee on Appro- 

priations, Legislature of the Commonwealth of 
rece n 


ED 236 368 
Where Do We Go from Here? A National Model 
for Meeting the Informational Needs of the Un- 
employed. 


ED 237 706 
Workers Dislocated by Economic Change: 
Toward New Institutions for Midcareer Worker 
Transformation. Research Paper. 


ED 236 371 
Reconnecting the Generations through 
i i Contiau- 
ing Education. 
ED 239 124 


When You Don’t Know What's Important: Revi- 
talizing Decision-Making in the Native American 


ED 239 816 


Retrenchment 
Cuts and Black Children: A Response to 

the Preckdonc's Budget for FY 1984. 

ED 234 884 
Caring for the Campus Physical Plant. 
Consequences of 1983-84 On ‘ vagy 

Budget for 

fornia Community Colleges. 

ED 238 492 


ie da lhe ee ee teen 
Compendium of LEAs Practices in 
Pennsylvania. 


ED 233 496 
Doing More with Less: Innovative Ideas for Re- 
ducing Costs in the School Nutrition 

ED 239 353 
Faculty Issues: Surviving the Stress of the Eight- 
ies. 


ED 233 662 


Fifteen Years Down, Twenty-five To Go: A Look 
ee RIC/Higher Educa- 
tion Research Currents, November 1979. 


Colleges of 
hensive Universities, 1982-83. 
How to Decide What to Cut. 


ED 237 008 


ED 238 176 
Impact of 1982-83 Budget Constraints on the Cal- 
ifornia Community ; Results of a Com- 
mission Survey. Commission Report 83-28. 
Managing Rural School S od Ete. 
Decline in ystems: Pro- 
gram Organization and Delivery. 
Managing Declin School S AH sn 
i ine in ool Systems: and- 
book. Final Draft. 
ED 238 163 
Enrollment Decline: Current Knowl- 
edge and Future Applications. 
ED 233 450 
Physical Education and Related Services in the 
Future: 7 Are We Going and What Wiil We 


Be 

ED 240 118 
Rebalancing the University: Will Physical Educa- 
tion Survive? 

ED 235 126 
Responding to Reduction in a University Coun- 
seling and Related Services (Reading and Study 
Skills) Center. 

ED 233 269 
Retrenchment Policies and Their Organizational 

ces. 

ED 233 452 
School Finance Reform in the States: 1983. 

ED 235 589 
School Governance in an Era of Retrenchment. 


[Final Report]. 
ED 236 810 
Stages in Decline: How an Educational Organiza- 
tion Scales Down. 

ED 233 453 
Strategies of Managing Budget Reductions. 

ED 239 352 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 

ED 236 994 


Two Paradoxes in Decline: Com; 
hensive Planning phn oon Roos of 
ED 233 449 
1983 State of the District Address. Los Angeles 
Community College District. 
ED 237 144 


Retrieval 


(Memory) 
Anxiety and the Retrieval of Information from 
Long Term Memory. 

ED 238 913 


Reunion Behavior 
The Range and Consistency of Preschoolers’ Re- 


union Responses in Day Care. 
ED 235 892 


Revenue Sharing 
Implementing the Education Block Grant. Issue- 


gram 32. 
ED 234 513 
the Effect of Applying the 
System to the General Reve- 
and Vocational Education 


Information R: 
site tema 
nue Sharing, 
Programs. 


ED 237 694 


Reverse Discrimination 
Civil Rights Goals for the Year 2000 and the 
Them. 


ieans for Achieving 
ED 235 263 


Revision 


(Written Composition) 

Basic Writers and the Computer. 
ED 237 975 
ED 234 415 


Discovering Writing Ownership in the Process of 
Looraiog 08 Wate . 
ED 234 377 


Teh ties of Fermal Revision on ingvoving 


Writing Skills. 
ED 234 380 
ions to Manage the Writing Process: Tasks 
Strategies. 


Contractual Revision. 


Subject Index 


ED 234 420 
Proofreading is Not Reading. 
ED 233 398 


Revision Strategies of Students at Three Grade 
Levels. Final Report. 

ED 238 009 
Student Writers and Their Audiences: Case Stud- 
ies of the Revising Decisions of Three College 
Freshman. 


ED 236 618 
Teaching Persuasion: A Positive Approach. 

ED 233 396 
Teaching Revision: An Experiment. 

ED 236 679 
Teaching Writing Easily and Effectively to Get 
Results. Part II: The Evaluation Process. 

ED 233 372 
Writing Is a Process: Guidelines for Writing Cen- 
ter Volunteers. 

ED 235 487 
Writing with Wylbur: Teaching Freshman Com- 
position with a Mainframe Computer. 

ED 239 299 


evitalization 
Revitalizing Cities. Resource Publications in Ge- 
ography. 

ED 235 085 
Senior Citizen Seif Revitalization Manual and 
Guide. A Community Approach. 

ED 234 212 


Revolution 
Bolshevik Revolution. 


ED 237 373 
Stages in Decline: How an Educational Organiza- 
tion Scales Down. 


ED 233 453 


Rewards 


A Developmental Analysis of the Effects of Re- 
ward on Selected Wechsler Subscales. 

ED 234 324 
Effects of Boys’ Improving, Deteriorating, and 
Stable Learning Performances on Their Mothers’ 
Administration of Rewards and Punishers. 

ED 235 898 
“Good Citizen” Program. 

ED 239 966 
Grandmothers’ and —— Rewarding and 
Punishing of Their Chil 


Mighty Mustang Memo. 
Moreland Recognition Program. 


ED 235 893 
ED 239 996 


ED 238 106 
Overjustification: Constraint, Contrast, or Com- 
petence? 

ED 237 877 
A Positive 4 proach to Assertive Discipline. 

ED 240 058 
Positive Approach to Self-Discipline. 

ED 239 343 
Rewarding Teachers: Issues and Incentives. 

ED 236 143 
[Student Recognition Program.] 

ED 239 967 
A Study of Extrinsic vs. Intrinsic Motivation in 
College Students. 

ED 234 320 
The Use of Different Rules to Allocate Reward 
and Punishment. 

ED 235 449 
Vintage High School Citizenship Recognition 
Program. 


ED 240 062 
Work Orientation and Job Performance: The Cul- 
tural Basis of Teaching R ds and [ 
Final Report. 





ED 237 488 


Rhetoric 


Adapting Tagmemic Theory for Early Entry 
Biack Engineering Students at a Southern Univer- 
sity. 


ED 239 252 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended foun 
(15th, Hayward, California, May 9, 1980). 

ED 234 462 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(16th, Hayward, California, April 24, 1981). 

ED 234 461 





Subject Index 
Conference in Rhetorical Criticism. Address of 


Role Repertory Technique 371 


Rhetorical Developmental Discontinuities in Women’s Role 


the Annual Conference and Commended Papers 
(17th, Hayward, California, May 7, 1982). 

ED 234 460 
The Effect of an Assigned Rhetorical Context on 
the Holistic Quality and Syntax of the Writing of 
High and Low Ability College Writers. 

ED 235 481 
Ethics and Advocacy: Paul Wilson’s Defense of 
Kansas in Brown v. The Board of Education. 

ED 239 321 
Gay Studies in a Rhetoric of Social Movements 
Course. 

ED 237 994 
Getting the Damn Parts to Fit Together: Strate- 
gies in Writing a Science of Politics. 

ED 237 981 
A Glossary of Literature and Composition. Re- 
vised Edition. 

ED 233 377 
Group Discussion as a Rhetorical Process: The 
Influence of the Small Group Setting on the Pro- 
cess of Accedence. 

ED 238 056 
Henry Ward Beecher: A Nation’s Tribune. 

ED 236 713 
Over the Rainbow, Beyond the Yellow Brick 
Road: Rhetoric and the Art of Self-Renewal. 

ED 236 715 
Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations ht + 
“Dissertation Abstracts International,” 
e December 1983 (Vol. 44 Nos. 1 nein 


ED 238 078 
The Rhetorical Dimensions of Popular Song. 

ED 238 082 
Rhetorical Epistemology and Critical Organiza- 
tional Communication Research. 

ED 238 034 
Rhetorical Traditions and the Teaching of Writ- 


ing. 
ED 238 026// 

Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 

ED 238 077 
The Rhetoric of Explanation. 

ED 236 623 
Sizing Up the Situation: Kenneth Burke’s Drama- 
tistic Frames. 

ED 234 435 
A Study of Narrative Rhetoric. Final Report. 

ED 234 414 
Understanding Susan Sontag’s Critique of Com- 
munism and the Democratic Left: Confession? 
Conversion? Conundrum? 

ED 233 347 
The Writer’s Mind: Writing as a Mode of Think- 
ing. 


ED 233 366 


Rhetorical Criticism 
An Analysis of Homiletics Textbooks. 

ED 235 537 
Argument in Transition: Proceedings of the Sum- 
mer Conference on Argumentation (3rd, Alta, 
Utah, July 28-31, 1983). 

ED 234 459 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(15th, Hayward, California, May 9, 1980). 

ED 234 462 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(16th, Hayward, California, April 24, 1981). 

ED 234 461 
Conference in Rhetorical Criticism. Address of 
the Annual Conference and Commended Papers 
(17th, Hayward, California, May 7, 1982). 

ED 234 460 
Early Developments in Argumentation in Phys- 
ics. 

ED 235 495 
The Form of Thinking for Basic Writers. 

ED 239 251 


ED 236 623 
Understanding Susan Sontag’s Critique of Com- 
munism and the Democratic Left: Confession? 
Conversion? Conundrum? 


The Rhetoric of Explanation. 


ED 233 347 


Risk Taking 


Science 
Teaching as a Rhetorical Art. 
ED 234 406 


Rhetorical Stance 
The Effect of an Assigned Rhetorical Context on 


the Holistic Quality and + of the Writing of 
High and Low Ability College Writers. 
ED 235 481 


Strategies 
Teaching the Grant Proposal as a Problem-Solv- 
ing Strategy: A Rhetorical Approach. 
ED 236 619 


Rhode Island 


The Status of Secondary Social Studies Education 
in Selected Rhode Island Public High Schools. 
ED 236 097 


Richland Economic Development Corpora- 
tion 
RE-DeC, A Unique Private/Public Partnership 


-A Strategy Design for the ’80s. 
ED 237 745 


Risk 
Choosing To Risk. 


ED 237 182 
Living Well: An Introduction to Health Promo- 
tion and Disease Prevention. 

ED 240 063 
A Study of the Relation between Locus of Control 
and Risk Taking for Graduate Students in Educa- 
tion. 

ED 233 246 


Risk Taking 
A Study of the Relation between Locus of Control 


and Risk Taking for Graduate Students in Educa- 
tion. 
ED 233 246 


Behavior 

Conference Series on om Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-Taking Behav- 
ior and Young Adolescents; [and] Understanding 
Early Adolescence: An Overview. 

ED 238 530 


Robotics 


Exploratory Workshop on the Social Impacts of 
Robotics. Summary and Issues. A Background Pa- 
per. 

ED 237 689 
The Impact of Robotics on Employment. Hearing 
before the Subcommittee on Economic Goals and 
Intergovernmental Policy of the Joint Economic 
Committee, Congress of the United States, 
Ninety-Eighth Congr First Sessi 





ED 236 408 
The Interdependence of Computers, Robots, and 
People. 

ED 237 659 
Robotics and Industrial Arts. 

ED 237 781 


Rochester Institute of Technology NY 
A Study of Management Concerns in Human Ser- 
vices Organizations: Their Implications for Edu- 
cational Programs. 

ED 233 650 


Rodda Act (California) 


The Role of the Confidential Employee as a Mem- 
ber of the Management Team. ACSA Operations 
Notebook 28. 

ED 239 361 


Role Conflict 


The Effect of Role Conflict and Role Ambiguity 
on Perceived Levels of Burnout Among Special 
Education Teachers. 

ED 235 631 
The Effects of Doctoral Study on Marriage and 
Family: An Ethnographic Study. 

ED 233 283 


Gender Socialization from Child’s Play to Organi- 
zational Gaming: Roots of Female Corporate Par- 
ticipation in Children’s Games. 

ED 233 415 


Role Models 


Androgyny in the Single-Parent Family. 

ED 237 836 
Choices/Changes: An Investigation of Alterna- 
tive Occupational Role Models. 

ED 234 278 


Model Choice. 


ED 236 497 
Nurturing Professionalism: Here’s How. 


Punitive Parents as Models: Effects of Re- 
ward-Incentives and Sex of Model on Recall of 
Punitive Parental Behaviors. 

ED 235 448 
A School Program for a Healthier America: Edu- 
cator’s Guide. 

ED 233 837 
Sex Role Identification and Parental Rearing 
Practice: Determinants of Type A Behavior in 
College Age Women and Men. 

ED 234 321 


Role Perception 
Decisions about Roles. Student Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 
ED 238 517 
Decisions about Roles. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 
ED 238 516 
Development and Validation of Principals’ 
Role-Specific Behaviors in Lebanese Secondary 
Schools. 
ED 236 793 
The Development of Teacher Perspectives. 
ED 240 112 
Differences and Similarities in Administrators’ 
and Evaluators’ Perceptions of Evaluation. 
ED 235 236 
The Effect of Role Conflict and Role Ambiguity 
on Perceived Levels of Burnout Among Special 
Education Teachers. 
ED 235 631 
The Field Program Associate in the Partnership 
for Rural Improvement. 
ED 237 269 
The Gender Communication Scale: A Scale De- 
velopment of an Instrument to Measure Gender 
Role Behavior. 
ED 238 072 
Gender Difference and Student Writing. 
ED 233 399 
General and Specific Psychotherapy Role Induc- 
tion with Substance Abusing Clients. 
ED 237 833 
“It’s Not My Job”: A Student Services Functional 
Inventory. 
ED 234 658 
Nurturing Professionalism: Here’s How. 
ED 238 020 
The Role of Campus Ministry at State-Supported 
Universities: A Judgment Analysis. 
ED 238 338 
The Self in Action. 
ED 237 &32 


Role P! 


Causal Attributions and Person Perceptions in an 
Incident of Spouse Abuse. 

ED 235 408 
Convention Problems - 1787. 

ED 238 742 
The Education Game. Technical Note 14. 

ED 238 603 
The Element of Drama in Strategic Interaction. 

ED 238 284 
Fresno County Mock Trial Competition. 

ED 239 997 
Game of Childhood Diseases. Technical Note 
No. 23. 

ED 238 608 
Instructional Strategies for Constructive Contro- 
versies. 

ED 234 053 
Mother Goose in the ESL Classroom. 

ED 238 262 
Ordinal Position in Role Play Practice. 
ED 235 432 
Road-to-Birth Game. Technical Note No. 24. 

ED 238 609 
Situations for Communication: Growth in Com- 
petence and Confidence. 

ED 238 276// 

Vitalizing Your Social Studies Class with 
Role-Playing. 

ED 237 372 


Role Repertory Technique 





372 Role Repertory Technique 


Methods of Studying Persons. 
ED 239 174 
Role Satisfaction ‘ 
Preferred Parenting: Comparisons of Working 
Women and Men. 
ED 239 189 


Role Theory 
Teachers’ Regulation of the 
ED 235 567 


Roman Republic 
Death of the Roman Republic. 
ED 237 374 


Romanization 
Romanization to Facilitate the Teaching of Mod- 
ern Hebrew to Adult Native Speakers of English. 
ED 235 689 
Rorschach Test 
Normative Data from Rorschach (Exner) and 
MMPI Tests for Students Assessed in an Alberta 
Government Youth Assessment Center. 
ED 240 137 
RPTIM Model 
A National Assessment of Valued and Neglected 
Staff Development Practices. 


ED 239 374 
Rule 
Living T under the Law: An Elementary 
Education Law Guide. 
ED 233 953 


=> Swimming and Diving. Official 
Rules, Officating. August 1983-August 1984. 
NAGWS Guide. 


ED 237 450 
National History Day Contest Guide. 

ED 236 056 
Sharpen Your Skills: Foreign Braille. 
Sharpen Your Skills: Large 

ED 239 479 
Sharpen Your Skills: Literary Braille. 

ED 238 243 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 


ED 239 481 


ED 233 148 


Rumanian 
Teaching Romanian: Theory and Practice. 
ED 238 297 


ED 233 980 
ED 233 972 


Building School-Community Relationships in 
Northern Communities: A Sourcebook of Policy 
Alternatives and Recommendations. 

ED 237 283 
Carrying Loads on Heads. Third World Science. 

ED 235 033 
Changing Times: Rural Teachers’ Comment on 
the Quality of Their Work Life. 

ED 238 649 


Child Welfare Practice in Rural Areas and Small 
Communities. Research Capsule No. 14. 

ED 239 783 
Christian Schools and Public Schools In Small 
Rural Communities of the Northeast. 

ED 235 958 
Clay Pots. Third World Science. 

ED 235 035 
A Common World: Courses in Women’s Studies 
for Rural and Urban Communities. 

ED 235 102 
Community Skills Training: A Collaborative Ap- 
proach. 

ED 237 270 


Service Center: A 


Comparison of Service peiubedaadionent tien 
ab Une ad aetaee 
ED 237 721 


ED 236 877 


ED 235 981 


The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
Family Violence: A Workshop Manual for Clergy 
and Other Service Providers. 


ED 234 282 
Gilliland General Purpose Learning Potential Ex- 
amination for Inter-Cultural Evaluation of Learn- 
ing Aptitude. Manual of Directions. 

ED 237 268 
The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 
ties in a Rural Community. Research Report 366. 

ED 234 967 
Personal Development Skills and Strategies for 
Effective Survival as a Rural Special Educator. 
Instructor’s Supplement for the Curriculum Mod- 
ule. 


ED 235 932 
Personal Development Skills and Strategies for 
Effective Survival as a Rural Special Educator. 
Student Text for the Curriculum Module. 

ED 235 931 
Predictors of Community and Life Satisfaction in 
Rural Mississippi. Research Bulletin Number 19. 

ED 237 259 
Preparing Student Teachers for Professional Ap- 
pointments in Rural Schools. 

ED 239 789 
The Price of Change. A Growth Impact Assess- 
ment Guide. Partnership for Rural Improvement. 

ED 237 273 
Primary Health a. Chinese Experience. 
Report of an Inter-regional Seminar on 
Health Care (China, June 13-16, 1982). 

ED 237 470 
Professional Continuing Education for Rural 
Teachers: Promising Prospects for the Future. 

ED 238 614 
A Review of the Definition of Rural. 

ED 238 667 
The Rural Growth Revival In N tropolitan 
America: Evidence of Pervasiveness. 

ED 233 867 
Rural Minority Adolescents: New Focus in Ca- 
reer Counseling. 





ED 236 477 
The Rural Texas Domestic Violence Health Pro- 
fessionals Education Program. Final Report. 

ED 237 288 
Selected Characteristics and Perceptions of Rural 
School Teachers, Administrators and School 
Board Members. 

ED 238 645 
Socio-Economic and Psychological Attr‘butes of 
Rural Poverty in Mississippi. Research Bulletin 
Number 17. 

ED 237 258 
Training Special Educators to Teach in Rural Ar- 
eas: Special Problems and Recommendations for 
Program Development. 

ED 238 641 


Two-Way Radio in Schools (or, The Loneliness of 
the Long Distance Learner). An Evaluation of a 
ae Frequency Short Wave, Two-Way Radio 


ED 238 634 
Vocational Education for the Handicapped in Ru- 
tal Areas. LINCpaper 814. 

ED 236 384 
Vocational Education in Rural America. Over- 
view: ERIC Fact Sheet No. 15. 

ED 237 803 
Women Students In Rural Communities: A Pre- 
liminary Report. 


ED 235 956 
Rural Craft Centers (Kenya) 
Contributions of Alternative (Nonformal) Educa- 
tion in Developing Countries. 
ED 233 447 
Rural 
Appalachian Regional Commission: 1982 Annual 
Report. 
ED 238 642 
Assessing the Impacts of Intergovernmental Eco- 


nomic The Case of the World 
Bank and Nonformal Education. 
ED 235 987 


The Bandungan Papers: Guidelines for the Evalu- 
ation of Rural Development Projects of NGOs. 
CENDHRRA Development Memo Number 4. 


Subject Index 


ED 235 988 
Better Country: A Strategy for Rural Develop- 
ment in the 1980's. 

ED 238 655 


Catalyst for Interorganizational Collaboration: 
The Partnership for Rural Improvement. Working 
Paper Series. 

ED 237 272 
Development Communication Report No. 42, 
June 1983. 

ED 233 709 
Development Communication Report, No. 43, 
September 1983. 

ED 235 785 
Education and Rural Development Planning. Re- 
port of a Regional Seminar (Bangkok, December 
8-16, 1980). 

ED 237 263 
Evaluation in Non-Formal Education: A Se- 
lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 

ED 234 949 
The Frontier Newspaper Community: A Com- 
puter Profile. 

ED 235 484 
Journals and Newsletters on Non-Formal Educa- 
tion and Development: A Selected, Annotated 
Bibliography. Annotated Bibliography #12. 

ED 234 947 
Mass Media and Development in Indonesia. 

ED 235 775 
National Advisory Council On Rural Develop- 
ment (lst, Washington, District of Columbia, 
April 14-15, 1982). Executive Summary of Pro- 
ceedings. 


ED 239 798 
New Challenges for Rural Economic Develop- 
ment. Working Paper No. 400. 

ED 235 979 
Non-Formal Education and Radio: A Selected, 
= Bibliography. Annotated Bibliography 

ED 234 948 
Partnership for Rural Improvement: External Re- 
view. February 23-March 5, 1980. 

ED 235 985 
Partnership for Rural Improvement: Publications, 
1976-1983. 

ED 234 963 
Partnership for Rural Improvement: The Manage- 
ment for Transition. Annual Report 1981-1982. 

ED 235 984 
Progress Report of the Tasmanian Education and 
Local Development Project. 

ED 233 832 
Regional Consultation Meeting on the Asian Pro- 
gramme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 
A Review and Critique of Rural Development Re- 
search in the Land-Grant System Since 1970- 
with Focus upon the South. SRDC Series 65. 

ED 238 654 
Social Change and New Profiles of Educational 
Personnel. National Studies—India, Nepal, Philip- 
pines, Republic of Korea. 

ED 237 264 


Rural Economics 

New Challenges for Rural Economic Develop- 
ment. Working Paper No. 400. 

ED 235 979 
Strategies of Self-Reliance, Co-Reliance and 
Self-Sufficiency and Their Meaning for Rural 
Families in the 1980's. 

ED 234 925 


Rural Education 

Addressing the Report of the Commission on Ex- 
cellence in Education...from the Rural Perspec- 
tive. 

ED 234 939 
Chemistry for the Life Sciences. An Instructor 
Resource Guide. Appendix to a Final Report on 
the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 711 
COPEing With Environmental Education Pro- 
= Development and Infusion into the Global 

tudies Curricula of Rural Schools. 

ED 238 652 
Coping With Curriculum. Papers and Pri 
of the National Workshop on Distance Education 





Subject Index 


(2nd, Perth, Western Australia, July 13-15, 1983). 
ED 237 302 
Core III Materials for Rural Agriculture Pro- 
grams. Units 
ED 233 228 


Core III Materials for Rural Agriculture Pro- 


grams. Units H-I. 
ED 233 229 
Curriculum Diversity in a Small Secondary 
School. 

ED 238 602 
The Development of an Associate Degree in Ru- 
ral Health Promotion: Philosophy, Administra- 
tion, Evaluation, Products. A Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 709 
Discussion Starters. Technical Note No. 25. 

ED 238 610 
Doing Research on Effective Cross-Cultural 
Teaching: The Teacher Tale. 

ED 239 813 
Education and Rural Development Planning. Re- 
port of a Regional Seminar (Bangkok, December 
8-16, 1980). 

ED 237 263 
Future Issues in Rural Education. 

ED 238 643 
Health Care Organization and Issues. An Instruc- 
tor Resource Guide. Appendix to a Final Report 
on the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 713 
Health Promotion Seminar. An Instructor Re- 
source Guide. Appendix ‘o a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 714 
Inter-District Cooperation among Rurel Schools 
In A Post-Industrial Society. Revised. 

ED 234 940 
Interpersonal Communication: Techniques and 
Style. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Program. 

ED 237 715 
Introductory Epidemiology. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 
Moving Forward in Times of Adversity: Proceed- 
ings of the Annual Rural and Small Schools Con- 
ference (4th) and the Kansas Community 
Education Association Conference (Manhattan, 
Kansas, November 15-16, 1982). 

ED 235 947 
Paraprofessional Skills I and Paraprofessional 
Skills II. An Instructor Resource Guide. An Ap- 
pendix to a Final Report on the Paraprofessional 
Rurally Oriented Family Home Health Training 
Program. 

ED 237 716 
Popular Adult Education: The Bolivian Experi- 
ence. 

ED 238 619 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 

ED 238 664 
Providing Services for Handicapped Persons in 
Rural/Sparsely Populated Areas. 

ED 237 287 
Report of Rural Education Advisory Committee. 

ED 237 284 
Research Findings on K-12 and 1-12 Rural School 
Districts in the United States. 

ED 234 973 
R.S.V.P. Teacher-Coordinator Handbook. 

ED 235 966 
Rural Education and Rural Family Education 
Policy for the 80’s. 

ED 234 971 
A Rural Education Policy for the 80’s. 

ED 234 977 
Rural Special Education. 

ED 236 889 
Rural Studies in Teacher Education From Innova- 
tion to Stablization. Summary of the Symposium 
on Rural Education. 

ED 235 946 
Serving the Disabled College Student in Rural In- 
stitutions. 

ED 238 601 


The Sourcebook: A Directory of Resources for 
Small and Rural School Districts. 

ED 234 978 
A Special Services Approach for Small Rural 
School Districts. 

ED 239 784 


The Teacher-Student Role in Instructional Tele- 
communications. 
ED 239 792 


Teaching Core Courses with a Focus on Rural 


a eth Treen Rurall 
Oriented Panui Home H Pagan. 


a 237 710 

Technological Delivery Systems. 
ED 237 303// 

Two-Way Telecommunications: A Viable Tech- 
nology for Rural Instruction? 

ED 234 738 
A Unique Delivery System to Rural Schools: The 
NMSU-Space Center Microcomputer Van Pro- 
gram. 

ED 238 644 
Village Science: A Resource Handbook for Rural 
Alaskan Teachers. 

ED 238 618 
Vocational Education in Rural America. Over- 
view: ERIC Fact Sheet No. 15. 

ED 237 803 
60 Apples—Utili Electronic Technology to 
Enhance and Enrich Adult 


ED 237 660 


Rural 


Education Association 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 


ED 238 664 


Rural Environment 


Research Methods in Environmental Studies: A 
County Planning Application in Colorado. 

ED 240 030 
The Rich Get Richer and the Poor Get Federal 
Budget Cutbacks. 

ED 233 869 
Rural Rehabilitation. A State of the Art. 

ED 233 838 
Rural Science Education: Blueprint for All? 

ED 235 945 
Rural Studies in Teacher Education From Innova- 
tion to Stablization. Summary of the Symposium 
on Rural Education. 

ED 235 946 
Strategies of Self-Reliance, Co-Reliance and 
Self-Sufficiency and Their Meaning for Rural 
Families in the 1980's. 

ED 234 925 
Teacher Education for Rural Schools: The West- 
ern Montana College Model. 

ED 237 252 
Training Special Educators to Teach in Rural Ar- 
eas: Special Problems and Recommendations for 
Program Development. 

ED 238 641 
Village Science: A Resource Handbook for Rural 
Alaskan Teachers. 


ED 238 618 


Rural Extension 


Information Developer-User System Linking 
Roles of Education Assistants in the Missouri 
Small Farm Family Program. Research Bulletin 
No. 1042. 

ED 234 974 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 

ED 233 873 


Rural Famil 


y 
Rural Education and Rural Family Education 
Policy for the 80’s. 
ED 234 971 
Strategies of Self-Reliance, Co-Reliance and 
Self-Sufficiency and Their Meaning for Rural 
Families in the 1980's. 


ED 234 925 


Rural Farm Residents 


Whatever Happened to Rural Women? A Com- 
parative Study of Labor Force Participation. 
ED 235 961 


Rural Intervention Project AZ 


Rural Intervention Project: An Empirical Assess- 
ment. 


ED 235 949 


Rural Schools 373 


Whatever Happened to Rural Women? A Com- 
parative Study of Labor Force Participation. 


ED 235 961 


Rural P 


Seen aanete of Change in a Beet Comme 
nity, (A Report on the -to-Child Project at 

Village Sangma of the Vadodara District). 

ing Together, Coming A: anita 
Coming Together, 
in Rurel Weconsin. Teachers’ Manual. 

ED 240 215 

oe 


ED 237 866 
A Factor Analytic Model of Community and Life 
— ¢ Case of North Carolina. No. 


ED 234 975 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Problems in Securing Employment in the Rural 
South and Socioeconomic teristics. 

ED 237 260 
Rural Itinerant Manpower Services, 1978-1979. 

ED 235 950 
Using New Methods to Determine Continuing 
Education Needs of Rural Women. 

ED 233 131 


Rural Schools 


Achievement and School Effectiveness: Three 
Case Studies. A Report to the Alaska Department 
of Education. 


ED 233 840 
An Analysis of the Rural-Urban Balance for Edu- 
— in Developing Countries: A Case Study of 


ED 234 976 
A Background Paper on Rural Education in the 
Province of Saskatchewan. 

ED 234 932 
A Comparative Study of Rural Schools in Texas, 
New Mexico, and Arizona. 

ED 235 978 
Curriculum Diversity in a Small Secondary 
School. 

ED 238 602 
Demographic Change and the Quality of Rural 
Schools. 


ED 235 980 
Financing Rural Schools in New York State. The 
Facts & Issues. Cornell Information Bulletin 182. 

ED 238 597 
High School With Options. An Analysis of the 
Data for 1973-74. 

ED 233 828 
The Identification of Skills and Characteristics 
Needed by Country School Teachers. Education 
Reports. 

ED 234 942 
Implementing Computer Technology in School 
Systems. 

ED 238 182 
Improving the Climate in Rural Schools through 
an Individualized Staff Development Program. 

ED 234 968 
Instructional Technology Needs in Rural Special 
Education. 

ED 237 247 
Keys to School Boardsmanship Project. Rural Ed- 
ucation Program Final Report. 

ED 235 935 
Managing Decline in Rural School Systems: Pro- 
gram Organization and Delivery. 

ED 235 930 


Moving Forward in Times of Adversity: Proceed- 
ings of the Annual Rural and Small Schools Con- 
ference (4th) and the Kansas Community 
Education Association Conference (Manhattan, 
Kansas, November 15-16, 1982). 
ED 235 947 
Principals in Rural Alaska: A Descriptive Profile. 
— Disturbed Stu 
Pro; for Emotionally tu- 
dents in Rural Public Schools. Conference Pro- 
ceedings (Minneapolis, Minnesota, November 4, 
1981). Program Assistance Report No. 6. 
ED 239 785 





374 Rural Schools 


Progress Report of the Tasmanian Education and 
Local Development Project. 
ED 233 832 


A Prototype Occupational Choice Model for Dis- 
advantaged Youth in Rural Schools. Final Report. 

ED 234 177 
A Report of Innovative Rural School Programs In 
the United States. 

ED 238 663 
Research Findings on K-12 and 1-12 Rural School 
Districts in the United States. 

ED 234 973 
The Role of Microcomputers in Rural Schools. 

ED 234 969 
Rural One-Room Schools of Mid-America. Re- 
vised. 


ED 239 824 
Rural School Communities in Colorado. 

ED 239 800 
Rural Student Vocational Program (RSVP) fend} 
Housing Guide for — and Students [and 
Work Supervisor’s Gui 

ED 237 255 


Rural Teachers and Community Schools in 
Alaska. 


ED 233 841 
School Adoption Program. 
ED 233 831 


Serving the Disabled College Student in Rural In- 
stitutions. 


ED 238 601 
The Sourcebook: A Directory of Resources for 
Small and Rural School Districis. 

ED ™ an 
Speculation Upon Implementation o' 
94-142 in New Mi Mesico’e Rural School Districts. 

ED 235 975 
A Study of Problems and Effective Strategies in 
ee eee 
Small Rural Public School Districts of New Mex- 
ico. Executive Summary. Monograph No. 1. 

ED 237 290 
Teacher Education for Rural Schools: The West- 
ern Montana College Model. 

ED 237 252 


Student Vocational Program AK 
R.S.V.P. Teacher-Coordinator Handbook. 
ED 235 966 
Rural Urban Differences 
Acculturation, Social Class and Cognitive 
Growth. Monograph No. 34. 
ED 239 751 
An Analysis of the Rural-Urban Balance for Edu- 
cation in Developing Countries: A Case Study of 


ED 234 976 
Child Welfare Practice in Rural Areas and Small 
Communities. Research Capsule No. 14. 

ED 239 783 
Effective School Research: Will It Play in the 
Country? 


ED 235 561 
Hispanics in the Pacific Northwest. 
ED 237 305 
Report of Rural Education Advisory Committee. 
Sn neni sd Peat 
ttributes of 
Rural a in Mississippi. Research Bulletin 
Number 1 
ED 237 258 
Rural Youth 
Contributions of Alternative peeenaee Educa- 
tion in Developing Coun’ 
ED 233 447 
Future Issues in Rural Education 
ED 238 643 
Rural Intervention Project: An Empirical Assess- 
ment. 


ED 235 949 
Rurai Minority Adolescents: New Focus in Ca- 
reer Counseling. 
ED 236 477 
Gaal Darvey of Young Adedts hom Broek Aare 
oung ts 
and Small Towns in the South. 


ED 239 833 
Russian for Expository Prose. Volume 1: Intro- 
ductory Course. 


: ED 236 920 
Russian for Expository Prose. Volume 2: Ad- 


vanced Course. 
ED 236 921 
Soviet-Eastern European Research and Training 
Act of 1983. Hearing Before the Subcommittee on 
Education, Arts and Humanities of the Commit- 
tee on Labor and Human Resources. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion on S. 873. 
ED 239 549 
ussian Americans 
New York wail Russian Bilingual ‘ 
1981-1982. O.E.E. Final Evaluation E Report. 
ED 238 989 
Russian History 
Bolshevik Revolution. 
ED 237 373 


Sabbaticel Lea 

Critical y eens of Faculty Development Pro- 
grams. Proceedings of the Invitational Seminar on 
Faculty Development (Sherman, Texas, April 
25-26, 1983). 

ED 238 387 
Last Sabbatical: A Midlife Journey. College 
Teaching Monograph. 

ED 239 527 
A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 

2D 239 526 


Saccadic Eye Movements 
What is the Basis for an Eye Movement 
during Reading? Technical Report No. 287. 
ED 234 374 


Sacramento City Unified School District 
CA 
Community and Staff Surveys Conducted for the 
Sacramento City Unified School District. Sum- 
mary Report [and] Appendices. 
ED 235 188 


An Illustrated Guide to Electrical Safety. Revised 

ED 238 728 
Safety with Wasps and Bees. 

ED 240 049 

Safety Education 

Hallways to Highways. Driver Education 1982. 

ED 239 960 
Health Education omen Guide. Elementary 
Schooi. Grade 1 

ED 235 282 
Refinement of a Primary Preventive Approach to 
Fire Emergencies: A Comparison of External and 
Self-Instruction Strategies for Training and Main- 
taining Fire Emergency Responding. 

ED 237 197 
School Bus Rider Safety Education Modules for 
Use with Drills on School Buses. 

ED 235 392 
Youth With Wheels and Their Responsibilities. A 
Combined Teacher Guide and Student Handbook 
for Pre Driving Age Students. 

ED 239 959 


Equipment 
Job Safety. Cooperative Occupational Education, 
Unit 14. Instructor Material and Student Mate- 
rial. 


ED 234 253 
Saint Cloud State University MN 
Responding to Reduction in a University Coun- 
seling and Related Services (Reading and Study 
Skills) Center. 
ED 233 269 
Saint Louis City School District MO 
Multicultural Education: Content, Materials, 
Strategies and Behaviors. A Series of Seminars for 
School Districts in the Metropolitan St. Louis 


ED 234 106 
Saint Marys University TX 
St. Mary’s University of San Antonio. 1982-1983 
Report of Student Retention Task Force. 
ED 234 689 
Salaries 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Salary Surveys. Eleventh Edition. 
ED 237 333// 
Salary Surveys: How? Why? Who? When? Where? 


Subject Index 


How to Conduct One in Your Community. 

ED 238 571 
Seventeenth Annual Rank-Order Distribution of 
Administrative Salaries Paid 1983-1984. 

ED 239 573 
University of Alaska 1983 Salary Equity Study: 
The Analytical Process. 


ED 239 550 


Salary Reductions 
The Inequities of Salary Reduction as National 


Child Care Policy: Where Do We Go from Here. 
ED 234 904 


Salary W: 


age Differentials 
Comparison of Faculty Salary Levels of Men and 
Women Possessing the Doctorate at the Univer- 
ps ded Maryland, Coll - Park Jag and 1982 
ies). Summary of Findings and Actions. 

ED 235 718 
The Length and Characteristics of Women’s Life- 
time Work Experience. 

ED 233 212 
Pros and Cons and Current Status of Merit Pay in 
the Public Schools. 

ED 238 162 
Sectors and Jobs in Metropolitan Economies. A 
Rand Note. 


ED 237 763 
Sex Differences in the Educator Labor Market. 
Final Report. 

ED 238 085 
Status of Women in Kentucky State Agencies. 
Sixth Report. An Analysis of Employment Job 
Levels and Salaries as of November, 1982. Staff 
Report 83-6. 

ED 237 628 
Women at Work: A Chartbook. Bulletin 2168. 

ED 237 726 


Salem State Coliege MA 


A Study of Freshman Student Withdrawal at Sa- 
lem State College. 


ED 234 674 


Sal 


Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 

ED 235 536 
Effective Consumerism. 

ED 234 232 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 
ED 236 355 
Physical Education and Related Services in the 
Future: Where Are We Going and What Will We 
Be Doing? 

ED 240 118 


Salesperson Client Relati: 


Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 
ED 235 536 


Salts 
Salt. Third World Science. 


ED 235 045 


Sam Houston State University TX 


Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 


ED 238 351 


Samford University AL 


Field Experience Guidelines for University Stu- 
dents and Faculty and Public School Teachers 
and Administrators. 


ED 235 118 


Deictic Particles in Samoan Child Language. 
ED 233 584 
Samoan Language: A Manual for the Study and 
Teaching of the Samoan Language as Taught by 
Peace Corps/W. Samoa. 
ED 233 587 


Adventures in Uncertainty: An Empirical Investi- 
gation of the Use of a Taylor’s Series Approxima- 
tion for the Assessment of Sampling Errors in 
Educational Research. 

ED 235 193 
Conducting an Alumni Market Survey. 

ED 239 535 
Estimating Aquatic Insect Populations. Introduc- 
tion to Sampling. 


ED 233 879 





Subject Index 


An Investigation of ag for Reducing Sam- 
pling Error in Certain IRT Procedures. 
ED 236 211 
Error 

Adventures in Uacertainty: An Empirical Investi- 
gation of the Use of a Taylor’s Series A —. 
tion for the Assessment of Sampling 
Educational Research. 


ED 235 193 
An Investigation of Methods for = Sam- 
pling Error in Certain IRT Procedures. 


ED 236 211 
San Juan Unified School District CA 
More Bang from Your Bytes: Using Special Edu- 
cation Data Base Information. 
ED 236 237 
eee: Measuring Effects of 


ED 240 167 


Specific 
the New State 


Sand Dunes 
The Beach-A Natural Protection from the Sea. 


ED 237 312 
Multiple “evrne Guy Cot 


Control of Cina Education in 


ED 235 703 


Sanitation 
Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 
ED 238 700 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 
ED 238 859 
Santa Fe Community College FL 
Computerized Testing and Feedback for Faculty 
and Curriculum Development. 
ED 235 853 
Keeping the Door Open - A Hands-On Approach. 
ED 234 847 
A Model Program for Sex Equity in Vocational 
Education. Final Report from July 1, 1982 to June 
30, 1983. 
ED 233 161 


Sarvodays. Shramadana Movement (Sri 


) 
Contributions of Alternative (Nonformal) Educa- 
tion in Developing Countries. 
ED 233 447 
Saskatchewan 
A Background Paper on Rural Education in the 
Province of Saskatchewan. 
ED 234 932 
Saskatchewan. Reference Series No. 27. 
ED 235 053 
Schools, Religion and Language among German 
Catholics of St. Peter’s Colony, Saskatchewan 
1903-1918. 
ED 240 024 
Satellite Facilities 
Assuring Quality Control of Clinical Education in 
Multiple Clinical Affiliates. 
ED 235 703 


Scaling - 
Parallelogram Scaling of Binary Items. 
ED 238 924 


The Basic 
pong Boots u User os Guide Te Technical Ree Re- 


port 1 

ED 236 377 
Managing Time and Money. Cooperative Occu- 
pational Education, Unit 17. Instructor Material 
and Student Material. 

ED 234 256 
School Day/School Year Mandates. A Report 

and Pre! Recommendations. 
ED 238 157 


Schemata (Cognition) 
Behavioral Intervention: Conceptual Viewpoint 
vs. Set of Tactics. 
Building Schema thro’ 


Writing as a Pre-R: 
Recall of Narrative Text. 


ED 235 417 
Writing: The Effects of 
ing Activity on Delayed 


ED 235 497 
Category Accessibility and i 


ED 236 494 
Cognitive Research and the Design of Science 
Instruction. 

ED 237 325 
A Comparison of Schematic Processes in Mem- 
ay hee tedden Tk ad tae 

ED 235 474 
Composition and Comprehension of Simple 
Texts. Final Report. 

ED 236 575 
Conceptual Dimensions of In Influ- 
ence. 
ED 237 854 
ED 237 847 


Culture and the Attribution Process: Ti 
for Tapping the Cognitive Bases of Culture. 


Does the Teaching of agony 

e 

Une of dee aed 

Reading Comprehension? 

jute hog ag 
tion ity on 
ED 237 963 


Consistency of the Self-Schema in 


Effects of Activa! 


Examining Background Knowledge aa Text 
Comprehension. 
ED 234 419 
How Meaning Is Born. 
ED 236 541 
Implications of the Concept of the Schema for 
Public Relations. 
ED 237 977 
A Learning Framework for Development. 
ED 237 930 
Memorial Consequences of Display Coding. 
ED 238 683 
More on the Functional View of Cognition: A 
Biofunctional Model of Mental Content, Mental 
Structures, Awareness, and Attention. Technical 
Report No. 304. 
D 239 244 
Novice and Expert Knowledge of lndinioal Stu- 
dent’s Achievement. 
ED 233 985 
Overview of a Program of Research on Teachers’ 
and Students’ Routines, Thoughts, and Execution 
of Plans. 
ED 233 986 
Perceiving Layout without Effective Schemas. 
ED 237 850 
‘Writing Relationships: A oem of 
Text teristics for Primary Teach 
ED 236 540 
Representation in Memory. 
ED 235 770 
Schemata. Fact Sheet. 
ED 234 337 
A Schema-Theoretic View of Basic Processes in 
re Comprehension. Technical Report No. 


ED 239 236 
B ‘ae Events Structuring Written Composi- 


ED 239 248 
Student Cognitions during Instruction. Draft. 

ED 235 187 
Teaching Comprehension. (Application of the 
Model by Dr. M. Hunt.) 


The Use of Knowledge: a 
Empirical Confusions. Occasional ‘ont No. 37. 
ED 237 502 


ED Poa ve 


Schizophrenia 
Schizophrenia in the Mentally R 


ED 233 554 


J 
Before “English Journal” There was Teaching 
Journalism”: A Study of Methods of Teac! 
English Presented in Educational Periodicals 
from 1886 to 1917. 


ED 233 338 
Citation Matrices of Selected Health Journals. 
ED 240 067 
From Research Paper to Published Article. 
ED 234 450 
Research Index for NAEB Journals: NAEB Jour- 
Educational 


nal, eg ng, Review, 
Telecommunications Review, 1957-1979. 


School Activities 375 


ED 236 728 
“Scientific” Creationism Is Not Based on Scien- 
tific Research. 

ED 237 367 


Scholarship 

Pt gms ny! Medial Sere Be degra 
lor 

Academia. 


ED 235 702 
Program Expansion and Collaboration with Other 
Programs and Departments. 

ED 234 694 


Shaping Our Destiny: Techniques for Movi 3 Up 
in Higher Education. Workshop 
(Athens, Georgia, October 20, 1981). 
ED 234 714 
Which Factor, Teaching or Writing, Contributes 
More to Faculty Development? 


ED 237 038 


Funds 
The CFAE Casebook: A Cross Section of Corpo- 
tate Aid-to-Education Programs. 

ED 234 680 


the SBHE Task Force on Student Fi- 
Postsecondary Education Research 


ED 238 320 
by the Task Force on Student Financial 


Report 
nancial 


ED 238 388 
Targeting Your Phonathons to Alumni. 


ED 234 695 


Aptitude Test 

Adult Learners and the SAT in the University 
System of Georgia. 

ED 239 027 
The DeKalb REM Test and the SAT: Concurrent 
Validity. 

ED 233 761 
Effects of Coaching Programs on Aptitude Test 

res. 
Highlights fr R h th at - = 
om Research on the Effects 

Coaching for Tests. 

ED 238 910 
Kids Can’t Learn without Books. The Endpaper. 

ED 236 766 
Nuclear Radiation Damages Minds! 

ED 235 999 
Predictive Validity of the SAT on Two Handi- 
—_ Groups: The Deaf and the Learning Dis- 


ED 238 893 


School Accoun 
A Model Microcomputer Software Package for 
Educational Program-Oriented-Budgeting.~ 
ED 238 138 


School Activities 

A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of Commerce, A Response to 
the Report of the National Commission on Excel- 
lence in Education: A Nation at Risk. 

ED 239 750 
Fair for All: Schools Celebrate Equity. 

ED 235 249 
Fund-Raising Activities in Toronto Elementary 
and Secondary Schools. Research Service [Re- 


port) #172. 

ED 238 202 
Maternal Involvement and Academic Achieve- 
ment. oa 

ED 237 201 

ee Vocational Education, 
School Com tos in Schools, Fe wrod 
and Education 
ittee on 

ary, and Vocational Education of the Committee 
on ee Fighth ye << goons 
tives, Ninety- 
(Ashland, Kentucky, May 13, 1983; aban 
Kentucky, May 14, 1983). 

ED 237 768 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a —s Guia para Padres 
con Alumnos en la Escuela S 
ED 238 983 
Promotional 


Techniques. Publicity 
analohe for the Evening Student. 
ED 236 968 





376 School Activities 
The UMaps Proj An Attempt to Communi- 


ED 236 965 
Schoo! Administration 
Administrator’s Guide to Vocational Education. 
Sharpen Your Skills. 

ED 236 344 
The Cincinnati School-Based Management Infor- 
mation System. 

ED 233 441 
Cost Consciousness: A Necessity of the 80’s. A 
Compendium of LEAs Cost Saving Practices in 
Pennsylvania. 


ED 233 496 
Effective Principals: Knowledge, Talent, Spirit of 


Inquiry. 

Be dee: $21 
Instructional Leadership: The Role Admin- 
istrative Team and Student Achievement. 

ED 238 194 
Leadership and Decision Making for Effective 
Educational Change. 


ED 233 461 


ED 238 552 


Act (California) 
Attendance Improvement: A Blueprint for 
ED 239 416 


ED 238 159 
School Attendance Improvement: A Blueprint for 
Action. 


ED 239 416 
School Attitude Scale for Children 
School-Related Attitudes and Their Redundancy 
with Academic Achievement. 
ED 235 227 


Attitudes 
The Class of 1975: A Retrospective Look at the 
pr ea a tear ee 
ana University-Purdue University at Indianapolis, 
Columbus Campus. 


_ED 238 318 
JCCC’s Public Image: Survey 


ED 238 489 

School Subjects Attitude Scales. Administrator's 
a A Manual for Scoring 
and Interpretation. 


ED 236 185 


ED 235 » 
~~ oa, Manual for School Building Re- 


ED 233 495 
ere A Sete Stee: A Planning 


ED 235 586 

School Buses 
Advanced Competencies for School Bus Drivers. 
ED 235 359 


Chapter 2 Formula. 1983-84 Final Technical Re- 
port. 


ED 235 208 
School Bus Rider Safety Education Modules for 
Use with Drills on School Buses. 

ED 235 392 


Transportation in the Millard School District. 
ED 238 134 
ee & University Business Administration. 
F Edition. 
ED 233 621// 
An Introduction to Fund Raising: The Newcom- 
ers’ Guide to Development. 
ED 233 660 
School Business 


Quarterly; Volume 


ED 240 133 
ACCT Trustee 7, Numbers 
1-4, 1982-1983. 


ED 237 153 
Actions for Business, Industry and Labor. 

ED 235 543 
Adopt a School. 
Are Academia and 
the Right Hand Kno 
Doing? 


Alike: Does 
Thinking e: 
it the Left Hand Is 
ED 239 282// 
Awards of Excellence 
ED 239 342 
Barriers to Private Sector Public School Collabo- 
ration. A Set of Exploratory Papers Commis- 
sioned by the National Institute of Gieuite and 
the American Enterprise Institute for Public Pol- 


ED 239 362 
Building Work Skills through = Ideas 
for Action in Education and W. 

— 239 127 


The Business-Rehabilitation Partnership. 

ED 236 337 
The CFAE Casebook: A Cross Section of Corpo- 
rate Aid-to-Education Programs. 

ED 234 680 
Choices for it Youth. Ideas for Action in 
Education and Work. 

ED 239 801 

Christmas Program for Elementary School Chil- 


ED 233 793 


or mong 

Administrative Use of Technology, and Unique 

— Programs: A Professional Development 
Report. 


ED 235 856 
A Computer in the Classroom. 

ED 238 426 
Corporate Support of Higher Education, 1981. 

ED 234 679 
Dawson Community College Needs Assessment 
Survey Analysis. 

ED 239 686 
The Economic Impact of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 
Economy. 

Americans for the 21 yp . 
Educating flor the 21st tury: 

Plan of Action for Mathematics, Sci- 


ence and T: Education for All American 
and Students So That 
Their Achievement Is the Best in the World by 
1995. Source Materials. 
Ed and Business OP 
jucation ether: 
Methods Which Work in the Collaborative Pro- 
cess. 


ED 235 356 
Education and Work: The Role of Postsecondary 
praeen -elome F ace tng tk ra 


lucation. (Public Hearing, 
po Colorado, ‘ee 16, 1982). 
ED 237 034 
Education for a Productive Role in a Productive 
Society. Presentation to the ——— Sa 
on Excellence in Education. (Public Hi 
Denver, Colorado, September 16, 1982). 
ED 237 033 


Subject Index 


cation. (Public Hearing, Denver, Colorado, Sep- 
tember 16, 1982). 
ED 237 035 

Issuegram 13. 


de Rasjiejuees, Pesiling tor Hoo 
Education for yment. for 
nomic Development: A Strategic Approach. 

ED 237 747 
Electrical Occupations Partnership Guide. De- 
me Implement Model Electrical Cluster 


ED 239 079 
Emerging Trends in Secondary Education. 


ED 234 518 
A Guide for Evaluating Industry-Sponsored Edu- 
cational Materials. 


Education for Economic Growth. 


ED 236 119 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
How Can We Help Students Prepare for Tomor- 
row? Improving Student Performance in Califor- 
nia: A Guide to Community Involvement. 

ED 239 759 
How to Custom Design Training for Business and 


Industry. 
ED 237 774 
poe and Education...Partners in Ag Mecha- 
loline, Illinois, Novem- 
mg I. 3. 1982). 


ED Yt ng 376 
Job Prospects and Educational /T: oe 
ments of Kansas City Area Business and Industry. 

ED 238 490 
Job Training Partnership Act: An Analysis. 
_ED 237 675 
Joint Industry/University Coope i 
erally Supported Research F. 


ED 238 703 
JTPA. Job Training Partnership Act (P.L. 97- 
300): jase a ‘atin for "state Advisory 
Councils on Vocational Education. 

ED 239 119 
Liberal Learning and Careers Conference Report. 

ED 234 668 
Liberal Learning and Careers Update. 

ED 238 370 
A Manual for Developing Successful Projects. 
Company School Coilaboration. 

ED 236 323 
Marketing to Business and Industry: The Houston 
Community College System Plan. 

ED 239 123 
Meeting Technology and Manpower Needs 
through the —t [University Interface. An 
Aerospace Industry Perspective. 

ED 239 848 
Mind Joggers: A Guide to Program Ideas for Busi- 
ness Involvement in Education. 

ED 239 768 
eo for Classroom Teachers. Fastback 

ED 235 131 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 

ED 237 751 
A Model Package to Assess the Education and 
Training Needs of Business, Industry, and Labor. 

ED 237 139 
Modifications in the DACUM Process of Curric- 
ulum Development at Daytona Beach Commu- 


nity College. 

ED 235 844 
New Technologies and Implications for Curricu- 
lum. ee, Education Symposium IV, Con- 
feren: (Normal, Illinois, October 
29-23, 158), 


ED 237 676 
Of Feedback, Noise, and Clarion Calls: Preserv- 
ing the Quality of Engineering Education. 

ED 238 719 
Out of the Classroom, In’ Industry: Summer 
— Teachers. Ideas r* Action in Educa- 
tion 


ED 237 818 
ED 239 608 
Programs: A 


Peninsula Academies Pro; 
Planning and Managing Technology 





Subject Index 


Challenge to Higher Education. 

Procedural Guide: Seven S| uobeemane 
en Steps to a 

Personnel T \ nee Computer As- 


ED 234 842 


of the EMU Conf Le Forel hoa 
Pesesetine? lerence on Foreign 
Keneats. 150: for Business (Ypsilanti, Michigan, 
7-9, 1983). Part I: Business Perspectives. 
Proceedings of the 1983 EMU Pm on rend “4 
e 
Foreign ap Ege for Business (Y, (Ypailant, Michi 
i -9, 1983). Part III: Program Over 
views and Components. 
Proceedings of the 1983 EMU Conte ap 
of the erence on 
Py es oh Port fe Promen Doree. 
vir ft 983). Part II: Program Devel 
pont and Retraining Strategies. 
ED 239 494 


Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 

ED 239 569 
Read, Educate and Develop-The READ Project 
in South Africa. 

Ba: 238 981 
Hy Soames in Gradua! 

ies through Versatility: Broaden- 

ing sae Mold. Proceedings of Conference/Work- 
shop of the Council of uate Schools in the 
United States and the Graduate Record Examina- 
tions Board (Minneapolis, Minnesota, October 


13, 1982). 
ED 234 660 
Regular Coordination Activities. Module Num- 
ber 12. Work Experience Program Modules. Co- 
ordination Techniques Series. 


ED 233 154 
The Relationship between Education and Em- 
ployment in Spain. Reports Studies C.98. 

ED 237 645 
The Research System in the 1980’s. Public Policy 
Issues. 


ED 234 994 
The Role of Colleges and Universities in the Stim- 
ulation of Regional Research and Service. 

ED 235 731 
Role of the Arab Universities in Labour Educa- 
tion: A Comparative Study. 

ED 235 754 
The Role of the Business Community in Improv- 
ing the American Education System. 

ED 238 565 
Rural Student Vocational Program (RSVP) fen 
Housing Guide for a and Students [and 
Work Supervisor’s Guide. 

ED 237 255 
School Adoption Program. 

ED 233 831 
School-Business Partnerships: Why Not? Laying 
the Foundation for Successful Programs. 

ED 238 148 
School Learning and Corporation-School Alli- 
ances. ERIC/CUE F Fact Sheet Number 16. 

ED 234 103 
Steps for Establishing a Training Information 
Clearinghouse. 


ED 237 775 
Striving for Excellence: Applications of Success- 
ful Business Principles. Ideas for Action in Educa- 
tion and Work. 

ED 239 126 
Supervised Occupational/Recent Work Experi- 
ae ee © aeeers a Oo Seats Se 

tern Leadership Training for Local 

Administrators of Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 

ED 237 681 
A Threat to Excellence: The Preliminary Report 
of the Commission on Higher Education and the 
Economy of New England. 

ED 239 758 
Training by Contract: College-Employer Profiles. 

ED 239 524 
VTAE Economic Development Project. Final Re- 
port. 


ED 235 361 


School Catalogs 
Legal Responsibili 


School Choice 
Alternative Schools 


School Community Relationship 377 


A Working Plan for fe Penn the Engineering 
Faculty Shortage Problem. 
ED 237 323 


School Cadres 


Improving Instruction with School-Site Support 
Teams. 
ED 240 059 


ities and Contractual i 
tions Imposed on a University by Its Catalog. 
ED 234 651 


and Towa. “Reach- 
ing Out to Help People.” 1983-84 State Direc- 
tory. 
ED 233 489 
Education by Voucher: Private Choice and the 
Public Interest. 


ED 234 492 
A Survey of Mon County Parents Who 
Transferred Their between Public and 
Private Schools in 1980-81. 


ED 234 483 


BD 234 505 
Two Views on Tuition Tax Credits. 


ED 239 336 


Tuition Tax Credits. Issuegram 19 


School Closing 
Alternative Uses for Surplus School Facilities. 


ED 239 411 

Bureau of Indian Affairs Plans to Consolidate 
Off-Reservation Indian Boarding Schools. 

ED 238 631 

Indian Education Ov it. Hearing before the 

— Prcwnong > ont - Affairs, United 

tates te, Ninety-Seventh Congress, Second 

Session on Oversight of Indian Education (May 

18-19, 1982). 

ED 237 285 


Parsons College: Innovative Ideas, or Unethical 
Practices. 

ED 239 534 
Why Communities Protest School Closings. 

ED 233 455 


School ae a 
Assist-A-School 


ED 233 467 
Community Development in Small Schools. 

ED 234 934 
Highlights from Evaluation of EBCE. 

ED 233 465 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
Improving Learning in the Workplace: How 
Youth See rd Their r,t Explorations. Ideas for 
Action in Education and Work, Issue 2. 

ED 234 274 
National Women’s History Week Community 
Organizing Guide. 

ED 233 917 


School 


Community Relationship 

Achievement and School Effectiveness: Three 
Case Studies. A Report to the Alaska Department 
of Education. 

ED 233 840 
Advocacy and the Link between Research and 
Practice. 

ED 235 559 
Allegheny Conference Education Fund: Five 
Year Report. 


An Analysis and Synthesis of th steer 
esis ie 

Selected. Se Siete Counselors of the 
American School Counselor Association | 
ing Community Linkages in Career 

ED 236 309 
Awareness to Action. 

ED 237 733 


pr ag: the Ivory Tower. Social Responsibilities 
the Modern University. 
Building School-Comm PR Saw Ag 
i 100! unity 
Northern Communities: A Sourcebook of Policy 
Alternatives and Recommendations. 
ED 237 283 
Case Study on P 
(France). CDCC’s 
cation and Cultural 
ED 235 938 


Cities, Universities and Civilization. 


A College Marketing Plan That’ Waring Fen 
's 
Report CASE Cerfcation Progam i 


ED 233 751 
Creating “Informed Interest” in Education. The 
Editor’s Page. 

ED 236 768 

The Cultural Instruction Component of Title IV, 
Part A Programs in Public Schools. Monograph 2. 

ED 237 278 

Com- 


The Direct Economic Impact of Brookdale 
munity College. 
ED 233 753 


The Direct Economic Impact of New Jersey’s 
Community Colleges. 

ED 233 774 
The Economic Impact of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 


Economy. 
ED 238 = 
[Educational Reform and Discipline Policy Ad- 
vertisement.] 
—_ and Rural De Phe ey ewe Bab wo he. 
“a vi it 
Regional Seminar (Bangkok, 
RI6. sto 


ED 237 263 
Education for a Productive Society. Remarks to 
pe National Commission on Excellence in Edu. 


cation. (Public Hearing, Denver, Colorado, Sep- 
tember 16, 1982). 
ED 237 035 


Education North Evaluation (1978-1982) and Al- 
ternative Programs Source Book. Summary. 

ED 234 941 
The Effects of High School Community Service 
Pe on Students’ Social Development. Final 


A 240 043 
End the Winter Doldrums-Think Mini 

=D 237 256 
For Every School a Community: Expanding Envi- 
ronments for Learning. 

ED 240 037 

ja State University Spending Patterns and 

the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 


Go-To-Blazes Day. 


ED 234 712 


ED 237 253 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 


ED 233 755 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 Re- 
vised Edition). 


ED 237 137 
How Can We Help Students Prepare for Tomor- 
tow? Improving Student Performance in Califor- 
nia: A Guide to Community Involvement. 

ED 239 759 
How to Account to Your Public for What Kids 
Learn. 


ED 239 401 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 

Interdependence in Education. —— 

Annual Convention of the Middle S 
tion of Colleges and Schools (96th, Philadelphia, 
Pennsylvania, December 5-7, 1982). 

ED 238 329 
An Investigation of Characteristics of Successful 
Community College Foundations. 

ED 233 756 


JCCC’s Public Image: Survey Findings. 
ED 238 489 
Major Outcome: ~ ee ee 
Organizations in Two Regions. ive 
gional Planning and Action ae Post- 
secondary Education across State Lines. A 
Report to the Fund for the Improvement of Post- 
secondary Education (FIPSE). 
ED 234 673 
Virginia 


Marketing Plan 1983-1984. Northern 
Community College. 

ED 234 839 
Mighty Mustang Memo. 

ED 239 996 





378 School Community Relationship 


“Mystery Guest” Program. 
ED 239 131 


National Evaluation of the PUSH for Excellence 
Project. Final Report. 
ED 240 225 
New River eety College Educational 
Foundation, In 
PEER Guide ao 
Organizing for Change: *s to 
paigning for Equal Education. 
ED 240 183 
Partnership for Rural Improvement: Publications, 
1976-1983. 
ED 234 963 
A Planning Process to Implement Community 
Based Education, Fort McDowell, Arizona 
ED 235 955 
A Practitioner’s Guide to Using and Meeting with 
Advisory Groups. 


ED 237 140 

——— Report of the Tasmanian Education and 
Local Development Project. 

ED 233 832 


Promote Your Vocational Program with —— 
tional Students. Module L-13 of yw Me 


Serving Students with S /Exceptional 
fessional Teacher Education Module 


ED 235 380 
Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 

ED 239 569 
The Role of Community Action in Improving 
Schools. 


ED 238 137 
Rural School Communities in Colorado. 

ED 239 800 
Rural Student Vocational Program (RSVP) [and 
Housing Guide for Parents and Students [and 
Work Supervisor’s Guide. 

ED 237 255 
Rural Studies in Teacher Education From Innova- 
tion to Stablization. Summary of the Symposium 
on Rural Education. 

ED 235 946 
School Governance in an Era of Retrenchment. 
[Final Report]. 

ED 236 810 


Small Grants for Teachers: A Handbook. 

ED 237 586 
Standards of Performance for Community Based 
Educational Institutions. 

ED 235 860 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44. 

ED 238 477 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 

ED 233 754 
Take the Schools to the People. 

ED 239 338 
The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 

ED 233 925 
Training Guide for Career Education. 
“~ aie 235 381 

© Paradoxes in Managing ine: Compre- 

hensive Planning and Participation. 

ED 233 449 
Umpqua car way — Its Economic Im- 
pact on Douglas Coun 

ED 239 683 


Wanted: A Service Component in Public Educa- 
tion. 
ED 233 929 
Why Communities Protest School i 
ED 233 455 
Work on the Campus: Benefits for Student and 
Institution. 
ED 235 443 
School Construction 
Instructional Manual for School Building Re- 
cords. 
ED 233 495 


School Counseling 
Guidance: A Better Way! 


ED 235 458 
Guidance Services for Students: Grades 7-12. 


ED 239 196 
Multicultural Nonsexist Education in Iowa 


Schools: Guidance & Counseling. 

ED 236 524 
The Right to Privacy for Juveniles: A Review for 
School Counselors. 

ED 233 281 
Study Guide for TCT in School Counseling. 
ED 235 155 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades K-6. 

ED 236 485 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades 7-12. 

ED 236 486 
Unified State Plan for ——_ ing and 
Placement in Colorado. Pos : 

ED 236 487 


School 


Counselors 
An Analysis and Synthesis of the Perceptions of 
Selected Secondary School Counselors of the 
American School Counselor Association Regard- 
ing Community Linkages in Career Education. 
ED 236 309 
Attitudes of Secondary School Counselors and 
Superintendents Toward Foreign Language 
Study: A Descriptive Study. 
ED 234 609 


Counselor Quality Assurance Program Manual. 

ED 238 165 
Counselors and Testing: Academic Assessment. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. 14+. 
ED 237 869 
Employment Pespectives for Co ing, Devel- 
opmental, Educational, and School Psychologists. 

ED 237 891 
The Evaluation of an Oregon School District’s 
Guidance and Counseling Activities. 

ED 235 414 
Migrant Counselor’s Guide. 

ED 238 638 
Study Guide for TCT in School Counseling. 

ED 235 155 
A Suggested Management System for Secondary 
Migrant Counselors. 

ED 238 639 


School 


Master Plan for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 

ED 234 468 
Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 

ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 

ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 

ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 

ED 234 469 
Seattle’s Small-Area Approach to Forecasting En- 
rollments at the School Level. 

ED 239 378 
Washington State Public Common School Enroll- 
ment Forecasts for 1983-85 Biennium Budget. 

ED 239 356 


Advancing ot = of Inquiry in School Desegre- 


gation Research. 

ED 236 279 
Correlation of Quantitative Suspension Data; 
Case Studies of Outliers. 

ED 235 259 
Desegregation, Litigation, and Resource Mobili- 
zation. 


ED 238 136 
The Effects of School Desegregation on Student 
Achievement, Motivation, and Socal Ps ve grag 
ical Development: A Review of Research. A Re- 
search Report. 

ED 233 433 


Guide to Magnet School Development. 

ED 236 305 
In Search of Relevant Information on Urban 
School Desegregation/Pairing: A Dilemma Fac- 
ing Public Education. 

ED 238 978 
Integration: Dead Horse for the Race? 

ED 238 995 
Perceptions of Low-Income Mothers Toward 


Subject Index 
School Desegregation. 
ED 234 909 


The Portland Public School System: From Pana- 
cea to Battleground. 

ED 236 789 
Report No. 2 to the United States District Court, 
District of Massachusetts, on Boston School De- 
segregation. Volume I. 

ED 240 222 
Report No. 2 to the United States District Court, 
District of Massachusetts on Boston School De- 
segregation. Volume II. 

ED 240 223 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume I. 

ED 236 277 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume II. 

ED 236 278 
School Characteristics and Assimilation; The Di- 
lemma of Desegregation Revisited. 
Si of Magnet Schools. Anal ental fe ; 

jurvey t lyzing a for 

— ar Education. Executive Sum- 
mary. eport of a National Study. 

ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 

ED 236 304 


School District Autonomy 
Community College Funding Alternatives and 
Strategies. 
ED 238 493 
Curriculum: The Board’s Role. 
ED 239 418 
Who Should Decide What Children Will Learn? 
ED 238 107 


School District 
Prospects for Public School Revenues and Local 
oa District Reorganization in Illinois in the 


ED 238 627 


School District Size 
Research Findings on K-12 and 1-12 Rural School 
Districts in the United States. 
ED 234 973 


School District S 

Determining Where to Put Your Instructional 
Dollars. 

ED 238 144 
Implementing the Education Block Grant. Issue- 
gram 32. 

ED 234 513 
Pupil Transportation Tentative Calculation, Fis- 
cal Year 1983-84. 

ED 239 395 
Review of Procurement Practices in the Mont- 
gomery County Public Schools. Final Report. 

ED 234 519 
School Finance Litigation. Issuegram 27. 

ED 234 509 
Strategies of Managing Budget Reductions. 

ED 239 352 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 

School Districts 

Accreditation: 1982-83 Evaluation Report. 

ED 237 525 
Bilingual Education: Meeting the Needs of the 
Eighties. 

ED 238 256 
Chapter 2-Discretionary. Final Technical Report. 

ED 235 207 
The Cincinnati School-Based Management Infor- 
mation System. 

ED 233 441 
Class Size Project, 1980-1981. Final Report. 

ED 237 521 
Community Goal-Setting Process. 

ED 239 346 
A Comparative Study of Rural Schools in Texas, 
New Mexico, and Arizona. 

ED 235 978 
Computer Use in the Portland Public Schools, An 
Evaluation: Computer-Based Instruction, Com- 
puter Literacy Programs, Computer Manage- 





Subject Index 


ment. 


ED 240 158 
Dearborn 1981-82 Achievement Test Scores 
(Fifth Annual Report). 

ED 234 081 
Determining the Vocational Education Philoso- 
phies of School Districts in Wyoming. 

ED 237 701 
Discovery or Defense: Teacher Evaluation 
Re-Conceptualized. 

ED 235 210 
[District “Information Centers” Display Bro- 
chures About District Services.] 

ED 239 946 
District Level Instructional Media Programs in 
Wisconsin Public Schools, 1982. A Status Report. 
Bulletin No. 2416. 

ED 233 689 
ECIA Chapter 1 Migrant: 1982-83 Final Techni- 
cal Report. 

ED 235 212 
ECIA Chapter 1. 1982-83 Final Technical Re- 
port. 

ED 235 211 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 
An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 

ED 236 210 
Evaluation Report on Three New Instruction Pro- 
grams: Help One Student to Succeed, Prescription 
Learning, and Computer Assisted Instruction. 

ED 234 088 
Faculty/Staff Recruitment Report: Calendar Year 
1981. Publication 81.47. 

ED 233 613 
General Orientation Manual for the Portland 
Public School Achievement Testing Program 

ED 235 219 
Gifted and Talented Program, 1982-83. Final 
Technical Report [and Appendixes]. 

ED 235 230 
Guidelines for Local Educational Agencies for the 
Participation of Private School Students in ECIA, 
Chapter 1 Programs. 

ED 239 414 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Impact of State Comprehensive Cooperative 
Agreements on Local Vocational Education Pro- 
grams for Handicapped Youth. 

ED 233 168 
Improving Wisconsin Public School Testing Pro- 
grams: With a Special Look at Pupil Competen- 
cy-Based Testing. 

ED 240 163 
Inter-District Cooperation among Rural Schools 
In A Post-Industrial Society. Revised. 

ED 234 940 
An Interpretive Analysis of System-Wide 
Achievement Data, 1981-82. 

ED 235 181 
An Interpretive Analysis of the Implementation 
of the System-Wide Testing Program, 1981-82. 

ED 237 538 
Issue Management by School Superintendents: 
Final Report. Part I. 

ED 238 125 
Issue ee, hd School Superintendents: 
Final Report. Part I 

ED 238 126 
Manual for the Evaluation of Occupational Edu- 
cation Programs. For Use by School Districts. 

ED 237 563 
Measurement as an Instrument of Learning. Final 
Report. 

ED 238 411 

of the Seminar “‘Cost Analysis in Ed- 

ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 

ED 240 116 
Remediating Institutional and Individual Disabili- 
ties: The Law, the School and the Child. 

ED 234 581 
A Report of Small/Rural School Districts in Illi- 
nois Compared to School Districts of Similar Size 
Nationwide. 


ED 237 292 
A Report to the Board of Education on Growth in 
Student Learing during the First Year of Imple- 
mentation of the District’s Policy on Student 
Achievement: A Comparison of Basic Skills 
Achievement Scores from 1980-81 to 1981-82. 

ED 235 189 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 

ED 234 793 
Research Findings on K-12 and 1-12 Rural School 
Districts in the United States. 

ED 234 973 
A Research Report of Small/Rural School Dis- 
tricts in Iowa Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 293 
A Research Report of Small/Rural School Dis- 
tricts in Kansas Compared to School Districts of 
Similiar Size Nationwide. 

ED 237 294 
A Research Report of Small/Rural School Dis- 
tricts in Nebraska Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 295 
A Research Report of Small/Rural School Dis- 
tricts in New Mexico Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 296 
A Research Report of Small/Rural School Dis- 
tricts In North Dakota Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 297 
A Research Report of Small/Rural School Dis- 
tricts in Oklahoma Compared to School Districts 
of Similiar Size Nationwide. 

ED 237 298 
A Research Report of Small/Rural School Dis- 
tricts in Oregon Compared to School Districts of 
Similar Size Nationwide. 

ED 237 299 
A Research Report of Small/Rural School Dis- 
tricts in Texas Compared to School Districts of 
Similar Size Nationwide. 

ED 237 300 
A Research Report of Small/Rural Schoo! Dis- 
tricts in Washington Compared to School Dis- 
tricts of Similiar Size Nationwide. 

ED 237 301 
Results of the Atlanta Public Schools’ 1983 
Achievement Testing Program. Report No. 17-8. 

ED 236 178 
Results of the Georgia Statewide Testing Program 
for the Atlanta Public Schools: 1982-83. Report 
No. 17-9. 

ED 236 179 
San Rafae! Schools Exhibit. 

ED 239 340 
A Scope and Sequence Curriculum (K-12) for 
Computer Literacy. 

ED 235 792 
Stages in Decline: How an Educational Organiza- 
tion Scales Down. 

ED 233 453 
State Compensatory Education Summer School 
Program: 1982. Final Evaluation Report. 

ED 235 231 
Student Achievement: Final Report 1982-1983. 

ED 236 181 
A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1981 on 
SEA and LEA Evaluation. Paper and Report Se- 
ries No. 79. 

ED 235 183 
The Study of Regional Educational Service Agen- 
cies: Summary of Findings. 

ED 239 355 
Survey Finds 24,642 Schools with Computers, up 
56% in Last Year. News Release. 

ED 235 997 
Systemic Evaluation. Methodology. 

ED 240 142 
Technical Assistance to Local Education Agen- 
cies: A Manual for Technical Assistance Provid- 
ers and Recipients. 

ED 236 802 
Testing in Our Schools. Proceedings of the NIE 
Invitational Conference on Test Use (Washing- 
ton, D.C., June 2, 1980). 

ED 237 579 
Turning the Tide: An Agenda for Excellence in 
Pennsylvania Public Schools. 


School Effectiveness 379 


ED 238 572 
The Use of Existing Data Bases in — 
ation and School Improvement. Methodology 


Project. 

ED 238 946 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 

ED 235 794 
The Visiting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 

ED 234 096 
When People Talk, AISD Listens! ORE District- 
wide Surveys, 1983. 

ED 234 080 
When You Don’t Know What’s Important: Revi- 
talizing Decision-Making in the Native American 
School. 

ED 239 816 


School Effectiveness 


Administrator’s Handbook for Elementary, Mid- 
die, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 
Schools of Oklahoma. Bulletin No. 113-Y. 

ED 239 392 
College Core Curriculum: University and College 
Opportunities Program Guide. 

ED 239 415 
The Context of Teaching and Learning: School 
Effects and Teacher Effects. 

ED 237 461// 

Effective Principals: Knowledge, Talent, Spirit of 
Inquiry. 


ED 234 521 
Effective School Desegregation: Equity, Quality, 
and Feasibility. Sage Focus Editions 42 
ED 236 302// 
Effective School Research: Will It Play in the 
Country? 


ED 235 561 
h Tells Us. 
ED 235 254 
Effective Teachers in Effective Schools. 
ED 236 796 
The Excellence Report: Using It to Improve Your 
Schools. 


Effective Schools: What R 





ED 236 774 
Exemplary Schools and Their Identification. 

ED 236 754 
An Exploratory Contingency Model for Schools. 

ED 238 132 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 

ED 233 890 
Highlights from Research on Effective Schools. 

ED 234 479 
Highlights from Research on School and Class- 
room Ecology. 

ED 234 476 
Instructional Leadership: Four Ethnographic 
Studies on Junior High School Principals. 

ED 236 808 
Instructional Leadership: Four Ethnographic 
Studies on Junior High School Principals. Execu- 
tive Summary. 

ED 236 809 
Low-Cost School Improvement. Issuegram 5. 

ED 234 498 
Mandating Educational Effectiveness in Chicago. 

ED 239 008 
Meeting the Challenge: Recent Efforts to Im- 
prove Education across the Nation. A Report to 
the Secretary of Education. 

ED 240 114 
A Model for Improving the Responsiveness of 
Technical and Community Colleges to the Train- 
ing Needs of Industry. 

ED 237 751 
More Effective Schooling from Research to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 

ED 236 299 
Organizational Environment, Structure, Leader- 
ship, and Effectiveness: An Exploratory Model. 

ED 238 174 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County Residents. 

ED 236 176 
A Place Called School. Prospects for the Future. 

ED 236 137// 

A Principal’s Leadership in Developing the Char- 
acteristics of Excellent Schools. 

ED 233 446 
R & D Speaks: Effectiveness of Microcomputers 





380 School Effectiveness 


in Educational Applications. Conference Pro- 
ceedings (Austin, Texas, September 27-28, 1983). 

ED 238 569 
Research and Evaluation Challenges to Myths of 
Education. 

ED 235 199 
Resolving Conflicting Results from Quantitative 
and Qualitative Methodologies: A Case Study of 
a Magnet School. 

ED 238 195 
San Diego County Effective Schools Program. 

ED 239 337 
School District Survey of Academic Require- 
ments and Achievement. Fast Response Survey 
System, Early Release. 

ED 238 097 
School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 

ED 239 396 
Schooling for Young Adolescents: A Key Time in 
Secondary Education. 

ED 237 589 
Schooling of Young Children: Cognitive and Af- 
fective Outcomes. Final Report. 

ED 237 215 
Schools Can Improve: Local Strategies Need 
State Backing. 

ED 235 252 
The State of the Schools: Oregon, 1983. Text of 
the Annual State of the Schools Address (7th, 
Portland, Oregon, September 15, 1983). 

ED 239 752 
State of School Improvement, 1983: A 
50-State Survey. Working Paper No. 1. 

ED 238 596 
Student Achievement in Public and Private 
Schools. Issuegram 16. 

ED 234 504 
Student Discipline and Instructionally Effective 
Schools. 

ED 235 257 
Successful Schools for Young Adolescents. 

ED 240 209// 

Unfinished Business in New Mexico Education. 
Recommendations of Quality Education Confer- 
ence 3. 

ED 238 823 
Using R & D to Improve Local Schools. 

ED 236 784 
What Recent Research Says about Effective 
Schools and Effective Classrooms. 

ED 234 493 
Which Student Outcome Measures Are the Most 
Important to the Institution? 

ED 237 537 


School Entrance Age 
Will Raising the School Entrance Age Reduce the 
Risk of School Failure? 


ED 239 760 


School Finance Research 
A New School Finance for a New Era of Fiscal 
Constraint. Policy Paper No. 83-C4. 
ED 235 565 


School Funds 
Effectiveness of Property Tax Relief in Oregon. 
ED 238 150 
Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 
ED 238 331 
The Financing of Urban Public Schools: A Report 
on Selected School Systems. Supplement to Final 
Report, Volume 1 of the Congressionally Man- 
dated Study of School Finance. 
ED 239 420 


Schoo! Guidance 
Career Guidance Handbook. 
ED 239 194 


The Evaluation of an Oregon School District’s 
Guidance and Counseling Activities. 

ED 235 414 
Guidance: A Better Way! 

ED 235 458 
Guidance Services for Students: Grades 7-12. 


ED 239 196 
Multicultural Nonsexist Education in Iowa 
Schools: Guidance 


Counseling. 
ED 236 524 
Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades 7-12. 
ED 236 486 


School Health Services 

Handbook for School Health Nursing. Fourth 
Edition. 

ED 237 919 
Lawrence Children’s Health Project/EPSDT. A 
Proposal to Integrate Health and Special Educa- 
tion Services for Children in a School-Based 
Demonstration Project. Final Report. 

ED 236 257 
School Nurse Handbook for the School Health 


Program. 

ED 233 215 
Student Health Mandate Report and Preliminary 
Recommendations. 

ED 236 145 


School Holding Power 

Advocacy and the Link between Research and 
Practice. 

ED 235 559 
An Analysis of Success Rate of Non-High Schoo! 
Graduates. Research Report No. 83-22. 

ED 239 697 
An Assessment of the Use of Personal Letters to 
Increase Retention among Black Students. Re- 
search Report No. 83-35. 

ED 239 700 
Black Students—Special Problems/Special Needs 
for Retention. 

ED 237 179 
The Effect of University Mental Health Interven- 
tion on Student Retention and Therapeutic Gains. 

ED 237 894 
A Five-Stage Marketing Typology for Commu- 
nity Colleges. 

ED 239 688 
Full Classrooms: 95 Practical Suggestions To 
Guarantee Student and Teacher Success. 

ED 237 184 
Holistic Health and Cooperative Vocational Edu- 
cation (CVE) at the Community College Level. 

ED 239 704 
A Mandatory Freshman Advising Program in a 
University of 9,000 Undergraduate Students. 

ED 237 821 
A Model for Retention Research on Asian/Pa- 
cific American Students: A Case Study of the Uni- 
versity of Minnesota. 

ED 234 115 
Recruitment Barriers to Vocational Education 
Programs as Perceived by Students, Teachers, 
Counselors and Administrators. 

ED 239 102 
Retaining Adult Students. Overview: ERIC Fact 
Sheet No. 12. 

ED 237 800 
Retention of Minority Students: A Model Pro- 
gram Utilizing Creative Untapped Resources. 

ED 234 669 
Spoon River College Student Retention Project. 

ED 237 119 
St. Mary’s University of San Antonio. 1982-1983 
Report of Student Retention Task Force. 

ED 234 689 
Strategies for the Recruitment, Retention, and 
Placement of Students in Vocational Education 
Program Areas Not Traditional for Their Sex. 

ED 237 758 
Student Recruitment and Retention in Small Col- 
leges: Colleges of Pride, Determination, and Opti- 
mism. A Study of The Brunswick Foundation’s 
Small College Program. 

ED 235 737 
Which Student Outcome Measures Are the Most 
Important to the Institution? 

ED 237 537 


School Improvement Through Instruc- 
tional 


Process 
Instructional Improvement in Maryland: Impact 
on Educators and Students. 
ED 238 873 
Instructional Improvement in Maryland: Impact 
on Educators and Students. (Executive Sum- 


mary). 
ED 238 872 
School Involvement 
Barriers to Private Sector Public School Collabo- 
ration. A Set of Exploratory Papers Commis- 
sioned by the National Institute of Education and 
the American Enterprise Institute for Public Pol- 


icy Research. 
ED 239 362 


Subject Index 


Law 

Administrative Team Contracts. The Administra- 
tive Team Career Development Series, Book 5. 

ED 239 384 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
North Carolina School Law: The Principal’s Role. 

ED 233 468 
School Officials and the Courts: Update 1983. 
ERS Monograph. 

ED 239 419// 

The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 

ED 233 925 
Teacher Dismissal: A Summary of the Procedural 
Requirements. 

ED 238 185 


— Tenure Appeals: Opinions 1-79 to 26-79 
of the Secretary of Education. Also Includes 
15-77A, 29-77; and 18, 22, 28, 38, and 39 of 1978. 

Volume IX. 
ED 233 494 


School Libraries 
First Language Materials in School Libraries. 


ED 234 598 
Handbook for Library Volunteers. Rev. 

ED 237 118 
Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 

Library Services. Miscellaneous Papers. 

ED 239 656 
Media Libraries in Action for Administrators, 
Teachers, Media Librarians, Library Tech- 
nicians/ Aides, and Volunteer Parents (Helping 
Programs Grow 

ED 239 658 


The Organization, Structure, Staffing, and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 

ED 238 450 
A Perspective from Developing Countries. Back- 
ground Paper No. 3. 

ED 239 615 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 


ED 233 698 
Read, Educate and Develop-The READ Project 
in South Africa. 

ED 238 981 
Recommended Standards for Educational Library 
Media Programs in Illinois. 

ED 237 105 
Removal of Books from School Libraries. 

ED 237 113 
A Report of a Survey on Censorship in Public 
Elementary and High School Libraries and Public 
Libraries in Minnesota. 

ED 233 732 
A Report of Perceptions of Censorship of IMC 
Materials in 1982-83 from a State-Level Perspec- 
tive. 

ED 238 451 
School Libraries in Hawaii. 

ED 239 619 
School Libraries in Quebec. 

ED 239 623 


School Media Centers at the International Level. 


ED 234 808 
The Teaching-Learning Role of Media Centers/- 
Libraries. Background Paper No. 1. 


ED 239 616 


ED 233 715 

Utilization of a ee: in an Elementary 
School Learning Resource Centre. 

ED 239 601 


Youth Participation in School and Public Librar- 
ies. 


Tips and Other Bright Ideas. 


ED 238 443 


School Location 
Academic Calendar Systems: A Cross-Institu- 
tional Analysis. Institutional Report No. 83-21. 
ED 234 697 
Student Migration Into and Out of Connecticut: 
An Update. BHE Research Report, R-4-83. 
ED 235 724 


School Maintenance 
Buildings and Grounds Committee. AGB Stand- 





Subject Index 


ing Committee Series [No. 1]. 

ED 238 374 
Caring for the Campus Physical Plant. 

ED 239 373 
Computerized Management of Physical Plant 
Services. 

ED 236 787 


School Newspapers 
The Study of Newspaper Journalism in the High 
Schools. Centering On. 

ED 237 991 


School Nurses 
Handbook for School Health Nursing. Fourth 
Edition. 

ED 237 919 
School Nurse Handbook for the School Health 
Program. 

ED 233 215 


School Organization 
An Abashing Anomaly: The High Achieving Pre- 
dominantly Black Elementary School. 

ED 236 274 
An Abashing Anomaly: The High Achieving Pre- 
dominantly Black Elementary School. Executive 
Summary. 

ED 236 275 
Eight Education Systems: Resource Allocation 
Policies in the Government School Systems of 
Australia and New Zealand. S and Re- 
sources Study Report No. 1. ACER Research 
Monograph No. 16. 

ED 235 592 
An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 
An Exploratory Contingency Model for Schools. 

ED 238 132 
“It’s Not My Job”: A Student Services Functional 
Inventory. 

ED 234 658 
Japan’s High Schools. 

ED 237 343// 

Oregon’s Education System: An Overview. Tech- 
nical Report No. 1 

ED 234 485 
Organizational Changes in Public Schools. 

ED 238 628 
Patterns of School Organization: Resources and 
Responses in Sixteen Schools. Staffing and Re- 
sources Study Report No. 3. ACER Research 
Monograph No. 18. 

ED 235 594 
Process Evaluation: Some Summarizing and Inte- 
grating Notes on the Organizational Implications 
of This Form of Teacher Evaluation. 

ED 235 580 
Public Schools and Weberian Bureaucracy: A 
Summary. 

ED 235 581 
Rational Bureaucracy or Loosely Coupled Sys- 
tem? An Empirical Comparison of Two Images of 
Organization. 

ED 238 096 
Rationality, Authority and Spindles: An Enquiry 
into Some Neglected Aspects of Organizational 
Effectiveness and a Partial Application to Public 
Schools. 

ED 235 579 
Relationships of Selected Factors to Summer Ses- 
sion Organizational Structure. 

ED 235 734 
Resource Allocation in the Government Schools 
of Australia and New Zealand. A Summary of the 
Reports of the Staffing and Resources Study. 
ACER Research Monograph No. 15. 

ED 235 591 
School Organizational Patterns and Reading 
Achievement. 

ED 233 474 
Six Hundred Schools: A Study of Resources in 
Australian and New Government 
Schools. Staffing and Resources Study Report 
No. 2. ACER Research Monograph No. 17. 

ED 235 593 
Specifying Determinants of Teacher and Principal 
Work. 

ED 235 563 
To Facilitate or Impede? The Impact of Selected 
Organizational Features of Secondary Schools on 
Adolescent Development. Ecological Perspec- 
tives for Successful Schooling Practice. 

ED 233 501 


The University a. an Organisation: System and 
Environment. Swedish Research on Higher Edu- 
cation, 1983:2. 

ED 238 369 


School Orientation 


Commuter Chronicle: An Effort to Enhance 
Commuter Communication in a Traditional Resi- 
dential Campus Environment. 

ED 236 964 
The Effectiveness of a Summer Prematriculation 
Program for Minority Medical Students. 

ED 233 667 
A Guidance Handbook for Parents & Students. 

ED 239 195 
Housing Hunters: An Orientation Session for 
Housing Seekers Off-Campus. 

ED 236 967 
A Mandatory Freshman Advising Program in a 
University of 9,000 Undergraduate Students. 

ED 237 821 
1983-84 Student Handbook. 

ED 234 844 


School Personnel 


Characteristics of Professicusi Staff in California 
Public Schools, 1982-83. 

ED 238 860 
Directory of California Migrant Secondary 
Schools and Contact People. 

ED 234 959 
Early Retirement of Washington Community 
College Employees: A Study of the Statutory 
re | Retirement Program of May-December, 

ED 238 494 
Georgia State University Spending Patterns and 
the Atlanta Economy, 1983. Institutional Re- 
search Report No. 84-2. 

ED 234 712 
Higher Education Faculty and Staff, 1982-83. 

ED 233 663 
Personnel Evaluation System. 

ED 234 090 
Primary Prevention of Sexual Child Abuse: A 
Program of Direct Child Education. 

ED 237 234 
Requirements for Teacher Education and Certifi- 
cation. 

ED 234 033 
A Study of the Quality of the Preparation and 
Performance of Illinois Educational Personnel. 
Staff Recommendations. 

ED 235 578 
Tell Me Tours. 

ED 239 344 
A University Faculty and Staff Health Fitness 
Program, University of Montevallo. 

ED 238 339 


School Poli 


icy 
The Identification of Students Who Would Bene- 
fit from Retention. 

ED 237 840 
Instructional Leadership: The Role of the Admin- 
istrative Team and Student Achievement. 

ED 238 194 
Relationships of Zones of Indifference to Direc- 
tives and Levels of Authoritarianism of Coaches 
and Teachers in Selected Schools in Mississippi. 

ED 239 399 
School Attendance Improvement: A Blueprint for 
Action. 

ED 239 416 
Schools of Social Work and the Legal Regulation 
of Social Work. 

ED 237 434 


bay We Teach: A Brief Course of Study [Grades 
ED 234 885 


School Prayer 


Prayer, the Bible and the Public Schools. Issue- 
gram 33. 
ED 234 514 


School Psychologists 


Employment Pespectives for Counseling, Devel- 
opmental, Educational, and School Psychologists. 
ED 237 891 
Intelligence Testing and Race in the Public 
Schools. 
ED 238 897 
Non Test-Based Assessment: Trainer Manual 
ED 236 864 


School Role 381 
Preparing School Psychologists to Testify at Due 
Process Hearings. 


ED 235 456 
Research in School Consultation: A Content 
Analysis of Selected Journals. 

ED 233 247 
School Psychologists and Clinical Judgment: Pat- 
terns of Data Utilization. 

ED 233 250 
School Psychologists’ Use of Techniques for Non- 
discriminatory Assessment. 

ED 234 569 
Sequential Stages of the Appraisal Process: A 
Training Module. 

ED 236 862 


Study Guide for TCT in School Psychome- 
try/School Psychology. 
ED 235 156 


School Publications 
Language Energized, Participation Maximized: 
The Growth of a Writing Project. 


ED 236 622 
Marketing Plan 1983-1984. Northern Virginia 
Community College. 

ED 234 839 


School Readiness 

By Parents for Parents. A Pre-First Parent’s 
Guide to the Early Education Program in Eastern 
Lancaster County School District. 

ED 239 736 
Early Childhood Component of the 1977-1978 
Boston Elementary Enrichment Program (an 
E.S.E.A. Title I Project of the Boston Public 
School System). Final Evaluation Report. 

ED 238 954 
The Effects of Viewing “Sesame Street” on Learn- 
ing Styles and Readiness of Primary Children. 

ED 238 541 
Readiness for First Grade: Activities and Experi- 
ences. 

ED 234 887 
Will Raising the School Entrance Age Reduce the 
Risk of School Failure? 

ED 239 760 


School Refusal 
Factors Associated with School Refusal in Ado- 
lescents: Some Preliminary Results. 
ED 237 914 


School Registration 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 
ED 233 210 


School Resegregation 
Neighborhood Schools: The New(?) Legal Re- 
sponse to Enrollment Decline and Desegregation. 
ED 233 451 


School Responsibility 
This School Drug Search Made a Point: We Care 
Enough To Get Tough with Kids. The Endpaper. 
ED 236 757 


School Role 

Academic Achievement, School Quality and 
Family Background: Study in Seven Latin Ameri- 
can Countries. 

ED 233 448 
Center for Studies in Child Development and 
Early Childhood Education: Focus on Issues and 
Concerns of Developing Countries. 

ED 237 187 


Compulsory Schooling in a Changing World. 
ED 233 459 
Death Education in the Home and at School. 
ED 233 253 
Democratic Education in Schools and Class- 
rooms. National Council for the Social Studies 
Bulletin No. 70. 
ED 238 769 


Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 

ED 237 747 
English Needs of Community College Students: 
A Faculty Survey. 

ED 233 359 
Highlights from Research on School and Class- 
toom Ecology. 

ED 234 476 
Importance of Including Mathematical Concepts 
Instruction as a Part of the Vocational Agricul- 
tural Program of Study. 





382 School Role 


ED 239 100 
Information Technology: Its Impact on and Impli- 
cations for Education in Montana. A Critical Is- 


ED 238 394 


ED 237 654 
so Gamaiades S Desstee on & See & & 
Regionalizacion Educativa (In-Service Teacher 
Training within Educational 
Implications fo - Education. 
& Work Program Project Report. 

ED 235 324 


The Mexican American: A Challenge for the Cali- 
fornia Community College. 


Planning). 
ED 239 811 
An Overview with 


Education 


ED 233 857 

tout BOs nt es ee, 
ulum: A Comparative Review of Case Studies of 

Selected Latin American and Caribbean 
Countries. 

ED 239 932 
New Attitudes toward the Aging: A Role for 
Adult Education. 

ED 235 298 
Phase I Mandates Studies and Definition of 
Schooling. Final Staff R: i 

ED 233 477 


Political Power and Policy-Making in Education. 
ED 233 923 
Relative Autonomy Reconstructed. Revised. 


ED 237 378 
The Role of Education and Training in Relation 


to the Employment and Unemployment of Young 
People. 


ED 237 217 
Rural School Communities in ‘ 
ED 239 800 
School Programs to Prevent Drug Abuse. Issue- 
gram 18. 


ED 236 509 
Schools and Non-Nuclear Families: Recasting 
Relationships. 


ED 234 333 


Genin ths ton Contincinn Baamaion, 


ED 237 760 
Special Training Schools in Japan. NIER Occa- 
sional Paper 05/83. 


ED 237 635 


ED 239 098 
VTAE Economic Development Project. Final Re- 
port. 


ED 235 361 
Working Parents, Schools and Children in 
Self-Care. 
ED 238 552 
Safety : . 
Health Hazards in the Science Classroom. 
ED 238 671 


ie tea L oe 
ED 237 768 


ae May 14, 1983 


School Schedules 
Systems: A 


Calendar Cross-Institu- 
tional Analysis. Institutional Report No. 83-21. 

. Jt 234 697 
Barriers to Student Completion of Vocational 
Programs. Final Report. 


ED 237 686 
An Evaluation of the Sheridan County School 
District Alternative School Schedule 1982-83. 
ED 236 210 
School Secretaries 


Lem awn cca te na 
ber of the Management Team. ACSA Operations 
Notebook 28. 


ED 239 361 


School Security 
Report of the Security ome the University of 
Maryland at College Park. Executive Summary. 


ED 238 367 
School 
pony Continuing 


School Size 
Relationship of School Enrollment Size to Aca- 
demic Achievement in New Mexico. 
ED 234 956 


Dilemma. 
ED 233 236 


Space 

Space Availability in Wyoming’s Vocational Edu- 
cation Facilities. 

ED 237 702 

School Statistics 

A Background Paper on Rural Education in the 
Province of Saskatchewan. 

ED 234 932 
The Condition of Education. 1983 Edition. A Sta- 
tistical Report. 

ED 233 476 
Idea Cards - Factual Information on Public Edu- 
cation. 

ED 239 335 
Public Elementary and Secondary Education in 
yo United States, 1980-81: A Statistical Compen- 

jum. 

ED 233 497 
—_ School Enrollment, United States, Fall 
1981. 


ED 233 462 
Pupil Transportation Tentative Calculation, Fis- 
cal Year 1983-84. 

ED 239 395 


School Subjects Attitude Scales 
School Subjects Attitude Scales. Administrator’s 
Manual: A Manual for Administration, Scoring 
and Interpretation. 
ED 236 185 
School Subjects Attitude Scales: General Infor- 
mation. A Brief Description of the School Sub- 
jects Attitude Scales Intended for Educators 
Considering Use of This Instrument. 
ED 236 184 
School Supervision 
An Abashing Anomaly: The “~~ Achieving Pre- 
dominantly Black Elementary School. 
ED 236 274 
Mechanisms of Administrative Control in Educa- 
tional Organizations: An Exploratory Study. Fi- 
nal Report. 
ED 238 192 
The Principalship and the Development of In- 
structional Expertise. 
ED 233 491 
Work-Orientations and Incentive Systems and 
Their Effect in the Delivery of Education in a 
Multi-Cultural Institution. 
ED 233 436 


School Support 
Financing Schooling in Alberta. Report of the 

— ister’s Task Force on School Finance. Adden- 
jum. 


™ Schooling ia ED a 783 
inancing Schoo! Alberta. Summary Report 
of the Minister’s Task Force on School Finance. 


ED 236 782 
How to Account to Your Public for What Kids 
Learn. 


ED 239 401 
The Local Education Foundation: A New Way to 
Raise Money for Schools. NASSP Special Report. 
ED 234 482 
New River eae College Educational 
Foundation, In 
ED 238 457 
The Role of Community Action in Improving 
Schools. 


ED 238 137 
School Finance Reform in the States: 1983. 

ED 235 589 
Two Reports of the Eastland Survey: A Stratified 
Random Sample Study of Registered Voters of 
California, July, 1983. 


Subject Index 


ED 235 849 


School Surveys 
Academic Public Relations Curricula: How They 
Compare with the Bateman-Cutlip Commission 
Standards. 


ED 233 355 
Community and Staff Surveys Conducted for the 
Sacramento City Unified School District. Sum- 
mary Report [and] Appendices. 

ED 235 188 


Computer Literacy: Definition and Survey Items 
for Assessment in Schools. 

ED 238 895 
Special Education Needs of Regular Education 
Administrators. 


ED 238 177 


School Taxes 
Federal Service Mandates in Education: A Pre- 
liminary Assessment. 


ED 238 161 


School to Work Transition 
The Education of the Handicapped Adolescent: 
The Transition from School to Working Life. 
ED 237 213 


School Vandalism 
Alternatives to Vandalism: “Cooperation or 
Wreckreation.” 
ED 234 472 
School Visitation 
Tell Me Tours. 


ED 239 344 


Traditional Peoples of Southern Africa. A Student 
Activity Unit for Upper Elementary & Middle 
School Students. 

ED 239 951 

Schools of Choice Ns cmap 

An Evaluation of the Schools of Choice Programs: 
Progress Report [and] Executive Summary. 

ED 240 136 


Schools of Education 
California’s Problems in Operationalizing the 
Quest for Quality in Teacher Education. 
ED 235 172 
Contexts Affecting Methods Instruction in Se- 
lected Teacher Education Institutions. 
ED 240 081 
Creating Conditions for Successful Collaboration. 
ED 237 475 
Educating a Profession: Extended Programs for 
Teacher Education. 
ED 236 139 
Fiscal Conditions and Implications in Selected 
Schools and Colleges of Education in Compre- 
hensive Universities, 1982-83 
ED 237 008 
uiry into Student Recruitment Efforts and 
pony of 245 Schools, Colleges and Depart- 
ments of Education from Three Types of Institu- 
tions and of Four Sizes. 
ED 237 467 
Is Graduate Education Fulfilling Its Responsibili- 
ties to Primary and Secondary Education? A 
Panel Discussion. 
ED 234 661 
Mission, Goals, and Deeds: A Report to the Uni- 
versity President. 
ED 234 691 
A Model for Computer Literacy Staff Develop- 
ment in Teacher Education. 
ED 238 863 
A National same | of Departmental Organization 
in “Educational Administration.” 
D 239 390 


E 
NCATE Thirtieth Annual List of Accredited Pro- 
grams. 1983-84. 
ED 238 857 
Response to the Need for Quality: The School of 
Education at Radford University. 
ED 237 510 
Status of Teacher Education as It Relates to Criti- 
Issues in Commission Working Pa- 
per. 
ED 237 487 
of Twelve National Reports on Edu- 
ction a cir Implications for Teacher Educa- 


ED 238 889 
A Survey of AACTE Member Institutions Re- 





Subject Index 


garding tar a Gee Education Practice to 
prove the 


ED 237 494 
Survey of Teacher Education: Perceptions of 
Methods for Improvement. 

ED 235 134 
Universities Moving to Raise Quality of Educa- 
tion Schools. 

ED 236 958 


Activities in Planetary Geology for the Physical 

in logy for the 

and Earth Sciences. we 
ED 239 921 


ED 239 852 
ee A ee Oe Se Unit 
F2. ZIM-SCI, Zimbabwe Secondary School 
ence Project. Year 2. 


Caves: A Course of Study. 


ED 239 891 
The Chemicals of the Earth. Teacher’s Guide. 
Unit F2. Z1M-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 892 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Intermediate Edition. 

ED 239 726 
Classroom Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Intermediate Edition. 

ED 239 728 


Classrooin Ideas-Winter 1983. Focus on Geology: 
Rocks, Sand and Crystals. Edition. 
ED 239 729 


Decisions about Science. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
ing Skills in the Middle School. 
ED 238 523 
Developing Gifted Programs in Science. 
ED 236 837 


ED 239 928 

for Living. Study Guide. Unit G1. 

ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 


Dinosaurs. 


E for Li Teacher’ Guide. Unit GL. 
m1 ‘or Living. Teacher’s nit 
ZIM.SCl, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 894 
Forces in Action. Study Guide. Unit H1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 897 
Forces in Living be Seconda Guide. Unit H2. 
ZIM-SCI, Zimbabwe mdary School Science 
Project. Year 2. 

ED 239 898 
Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 

ED 239 902 
Forces. ’O’ Level Teacher’s Guide. Unit 1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 

ED 239 903 
Forces. Teacher’s Guide. Units Hl and H2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 899 
Genes and Surroundings. [Student’s Guide.] 

ED 238 679 
Genes and Surroundings: Teacher’s Guide. 

ED 238 678 
The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 2: Science. 


ED 239 918 


Learning Magazine, Septem- 

— 1982 and January to April-May 
ED 233 970 

Idea Place: Middle Grades. [Columns Compiled 
from Seven Issues of Learning Magazine, Septem- 
— 1982 and January to April-May 


ED 233 969 

Iron Smelting. Third World Science. 
ED 235 041 
Zivsd, be a Scientist. Study Guide. Unit Al. 
Zimbabwe Secondary School Science 


ED 239 872 
Life, Beginning and Growing. Study Guide. Unit 


El. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 
Life, Beginning and Gr bar Ek 
Unit E1. ZIM-SCI, Zinbebwe camaie School 
Science Project. 

ED 239 885 

and Their Food. Study Guide. Unit 

ro , Zimbabwe Secondary School Sci- 
ence Project. Year 2. 

ED 239 895 


Li and Their Food. Teacher’s Guide. 
Unit 62 ZIM St Zimbabwe Secondary School 
Suleses Veale Ye Year 2. 


ED 239 896 
Looking at Life. Study Guide. Unit A2. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 

ED 239 874 
Looking at Life. Teacher’s Guide. Unit A2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 875 
Marine and Estuarine Ecology. Man and the Gulf 
of Mexico. 


: ai oh ED 239 — 
Marine Biology and Ocean , Grades Nine 
to Twelve. Part I. — 

ED 236 037 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part II. 

ED 236 038 


Marine Biol and Oceanography, Grades 
Seven eal Me — 


ED 236 039 

Marine Habitats. Man and the Gulf of Mexico 
ies. 

ED 239 869 
Marine Science Activities, Grade Six. 

ED 236 040 
Marine Science Activities, Grade Two. 

ED 236 041 
Mr. Wizard’s Supermarket Science. 

ED 237 320 
Natural Wonder Notebook. [Five Installments of 
a Monthly Column Appearing in Instructor Mag- 
azine, January-May 1983.] 

ED 236 110 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Ma- 
rine Systems and Coastal Field Trips. 

ED 237 332 
Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 888 
Oceanography. Boy Scouts of America Merit 
Badge Series. 


ED 238 738 
Our Planet Earth. Study Guide. Unit FI. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 889 
Our Planet Earth. Teacher’s Guide. Unit F1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 890 
Particles in Action. Study Guide. Unit C72. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 880 
Particles in Action. Teacher’s Guide. Unit C2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 881 
pe gg be Flowers and Seeds. Study Guide. 
Unit E2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 886 
Reproducing by Flowers and Seeds. Teacher’s 
Guide. Unit E2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 


ED 239 887 


ED 235 045 

Science Activities: Specific Problems-Some Solu- 

- _—— in Science Project. Working Paper 
0. 


Salt. Third World Science. 


ED 236 026 

Science Activities: The Problem. Learning in Sci- 
ence Project. Working Paper 47. 

ED 236 025 

Syllabus for Middle and Junior ng 


School. B D, The Earth’s Changing Surface 


Science Citation Index 383 


ED 236 054 
Science Syllabus for Middle and Junior High 
ieee master ce 


ED 236 053 
Teaching about Animal, Plant, Living. Part 1. 
eee 


ED 236 014 

Toward Solutions: The Work of the Activities Ac- 
tion-Research Group. Learning in Science 
Prefect Working Paper 46. 
ED 236 024 


Understanding Electricity. Study Guide. Unit 11. 
ZIM-SCI, Zimbabwe Secondary School Science 


ED 239 900 
tanding Electricity. Teacher’s Guide. Unit 
Il. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 
ED 239 901 
What? A Field Trip on the Playground? 
ED 237 250 
What Do You Know about Water? Study Guide. 
Unit D. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 


ED 239 882 
What Do You Know about Water? Teacher's 
Guide. Unit D. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 883 
What is Matter? Study Guide. Unit C1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 

ED 239 878 
What is Matter? Teacher’s Guide. Unit Cl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 879 
What Makes Things Happen? Study Guide. Unit 
B. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 876 
What Makes Things Happen? Teacher’s Guide. 
Unit B. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 877 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
ple. Report of a Regional Workshop (Bangkok, 

iland, August 24 - September 2, 1982). 
ED 237 360 


Science and 


Society 
Images of Science. A Summary of Results from 
the 1981-82 National Assessment in Science. 
First Printing. 
ED 234 993// 
Innovations: The Social ences of Science 
and Technology. Final Evaluation Report. 
ED 239 846 


Science 


Careers 

Access to the Science Laboratory and Ciassroom. 

ED 238 223 
Choices for Science. Symposium Proceedings. 
Bunting Institute Working Paper. 

ED 235 006 
Factors Influencing Persistence/Achievement in 
the Sciences and Health Professions by Black 
High School and College Women. Final Report. 

ED 240 200 
Opportunities for Exploring Math/Science Ca- 
reers. Education, Business, Industry. 
ED 238 688 
Physics: A Career for You? 

ED 233 896 
Social Influences on the Participation of Mexi- 
can-American Women in Science. Final Report. 

ED 234 944 
SPACES: Solving Problems of Access to Careers 
in Engineering and Science. Math and Career Ac- 
tivities for Elementary and Secondary Students. 

ED 239 841 


ED 236 000 


Women Engineer. 


Women in Physics. 
ED 237 335 
Women in Science. VGM Career Horizons Series. 
ED 236 046 


Citation Index 
An Introduction to Citation Indexing at the Uni- 
versity of Rhode Island Library. 


ED 234 797 
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Science Course Improvement Projects 
a rele Ss, 
Number 


ED 237 369 
Curriculum 
Biology Regents Syllabus. Revised. 
ED 236 052 
Effec- 


A Design for Evaluating and Reporting the 
tiveness of a School System Developed Science 
Curriculum. 
ED 234 085 
The Didactics of Biology. A Selected Bibliogra- 
phy for 1979. Part I [and] Part II. 
ED 238 668 


The Didactics of Bi y 
for 1980. Part I [and] 
_ ED 238 734 


An Evaluation of the UNESCO Primary Science 
Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 


ED 235 O11 
Investigations in Science Education. Volume 9, 
umber 4. 
ED 237 369 
Junior High School Science. 

ED 235 ie 
Reconsidering the Framework. in Sci- 

ence Project. Working Paper No. 14. 
ED 235 022 
A Revised and Intensified Science and Technol- 
Curriculum Grades K-12 Urgently Needed 
the Confer- 


K ‘ashington, 

Columbia, March 11-13, 1983). 

ED 239 847 
Science Education Resources. An Annotated Bib- 
liography. 

ED 236 272 
Senior High School Earth Sciences and Marine 
Sciences. 


ED 238 701 


ED 235 274 
BoD She Sheds Doe. 1983. Text of 
the Annual State of the Schools Address (7th, 
Portland, Oregon, September 15, 1983). 

ED 239 752 
U Professional Education in Chem- 
istry: Guidelines and Evaluation Procedures. 

ED 238 713 
The ZIM-SCI Project. Zimbabwe 
School Science Project. Progress Report No. 2. 

ED 239 871 


Addressing the Crisis in Precollegiate Math: 
in emat- 
ics and Science Education. 
ED 235 998 
Sa tageenh to latesins Comping to Prac- 


ticing and Mathematics Teachers. Tech- 
nical Report 7. Technical Report Series. 

ED 233 892 

De- 


An Approach tc the Continuing Professional 
velopment of Science and Mathematics Educa- 
tors. Technical Report 8. Technical Report Series. 
ED 233 891 
Closing the Math and Science Gap. 
ED 235 265 
Research on 


vio Reng pe 
Research Conference, Pi 
Pennsylvania, November 20-24, 1982. 
ED 235 784 
The Current Status of Excellence in American 
Public Education. 


ED 238 095 


ED 238 522 


The Didactics of Biology. 
phy for 1979. Part I [and] Part II. 


ED 238 668 


The Didactics of —) ee, Bibliography 
for 1980. Part I [and] I. 
ED 238 734 


ting Americans for the 2ist Century: A 


1995. Source Materials. 
ED 233 912 
'y Mathematics and Science Education 
Act. Together bs Additional yh 
senti iews. House tatives, Nine- 
ty sighth Congress, First Saaten @uisenty 17, 
1983). Rept. 98-6, Part 1. 
ED 237 336 


Essential Laboratory Activities Guide. Secondary 
Science. 


ED 235 285 
Hearings on Mathematics and Science Education 
(Part 2). Hearings Before the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session on H.R. 30 
To Provide Assistance to Improve —y. 

dary and Postsecondary Education 

Mathematics and Science, and for Other Depeies 
(January 26-28, 31, 1983). 

ED 233 888 
Information eae Challenges Education. Issue- 
gram No. 17. 

ED 235 799 
International Expert Meeting on Exchange of In- 
formation on Science and Technology Education 
(Unesco, Paris, October 18-22, 1982). Final Re- 


port. 
ED 237 316 
An Investigation into the Measurement of Atti- 
in Science Education. 
ED 237 347 
Math and Science: Where Are the Teachers? A 
Resource Guide for Citizens, Educators, School 
Boards, and Policymakers. 
ED 235 002 


Opportunities for Exploring Math/Science Ca- 
reers. Education, Business, Industry. 

ED 238 688 
Programs in Science for Minority Students, 
1960-1975. 

ED 239 851 
Regional Consultation Meeting on the Asian Pro- 
gramme of Educational Innovation for Develop- 
ment (8th, Bangkok, Thailand, March 22-28, 
1983). Final Report. 

ED 238 617 
Research in Science Education. Volume 12. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
(13th, Macquarie University, Sydney, Australia, 
May 1982). 

ED 239 850 
Research in Science Education. Volume 13. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
( sag University of Waikato, New Zealand, May 


ED 239 859 

A Revised and Intensified Science and Technol- 
ogy Curriculum Grades K-12 Urgently Needed 

for for Our Future. Recommendations of the Confer- 
ence on Goals for Science and Technology Edu- 
cation Grades K-12 (Washington, District of 
Columbia, March 11-13, 1983). 

ED 239 847 
A Revision of poy | and Teaching = Revision 
del aprender y del ensenar. 

ED 239 603 
Rural Science Education: Blueprint for All? 

ED 235 945 
Science and Math Education. Hearings before the 
Committee on the Budget. United States Senate, 
Ninety-Eighth Congress, First Session (Albuquer- 
que, New Mexico, February 7, 1983; Las Cruces, 
New Mexico, February 11, 1983). 

ED 234 982 
Science Education Resources. An Annotated Bib- 
liography. 

ED 238 701 
Science, Math, and Technology. A Crisis in 
American Education. 

ED 237 365 
Science Subjects-An Evaluation of Student 
Achievement and —_— in International Per- 
spective. (IEA Science II. 

ED 237 321 


Subject Index 
Scopes II. The Great Debate. Creation vs. Evolu- 
tion. 


ED 238 733 
Statement of T. H. Bell, Secretary of Education, 
before the Senate Committee on Labor and Hu- 
man Resources, Subcommittee on Education, 
Arts, and the Humanities. Science and Mathemat- 
ics Education (March 9, 1983). 

ED 233 877 


Teaching Both Sides ofthe Brain: Book III: Math- 
/Social Studies/Sci 
ED 239 963 


Comparison 
and West Germany. Pecks Ces Coan 
ional Research Service 


gressi Congress 
eras ieacamiine an eta t Research and 
Technology, Transmitted to the ‘Committee on 
Science and Technology. U.S. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 

ED 235 996 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
ple. Report of a Regional Workshop 

Thailand, August 24 - September 2, 1982). 

ED 237 360 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 
1984 National Science Foundation Authoriza- 
tion. Hearings before the Subcommittee on Sci- 
ence, Research and Technology of the Committee 
on Science and bee ie 5S U.S. House of Repre- 
sentatives, Ninety-Eighth Congress, First Session 
on H.R. 2066 (February 23,25; March 1,8,10, 
1983). No. 21 


ED 238 705 


Science Education R 


esearch 

Cognitive Research and the Design of Science 
Instruction. 

ED 237 325 
An Investigation into the Measurement of Atti- 
tudes in Science Education. 

ED 237 347 

Investigations in Science Education. Volume 9, 
Number 4. 

ED 237 369 
Research in Science Education. Volume 12. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
(13th, Macquarie University, Sydney, Australia, 
May 1982). 

ED 239 850 
Research in Science Education. Volume 13. Pro- 
ceedings of the Annual Conference of the Austra- 
lian Science Education Research Association 
¢ oes} University of Waikato, New Zealand, May 


ED 239 859 
Science Education Resources. An Annotated Bib- 
liography. 

ED 238 701 
Science Subjects-An Evaluation of Student 
Achievement and Attitudes in International Per- 
spective. (IEA Science II). 

ED 237 321 
Sequencing Language and Activities in Teaching 
High School Physics. A Report to the National 
Science Foundation. 

ED 238 732// 

Toward Theory-Based Instruction in Scientific 
Problem Solving. 

ED 233 886 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting Sci- 
ence among Elementary School Principals. 

ED 236 005 


sag 
Penn, nll ry Instrumentation. The Re- 


Py of a ‘ota Workshop of the Ad Hoc Working 
Group Scientific Instrumentation (March 
12-13, 1982). 


ED 236 047 


Science 


Experiments 
Charcoal. Third World Science. 
ED 235 034 
The Chemicals of the Earth. Study Guide. Unit 
F2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 





Subject Index 


ED 239 891 
The Chemicals of the Earth. Teacher’s Guide. 
Unit F2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 892 
Clay Pots. Third Worid Science. 

ED 235 035 
Dental Care. Third World Science. 

ED 235 036 

for Living. Study Guide. Unit G1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 893 
ri Ag Living. Teacher’s Guide. Unit G1. 
ZIM-' Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 894 
Fermentation. Third World Science. 

ED = 039 
Focus on Experiments. Learning in Science 
Project. Working Paper No. 2. 

ED 235 012 


Forces in Action. Study Guide. Unit H1. 
ZIM-SCI, Zimbabwe Secondary School Science 

Project. Year 2. 
F Li Stud Guide Unit Hz. 
forces in Livi i ide. Unit H2. 
ZIM-SCI, Setiee Rarely School Science 

Project. Year 2. 
ED 239 898 


Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 

ED 239 902 
Forces. ’O’ Level Teacher’s Guide. Unit 1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 

ED 239 903 
Forces. Teacher’s Guide. Units Hl and H2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 899 
Investigations in Life Science, Junior High. 

ED 239 923 
Learning to be a Scientist. Study Guide. Unit Al. 

ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 872 
Learning to be a Scientist. Teacher’s Guide. Unit 
Al. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 873 

ie, Beginning and Growing. Study Guide. Unit 
EL "ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 884 
Life, Beginning and Growing. Teacher’s Guide. 
Unit E1. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 885 
rg ings and Their Food. Study Guide. Unit 
G2 SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 


ED 239 895 
Things and Their Food. Teacher’s Guide. 
Ut 2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 
ED 239 896 
Looking at Life. Study Guide. Unit A2. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
ED 239 874 
Looking at Life. Teacher’s Guide. Unit A2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 
ED 239 875 
Methane Digestors. Third World Science. 
ED 235 042 
Mr. Wizard’s Supermarket Science. 
ED 237 320 
Natural Dyes. Third World Science. 
ED 235 043 
Our Planet Earth. Study Guide. Unit Fl. 
ZIM-SCI, — Seeuzteny Sd hool Science 
Project. Year 2 
ED 239 889 
Our Planet Earth. Teacher’s Guide. Unit F1. 
ZIM-SCI, Zimbabwe School Science 
Project. Year 2. 
ED 239 890 
Particles in Action. Study Guide. Unit C2. 
= "Zimbabwe e Secondary School Science 
ject. 


ED 239 880 


Particles in Action. Teacher’s Guide. Unit C2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 881 
gy te Flowers and Seeds. Study Guide. 
Unit E2 SCI, Zimbabwe Secondary Schooi 
Science Project. 

ED 239 886 


Reproducing by Flowers and Seeds. Teacher’s 
Guide. Unit E2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 887 
Soap. Third World Science. 

ED 235 046 
Spacelab. An International Short-Stay Orbiting 
Laboratory. 

ED 237 361 
STS-9 and Spacelab 1. NASA Educational Briefs 
for the Classroom. 


ED 238 677 
Teacher’s Resource Guide on Acidic Precipita- 
tion with Laboratory Activities. 

ED 234 990 
Understanding Electricity. Study Guide. Unit I1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 900 
Understanding Electricity. Teacher’s Guide. Unit 
11. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 

ED 239 901 


What Do You Know about Water? Study Guide. 
Unit D. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 882 
What Do You Know about Water? Teacher’s 
Guide. Unit D. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 


ED 239 883 
What is Matter? Study Guide. Unit C1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 

ED 239 878 
What is Matter? Teacher’s Guide. Unit Cl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 879 
What Makes Things Happen? Study Guide. Unit 
B. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 876 
What Makes Things Happen? Teacher’s Guide. 
Unit B. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 877 


Science Facilities 


Characteristics of a Good Elementary Science 
Program. Handbook III, Part B: Elaboration of 
the Principal’s Checklist of Characteristics. 
Project for Promoting Science among Elementary 
School Principals. 


ED 236 004 


Science Fiction 


Spatial Ability of Gifted Readers: Suggestions for 
Teaching. 


ED 236 851 


Science History 
Early Developments in Argumentation in Phys- 
ics. 


ED 235 495 
A History of Research on Children and the Mass 
Media: An Empirical Investigation. 

ED 234 387 


Instruction 

Access to the Science Laboratory and Classroom. 

ED 238 223 
Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Animal, Plant, Living: Notes for Teachers. Learn- 
ing in Science Project. Working Paper No. 30. 

ED 236 013 
Animals. Learning in Science Project. Working 
Paper No. 22. 

ED 235 030 
Annual Science Education Conference (9th, Mur- 
doch University, Perth, Western Australia, Sep- 
tember 23, 1983). 

ED 235 007 
Burning. A Resource Unit for Teachers. 
in Science Project. Working Paper No. 36. 

ED 236 019 


Chemical . Learning in Science Project. 
Working Paper No. 27. 
ED a 
Children’s Views and Classroom Ex: 
Learning in Science Project. Working Paper 43. 
ae 236 023 
Science 


Cognitive Research and the Design of 
Instruction. 


The Context of Teaching and Learning. Report on 
¢ Context of Teac! 
the First Phase of the EA Classroom Environ- 
ment Study. ACER Research Monograph No. 21. 
ED 235 136 
Developing Biology Courses for Distant Students. 
ED 233 673 
Developing Gifted Programs in Science. 
ED 236 837 
The Didactics of Biology. A Selected 
phy for 1979. Part I [and] Part II. 


The Didactics of Bio 
for 1980. Part I [and] 


ED 238 668 
oe Bibliography 


ED 238 734 
Electric Current. Learning in Science Project. 
Working Paper No. 25. 

ED 236 008 

Elementary Science 1-6. 

ED 235 275 
Energy. Learning in Science Project. Working Pa- 
per No. 17. 


Environmental Education in Transvaal - 
ary Schools and its Relation to the Teaching of 
Biology and Geography. 


ED 235 025 
Second: 


ED 234 992 
Focus on Attitudes. Learning in Science Project. 
Working Paper No. 9. 

ED 235 019 
Focus Classrooms. Learning in Sci 
Project. “Working Paper No. 10. 

ED 235 020 
Focus on Experiments. Learning in Science 
Project. Working Paper No. 2. 

ED = 012 


Focus on Knowledge. Learning in Science 
Project. Working Paper No. 3. 

ED 235 013 
Focus on Process Skills. Learning in Science 
Project. Working Paper No. 7. 

ED 235 017 
Focus on the Learner. in Science 
Project. Working Paper No. 6. 

ED 235 016 
Focus on the — bus. “+ oe in Science 
Project. Working Paper No. 8 

ED 235 018 


Focus on the Teacher. Learning in Science 
Project. Working Paper No. 5. 

ED 235 015 
Focus on Topics. Learning in Science Project. 
Working Paper No. 4. 

ED 235 014 
Focus on Written Resources. Learning in Science 
Project. Working Paper No. 11. 

ED 235 021 
Force, Friction, Gravity: Notes for Teachers. 
— in Science Project. Working Paper No. 


ED 236 016 
Force. Learning in Science Project. Working Pa- 
per No. 16. 

ED 235 024 
The Framework: Toward Action Research. 
— in Science Project. Working Paper No. 
28. 


ED 236 011 
Friction. a in Science Project. Working 
Paper No. 1 
ED 235 027 
Glaciers. Science Education Research Unit. 
Working Paper No. 203. 
ED 236 033 





386 Science Instruction 
Gravity. Learning in Science Project. Working 
Paper No. 20. 

ming und oog A Rees Use 
Hi and Cooling. A init for 
ers. Learning in Science Project. Working Paper 
No. 38. 
ED 236 021 
An Initial 


Framework. Learning i 
Project. Working Paper No. 1. 


Science and T 
(Unesco, Paris, October 18-22, 1989). Final B Re- 
port. 
ED 237 316 


tent Area. 

ED 236 823 
Investigations in Science Education. Volume 9, 
Number 4. 

ED 237 369 
The Learner’s Way and the Teacher’s Way. A 
Whole-Staff Workshop on Student Learning Dif- 
ficulties. Learning in Science Project. Working 
Paper No. 55. 

ED 236 030 
Light. Learning in Science Project. Working Pa- 
per No. 23. 
ED 236 006 


ay Learning in Science Project. Working Pa- 
per No. 15. 


Po 235 023 
eens and Organization in Science Class- 
ED 233 881 
Mountains. Science Research Unit. 
Working Paper No. 202. 

ED 236 032 
Particles. Learning in Science Project. Working 
Paper No. 18. 
ED 235 026 


Physical Change. Learning in Science Project. 
Working Paper No. 26. 
ED 236 009 


Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
Plants. Learning in Science Project. Working Pa- 
per No. 24. 


ED 236 007 
Portra: Children’s Classroom Experiences. 
Learning ta Science P Project. Working Paper No. 


ED 236 022 
Reactions. Learning in Science Project. Working 
Paper No. 37. 

ED 236 020 
Reconsidering the Framework. Learning in Sci- 
ence Project. Working Paper No. 14. 

ED 235 022 
Reinforcement Science Skills Project. Disadvan- 
taged Pupil Program Fund. Final Evaluation Re- 
port, 1982-1983. 

ED 236 285 
Relationships between Cognition of Teachers and 
Quality of Teaching Style in Elementary Science. 


Research in Science 


(3th, ers U Sydney, [a 
niversity, 
May 1982). ™ 


ED 239 850 

in Science Education. Volume 13. Pro- 

ceedings ofthe Annual Confrence ofthe Aus: 
lian Science Education Research 


Association 
{east University of Waikato, New Zealand, May 


ED 239 859 
Rocks and Minerals. Science Education Research 


Unit. Working Paper No. 204. 


ED 236 034 
Science Activities: Specific Problems-Some Solu- 
ee eae reaees Wemapeuger 

lo. 

ED 236 026 
Science Activities: The Problem. Learning in Sci- 
ence Project. Working Paper 47. 

ED 236 025 
Science Activities: Wider Issues-Some Consider- 
ations. Learning in Science Project. Working Pa- 


per 49. 
Science Education Resources. An 
liography. 

ED 238 701 


The Science Teacher Inventory of Need 


ED 238 721 
Science Teaches Basic Skills. Handbook I. Project 
for Promoting Science among Elementary School 
Principals. 


ED 236 001 
Senior High Physical Sciences. 
ED 236 272 


ED 235 277 
Senior High School Earth Sciences and Marine 
Sciences. 


ED 236 027 
Annotated Bib- 


ED 235 274 
Sequencing Language and Activities in Teaching 
High School Physics. A Report to the National 
Science Foundation. 
ED 238 732// 
a ag Your Skills: Mathematics and Science 
le. 


ED 239 477 
Soils. Science Education Research Unit. Working 
Paper 201. 


Study Guide for TCT in Science. 
ED 235 157 


Studying Light in the Fifth Grade: A Case Study 
< Text-Based Science Teaching. Research Series 
0. 129. 


ED 236 031 


ED 233 884 
A Study of Some Aspects of ASEP during Its First 
Year of Availability. CDC Professional Series. 

ED 236 042 
Teaching about Animal, Plant, Living. Part 1. 
_~ in Science Project. Working Paper No. 


ED 236 014 
Teaching about Force. Learning in Science 
Project. Working Paper No. 34. 
ED 236 617 
Toward Solutions: The Work of the Activities Ac- 
tion-Research Group. Learning in Science 
Project. Working fiaer 46. 
ED 236 024 
Toward Solutions: The Work of the Biology Ac- 
tion-Research Group. Learning in Science 
Project. Working epee No. 29. 
ED 236 012 
Toward Solutions: ~ hg of the Chemistry 
Action-Research Gro Learning in Science 
Project. Working a No. 35. 
ED 236 018 
Toward Solutions: The Work of the Physics Ac- 
tion-Research Group. in Science 
Project. Working Seane No. 32. 
ED 236 015 
Toward Theory-Based Instruction in Scientific 
Problem Solving. 
ED 233 886 
Transparencies on a Teacher’s Manual. Re- 
search Series No. 1 
ED 233 885 
Two Studies of Writing in High School Science. 
Classroom Research Study No. 5. 
ED 238 725 
U.S. Science and Engineering Education and 
a Background; Supply and Demand; 
and Comparison with Japan, the Soviet Union, 
and West Germany. Report Prepared by the Con- 
forthe Su Research Service Library of Congress 
Subcommittee on Science, Research and 
‘echnology, Transmitted to the Committee on 
Sane and Technology. U.S. House of Repre- 
sentatives, Ninety-Ei th Congress, First Ses- 


sion. 

ED 235 996 
Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 

ED 236 029 
Weather. Learning in Science Project. Working 
Paper No. 21. 

ED 235 029 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting Sci- 
ence among Elementary School Principais. 


Subject Index 
ED 240 066 


Science 


Interests 
Focus on Attitudes. Learning in Science Project. 
Working Paper No. 9. 
ED 235 019 
Social Influences on the Participation of Mexi- 
can-American Women in Science. Final Report. 
ED 234 944 


Science Laboratories 
Essential Laboratory Activities Guide. Secondary 


Revitalizing Laboratory Instrumentation. 
port of a Workshop of the Ad Hoc W: 
Group on Scientific Instrumentation 
12-13, 1982). 

ED 236 047 
Spacelab. An International Short-Stay Orbiting 
Laboratory. 


ED 237 361 
STS-9 and Spacelab 1. NASA Educational Briefs 
for the Classroom. 


ED 238 677 


The Didactics of Biology. A Selected Bibliogra- 
phy for 1979. Part I [and] Part Il. 
ED 238 668 


The Didactics of Bio! Selected Bibliograph 
for 1980. Part I (and) Peet I I. , 
_ED 238 734 


Focus on Written Resources. in Science 


Project. Working Paper No. 11. 
ED 235 021 


Science 


Characteristics of a Good Elementary Science 
Program. Handbook III, Part A: Principal’s 
Checklist of Characteristics. Project for Promot- 
ing Science among Elementary School Principals. 
ED 236 003 
Characteristics of a Good Elementary Science 
Program. Handbook III, Part B: Elaboration of 
the Principal’s Checklist of Characteristics. 
Project for Promoting Science among Elementary 
School Principals. 
ED 236 004 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 2, March/April 1982. 
ED 234 589 
An Evaluation of the UNESCO Science 
Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 
ED 234 984 
The Principal’s Role in Elementary School Sci- 
ence. Handbook II. Project for Promoting Science 
among Elementary School Principals. 
ED 236 002 
Programs in Science for Minority Students, 
1960-1975. 
ED 239 851 
Science Teaches Basic Skills. Handbook I. Project 
for Promoting Science among Elementary School 
Principals. 
ED 236 001 
Un uate Professional Education in Chem- 
istry: Guidelines and Evaluation Procedures. 
ED 238 713 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting Sci- 
ence among Elementary School Principals. 
ED 236 005 
Workshop for Key Personnel Concerned With 
Out-of-School Scientific Activities by Young Peo- 
ple. Report of a Regional Workshop (Bangkok, 
id, August 24 - September 2, 1982). 
ED 237 360 
The ZIM-SCI Project. Zimbabwe Secondary 
School Science Project. Progress Report No. 2. 
ED 239 871 


Science Projects 


er omay = gl Boy Scouts of America Merit 


Badge Seri: 

ED 238 738 
Pupils’ Projects from Zambia. Third World Sci- 
ence. A Collection of Third Form Science 
Projects from Lubushi i 4 i 
as Written and Drawn by the 


ED 235 032 


Science Skills 


Accultura' 


tion, Social Class and Cognitive 
Growth. Monograph No. 34. 





Subject Index 


ED 239 751 


Science Teachers 
Focus on the Teacher. Learning in Science 
Project. Working Paper No. 5. 

ED 235 015 
Performance Difficulties Reported by First-Year 
Public School Science and Mathematics Teachers 
in Illinois. 

ED 237 319 
Science Education Resources. An Annotated Bib- 
liography. 


Study Guide for TCT in Science. 


ED 238 701 


ED 235 157 
The Supply and Demand for Illinois Mathematics 
and Science Teachers. 

ED 237 315 


Science Teaching Centers 

An Approach to the Continuing Professional De- 

velopment of Science and Mathematics Educa- 

tors. Technical Report 8. Technical Report Series. 
ED 233 891 


Sciences 
Access to the Science Laboratory and Classroom. 
ED 238 223 
China under the Four Modernizations: Part 1. Se- 
lected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 
ED 235 107 
aa and Science: A Symbiotic Relation- 
p. 
ED 238 001 
Departing the Ivy Halls: Changing Employment 
Situations for Recent Ph.D.s. 
ED 238 391 


Federal Support to Universities, Colleges, and Se- 
lected Nonprofit Institutions. Fiscal Year 1981. A 
Report to the President and Congress. Final Re- 
port. 

ED 237 329 
Guide to Special Information in Scientific and En- 
gineering Journals. 

ED 234 778 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 

for Minority Students, 


eu 





Progr in 
1960-1975. 
ED 239 851 
Relationship of Significant Others, Parental and 
Teacher Influences to the Development of Self 
Concept, Science Attitudes and Achievement 
among Adolescent Girls. Final Report. 
ED 238 902 
The Roles of Science and Technology in General 
and Continuing Education. Proceedings of the 
Conference of the Association of American Col- 
leges (Washington, District of Columbia, Decem- 
ber 16-18, 1979). 
ED 239 853 
Science and Mathematics Achievement in Illi- 
nois: A Perspective Based on Test Results. 
p _— ED ang? 
trengthening the Government-University Part- 
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Standards for Foster Family Services Systems 
Projects. Volume I: Narrative. Final R 


ED 235 914 

American River Coll., CA, 
Instructional : A Mini-Accredi- 
tation Approach to Seif Bvaleation in Commu- 
ED 239 665 


D.C, 
A Wi Plan for T: the 
— orking ior Treating Engineering 


ED 237 323 


American Society of Allied Health Profes- 
sions, Washington, D.C. 

Alliances in Health and Education: Serving 
| eae with Special Needs [and] Instructor’s 


ED 236 883 
Minorities in Newsrooms: The Continuing Chal- 
lenge. The Report of the ASNE Committee on 
Minorities. 

ED 236 689 


American Sociological Association, Wash- 
D.C. 
‘eaching Social Problems Through Critical Rea- 
soning. 
ED 238 782 
American Univ., Washington, D.C. Foreign 
Area 


Studies. 
China, A Country Study. Area Handbook Series. 


ED 233 947 


American Univ., Washington, DC. Non- 
Sexist Teacher Education Project. 
The Impact of Women on American Education. 
ED 235 103 


Agricultural Education Div. 
Agricultural Education: A Look at the Profession. 
Proceedings of the Annual National Agricultural 
Education Research Meeting (10th, Anaheim, 
California, December 2, 1983). 

ED 237 663 


a gaara areca eal 


Vocation Education and Defense Preparedness 
¢ Virginia, Sep- 


ED 239 098 
Vocational Education in the Comprehensive — 
School. Highlights of the Hearing Held by 
Board of Directors of the American Vocational 
-_ (St. Louis, Missouri, December 2, 


me 29-October 1, 1982). 


ED 233 159 
American Vocational Education Research 
ashington, D. C. 
Professional Ethics in Vocational Education Re- 
search: An Annotated Bibliography of Related 
Literature. 
ED 239 125 


Andrew W. Mellon Foundation, New 
York, N.Y. 
Faculty Retirement. Proceedings from the Con- 
sortium on Financing Higher Education Retire- 
ment Conference (Providence, Rhode Island, 
October 31-November 1, 1980). 
ED 233 642 
[Institutional Renewal]. 
ED 237 006 


Anne Arundel County Public Schools, An- 


napolis, Md. 
A Design for Evaluating and Reporting the Effec- 
tiveness of a School System Developed Science 
Curriculum. 
ED 234 085 
A Design for Evaluating Vocational Education 
Which Can Be Implemented within School Sys- 
tems. 
ED 234 086 


Antioch/New England Graduate School, 
Keene, N.H. 
Know Nukes: A Nuclear Power Issues Curricu- 
lum Project. 
ED 233 946 


A agai Educational Lab., Charleston, 

- Va. 
Choosing Occupations and Life Roles. Teacher’s 
Handbook. 


ED 233 224 
Examining Sex Bias. Module 1. ing Occu- 
pations and Life Roles. 

ED 233 225 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 

ED 233 226 
Needs Assessment Project: FY83 Reverification 
Study. 

ED 238 919 
Science Education Resources. An Annotated Bib- 
liography. 

ED 238 701 
Sex Bias and Work. Module 3. Choosing Occupa- 
tions and Life Roles. 

ED 233 227 
Statistical Software Packages for the Microcom- 
puter. 


ED 235 782 


Appalachian 
Washington, DC. 


ARC 


Institution Index 


Community Service Network, 


The Reshaping of an Innovation. ACSN-The 
Learning Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 

ED 238 398 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the — Community Ser- 
vice Network to the National Institute of 
Education. 

ED 238 399 


Appalachian Regional Commission, Harris- 
burg, PA. 


An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 

ED 235 701 
An ry Research Units in Pennsylvania, 
June 1983. The Technical Report. 

ED 235 700 


pa eget Regional Commission, Wash- 
pre Ser jlachian Regional Commission: 1982 Annual 


Report. 

ED 238 642 
The Reshaping of an Innovation. ACSN-The 
Learning Channel, 1974-1982. An Executive 
Summary Prepared for National Institute of Edu- 
cation. 

ED 238 298 
The Reshaping of an Innovation, 1970-1982. Fi- 
nal Report of the Appalachian Community Ser- 
vice Network to the National Institute of 
Education. 


ED 238 399 


Applied Management Sciences, Inc., Silver 
Spring, Md. 
A User’s Guide to Project BEST Products: Print 


and Nonprint. 
ED 235 794 


Applied Psychological Services, Inc., 


‘ayne, Pa. 
Trainability Testing for Navy Selection and Clas- 
sification. 

ED 234 095 


Applied Research Consulting House Ltd., 


(Ontario). 
Evaluation Report of the Ontario Camp Leader- 
ship Centre at Bark Lake. 
ED 235 960 


Applied Research Consulting, Inc., North 
a ee Choices: A Study of Voca- 


tional Program Attrition in New Hampshire. 
ED 236 335 


Inc. Oakland, CA. 

to Use a New Language: Language 
Functions and Use By First Grade Chinese- 
Americans. Final Report. 

ED 236 945 
Mathematics Learning Styles of Chinese Immi- 
grant Students. Final Research Report. 

ED 237 340 

Education Agency 7, Cedar Falls, IA. 

Activities U.S.A. 

ED 239 990 
Activities Using a Restaurant Theme. 

ED 239 927 
Advanced Algebra and Trigonometry: Supple- 
mental Computer Units. 

ED 239 610 
Africa. 

ED 239 984 
All American Calendar. 

ED 239 974 
Aloha, Welcome to the Hawaiian Islands. 


ED 239 978 
The Amana Colonies. 
ED 239 977 
The Amish. 
ED 239 970 
Be Sogn {An Elementary School Teaching 
nit! 


ED 239 969 
Australia. 





Institution Index 


ED 239 980 
Basic Iowa Driver’s Manual - Teacher’s Guide. 
[And] Basic Iowa Driver’s Training Manual - Stu- 
dent k. 

ED 239 976 
Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
Composition. How To Make a Picture. 

ED 239 989 
Contemporary Story Problems. 

ED 239 924 
Critical Judgment. Activity Guide. 

ED 239 982 
Developing a Nonsense Dictionary. 

ED 239 255 
Dinosaurs. 

ED 239 928 
Following Directions. 

ED 239 988 
Forkner Shorthand Games. 

ED 239 130 
Go-Pher These Main Ideas. 

ED 239 212 
Greek & Roman Mythology. 

ED 239 210 
Human Relations. Discussion Topics and Activi- 
ties. 

ED 239 983 
Illusions. 

ED 239 975 
Imagery: Activity Guide. 

ED 239 203 
Introduction a Paris = Introduction to Paris. 

ED 239 486 
Inventors and Inventions. 

ED 239 973 
Investigations in Life Science, Junior High. 
ED 239 923 
The Job Interview. 

ED 239 129 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 
Literature Line-Up: A Study of Different Forms 
of Literature for Intermediate Grade Children. 
Math ical Thought Probl * nhc 

athemati: ought oblems: “ 


ED 239 929 
Multicultural, Nonsexist Teaching Strategies: So- 
cial Studies (K-6). 

ED 239 985 
The Nym Family: Synonyms, Antonyms, Hom- 
onyms, Acronyms. 

ED 239 254 
ge Books in the Language Art Curriculum, 

ED 239 211 
Precis-Summary: Activity Guide. 

ED 239 209 
Presidential Election ’80 and the Past Presidents. 

ED 239 993 
Read All about It: Developing Newspaper Skills. 

ED 239 204 
Read for Fun: Management Program. 

ED 239 207 
Reading Comprehension Games and Activities 
for the Intermediate Grades. 

ED 239 214 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 

ED 239 971 
Recognizing Cause and Effect Relationships 
(Grades 4-8). 

ED 239 206 
Reinforcing Basic Skills Through Social Studies. 
Grades 4-7. 

ED 239 981 
Road to White House Activities. 

ED 239 994 
Social Studies Games on Parade. 

ED 239 987 
Stars and Star Myths. 

ED 239 925 
Strategies Unlimited. 

ED 239 991 
A Study of Japan for the Intermediate Grades. 


ED 239 968 
This is Alaska. 
ED 239 986 


Arkansas Univ., Fayetteville. Office of 615 


Traveling the Continents and Cruising the 
Oceans. 


ED 239 979 
Vocabulary Development for Ginn 720, Level 9. 

ED 239 208 
Women’s Rights Unit. 

ED 239 972 
The Years Alone: A Reading Comprehension 
Unit (7-9). 

ED 239 213 


Arizona Commission of Indian Affairs, 
Phoenix. 
Arizona Commission of Indian Affairs 1983 An- 
nual Report. 
ED 239 786 


Arizona State Board of Directors for Com- 
munity Colleges, Phoenix. 
Annual Report to the Governor, 1982-1983. State 
Board of Directors for Community Colleges of 
Arizona. 
ED 239 663 


Arizona State Dept. of Education, Phoe- 
nix, 


Basic Skills: Basic Goals and a 1? of Study in 
Citizenship - The Other Three R 
ED 237 415 


What Every Child Should Know...Social Studies. 
oa tudy, Criteria for Textbook Selection. 
e 


ED 237 416 


Arizona State Dept. of Public Instruction, 
Phoenix. Div. of Migrant Child Education. 
Arizona Migrant Child Education Program, 
1982-1983. Annual Review and Evaluation. 
ED 239 796 
Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 
ED 239 797 


Arizona State Univ., Tempe. 

Arizona Migrant Child Education Program, 
1982-1983. Annual Review and Evaluation. 

ED 239 796 
Migrant Child Education. Learning Activities Di- 
rect Instruction K-8. 

ED 239 797 
Severe Behavior Disorders of Children and 
Youth. Monograph in Behavioral Disorders. Sum- 
mer, 1983. 


ED 239 432 


Arizona State Univ., Tempe. Center for 
Public Affairs. 
Native American Public Administration Program 
Center for Public Affairs, Arizona State Univer- 
sity. Annual Report. 
ED 233 846 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 
ED 233 845 
A Planning Process to Implement Community 
Based Education, Fort McDowell, Arizona 
ED 235 955 


Arizona State Univ., Tempe. Coll. of Edu- 
cation. 
A Comparison of West German and Guestworker 
Parents’ Childrearing Attitudes and Expectations. 
Office of Parent Development International Re- 
search and Development Reports. 
ED 238 544 
Redefining the Grandparent Role. Office of Par- 
ent Development international Research and De- 
velopment Reports. 
ED 238 545 
Arizona State Univ., Tempe. Dept. of Edu- 
cational Psychology. 
Prose Recall: Effects of Aging, Verbal Ability and 
Reading Behavior. Prose Learning Series Re- 
search Report No. 13. 
ED 239 240 


Arizona State Univ., Tempe. Dept. of Ele- 
tary Education. 

EED 478 Student Teacher Progress Guide. 

ED 238 828 
Microcomputers i in Education: Uses for the ’80s. 
Pr of the Annual Microcomputer Con- 
ference (2nd, Tempe, Arizona, January 15-16, 
1982). Publication No. 3. 


ED 233 696 


eee 
cial Education. 


Chronicle of Academic and Artistic 
Vol. 1, No. 1, January/February 1982. 


Chronicle of Academic and Artistic 
Vol. 1, No. 2, March/April 1982. 


Chronicle of Academic and 
Vol. 1, No. 3, May/June 1982. 

ED 235 649 
Chronicle of Academic and Artistic Precocity, 
Vol. 1, No. 4, July/August 1982. 

ED 234 590 
Chronicle of Academic and Artistic Precocity, 
Voi. 1, No. 5 & 6, Sept./Dec. 1982. 

ED 234 591 


Se nee 


oo Teacher Proficiency Examination of the 
Basic Skills. A Special Report. 


ED 236 251 


Arizona Univ., Tucson. 
The Stigma of Affirmative Action: An Empirical 
Analysis. 


ED 235 415 


Arizona Univ., Tucson. Center for the 
Study of 


Higher Education. 

The Demographic Transformation of Arizona: 
Implications for Minority Participants in Higher 
Education. Topical Paper No. 21. 

ED 236 993 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 

ED 236 994 
Values in Higher Education: Conflict and Accom- 
= The Wilson Lecture Series, Lecture 

0. 
ED 236 990 
Arizona Univ., Tucson. Coll. of Education. 

Analysis of Determinants Impacting on Educa- 
tional Services of Handicapped Papago Students. 
Final Report. 

ED 239 468 


Arizona Univ., Tucson. Dept. of Chemis- 


“Ti Study in Chemistry in the United 
States: A Guide for Non-U.S. Students. 
ED 238 315 
Arizona Univ., Tucson. Dept. of Sociology. 
Social Influences on the Participation of Mexi- 
can-American Women in Science. Final Report. 
ED 234 944 


Arkansas Council for the Social Studies, 
State University. 
Archaeology-You Can Dig It, Too! 
ED 238 743 


Arkansas State Dept. of Education, Little 
Rock. 
Arkansas Foreign Language Handbook: A Guide 
for Teachers and Administrators. 
ED 236 913 
Arkansas State Univ., State University. 
Archaeology-You Can Dig It, Too! 
ED 238 743 
Arkansas Univ., Fayetteville. 
Estimating the Effects of Community Resource 
Development on County Quality of Life. Final 
Report. 
ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 
ED 238 635 


Arkansas Univ., Fayetteville. Arkansas Re- 
habilitation Research and Training Center. 
The Business-Rehabilitation Partnership. 
ED 236 337 
Demography and Disability: A Chartbook for Re- 
habilitation. 
ED 236 338 


Research. 
Seventeenth Annual Rank-Order Distribution of 





616 Arkansas Univ., Fayetteville. Office of 


Administrative Salaries Paid 1983-1984. 
ED 239 573 


Arkansas Univ., Fayetteville. Rehabilita- 
tion Research and Training Center. 
Rural Rehabilitation. A State of the Art. 

ED 233 838 


County Public Schools, Va. 
Study: Learning About Your Local Com- 
munity. 
ED 239 956 
The Capitol Experience in Washington, D.C. 
ED 239 954 
Freedman’s Village, Arlington, Virginia: 1863- 


1900. 
ED 239 953 
If These Walls Could Talk! The Story of Arling- 
ton House Before the Civil War. 
ED 239 955 
What Did It Look Like Then? Eighteenth Cen- 
itectural Elements. 


ED 239 952 


ED 235 357 
ees among Test Factor Structure, Test 
Hierarchical Structure, and Test Inter-Item De- 


ED 235 222 


Papers and Proceedings of a Conference (Hono- 
lulu, Hawaii, January 7-9, 1980). 


ED 233 671 
Asian - South Pacific Bureau of Adult Ed- 


ucation. 
a and Community Education. Courier 
No. 28. 


ED 236 339 
ASIA Society, New York, N.Y. 

Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 

Aspen Systems Corp., Germantown, Md. 
— | Human Services Abstracts. Volume 8. 
um : 


ED 236 378 
Aspen Systems Corp., Rockville, MD. 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 
ED 237 765 
Aspira, Inc., IL. 
Selected Topics on Hispanic Access to Higher 
Education. Testimony to the National Commis- 
sion on Excellence in Education. (Public Hearing, 
Chicago, Illinois, June 23, 1982). 
ED 237 023 


Associates for Youth Development, Inc., 
Tucson, AZ. 
Rural Intervention Project: An Empirical Assess- 
ED 235 949 


ine. West Hartford, CT. 
Special Education Program Evaluation: A Man- 
agement Tool. 
ED 235 627 


Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 
ED 235 628 
Association for Communication Adminis- 
tration, Annandale, VA. 
Directory of Theatre Programs. 
ED 233 418 


ED 233 686 


Association for Counselor Education and 

W: 
Issues in Training 
pists. 


D.C. 
¢ and Family Thera- 


ED 237 839 
Shaping Counselor Education in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 
ED 237 867 


Association for Educational Communica- 
tions and Technology, Washington, D.C. 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 
ED 235 794 


Association for Educational Data Systems, 
Washington, D.C. 
Frontiers in Educational Computing. Association 
= Educational Data Systems Annual Conven- 
m Proceedings (21st, Portland, Oregon, May 
9-13, 1983). 
ED 234 768 


Association for Education in Journalism 
and Mass Communication. 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 
ED 233 348 


Association for Institutional Research. 
Integrating Human Resources and Technology. 
Proceedings of the Association for Institutional 
Research Forum (Toronto, Canada, May 23-26, 
1983). Association for Institutional Research 
1983-1984 Directory. 

ED 237 041 
Responding to Qualitative and Political Issues: 
Proceedings of the Annual Forum of the Associa- 
tion of Institutional Research (Denver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 

ED 233 639 
Triage and the Art of Institutional Research. 

ED 234 655 

Association for Science Education, Cam- 

bridge (England). ; ; 
Microelectronics in the Curriculum-The Science 
Teacher’s Contribution. 

ED 239 854 


Association for Supervision and Curricu- 
lum Development, Alexandria, Va. 
ASCD Statement on Censorship. 
ED 234 475 
Highlights from Evaluation of EBCE. 
ED 233 465 
Highlights from Research on Effective Schools. 
ED 234 479 
Highlights from Research on School and Class- 
room Ecology. 
ED 234 476 
rs from Research on Teaching Self-Con- 
trol. 


ED 234 477 
Highlights of Research on Right and Left Hemi- 
spheres of the Brain. 

ED 234 478 
Successful Teacher Evaluation. 

ED 236 776 
Using What We Know about Teaching. 

ED 240 088 


eileen 


i Admissions, and Articulation: Re- 
turning to the Basics in Higher Education. 
ASHE-ERIC Higher Education Research Report 
No. 6, 1983. 

ED 238 357 
pan —— ee bbl Em- 
ployment: tions an ties. 

ASHE-ERIC Rd Education Research Re- 
ports, No. 2. Executive Summary. 

ED 235 698 

es: Developing Faculty Ca- 
Education Research 
Reports, No. 3. FYI Executive Summary. 

ED 235 695 

The Path to Excellence: Quality Assurance in 


Institution Index 


Higher Education. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 1. FYI Executive 


Summary. 

ED 235 697 
Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 

ED 239 569 


Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 
ED 233 669 
Raising Academic Standards: A Guide to Learn- 
ing ——. ASHE-ERIC Higher Educa- 
Research Reports, No. 4. Executive 
fanaa 


ED 235 696 
Serving Learners at a Distance: A Guide to Pro- 
gram Practices. ASHE-ERIC Higher Education 
Research Report No. 5, 1983. 

ED 238 350 


Association of American Colleges, Wash- 


— D.C. 
titutional Renewal]. 
ED 234 668 


Liberal Learning and Careers Update. 

ED 238 370 
The Roles of Science and Technology in General 
and Continuing Education. Proceedings of the 
Conference of the Association of American Col- 
leges (Washington, District of Columbia, Decem- 
ber 16-18, 1979). 

ED 239 853 


Association of American Colleges, Wash- 
ington, D.C. Project on the Status and 
Education of Women. 
= _— with Women. Vol. 13, No. 1, Summer 
’ ED 235 708 


Association of American Geographers, 
Washington, D.C. 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 
ED 235 079 
Alcohol Abuse: Geographical Perspectives. Re- 
source Publications in Geography. 
ED 235 081 
Finding a Place for Energy: Siting Coal Conver- 
- Facilities. Resource Publications in Geogra- 
pay, 
ED 235 083 
Guide to Graduate Departments of Geography in 
the United States and Canada 1983-1984. With 
Theses and Dissertations Completed During 


1982-1983. 

ED 238 779 
Mapping the Land: Aerial Imagery for Land Use 
_— Resource Publications in Geogra- 
phy. 

ED 235 078 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications in 
Geography. 

ED 235 082 
Plants and People: Vegetation Change in North 
Americs. Resource Publications in Geography. 

ED 235 080 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 

ED 235 084 
Revitalizing Cities. Resource Publications in Ge- 
ography. 

ED 235 085 

Association of American Library School, 
State College, Pa. 

Library and Information Science Education in the 
Americas: Present and Future. Papers from a 
— held in Austin, Texas, February 14, 

ED 237 088 


Association of American Medical Colleges, 
W: D. C. 
Physicians in the Making: Personal, Academic, 
and Socioeconomic Characteristics of Medical 
Students from 1950 to 2000. 
ED 238 314// 
U.S. Medical Students, 1950-2000. A Companion 





Institution Index 


Factbook for “Physicians in the Making.” 
ED 238 336// 


Association of American Medical Colleges, 
Washington, D.C. Div. of Operational 


Studies. 
Report on Medical School Faculty Salaries, 
1980-81. 
ED 239 530 
Report on Medical School Faculty Salaries, 
1981-82. 
ED 239 529 
Report on Medical School Faculty Salaries, 
1982-83. 
ED 239 528 


Association of Black Psychologists, Wash- 


ington, DC. 
bstracts: The Sixteenth Annual Convention of 
the Association of Black Psychologists (Washing- 
ton, DC, August 9-14, 1983). 
ED 237 600 


Association of California Community Coll. 
Administrators. 


College of the Siskiyous Comprehensive Institu- 
tional Evaluation System. Management Report. 

ED 239 666 
Technology Is Ready-But Are We? Manage- 
3 —_— ACCCA Management Report, 
1983-4/1. 


ED 235 852 
Association of California School Adminis- 


Academic Decathlon. 
ED 240 131 
A Digest of Ideas for Implementing the Manage- 
ment Team: Or, How We All Have Our Say If Not 
Always Our Way. 
ED 239 372 
Guidance: A Better Way! 
ED 235 458 
Guidelines and Quality Indicators for Vocational 
Education in California. 
ED 236 354 
How to Develop Board Policies for Small School 
Districts: Purpose, Process, Requirements, Cate- 
gories, References. 
ED 239 360 
How To Get the Most from a WASC Accredita- 
tion Investment. 
ED 240 132 
How to Plan and Implement a Workshop. 
ED 234 473 
Performance Evaluation and Appraisal of Certifi- 
cated Staff. Operations Notebook 14. Revised. 
ED 237 560 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 
ED 236 807 
Association of California School Adminis- 
trators, Burlingame. Foundation for Educa- 
tional Administration. 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 
ED 238 412 
Association of Canadian Medical Colleges, 
Ottawa (Ontario). 
Admission Requirements to Canadian Faculties 
of Medicine and Their Selection Policies = Con- 
ditions d’Admission aux Facultes de Medecine 
Canadiennes et Leurs Politiques de Selection. 
ED 233 630 


Association of Catholic Colleges and Uni- 


versities, Washington, D.C. 
Catholic Higher Education: Trends in Enrollment 
and Finance, 1978-1982. 


ED 234 670 
Association of Colleges and Schools of Ed- 
ucation in State Universities and Land 
Grant Colleges and Affiliated Private Uni- 


versities, 
Fiscal Conditions and Implications in Selected 
Schools and Colleges of Education in Compre- 
hensive Universities, 1982-83. 


ED 237 008 
Association of Colleges of Applied Arts 
and Technology of Ontario, Willowdale. 


Atlanta Public Schools, GA. Div. of 617 


Critical Issues in College System Management: 
Conference (Toronto, Ontario, Oc- 
tober, 1981). 


ED 235 841 
Association of Community Based Educa- 
tion, Washington, DC. 
Standards of Performance for Community Based 
Educational Institutions. 
ED 235 860 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 
ED 235 861 
Standards of Performance for Community Based 
— Institutions: Self-Assessment Work- 
ED 235 862 


Association of Community Coll. Trustees, 
Annandale, Va. 
ACCT Trustee Quarterly; Volume 7, Numbers 
1-4, 1982-1983. 
ED 237 153 


Association of Governing Boards of Uni- 
versities and Colleges, Washington, D.C. 
Academic Affairs Committee. AGB Titans 
Committee Series [No. 2]. 
ED 238 373 
New Action. [AGB Pocket Publications. 
0. 12). 


ED 238 360 
The Board’s Role in Accreditation. A Report of 
the AGB Subcommittee on the Role of Trustees 
in Institutional and Specialized Accreditation. 

ED 236 975 
Buildings and Grounds Committee. AGB Stand- 
ing Committee Series [No. 1]. 

ED 238 374 
Finance Committee. AGB Standing Committee 
Series [No. 3]. 

ED 238 375 
Financial Responsibilities of Governing Boards of 
Colleges and Universities. 

ED 238 382 
The Good Steward: A Guide to Theological 
School Trusteeship. 

ED 238 359 
Illustrative Bylaws for Independent Colleges. 

ED 238 372 
Presidential Search: A Guide to the Process of 
Selecting & Appointing College & University 
Presidents. 

ED 238 358 
Self-Study Criteria for Governing Boards of Com- 
munity Colleges. 

ED 239 689 
Self-Study Criteria for Governing Boards of Inde- 
pendent Colleges and Universities. Revised. 

ED 238 361 
Self-Study Criteria for Governing Boards of Pubic 
Colleges and Universities. Revised. 

ED 238 362 
Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 

ED 238 365 
Self-Study Criteria for Governing Boards of Theo- 
logical Schools. 

ED 238 363 
Self-Study Survey for State Postsecondary Educa- 
tion Planning and Coordinating Boards. 

ED 238 364 
User’s Guide to the Handbook of College and 
University Trusteeship. 

ED 238 366 


Association of Independent Colleges and 
Universities of Massachusetts. 
Massachusetts Higher Education in the Eighties: 
The Long Range Plan for Public Higher 
tion. A White Paper. The Alden Seminars. 
ED 233 668 


Association of London Chief Librarians 


(England). 
Computerisation in Public Libraries. A Report of 
the Survey Carried Out by the Technical Panel of 
the Association of London Chief Librarians dur- 
ing 1982. 

ED 235 815 


Association of Physical Plant Administra- 
tors of Universities and Colleges, Washing- 


iss of Ph Plani 
pu Management ysical t 


ED 236 787 
Association of Research Libraries, Wash- 


= for Improving Document Delivery 

Minutes of the Semiannual Meeting (lOist. Ay Ar- 
lington, Virginia, October 13-14, 198 1982). 

ED 234 785 
Research Libraries in the Online Environment. 
Minutes of the Semiannual Meeting (102nd, 
Banff, Alberta, May 4-6, 1983). 

ED 238 437 


Association of Research Libraries, Wash- 
ington, D.C. Office of Management Stud- 


ies. 
Annual Report, 1982. 
ED 233 738 
_— Libraries in ARL Institutions. SPEC Kit 


ED 239 617 
re Renovation in ARL Libraries. SPEC Kit 

ED 235 835 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 

ED 235 814 
Fund Raising in ARL Libraries. Kit 94. 

ED 234 794 
Library Materials Cost Studies in ARL Libraries. 
SPEC Kit 95. 

ED 235 801 
cca in ARL Libraries. SPEC Kit 


ED 237 110 
User Instructions for Online Catalogs in ARL Li- 
braries. Kit 93. 

ED 234 787 


Association of Univ. Programs in Health 
Administration, VA, 
Curricula for Health Planning, Policy, and Mar- 
keting: Conference Papers 1981-82. 
ED 238 310 
Health Care Financial Management: Curriculum 
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CDCC’s Project No. 7: “The Education and Cul- 
tural Development of Migrants”. 

ED 235 937 
Case Study on Television as a Meeting Place 
(Federal Republic of Germany). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 942 


The Coimbra Community Awareness Project 

(Portugal). The CDCC’s Project No. 7: “The Edu- 

cation and Cultural Development of Migrants.” 
ED 235 943 


Council for Educational Development and 
Research, Washington, D.C. 
Researcher Questions Use of Standardized Test 
Results. 

ED 237 582 
Schocl District’s Policy Cultivates Student 
Growth. 

ED 238 104 


Council for Educational Technology, Lon- 

don (England). 

Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 

Council for Exceptional Children, Buffalo. 


New York State Federation of Chapters. 
Remediating Institutional and Individual Disabili- 





632 Council for Exceptional Children, 


ties: The Law, the School and the Child. 
ED 234 581 


Council for Exceptional Children, Niagara 
Falls (Ontario). Ontario Provincial Feder- 
ation of Chapters. 
We Are Not Alike: Policies for Responsible Edu- 
cation. Revised 1982. 

ED 239 465 
Council for Financial Aid to Education, 
New York, N.Y. 
The CFAE Casebook: A Cross Section of Corpo- 
rate Aid-to-Education Programs. 

ED 234 680 
Corporate Support of Higher Education, 1981. 

ED 234 679 
Council for the Advancement and Support 
of Education, W: D.C. 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 

Thai Woe Piel 

A College Mark: Plan That’s 
Repert CASE Cerfication Program in Exec 
tive 

ED 233 751 
Research in Institutional Advancement: A Se- 
lected, Annotated Compendium of Doctoral Dis- 
sertations. 

ED 234 713 
Council of Administrators of Special Edu- 


cation, Inc. 
Training and Model Exchange Project, 1982- 
1983. 


ED 236 812 
Council of Chief State School Oificers, 


Washington, D.C. 
Dissemination Management Project. Final Re- 


port. 
ED 235 839 
Educational Governance in the States: A Status 
Report on State Boards of Education, Chief State 
School Officers, and State Education Agencies. 
ED 234 496 


Council of Strasbourg (France). 

Case Study of Lee ag Joint Associations 
aa CDCC’s Project No. 7: “The 
Education and Cultural Development of Mi- 
grants.” 

ED 235 940 
Case Study on Hajitkoum, Migrant Cultural Ac- 
tion Group (Brussels, Belgium). The CDCC’s 
Project No. 7: “The Education and Cultural De- 
velopment of Migrants.” 

ED 235 941 


ee Sey a8 Sitios oo » Teen, See 
'ederal of Germany). The CDCC’s 
Project No. 7: a 


ED 235 942 
The Coimbra Community Awareness Project 
(Portugal). The CDCC’s Project No. 7: “The Edu- 
cation and Cultural Development of Migrants.” 
ED 235 943 
Council of Graduate Schools in the U.S., 
Washington, D.C. 
Graduate Education: A National Investment in 


States 

1-3, 1982). 

ED 239 570 
sR Lang 


Education? A 


Is Graduate yey Fulfilling Its 
ties to Primary and 
Panel Discussion. 

ED 234 661 


tions Board 
13, 1982). 


Council of Ontario Universities, Toronto. 
Cooperation among Ontario University Libraries. 
ED 233 744 
Interprovincial of University Fi- 


aancing ith Reprt ofthe Tripartite Comite 
on Interprovincial Comparisons. 


ED 239 525 
The Ontario Test of English Achievement. The 
Final Report on Its Development. 

ED 234 672 
Participation Rates and Future Enrolment in On- 
tario Universities. Report 83-8. 

ED 235 736 
Universities, Public Priorities, and the Future of 
Ontario. A Brief to the Standing Committee on 
Social Development of the Legislature of Ontario. 
Publication No. 83-9. 

ED 238 327 


Council of Ontario Universities, Toronto. 
Research Di 


iv. 
Application Statistics, 1982. 
ED 234 704 
Report of Ontario Universities, 
1982-83. Volume II-Affiliated and Federated 
Colleges and Universities. 
ED 238 332 
Financial Report of Ontario Universities, 
1982-83. Volume III-Physical Plant Operating 
Expenses. 
ED 238 333 
Financial Report of Ontario Universities, 
1982-83. Volume I-Universities. 
ED 238 331 
The Labour Market Impacts of High Technology: 
Implications for the Universities. 
ED 238 328 


Council on Interracial Books for Children, 
Inc., New York, N.Y. 


Reconstruction: The Promise and Betrayal of De- 
mocracy. 

ED 236 078 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 


ED 236 079 


Council on Library and Network Develop- 
State Aids to Medical Libraries in Hospitals. Re- 


port of the Council on Library and Network De- 
velopment. Bulletin No. 3209. 


ED 234 786 


Council on Library Resources, Inc., Wash- 


D.C, 
pplication Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 
ED 238 430 
Evaluating Public Access On-Line Catalogs. 
Phase I: Development and Testing of Data Collec- 
tion and Analysis Tools. Final Report. 
ED 234 814 
LCSH Entry Vocabulary Project. Finai Report. 
ED 234 780 
MARC Database Statistics: An Aid to BSDP Par- 
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ED 234 782 
Online Catalogs: Requirements, Characteristics 
and Costs. Report of a Conference Sponsored by 
The Council on Library Resources at the Aspen 
Institute, Wye Plantation, Queenstown, Mary- 
land, December 14-16, 1982. 
ED 233 730 
Serials Cancellation Project. Final Report. 
ED 238 452 
Training Users of Online Public Access Catalogs. 
Report of a Conference Sponsored by Trinity Uni- 
versity and The Council on Library Resources 
(San Antonio, Texas, January 12-14, 1983). 
ED 235 832 
Two Reports on Research Libraries. Forum I: 
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Mathematics Curriculum Guide for Kindergarten 
through 3rd Grade. ESEA Title VII Bilingual Pro- 
gram. Dysart Unified School District. 
ED 233 880 


Eastern Kentucky Univ., Richmond. Dept. 
of Physical 
Project Hearty Heart. A Cardiovascular Fitness 
Curriculum for First Grade Children. 
ED 236 122 
Eastern Lancaster County School District, 
New Holland, Pa. 
By Parents for Parents. A Pre-First Parent’s 
Guide to the Early Education Program in Eastern 
Lancaster County School District. 
ED 239 736 


Eastern Michigan Univ., Ypsilanti. Dept. 
of Foreign Languages and Bilingual Stud- 
ies. 
Proceedings of the EMU Conference on Foreign 
Languages for Business (Ypsilanti, Michigan, 
April 7-9, 1983). Part I: Business Perspectives. 
ED 239 493 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, April 7-9, 1983). Part III: Program Over- 
views and Components. 
ED 239 495 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Y psilanti, Michi- 
gan, » April 7-9, 1983). Part II: Program Develop- 
ment and Retraining Strategies. 
ED 239 494 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, ion 7-9, 1983). Part IV: Course Compo- 
nents and Teaching Techniques. 
ED 239 496 
See 9 tn of the 1983 EMU Conference on 
peg es for Business (Ypsilanti, Michi- 
pril 7-9, 1983). Part V: Business French. 
ED 239 497 
Proceedings of the 1983 EMU Conference on 
— Languages for Business (Ypsilanti, Michi- 
pril 7-9, 1983). Part VI: Business German. 
ED 239 498 
Proceedings of the 1983 EMU Conference on 
Foreign Languages for Business (Ypsilanti, Michi- 
gan, April 7-9, 1983). Part VII: Business Spanish. 
ED 239 499 
Eastern Michigan Univ., Ypsilanti. Na- 
tional Center on T and Learning. 
The Challenge: Developing Technological Liter- 
acy in Education. 
ED 234 012 
Eastman Kodak Co., Rochester, N.Y. 
Cameras in the Curriculum. A Challenge to 
Teacher Creativity. Volume 1, 1982/83. An 
NEA/KODAK Program. 
ED 238 409 


East Texas State Univ., Commerce. Occu- 
pational Curriculum Lab. 
Instructional Analysis for Health Occupations. 
ED 234 142 


East Windsor Regional School District, 
NJ. 
Curriculum and Research for Equity. A Training 
Manual for Promoting Sex Equity in the Class- 
room. 
ED 235 104 
Economic Development Administration 
(DOC), Washington, D.C. 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 


gram. 

ED 234 159 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report). 

ED 234 158 


Economic Research Service (DOA), Wash- 


— D.C. 
‘arm Population of the United States: 1982. 
ED 238 659 
The Hired Farm Working Force of 1981. 
ED 238 620 





638 Edinburg Consolidated Independent School 


Edinburg Consolidated Independent 
School District, Tex. 
— Appraisal System for Handicapped 


ED 234 171 


ED 234 845 
Edmonton Public School, (Alberta). In- 
structional Services Div. 
Evaluation of the Bilingual (English-German) 
Program, 1982-83. 
ED 239 521 


Edmonton Public Schools, Alberta. 
ewe of a Microcomputer in an Elementary 
School Learning Resource Centre. 
ED 239 601 


Utilization of Microcomputers in Elementary 
Mathematics. Final Report. 
ED 238 736 
Educational Communication Center, Camp 


Hill, Pa. : 
The 1983 Communication/Planning Guide and 
Calendar. 


ED 237 117 


Educational Cooperative Service Unit of 
the Metropolitan Twin Cities, Minneapo- 


ay bo Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 


ED 239 396 
Educational Environments, Inc., Eugene, 


uman Brain: Cognition in Education. Re- 
of the } the First Annual Conference 
Dakota, September 24-25, 1982). 
ED 234 035 


York, N.Y. 
Caring for the Campus Physical Plant. 


ED 239 373 
ee ee Sean Sa Ses 


ED 235 586 
Educational Improvement Center-Central, 


NJ. 
L.LS.T.: Local Information Sources for Teachers 
- A Community Resource Guide for Consumer 
and Home Economics Education. 


ED 237 784 
Vocational-Career Assessment Instruments Ref- 
erence Handbook. 


ED 237 783 
Educational Management and Evaluation 
Inc., Moorestown, NJ. 
Peer Support Training Workshop Notebook. 
ED 238 980 
Educational Planning and Research, Bos- 
ton, MA. 
Early Childhood Component of the oye 
Boston Elementary Enrichment Program ( 
ESELA. Tile | Projet of the Boston Public 
School System). Final Evaluation Report. 
ED 238 954 


—y 3 1980-1981 (an 
¢ Boston Public 


ESE, as a Second 
E.A. Title I Project of thi 
Schooi System). Final Evaluation Report. 
ED 238 956 


English as a Second Language, 1981-1982 (an 
ESEA. Title 1 Project of the Boston Public 


School System). Final Evaluation Report. 


ED 238 957 
ESEA Title I Secondary Program. Interim Re- 
port, 1981. 


ED 238 963 


High School Reading Program, ed mit 
Funded Under PL 81-874. Final Evaluation 


ED 238 955 


me eer, oot Reading/Language Arts 
raed (PL 81-874). Final Evaluation Report to 
Project and Schooi Personnel, 1978-79. 

ED 238 958 


Educational Products Information Ex- 


Inst., Stony Brook, N.Y. ‘ 
Annual State of the Art Report on Instructional 
Materials: Reading Textbook Programs. 1982-83 
School Year. 

ED 233 493// 


Educational Research and Consulting As- 


Bilingual Program with Bilin- 

professi Serving as the Primary In- 
structional Personnel, 1982-83. 
ED 235 239 


Educational Research Inst. of British Co- 
lumbia, Vancouver. 
The Progress of Early Writers as They Discover 
Written Language for Themselves. 
ED 235 505 
Revision Strategies of Students at Three Grade 
Levels. Final Report. 


ED 238 009 


Educational Research Service, Arlington, 
Va. 
Education for a High Technology Future: The 
Debate over the Best Curriculum. 
ED 233 482// 
Extra Pay for Extra Duty of Teachers, 1982-83. 
ERS Report. 
ED 238 180// 
Merit Pay Plans for Teachers: Status and Descrip- 
tions. ERS Report. 
ED 236 771// 
Paying Teachers for Performance and Productiv- 
ity: Learning from Experience. 
ED 233 483// 
A Quick Reference Glossary of Computer Termi- 
nology for School Officials and Teachers. ERS 
Information Aid. 
ED 233 485// 
School Officials and the Courts: Update 1983. 
ERS Monograph. 
ED 239 419// 
School Staffing Ratios, 1982-83. ERS Report. 
ED 233 484// 
Educational Resources Information Center 
(ED/NIE), Washington, DC. 
Interchange. November 1972-July 1983. 
ED 233 745 
ener in Education (RIE). Volume 19, Num- 
ED 233 123 
— in Education (RIE). Volume 19, Num- 
r2. 
ED 234 138 
ao in Education (RIE). Volume 19, Num- 
rs. 
ED 235 297 
— in Education (RIE). Volume 19, Num- 
4. 


ED 236 306 
tee in Education (RIE). Volume 19, Num- 


ED 237 629 
= in Education (RIE). Volume 19, Num- 


ED 239 012 
Educational Service District 121, Seattle, 


ash. 
— Indian Self-Esteem Curriculum Activity 


ED 239 832 


oulsbo, 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part I. 
Marine Biol d Ocean Ih Grades Ning 
e Bio! an 0 y ine 
to Twelve. Part IL —s 
ED 236 038 


Marine Bio! and Oceanography, Grades 


Seven and Eight. 
ED 236 039 
Marine Science Activities, Grade Six. 

ED 236 040 


Institution Index 


Marine Science Activities, Grade Two. 
ED 236 041 


Educational Studies Association of Ire- 
land, Dublin. 
Irish Educational! Studies, Vol. 2. ps ney a ed 


the Annual Education Conference of the Associa- 
tion (7th, Belfast, Northern Ireland, April 1982). 
ED 235 105 


Educational Testing Service, Evanston, Il. 
The Role of Testing in the Process of College 


Admissions and Student Guidance and Place- 
ment. Testimony to the National Commission on 
Excellence in Education. (Public Hearing, Chi- 
cago, Illinois, June 23, 1982). 

ED 237 020 


eT ee 


—- at Defining Interpersonal Competen- 


ED 237 519 

Career Decisions of Minority Students and En- 
trance to Graduate Management Programs. 
GMAC Research Report. 

ED 238 353 
Carl Campbell Brigham, the Native Intelligence 
Hypothesis, and the Scholastic Aptitude Test. 

ED 237 516 
A Comparative Analysis of TOEFL Examinee 
Characteristics, 1977-1979. 

ED 237 512 
Comparison of IRT Observed-Score and True- 
Score ’Equatings.’ 

ED 236 207 


Computer Literacy: Definition and Survey Items 
for Assessment in Schools. 

ED 238 895 
A Conceptual Study of Knowledge Use in 
Schools. Final Report (Draft). 

ED 240 203 
Curriculum and Research for Equity. A Training 
Manual for Promoting Sex Equity in the Class- 
room. 

ED 235 104 
Effects of Item Disclosure on TOEFL Perfor- 
mance. 

ED 236 154 
Estimating the Imputed Social Cost of Errors of 
Measurement. 

ED 237 533 
An Examinetion of the Graduate Study Applica- 
tion and Enrollment Decisions of GRE Candi- 
dates. 

ED 237 518 
Foreign Lanuages in the Schools. 

ED 239 516 
GMAT and GRE Aptitude Test Performance in 
— to Primary Language and Scores on TO- 


ED 237 513 
[Information Concerning Mean Test Scores for 
the Graduate Management Admission Test 
(GMAT), Graduate Record Examinations 
(GRE), Law School Admission Test (LSAT), Pre- 
liminary Scholastic Aptitude Test (PSAT), and 
Scholastic Aptitude Test (SAT) for the National 
Commission on Excellence in Education.] 

ED 237 030 
The Interaction of Federal and Related State Edu- 
cation Programs. Summary Report of a Congres- 
sionally Mandated Study. 

ED 233 479 
The Interaction of Federal and Related State Edu- 
cation Programs. Volume I. 

ED 233 480 
The Interactions of Federal and Related State Ed- 
ucation Programs. Volume II: State Case Studies. 

ED 233 481 . 
An Investigation of Methods for Reducing Sam- 
pling Error in Certain IRT Procedures. 

ED 236 211 
An Investigation of the Feasibility of Applying 
er Response Theory to Equate Achievement 

ests. 

ED 235 198 
A Manual for Preparing Special Test Editions for 
the Handicapped. 

ED 234 055 
Organization of Chicano Children’s Narrative Be- 
havior. Final Report. 

ED 237 306 
Reading Comprehension Proficiency, Cognitive 





Institution Index 


Processing Mechanisms, and Deductive Reason- 
ing in Bilinguals. Final Report. 
ED 236 944 


Review of Problem-Solving Skills. 


ED 237 520 

The Search for Communication Skills. 

ED 235 540 
Status of Research on Item Content and Differen- 
tial Performance on Tests Used in Higher Educa- 
tion. 

ED 234 056 
Student Deferment and the Selective Service Col- 
lege Qualification Test, 1951-1967. Research 
Memorandum. 

ED 238 352 
A ev ig the Validity of the Restructured GRE 
Apti Test for Predicting First-Year Perfor- 
mance in Graduate Study. 

ED 240 122 
Testing and Test Theory: Whither and Whence. 

ED 237 514 
The TOEFL Native Country File: Detailed Data 
on Candidate Populations, 1977-79. 

ED 237 511 





and Ttem_ Statistics: A Matter of ce. 
ED 236 238 


Educational Testing Service, Princeton, 

N.J. Education Policy Research Institute. 
Dissemination of School Finance Services in Ur- 
ban School Districts. Final Report. 

ED 238 997 


Educational Testing Service, Princeton, 
N.J. Office for Minority Education. 
Tests for Spanish Speakers [with] Addendum. 
ED 240 141 


Educational Testing Service, Princeton, 
NJ. Program Statistics Research Project. 
On Lord’s Paradox. Program Statistics Research. 
ED 237 515 
Predictive Validity of the SAT on Two Handi- 
capped Groups: The Deaf and the Learning Dis- 
abled. 
ED 238 893 


Educational Testing Service, Princeton, 
N.J. Test Collection. 
Tests for Spanish Speakers [with] Addendum. 
ED 240 141 
Educational TV and Film Center, Wash- 
ington, DC. 
With Rabies and Banners: Illustrated Historical 
Booklet. 
ED 235 048 
With Babies and Banners: Study/ Activity Booklet 
[and] Educator’s Guide. 
ED 235 047 
Education Commission of the States, Den- 
ver, CO. Education Governance Center. 
State Governance of Education: 1983. 
ED 235 587 
State Legislative Voting and Leadership: The Po- 
litical Economy of School Finance. 
ED 238 094 
Survey of States’ Teacher Policies. ECS Working 
Paper No. 2. 
ED 238 590 
Education Commission of the States, Den- 
ver, Colo. 
Boards, Departments, Chiefs and State Education 
Policy. Issuegram 42. 
ED 234 516 
+ ace Bargaining Issues Continue. Issuegram 


ED 234 497 

Colorado Population Changes: A Source Book for 
Education Planners and Policy Makers. 

ED 237 387 
Compulsory Schooling and Nontraditional Edu- 
cation. Issuegram 12. 

ED 234 500 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
Education for Economic Growth. Issuegrar: 1° 


Education Commission of the States, 639 


ED 234 501 

Energy Education As We Leave It. Final Report. 

ED 237 345 
The Four-Day School Week. Issuegram 14. 

ED 234 502 
How Well Can Students Read and Write? Issue- 
gram 9. 

ED 234 352 
Implementing the Education Block Grant. Issue- 
gram 32. 

ED 234 513 
Improving Higher —— Through Budget In- 

centives. Issuegram 21 

ED 234 667 
Improving Schools with Limited Resources. ECS 
Issuegram. 


ED 235 250 
Information pw Challenges Education. Issue- 
gram No. 17. 
ED 235 799 
Legal Rules for Student Competency Testing. Is- 
suegram 36. 
ED 234 089 
Low-Cost School Improvement. Issuegram 5. 
ED 234 498 
Postsecondary Program Review. — 40. 
234 666 
Frage, - Bible and the Pubiic Schools Issue- 


ED 234 514 
Programs for Special Student Populations. Issue- 
gram 28. 


ED 236 899 
Public Opinion Studies: Low-Cost Methods for 
Soliciting Perspectives of the Public and Special 
Interest Group:. 

ED 237 386 
Regulation of Postsecondary Institutions: Model 
Legislation. Issuegram 22. 

ED 234 665 
Responding to Change: Goals for State Public Ed- 
ucation. Issuegram 29. 

ED 234 510 
School Facilities and Deferred Maintenance. Is- 
suegram 43. 

ED 234 517 
School Finance Equity. Issuegram 25. 

ED 234 507 
School Finance Litigation. Issuegram 27. 

ED 234 509 
School Finance Reform: Past, Present and Future. 
Issuegram 26. 

ED 234 508 
School Programs to Prevent Drug Abuse. Issue- 
gram 18. 

ED 236 509 
Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 

ED 238 365 
Self-Study Survey for State Postsecondary Educa- 
tion Planning and Coordinating Boards. 

ED 238 364 
oo up Blue Ribbon Commissions. Issuegram 


ED 234 503 
Sex Equity in Public Education. Issuegram 35. 
ED 236 508 
Special Education and the Law. Issuegram 10. 
ED 236 904 
The State Legislative Voting Process in Educa- 
tion. Issuegram 31. 
ED 234 512 
State Policies to Screen and Attract Teachers. Is- 
suegram 23, 
ED 234 506 
State Programs of School Improvement. Issue- 
gram 11. 
ED 234 499 
of School Improvement, 1983: A 
urvey. Working Paper No. 1. 
ED 238 596 
State Strategic Planning for Technology. Issue- 
gram 38. 


ED 234 737 
State Structures of Elementary/Secondary Gov- 
ernance. Issuegram 30. 


State Pro, 
50-State 


ED 234 511 
Student Achievement in Public and Private 
Schools. Issuegram 16. 
ED 234 504 
Student Minimum Competency Testing. Issue- 
gram 20. 


ED 234 091 
Student Performance Patterns Change. 
ED 234 098 
Tuition Tax Credits. Issuegram 19. 
ED 234 505 
Using Residual Analyses to Assess Item Response 
Model-Test Data Fit. Laboratory of Psychometric 
and Evaluative Research Report No. 140. 
ED 236 186 
Education Commission of the States, Den- 
ver, Colo. Education Finance 
School Finance Reform in the States: 1983. 
ED 235 589 
Education Commission of the States, Den- 
ver, Colo. Education Improvement Center. 


Adult Learning Innovations: Vehicles for Social 
and Economic Progress. 


ED 235 388 

Enhancing the State Role in Lifelong Learning: A 

Summary Report of a Project. 

Enhan the State Rol Lifel  kanaine. 

¢ State Role in 

Case oe of the Six Pilot Prony — 
ED 235 343 

antes Adult Learning: Spotlight on the 

tates. 


State Polici id Programs in Si ot of Adult 
tate Policies an in Support t 
Learning: A Survey of Selected States. 


ED 235 389 

Education Commission of the States, Den- 

ver, Colo, Inservice Education Program. 
Survival in the 1980s: Quality, Mission, and Fi- 
nancing Options. 

ED 236 994 

Education Commission of the States, Den- 

ver, Colo, National Assessment of Educa- 

tional Progress. 

Citizenship and Social Studies Achievement of 
Young Americans: 1981-82 Performance and 
Changes between 1976 and 1982. 

ED 236 247 
Citizenship and Social Studies Released Exercises 
from the 1981-82 Assessment. 

ED 233 965 
Mathematics Released Exercises from the 
1981-82 Assessment. 

ED 237 546 
National Assessment Analysis Procedures. 

ED 236 250 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
National Assessment of Education Progress, 
1969-1983: A Bibliography of Documents in the 
ERIC Database. 

ED 234 097 
Procedural Handbook: 1981-82 Mathematics and 
Citizenship/Social Studies Assessments. 

ED 233 966 
The Relationship of Students’ Academic Achieve- 
ment to Television Watching, Leisure Time Read- 
ing and Homework. 

ED 236 249 
Student Achievement in America: State Policy 
Implications for a High Technology Economy. 

ED 236 248 

Education Commission of the States, Den- 

ver, CO. Task Force on Education for Eco- 

nomic Growth. 

Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 

ED 235 588 
Actions for Business, Industry and Labor. 

ED 235 543 
Actions for Chief State School Officers. 

ED 235 549 
Actions for Governors. 

ED 235 550 
Actions for Legislators. 

ED 235 548 
Actions for Local Boards of Education. 

ED 235 545 
Actions for Principals. 

ED 235 547 
Actions for State Boards of Education. 

ED 235 546 





OD Education Commission of the States, 


Actions for Superintendents. 
ED 235 544 


Designs Group, Syracuse, NY. 
Teaching as an Occupation for Women: A Case 
Study of an Elementary School. 
ED 234 049 


Education News Service, Sacramento, 
Calif. 


Planning for Tomorrow’s Schools: Problems and 
Solutions. AASA Critical Issues Report. 
ED 236 773 
Education Service Center Region 1, Edin- 
Tex. 
bay a for Title I eo Parent Advisory 
Councils: Understanding the System= Un Folleto 
Para los Concilios de Padres Titulo I Migrante: 
Entendiendo el Sistema. 
ED 238 640 
Migrant Counselor’s Guide. 
ED 238 638 
A Suggested Management System for Secondary 
Migrant Counselors. 
ED 238 639 


Education Service Center Region 20, San 


Tex. 
Public Law 94-142: Child Find/Serve, Project 
ACES, Related Services. Final Evaluation Re- 
port, 1981-1982. Document Number 82-272-877. 
ED 233 513 
Staff Development Cooperative Evaluation Re- 
port, 1982-83. 
ED 237 522 


Education Service Center Region 8, Mount 


Pleasant, TX. 
A Guide for Working with Handicapped Students 
in Occupational Exploration. 
ED 234 172 
Educators for Social Responsibility, Cam- 
bridge, MA. 
Dialogue: A Teaching Guide to Nuclear Issues. 
ED 240 022 
Perspectives: A Teaching Guide to Concepts of 


ED 240 023 
EHUD International Language Founda- 
tion, Walnut Creek, CA. 
Romanization to Facilitate the Teaching of Mod- 
ern Hebrew to Adult Native Speakers of English. 
ED 235 689 
Elgin Community Coll., Il. 


How to Custom Design Training for Business and 
Industry. 


s —_— ED 237 774 
teps for lishing a Training Information 
Clearinghouse. 

ED 237 775 


Lancaster, PA. 
the Least Educated. 130 Local ABE 
Directors Tell How. Pennsylvania’s Handbook on 
Recruitment. 
ED 237 661 
Monte Union High School District, 


Rosemead, CA. 
Television Production. 
ED 239 611 
Rancho Unified School District, Pico 
Rivera, Calif. 
Hall of Fame. 


ED 239 341 
Employment and Training Administration 
o— p Watton, | eee 
Dimensionality of the General Aptitude Test 
te (GATB) and the Dominance of General 
Factors over Specific Factors in the Prediction of 


Job Performance for the U.S. Employment Ser- 
vice. 


ED 236 166 
Evaluation of Project School to Work: A Mono- 


ED 237 594 


ED 237 534 


Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Overview of Validity Generalization for the U. S. 
Employment Service. 

ED 235 221 
Pathways to the Future: A Report on the National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1979. 


ED 236 219 
Pathways to the Future, Vol. III. The National 
Longitudinal Surveys of Youth Labor Market Ex- 
perience in 1981. Final Report. 


ED 236 221 
Pathways to the Future, Vol. II. The National 
Longitudinal Survey of Youth Labor Market Ex- 
perience in 1980. Final Report. 

ED 236 220 
Subsidized Work Experience in the Private Sector 
and Occupational Accessing: Strategies for Em- 
ploying Disadvantaged Youth. Final Report. 

ED 240 188 
Subsidizing On-the-Job Training. An Analysis of 
a National Survey of Employers. Studies in Em- 
ployment and Training Policy: 1. 

ED 236 387 


Employment and Training Administration 
(OL), Washington, DC. Bureau of Ap- 


and Training. 
National Apprenticeship and Training Standards 
for Dental Technicians. Revised. 

ED 236 328 
National Apprenticeship and Training Standards 
for Sign, Display, and Allied Workers Industry. 
Revised. 


ED 236 329 


Employment and Training Administration 
(OL), Washington, D.C. Office of Youth 


Impacts from the Youth Incentive Entitlement 
Pilot Projects: Participation, Work, and Schooling 
Over the Full Program Period. 

ED 236 301 
The Participation of Private Businesses as Work 
Sponsors in the Youth Entitlement Demonstra- 
tion. 


ED 233 133 


Employment of Training Administration 
(DOL), Washington, D.C. Office of Re- 
search and Development. 


Impacts from the Youth Incentive Entitlement 
Pilot Projects: Participation, Work, and Schooling 
Over the Full Program Period. 

ED 236 301 


Employment Standards Administration 
(DOL), Washington, D.C. 


Final Report to Congress on Age Discrimination 
in Employment Act Studies. 

ED 237 766 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume II: Ten Case Studies. 

ED 233 185 
A Study of Accommodations Provided to Handi- 
capped Employees by Federal Contractors. Final 
Report. Volume I: Study Findings. 

ED 233 184 


Emporia State Univ., Kans. 


Special Education Personnel Attrition in Kansas, 
1976 to 1982: A Summary of Attrition Rates and 
an Analysis of Reasons for Quitting. 

ED 238 231 


Encyclopaedia Britannica, Inc., Chicago, 
i. 


How to Make Your Child a Winner! 
ED 233 792 


Energy and Man’s Environment, Inc., Salt 
Lake City, UT. 


Energy & Man’s Environment Impact Study. 
Summary of Results. 


ED 237 366 


Master Pian for Educational Facilities: City of 
Clifton, Passaic County, New Jersey. 
ED 234 468 


Institution Index 


Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 

ED 234 467 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 

ED 234 465 
Master Plan for Educational Facilities: Saddle 
Brook, Bergen County, New Jersey. 

ED 234 466 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 

ED 234 469 

Environmental Protection Agency, Wash- 
mage, D.C, Office of Water 
Collection of Ideas and Materials for Public 

Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
Water Quality Instructional Resources Informa- 
tion System (IRIS). A Compilation of Abstracts to 
Water Quality and Water Resources Materials. 
Supplement XIII. 

ED 233 909 
Water Quality Instructional Resources Informa- 
tion System (IRIS). A Compilation of Abstracts to 
Water Quality and Water Resources Materials. 
Supplement XV. 

ED 237 359 
Water Quality Instructional Resources Informa- 
tion System (IRIS): A Compilation of Abstracts to 
Water Quality and Water Resources, Supplement 
XIV (1983). 

ED 237 346 


Episcopal Church Center, New York, NY. 
Coalition for Human Needs. 
Reconstruction: The Promise and Betrayal of De- 
mocracy. 
ED 236 078 
ERIC Clearinghouse for Junior Colleges, 
Los Angeles, Calif. 
Counseling: A Crucial Function for the 1980s. 
New Directions for Community Colleges, Num- 
ber 43. 
ED 235 865 
The ERIC Report. Numbers 1-5, May 1973-De- 
cember 1974. 
ED 234 824 
International Education and the U.S. Community 
College: From Optional to Integral. Junior Col- 
lege Resource Review, Spring 1983. 
ED 233 780 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44, 
ED 238 477 


ERIC Clearinghouse for Science, Mathe- 
matics, and Environmental Education, Co- 
lumbus, Ohio. 
Investigations in Mathematics Education. Vol- 
ume 16, Number 3 
ED 235 001 
Investigations in Science Education. Volume 9, 
Number 4. 
ED 237 369 


ERIC Clearinghouse for Social Stud- 
ies/Social Science Education, Boulder, 
Colo. 
Data Book of Social Studies Materials and Re- 
sources. Volume 9. 
ED 240 010 
Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 
ED 233 928 
Law in U.S. History: A Teacher Resource Man- 
ual. Revised. 
ED 233 961 
Notable Children’s Trade Books in the Field of 
Social Studies. An Annotated Bibliography Com- 
piled from April Issues of The Journal “Social 
Education,” 1979-1983. 
ED 235 050 
Saving Money on Printing and Reproduction. 
ERIC Fact Sheet No. 2. 
ED 233 924 
The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 
ED 233 925 
Teaching about Global Issues. ERIC Fact Sheet 





Institution Index 


No. 4. 


233 926 
Using Data Bases in Social Studies. rERIC Fact 
Sheet No. 5. 


ED 233 927 
Using Microcomputers in the Social Studies 
Classroom. 
ED 233 967 
ERIC Clearinghouse on Adult, Career, and 
Vocational Education, Columbus, Ohio. 
Adult Education for the Handicapped. Overview: 
ERIC Fact Sheet No. 23. 
ED 237 809 
Adult Learning Disabilities. Overview: ERIC 
Fact Sheet No. 9. 
ED 237 797 
Adults in Career Transition. Overview: ERIC 
Fact Sheet No. 20. 
ED 237 808 
Alternative Work Patterns as Innovations in the 
Work Place. Overview: ERIC Fact Sheet No. 19. 
ED 237 807 
Career Assistance for Older Adults. Overview: 
ERIC Fact Sheet No. 8. 
ED 237 796 
Career Development in the Work Place. Over- 
view: ERIC Fact Sheet No. 11. 
ED 237 799 
Career Resource Center. Overview: ERIC Fact 
Sheet No. 7. 
ED 237 795 
Competency Education for Adult Literacy. Over- 
view: ERIC Fact Sheet No. 10. 
ED 237 798 
Computer-Based Systems. Overview: ERIC Fact 
Sheet No. 5. 
ED 237 793 
Emplo oy ge Training. Overview: ERIC 
Fact Sheet No. 1 
ED 237 805 
Employment _ _ Adults. Overview: ERIC 
Fact Sheet No. 1 
ED 237 806 
Energy. Overview: ERIC Fact Sheet No. 6. 
ED 237 794 
Experiential Education. Overview: ERIC File 
Sheet No. 1. 
ED 237 789 
The Future of Family Life. Overview: ERIC Fact 
Sheet No. 13. 
ED 237 801 
TT & Talented. Overview: ERIC Fact Sheet 
0. 3. 
ED 237 791 
Guidelines for Working with Adult Learners. 
Overview: ERIC Fact Sheet No. 25. 
ED 237 811 
nae Curriculum. Overview: ERIC Fact Sheet 
0. 2. 
ED 237 790 
Postsecon Career Education. Overview: 
ERIC Fact Sheet No. 16. 
ED 237 804 
Circles: Implications for Training. Over- 
view: ERIC Fact Sheet No. 24. 
ED 237 810 
Retaining Adult Students. Overview: ERIC Fact 
Sheet No. 12. 
ED 237 800 
Tailoring Vocational Education to Adult Needs. 
Overview: ERIC Fact Sheet No. 14. 
ED 237 802 
Vocational Education in Rural America. Over- 
view: ERIC Fact Sheet No. 15. 
ED 237 803 
by ” & CETA. Overview: ERIC Fact Sheet 
o. 4. 
ED 237 792 


ERIC Clearinghouse on Counseling and 
Personnel Services, Ann Arbor, Mich. 
Career Resource Centers. Searchlight Plus: Rele- 
vant Resources in High Interest Areas. 31+. 
ED 236 516 
Counseling for Career Change. Searchlight Plus: 
Relevant Resources in High Interest Areas. 24+. 
ED 237 868 
Counseling Youth for Employability: Unleashing 
the Potential. 
ED 239 192 
Counselors and Testing: Academic Assessment. 
Searchlight Plus: Relevant Resources in High In- 


ERIC Clearinghouse on Reading and fat 


terest Areas. 14+. 

ED 237 869 
Divorce and Single-Parent Family Counseling. 
Searchlight Plus: Relevant Resources in High In- 
terest Areas. No 26+. 

ED 239 182 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 
Issues in Training Marriage and Family Thera- 
pists. 

ED 237 839 
Needs Assessment in Counseling, Guidance, and 
Personnel Services. Searchlight Plus: Relevant 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
Resources for Guidance Program Improvement. 
Volume 2. 

ED 239 193 
Shaping Counselor Education Programs in the 
Next Five Years: Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for Coun- 
selor Education and Supervision, (Orlando, Flor- 
ida, April 19-May 2, 1983). 

ED 237 867 


ERIC Clearinghouse on Educational Man- 
agement, Eugene, Oreg. 
Administrator’s Guide to Computers in the Class- 
room. 
ED 233 460 
The Contribution of Education to Economic Pro- 
ductivity. Schooling in a Technological Society. 
ED 233 432 
Improving Teacher Effectiveness. The Best of 
ERIC on Educational Management, Number 70. 
ED 233 431 
Management Uses of Microcomputers. The Best 
¢ ERIC on Educational Management, Number 


ED 234 480 


ERIC Clearinghouse on Elementary and 
Early Childhood Education, Urbana, Ill. 
The Professional Preschool Teacher. 
ED 235 928 


ERIC Clearinghouse on Handicapped and 
Gifted Children, Reston, Va. 
Rural Special Education. 
ED 236 889 
The Underserved: Our Young Gifted Children. 
ED 235 645 


ERIC Clearinghouse on Higher Education, 
Washington, D.C. 

Administrative Responsibility for Faculty Devel- 
opment. AAUA-ERIC/Higher Education Ad- 
ministrator’s Update, Fall 1983. 

ED 237 005 
The Administrator’s Use of Microcomputer Sys- 
tems. 

ED 234 729 
Competence, Admissions, and Articulation: Re- 
turning to the Basics in Higher Education. 
ASHE-ERIC Higher Education Research Report 
No. 6, 1983. 

ED 238 357 
Faculty Recruitment, Retention, and Fair Em- 
ployment: Obligations and Opportunities. 
ASHE-ERIC Higher Education Research Re- 
ports, No. 2. FYI Executive Summary. 

ED 235 698 
Fifteen Years Down, Twenty-five To Go: A Look 
at Faculty Careers. AAHE-ERIC/Higher Educa- 
tion Research Currents, November 1979. 


ED 237 004 
leeting the Challenges: Developing Faculty Ca- 

reers. ASHE-ERIC Higher Education Research 
Reports, No. 3. FYI Executive Summary. 

ED 235 695 
The Path to Excellence: Quality Assurance in 
Higher Education. ASHE-ERIC Higher Educa- 
tion Research Reports, No. 1. FYI Executive 
Summary. 

ED 235 697 
Public Service in Higher Education: Practices and 
Priorities. ASHE-ERIC Higher Education Re- 
search Report, 1983. 

ED 239 569 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 


Linguistics, 
The High School 


ED 233 669 
Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC _— Educa- 
tion Research Reports, No. Executive 
Summary 

ED 235 696 


Session Aegan at a Distance: A Guide to Pro- 
= tices. ASHE-ERIC Higher Education 
esearch Report No. 5, 1983. 


ED 238 350 


ERIC Clearinghouse on Information Re- 
sources, 
The Direct Use 


N.Y. 
Online Bibli 
tion Systems by Untrained End 
of Research. 


hic Informa- 
sers: A Review 


ED 238 440 
How to Prepare for a Computer Search of ERIC: 
S 1 Approach. Revised and Up- 


ED 237 100 
Information Technology in Education: The Best 
of ERIC. 


ED 233 706 
Microcomputers in Elementary and Secondary 
Education: A Guide to the Resources. 

ED 239 605 
Microcomputers: Some Basic Resources. 

ED 233 711 
Online Public Access Catalogs. ERIC Fact Sheet. 

ED 233 746 


D. 
oes Abroad: International 


Homestay Exchange Programs. ~~ een in Edu- 
cation: ‘Theesy and Practice, No. 55. 

ED 233 591 
Proficiency-Oriented Classroom Testing. Lan- 
guage in Education: Theory and Practice, No. 52. 

ED 233 589 
Teaching Hearing-Impaired Children in Regular 
Classrooms. Language in Education: Theory and 
Practice, No. 54. 

ED 233 590 


ERIC Clearinghouse on Reading and Com- 
munication Skills, Urbana, Il. 


Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral tions Pub- 
lished in “Dissertation Abstracts eae 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 


Bibliotherapy. Fact Sheet. 


ED 238 076 


ED 234 338 
Bilingual, Bicultural, and Bidialectal Studies Re- 
lated to Reading and Communication Skills: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
e December 1983 (Vol. 44 Nos. 1 ‘aungh 

ED 238 018 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
through December 1983 (Vol. 44 Nos. 1 ‘Gunma 


6). 
ED 238 017 
Communication Consulting: Another Teaching 


Option. 

ED 233 422 
English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” Jul 
| December 1983 (Vol. 44 Nos. 1 Min | 

ED 238 016 
Interpersonal, Nonverbal, and Small Group Com- 
munication: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 075 
Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” July through De- 
cember 1983 (Vol. 44 Nos. 1 through 6). 

ED 238 015 
Language Use, Language Ability, and Language 
Development: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Abstracts Inter- 
national,” July through December 1983 (Vol. 44 
Nos. 1 through 6). 

ED 238 014 





642 ERIC Clearinghouse on Reading and 


Literature, Literary Response, and the Teaching 
of Literature: Abstracts of Doctoral Dissertations 
Published in “Dissertation Abstracts Interna- 
tional,” Tuly — December 1983 (Vol. 44 


ED 238 013 
Doctoral Dis- 


in “Dissertation Abstracts 
International,” July through December 1983 
(Vol. 44 Nos. 1 through 6). 

ED 238 074 
Reading Achiev: t: Characteristics Associ- 
seed with Sesenss ond fedheee: Abstracts af Doo- 
toral Dissertations 


Published in “Dissertation 
Abstracts Imerational" July through December 
1983 (Vol. 44 Nos. 1 through 6). 
ED 237 946 


tod Adult, Abguects of Doctoral Duserations 
Abstracts of Doctoral mong co 
terna- 


A 
ae? iene Gace Deseaher 1983 (Vol. 44 
Nee i tacagh 6 
ED 237 952 
: Pre- 


in “Dissertation 
stracts International,” July through December 
1983 (Vol. 44 Nos. 1 through 6). 
Ss A ong 
Reading and aA truction: Sec- 
ondary: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
July through December 1983 (Vol. 44 Nos. 1 
through 6). 
ED 237 951 


Reading and Writing: Abstracts of Doctoral Dis- 
rn lg em in “Dissertation Abstracts 


Teternational,” Rog December 1983 
(Vol. 44 Nos. 1 teagh 6). 


ED 237 950 
Reading, ban ape ee and Memory Pro- 
of Doctoral Dissertati : 
July trough December 1983 (Vol. 44 Nos. 1 
through 6) 


ED 237 944 
Reading in the Content Areas: Research for 
Teachers. 


ED 236 544 


July throws, December 1983 (Vol. 44 Nos. 
; ED 237 945 


“Dissertation Ini ional,” Jul 
oo December 1983 (Vol. 44 Nos. 1 aan | 
ED 238 078 
_ stoual J through 
stracts Interna = December 
1983 (Vol. 44 Nos. 1 through 6). 
ED 238 077 
ED 234 337 


ED 234 339 


say tro December 1983 ol ae wx 
44 Nos. 1 
through 6). 
ED 237 947 
Doctoral Dis- 


International,” J through 
(Vol 44 Now. 1 thepugh 6). 
ED 238 012 
Testing and Evaluation in Reading and Commu- 
nication Skills: Abstracts of Doctoral Disserta- 
International, BR. Seeker’ 3 
- 198 
(Vol. 44 Nos. 1 through 6). 
ED 237 949 
: Abstracts 


ieee 2s Gut of 
Doctoral Di Published in “Di m 
Abstracts International,” July through December 


1983 (Vol. 44 Nos. 1 through 6). 
ED 238 073 
Written Language ari Writing Abilities: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” July 
_ December 1983 (Vol. 44 Nos. 1 ‘ua 
ED 238 019 


ERIC Clearinghouse on Teacher Educa- 
tion, Washington, D.C. 
Arts and Crafts, ag Compiled from Nine Is- 
sues of Instruc Magazine, August 1982 
through May 1983] 
ED 237 445 


Basics. [A Compilation of Learning Activities 
Pages from Seven Issues of Instructor Magazine, 
inl 1982 through March 1983 and May 
1 

ED 237 444 
Essential Knowledge for Beginning Educators. 

ED 237 455 
Idea Place: Early Grades. 2s wer Compiled 
from Seven Issues of Learning Magazine, Septem- 
ber He November 1982 and jhe rey to April-May 
1983. 

ED 233 970 
Idea Place: Middle Grades. [Columns he oo 
from Seven Issues of Learning 
= 1982 and January to ApritMay 
1983. 

ED 233 969 
Natural Wonder Notebook. [Five Installments of 
a Monthly Column Appearing in Instructor Mag- 
azine, January-May 1983.] 

ED 236 110 
Swap Shop: Original Teaching Ideas Submitted by 
Readers of “Learning” Magazine. 

ED 235 114 
Teachers Express: When You Need a Good Idea 
Overnight [and] Bright Ideas. [A Compilation of 

Columns from Nine Issues of Instructor Maga- 

zine, August 1982 - May 1983.] 

ED 238 821 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from Eight 
Issues of Instructor Magazine, September 1982 
through May 1983.] 

ED 237 446 
Your Monthly Activity Almanac. [A package of 
significant dates to learn about and celcbrate.] 

ED 235 115 


ERIC Clearinghouse on Urban Education, 
New York, N.Y. 

Guidebook to Hispanic Organizations and Infor- 
mation. 

ED 237 613 
Helping Minority Students with Nontraditional 
Skills Enter and Complete College. ERIC/CUE 
Fact Sheet Number 17. 

ED 234 104 
Hispanics and Employment. ERIC/CUE Fact 
Sheet Number 15. 

ED 234 102 
Home, School, and Community in Adolescent 
a gga ERIC/CUE Urban Diversity Series 

0. 84. 

ED 236 300 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 

ED 237 584 
More Effective Schooling from Research to Prac- 
tice. ERIC/CUE Urban Diversity Series No. 83. 

ED 236 299 
Multicultural Education: From Product to Pro- 
cess. 

ED 240 224 
School Learning and Corporation-School Alli- 
ances. ERIC/CUE Fact Sheet Number 16. 

ED 234 103 
Secondary School Ethos and the Academic Suc- 
cess of Urban Minority Students. ERIC/CUE 
Fact Sheet Number 14. 

ED 235 247 
Urban Schools Bibliography 1982. Number 5. 

ED 237 614 
Women and Minorities in School Administration: 
Strategies for Making a Difference. ERIC/CUE 
Urban Diversity Series No. 85. 

ED 237 607 


ERIC Processing and Reference Facility, 
Bethesda, Md. 


Institution Index 


ERIC i use Publications, 1982. An An- 
notated Bibli a of Information Analysis 
Products and er Major Publications of the 
ERIC Clearinghouses, January-December 1982. 
ED 237 098 
Interchange. November 1972-July 1983. 
ED 233 745 
Erikson Inst. for Advanced Study in Child 
Development, Chicago, IL. 
Training in Administration and Staff Develop- 
ment. 
ED 238 575 


Escondido Union School District, Calif. 
“Mystery Guest” Program. 
ED 239 131 


E.T.S. & Associates, San Diego, CA. 
Basic Economics for Consumers: Livi 
row Today. BANK-ED III: P 
Management Series. 


Tomor- 
Money 


ED 237 443 
First Steps to Personal Money Management. 
BANK-ED I: Personal Money Management Se- 
Ties. 
ED 237 441 
There: ing To- 
II: Personal 


ing Goals and Getti 
morrow Today. BANK-E 
Management Series. 

ED 237 442 


European Centre for the Development of 
Vocational Training, Berlin (West Ger- 
many). 
Equal Opportunities and Vocational Training. A 
Survey on Vocational Training Initiatives for 
Women in the European Community. 
ED 237 740 


Evaluation and Training Inst., Los An- 
geles, Calif. 
Adult Participation in Lifelong Learning Activi- 
ties in California. 
ED 239 030 
Evergreen Valley Coll., San Jose, Calif. 
New Perspectives. VESL (V: Souean English as a 
Second Language): An Annotated Bibliography. 
ED 234 620 
Extension Service (DOA), Washington, 
D.C. 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume II-Abstracts. 
ED 237 732 
Designing Studies of Extension Program Results: 
A Resource for Program Leaders and Specialists. 
Volume I-Text. 
ED 237 731 
Leader’s Guide to Community Action. Miscella- 
neous Bulletin 115. 
ED 239 781 
Rural Community Action: A Series of Case Stud- 
ies of Action Projects in Small New York State 
Communities. Miscellaneous Bulletin 116. 
ED 239 782 
EXXON Corp., New York, N.Y. 
Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 
ED 233 956 
EXXON Education Foundation, New 
York, N.Y. 
Developing New Models of the COMP-LAB Col- 
- Basic Writing Course for Other Settings. Fi- 


Report. 
ED 239 258 
Student Aid and Public Higher Education: A 
Progress Report. 
ED 235 753 
Fairfax Coun 
Familygram. 
1982. 


Schools, Va. 
pecial Edition on Testing. Spring 
ED 234 082 


Far West Lab. for Educational Research 


and Development, San Francisco, Calif. 
Applying Research to Teacher Education: The 
University of Utah’s Collaborative Approach. 
First Year Preliminary Report. 
'D 240 073 


E 
A Collaborative Model to Identify and Implement 





Institution Index 


Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 

ED 240 072 

Effective Principals: Knowledge, Talent, Spirit of 
Inquiry. 

ED 234 521 
The Effect of an Observation Instrument on Stu- 
dent Teacher Performance of Active Teaching 
Behaviors. 

ED 240 074 
An Executive Training Program. 

ED 233 500 
New Research: Changing Schools, Innovation Up 
Close, Improving Research Methods. 

ED 234 100 
Seventh-Graders’ Conceptions of Teachers: A 
Cultural Analysis. 

ED 234 065 
To Facilitate or Impede? The Impact of Selected 
Organizational Features of Secondary Schools on 
Adolescent Development. Ecological Perspec- 
tives for Successful Schooling Practice. 

ED 233 501 
Women & Minorities’ Leadership Program in Ed- 
ucational R&D. Final Report, December 1, 1981 
to November 30, 1982. 


ED 233 499 


Federal Bureau of Investigation, Quantico, 
VA. 
State and Local Law Enforcement Training 
Needs in the United States. Volume I: Executive 
Report. 
ED 238 884 
State and Local Law Enforcement Training 
Needs in the United States. Volume II: Technical 
Report. 
ED 238 885 
Federal Extension Service (DOA), Wash- 
ington, D.C, 
The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 
ED 234 962 


Federal Home Loan Bank, San Francisco, 


Calif. 
A Basic Library for Savings Institutions. Second 
Edition. 
ED 234 789 
Federal Interagency Group for Comput- 
er-Based Training, Washington, DC. 
Computer-Based ¢ eaining Starter Kit. 
ED 233 681 


Federation of Ontario Hiking Trail Associ- 
ations, Cambridge. 
Go-To-Blazes Day. 
ED 237 253 


FernUniversitat, Hagen (West Germany). 
Zentrales Inst. fur Fernstudienforschung 
Arbei 
Recent Research into Distance Education [Vol- 
ume I and Volume II]. 
ED 235 781 
Fink (ira) and Associates, Peete, § er 
Student Housing Market Analysis: K 
Community College. 
ED 239 670 


Fish and Wildlife Service (Dept. of Inte- 
rior), W m, D.C. 
Children’s ow gs a and Behaviors 
Toward Animals. Phase V. 
ED 237 419 
= Marshes: The Boundary between Land and 
cean. 


ED 237 313 


Florida A and M Univ., Tallahassee. 
Reaching and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 
ED 236 451 
Vocational Guidance Competencies for Teachers 
in CBVE Programs. Project No. DVE 9-2F21 
from July 1, 1978 to June 30, 1980. 
ED 236 452 


Florida Atlantic Univ., Boca Raton. 
Florida Marine Education Resources Bibliogra- 
phy. Report Number 51, Florida Sea Grant Col- 


Florida State Dept. of Education, 643 


lege. 
ED 235 031 


Florida International Univ., Miami. 
Bilingual Vocational Instructor Training Program: 
First Year Performance Report and Evaluation. 
ED 233 139 
Demieones and Field Testing of an Inservice 
id Preservice Needs Assessment Ins 


Disadvantaged Students in Florida. Final Report, 
October 17, 1980 to June 30, 1982. 
ED 234 073 


ili tructor Training Program. 
July 1, 1982 ry oy 1983. Part I: Performance 
Report. Part II: Final Evaluation Report. 

ED 237 680 
Florida Extern Leadership Training oe for 
Local Administrators of Vocational Education. 
1982-1983 Final Report. 

ED 237 682 
Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 


port. 

ED 237 683 
Supervised Occupational/Recent Work Experi- 
ence Program. A Component of the Florida Ex- 
tern Leadership Training Program for Local 
Administrators of Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 

ED 237 681 


Florida Ri Association. 
A Study of the Quantity of Time for Teaching 
Reading. 


ED 237 973 
Florida State Dept. of Education, Talla- 
hassee. 


Florida State Board of Education Administrative 
Rules for the Operation of Florida’s Community /- 
Junior Colleges, Chapter 6A-14. 1982 Edition. 
ED 237 132 
A Report to the Florida Legislature on Develop- 
ing a Florida Information Resource Network 
(FIRN). Second Edition. 
ED 234 793 
Florida State Dept. of Education, Talla- 
hassee. Bureau of Education for Excep- 
tional Students. 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 
ED 234 527 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 
ED 235 643 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-C: Affective Curriculum for 
Secondary Emotionally Handicapped Students. 
ED 235 652 
Florida State Dept. of Education, Talla- 
hassee. Div. of Adult and Community Edu- 
cation. 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 
ED 236 419 
Florida State Dept. of Education, Talla- 
hassee. Div. of Public Schools. 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 
ED 234 745 
State and District Report of Results, 1981-1982. 
ED 240 124 


Florida State Dept. of Education, Talla- 
hassee. Div. of Vocational Education. 
ACT II: Adults in Career Transition. 
ED 233 134 
Basic Counseling for Personal Concerns for the 
Occupational Specialist. Competency-Based 
Modular Series. 
ED 236 457 
Basic Parent Counseling Skills for the Occu 
tional Specialist. Competency-Based Modular 


Ties. 

ED 236 455 
Basic Vocational Counseling Skilis for the Occu- 
— Specialist. Competency-Based Modular 


ED 236 456 
Competencies for Placement and Follow-Up Per- 
sonnel: Workshop and Resource Materials. 
ED 236 460 
Development and Field Testing of an Inservice 
and Preservice Needs Assessment Instrument for 
Vocational Educators Who Teach and Work with 
Disadvantaged Students in Florida. Final Report, 
October 17, 1980 to June 30, 1982. 


Florida Extern Leadership Training 
Local Administrators of Vocational 
1982-1983 Final Report. 

ED 237 682 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 


ED 236 458 
Identification and Verification of the Competen- 
cies Deemed Unique and Essential for Beginning 
Vocational Administrators in Florida. Final Re- 
port. 
ED 237 683 
An Institute for Preparing Women for Careers in 
Vocationa! Administration. Final Report from 
11/1/82 to 6/30/83. 
ED 233 164 
Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 
ED 236 453 
Level II Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 
ED 236 454 
Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 
ED 237 829 
A Model Program for Sex Equity in Vocational 
Education. Final Report from July 1, 1982 to June 
30, 1983. 
ED 233 161 
Special Placement and Follow-up Assistance to 
Persons Entering Non-Traditional Occupations. 
Final Report from July 1, 1982 - June 30, 1983. 
ED 233 162 
Success for Mentally Retarded Students. Sources 
to Upgrade Career Counseling and Employment 
of Special Students. 
ED 237 643 
Supervised Occupational/Recent Work Experi- 
ence Program. A Component of the Florida Ex- 
tern Leadership Training Program for Local 
Administrators ran Vocational Education and 
Back-to-Business/Industry Program. 1982-83 Fi- 
nal Report. 
ED 237 681 
Veet — Services for Displaced Home- 
and Re-entry Women. Final Report from 
T1182 “6/30/83. 
ED 233 163 
Florida State Dept. of Education, Talla- 
hassee. Div. of Vocational, Technical and 
Adult Education. 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 
ED 236 434 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book III: Conflict Resolu- 
tion. 
ED 236 435 
Communication Skills for Career Success: A Pro- 
== Textbook. Book I: Overview and Active 


ED 236 433 
Evaluating Dual Career Guidance Programs for 
High School and College Students. Final Report. 
Project No. 2-2F11 from July 1, 1981 to June 30, 
1982. 


ED 236 450 
Reaching and Helping High School Dropouts and 
Potential School Leavers. Final Report. Project 
No. DVE 2-1F11. 


ED 236 451 





ae Florida State Dept. of Education, 


Vocational Guidance Competencies for Teachers 
in CBVE 
from July 1, 1978 to 


Project No. DVE 9-2F21 
June 30, 1980. 
ED 236 452 


An Educational bear ft oe Bookiet. 

ED 236 114 
Making Time To a" An Educational Prob- 
lem/Strategy Bookle 

ED 236 113 


Planning for Parent Participation. Volume I: Con- 
sidering Alternatives. 
ED 236 111 


Planning for Parent Participation. Volume II: 
Planning to Reach Goals. 
ED 236 112 


Florida State Library, Tallahassee. 
Library Service to Local Jails: Guidelines. 
ED 235 822 
Florida State Office of the Governor, Tal- 


lahassee. 
Talk by Governor Robert Graham of Florida (Na- 
tional Forum on Excellence in Education, Indian- 
apolis, IN, December 7, 1983). 
ED 239 754 


Play: ieatane Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 519 
Decisions about Language. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 518 
Decisions about Mathematics. Student Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 

ED 238 521 
Decisions about Mathematics. Teacher’s Guide. 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. 

ED 238 520 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middle School. 

ED 238 524 
Developing Selt-Cone - ‘ Deoki v4 nu 

cept and ion-Making 

Skills in the Middle School. 

ED 238 517 
Decisions about Roles. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 516 
Decisions about Science. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 523 
Decisions about Science. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 522 
Decisions and You. Student Guide. Fair Play: De- 
veloping Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 515 
Decisions and You. Teacher’s Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 514 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. Imple- 
mentation Handbook. 

ED 238 513 


Florida State Univ., Tallahassee. Center 
for Studies in Vocational Education. 
ACT II: Adults in Career Transition. 
Bas Commning tr Peon Gant 
lor cerns for the 
Occupational Specialist. Competency-Based 
Modular Series. ——e 
ED 236 457 
See Soest Commniting Sis tex tee Connpe- 
tional Specialist. Competency-Based Modular Se- 
Ties. 
ED 236 455 
Basic ry mere Counseling Skills for the Occu- 
pational Specialist. Competency-Based Modular 


Series. 

ED 236 456 
Competencies for Placement and Foliow-Up Per- 
sonnel: Workshop and Resource Materials. 

ED 236 460 
Handbook of Exemplary Practices in Placement 
and Follow-Up. 

ED 236 459 
Human Relations Skills in Individual Interactions 
for the Occupational Specialist. Competency- 
Based Modular Series. 

ED 236 458 


Level I Human Relations Skills for the Occupa- 
tional Specialist Working with Groups. Compe- 
tency-Based Modular Series. 
ED 236 453 
Level II Human Relations Skills for the Occupa- 
tional Specialist ——— an Groups. Compe- 
tency-Based Modular Seri 
ED 236 454 
Success for Mentally Retarded Students. Sources 
to Upgrade Career Counseling and Employment 
of Special Students. 
ED 237 643 
Florida State Univ., Tallahassee, FL. 
Dept. of Educational Leadership. 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 
ED 236 419 


Florida Univ., Gainesville. 
Evaluating Dual Career Guidance Programs for 
High School and College Students. Final Report. 
= No. 2-2F11 from July 1, 1981 to June 30, 
2. 
ED 236 450 
Florida Univ., Gainesville. Florida Sea 
Grant College 
The Beach-A Natural Protection from the Sea. 
ED 237 312 


Florida Univ., Gainesville. Inst. of Food 
and Agricultural Sciences. 
Predicting Whether or Not Agricultural Educa- 
tion Graduates Will Teach. A Report of Research. 
ED 235 372 


Folsom-Cordova Unified School District, 
Folsom, CA. 
Bring a Parent to Lunch 
ED 239 345 
Discipline. 
ED 236 522 
Food and Drug Administration 
(DHHS/PHS), Washington, D.C. 
Source Book of Educational Materials for Diag- 
nostic Medical Ultrasound. Radiological Health 
Series. 
ED 239 860 
Food and Nutrition Service (DOA), Wash- 
D.C. 
The National Evaluation of School Nutrition Pro- 
grams. Final Report - Executive Summary. 
ED 234 118 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food Pro- 
gram. 
ED 237 245 
Working with the Pregnant Teenager: A Guide 
Po Nutrition Educators. Program Aid Number 
1303. 
ED 233 265 


Footscray Inst. of Technology (Australia). 


Amalgamations and Libraries. A Study of the Ef- 
fect on British Polytechnic Libraries of Institu- 
tional Amalgamations with Derived Guidelines 
for Amalgamating Victorian and Other Australian 
Institutions. Occasional Publication Number 3. 
ED 233 737 


Ford Foundation, New York, N.Y. 
Backs against the Wall: Urban-Oriented Colleges 
and Universities and the Urban Poor and Disad- 
vantaged. 
ED 234 101// 
A Case for Educational Restructuring. Confer- 
ence at Simon’s Rock of Bard College (Great Bar- 
rington, Massachusetts, January 1981). 
ED 236 123 
Child Survival/Fair Start. A Look at the Factors 


Institution Index 

Threatening the Survival, Health, and Cognitive 

Development of the World’s Disadvantaged Chil- 

dren, and the Ford Foundation’s New Program to 

Help These Children Get a Fair Start in Life. 
Working Paper. 

ED 234 135 


Effective School Desegregation: Equity, Quality, 
and Feasibility. Sage Focus Editions 42 
ED 236 302// 

New Challenges for Rural Economic Develop- 
ment. Working Paper No. 400. 

ED 235 979 
Not Working: Unskilled Youth and Displaced 
Adults. A Look at the Demographic, Technologi- 
cal, and Educational Causes of Youth and Adult 
Unemployment and at Some Program Responses 
of the Ford Foundation. A Working Paper. 

ED 236 332 
The Persistent Dilemmas of Preparing for Work: 
Occupational Training Programs in Texas. Policy 
Research Fonlect Ron Report Number 55. 

ED 233 216 
Preventing School Failure: The Relationship be- 
tween Preschool and Primary Education. Pro- 
ceedings of a Workshop on Preschool Research 
(Bogota, Colombia, May 26-29, 1981). 

ED 238 534// 

Refugees and Migrants: Problems and Program 
Responses. A Look at the Causes and Conse- 
quences of Today’s Major International Popula- 
tion Flows, and at the Ford Foundation’s New 
Programs to Address the Problems of Refugees 
and Migrants in the United States and Elsewhere 
in the World. A Working Paper. 

ED 239 818 
School Finance Reform in the States: 1983. 

ED 235 589 
Self-Study Criteria for Governing Boards of Com- 
munity Colleges. 

ED 239 689 
Self-Study Criteria for Governing Boards of Inde- 
pendent Colleges and Universities. Revised. 

ED 238 361 
Self-Study Criteria for Governing Boards of Pubic 
Colleges and Universities. Revised. 

ED 238 362 
Small Grants for Teachers: A Handbook. 

ED 237 586 
State Programs of School Improvement, 1983: A 
50-State Survey. Working Paper No. 1. 

ED 238 596 
The Structure of College Choice. 

ED 235 747 
Student Aid and Public Higher Education: A 
Progress Report. 

ED 235 753 
Tri-State Minority Faculty Employment Oppor- 
tunity Project. Final Report. 

ED 236 261 


Forest Service (DOA), Washington, D.C, 
Directory of Interpretive Curricula in the United 
States and Canada. 

ED 238 695 


Fort Smith School District, AR 

The Free Enterprise System: A Middle School 
Seminar for Students in Grades 7-9. 

ED 238 758 
Learning Economics through Creating a Country: 
A Fifth Grade Unit. 

ED 238 755 
Learning to Love Your Computer: A Fourth 
Grade Study in the Use of Computers and Their 
Economic Impact on the World Today. 

ED 239 936 
The Wide World of Economics: A Sixth Grade 
Study of the Economic Forces at Work Around 
the World. 

ED 238 753 


Fort Worth Independent School District, 
TX. Div. of Curriculum Development. 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 
ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 


ED 238 682 


Foundation for Child Development, New 
York, N.Y. 
Observing Troubled Children’s Interpersonal Ne- 
gotiation Strategies: Implications of and for a De- 
velopmental Model 





Institution Index 


ED 233 815 
PINS Jurisdiction in New York State Today: Cri- 
tique and Recommendations. 


ED 237 828 
Foundation for Educational Administra- 


Guidelines for the Appraisal of Policies and Pro- 
cedures Governing Discipline and the Control of 
Violence and Vandalism. 

ED 239 359 
How to Plan and Implement a Workshop. 

ED 234 473 
Planning the Elementary Principal’s Year, or An 
Attempt to Keep Everyone Happy. ACSA Opera- 
tions Notebook 27. 

ED 239 358 
The Role of the Confidential Employee as a Mem- 
ber of the Management Team. ACSA Operations 
Notebook 28. 

ED 239 361 


Foundation for Oregon Research and Edu- 
cation, Portland. 
Financial Trends and Analysis: A Developing Cri- 
sis in Elementary and Secondary Schools. Techni- 
cal Report No. 4 
ED 234 488 
Financing Public Education in Oregon. Summary 
Report. 
ED 234 484 
A Guide to Education Finance in Oregon. Tech- 
nical Report No. 2. 
ED 234 486 
Oregon Education: Views of Oregon Opinion 
Leaders. Technical Report No. 3 
ED 234 487 
Oregon’s Education System: An Overview. Tech- 
nical Report No. 1. 
ED 234 485 


Four Corners Regional Commission, Albu- 
N.Mex. 
Office of Native American Public Administration 
Programs as Required by Four Corners Regional 
Commission. Final Report. 
ED 233 845 
Franklin Coll., Ind. 
A Manual for Cooperating Teachers: Secondary 
Field Experiences. 
ED 237 479 
Franklin Inst., Philadelphia, Pa. 
Cognitive Process — Research on 
Teaching Thinking Skills. 


The Complete Problem Solver. 


ED 234 997 


ED 234 995 
Mathematical Problem Solving. Issues in Re- 
search. 

ED 234 996 
Problem Solving and Comprehension. Third Edi- 
tion. 

ED 234 998 
The Research System in the 1980’s. Public Policy 
Issues. 

ED 234 994 


Frederick County Board of Education, Md. 
Career Skills through English. Grade 10. 
ED 237 699 
Understanding Career Choices. Grade 8. Revised. 
ED 237 700 


Freedom of Information Center, Columbia, 
Mo. 

Censorship in Schools: A Missouri Community’s 
Experience. 

ED 236 726 
Drug Advertising and the FDA. 

ED 238 063 
Exemption 4: Trade Secrets under the Freedom of 
Information Act. 

ED 236 711 
Exemption 6: Privacy under the Freedom of In- 
formation Act. 

ED 236 707 
The Federal Advisory Committee Act after Ten 
Years. 

ED 234 437 
The Ombudsman and the News Media. 

ED 236 714 
Pentagon After Action Reports: The Jack Taylor 
Debate. 


Further Education Unit, London (England) 6AS 


ED 233 424 
Television Cameras in Congress. Freedom of In- 
formation Center Report No. 483. 

ED 238 059 
Transborder Flow of Computerized Information: 
Controls and Restrictions. 


ED 239 315 


Fremont Unified School District, Calif. 
English Curriculum Guide 7-12. 
ED 239 302 


Fresno City Unified School District, Calif. 

Fresno County Mock Trial Competition. 

ED 239 997 
Greek and Roman Myths. 

ED 239 200 
Prejudice. 

ED 239 249 
Tall Tales of North America. 

ED 239 201 


Fresno County Office of Education, 
Fresno, CA. 
Life Skills Competency Checklist. 
ED 236 439 
Fund for the Improvement of Postsecond- 
ary Education (ED), Washington, DC. 
Accommodating Students with Learning Disabili- 
ties in College Health Education. Alternative 
Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 
ED 234 556 
Are You Phrog Farming or Helping to Drain the 
Swamp? 
ED 234 881 
The Balancing Act: Competencies of Effective 
Teachers and Mentors. 
ED 234 880 
Bare Bones: An Introduction to Physical Anthro- 
pology. Alternative Techniques for Teaching 
Physical Anthropology to Learning Disabled Stu- 
dents in the University. 
ED 234 561 
Being There: Helping Students Deal with Crises. 
ED 234 876 
A Case for Educational Restructuring. Confer- 
ence at Simon’s Rock of Bard College (Great Bar- 
rington, Massachusetts, January 1981). 
ED 236 123 
Cleo and the Learning Disabled. Alternative 
Techniques for Teaching History to Learning Dis- 
abled Students in the University. 
ED 234 552 
A College Professor as a Reluctant Learner: Fac- 
ing Up to the Learning Disabled. Alternative 
Techniques for Teaching English Composition to 
Learning Disabled Students in the University. 
ED 234 547 
College Students with Disabilities: A Resource 
Handbook. 
ED 233 504 
The Culture of Southern Black Women: Ap- 
proaches and Materials. 
ED 238 820 
Developing New Models of the COMP-LAB Col- 
lege Basic Writing Course for Other Settings. Fi- 
nal Report. 
ED 239 258 
Guess Who’s Coming to College: Your Students 
in 1990. 
ED 234 882 
Hemispheric Integration in Writing Processes. 
ED 234 879 
High Technology and Faculty Effectiveness: An 
Update. 


ED 234 877 
A Humanistic Approach to the Teaching of 
Courtship and Marriage. Alternative Techniques 
for Teaching Courtship and Marriage to 
Disabled Students in the University. 

ED 234 555 
Implications and Applications for Speech Com- 
munication. Alternative Techniques for poe 
Speech Communication to Learning Disabled 
Students in the University. 

ED 234 548 
Improving the Performance of Minority Students 
in College-Level Mathematics. 

ED 234 874 
Introducing Anthropology to Everyone. Alterna- 
tive Techniques for Teaching General Anthropol- 
ogy to i Disabied Students in the 
University. 


ED 234 553 
The Learning Disabled Student in a Television 
and Radio Announcing Course: Alternative Tech- 
niques for Teaching Mass Communication to 
Learning Disabled Students in the University. 

ED 234 559 
Learning Disabled Students in the Behaviorai and 
Social Sciences. Alternative T. i for 
Teaching the Sociology of Leisure to i 
Disabled Students in the University. 

ED 234 554 
Let Me Try to Make It Clearer. Alternative Tech- 
niques for Teaching Traditional English Grammar 
to Learning Disabied Students in the University. 

ED 234 551 
Logic for Everyone. Alternative Techniques for 
Teaching Logic to Learning Disabled Students in 
the University. 

ED 234 549 
Major Outcome: New Postsecondary Educational 
Organizations in Two Regions. Cooperative Re- 
gional Planning and Action to Enhance Post- 
secondary Education across State Lines. A 
Report to the Fund for the Improvement of Post- 
secondary Education (FIPSE). 

ED 234 673 
A Meeting of Minds. 

ED 234 875 
Platform for Excellence: A Review and Projection 
of Basic Skills, Developmental and Learning Sup- 
port Education. Task Force Reports from the 

ing Assistance Support System Project. 

ED 238 499 
Practice Makes Closer to Perfect: Alternative 
Techniques for Teaching Foreign Languages to 
Learning Disabled Students in the University. 

ED 234 558 
Psychology of Adjustment and the Learning Dis- 
abled Student. Alternative Techniques for Teach- 
ing Psychology to Learning Disabled Students in 
the University. 

ED 234 550 
A Review of Findings from Learning and Mem- 
ory Retention Studies. 

ED 234 878 
Sensitivity and Special Populations Project Video- 
tape Programs: Trainer’s Manual. 

ED 233 503 
Special Education Courses for the Learning Dis- 
abled: Alternative Techniques for Teaching ‘_ 
cial Education and Education Courses 
Learning Disabled Students in the cane 

ED 234 557 
Spelling Is as Spelling Does: Alternative Tech- 
niques for Teaching Spelling to Learning Disabled 
Students in the University. 

ED 234 560 


Suggestions for Modifications in the Teaching of 
General Chemistry to Accommodate 
Disabled Students: Alternative a for 
Teaching General Chemistry to Learning Dis- 
abled Students in the University. 

ED 234 562 
Teaching Electricity with Learning Disabled Stu- 
dents: Alternative Techniques for Teaching Elec- 
tricity to Learning Disabled Students in the 
University. 

ED 234 563 
Teaching Techniques for the Languages of the 
Disciplines. An Instructional Manual. 

ED 234 653 


Further Education Curriculum Review and 
Development Unit, London (England). 
Competency in Teaching. A Review of Compe- 
tency and Performance Based Staff enteumn. 
A Staff Development Publication. 
ED 234 211 
Curriculum Change Part 2a. Programme Devel- 
opment in Colleges. Part 2a: The Work Activities 
of Teachers on TEC Certificate Programmes. 
ED 237 717 
Progressing from Vocational Preparation towards 


a Solution. 
ED 234 160 
Further Education Unit, London (En- 


d). 
Computer Aided Profiling. A Case Sis dy at the 
North Warwickshire College of Tecii»-iogy and 
Art. An Occasional Paper. 


ED 237 651 
Computer Literacy. Part I-A Manager’s Guide. A 
Staff Development Publication. 
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ED 239 4 
Computer Literacy. Part I-A Teacher’s Guide. 
Staff Development Publication. 


ED 237 ow 


Pe cea hag ge Fe 

the Cusioutar Imglications of New Tochnsicay 
for Office and Business Education and Training. 
An Occasional Paper. 


ED 239 082 


ED 237 646 
TRADEC II. An Evaluation of Trades Education 
Schemes. II. Research Findings. A Project Re- 


port. 
ED 237 718 
TRADEC III. An Evaluation of Trades Educa- 
tion Schemes. III. Research Design and Method- 
= A Project Report. 
ED 237 719 
Gainesville City Public School System, 


Ga. 
Quality Point System Reflects Student Achieve- 
ment. 


ED 238 905 
Gallaudet fate CS. beeen 5 pe D.C. 
Preservice Education and Leadership Training. 
ED 233 514 


learing Impaired, Visually 
Deaf-Blind Students. Final Report, 
1981. 82. 


ED 233 520 
Nebraska Survey dong: Oy i 
and Youth. Fins! Report, 1 81-82 


ED 233 519 
Texas State Survey of Hearing 
and Youth. Final Report, 1981-82. 

ED 233 521 

School District, NJ. 

Master Plan for Educational Facilities: Garwood, 
Union County, New Jersey. 

ED 234 467 

— Accounting Office, Washington, 

Bureau of Indian Affairs Plans to Consolidate 
Off-Reservation Indian Boarding Schools. 

ED 238 631 


Admini 6 _ 
port to the Superintendent of the District of Co- 
lumbia Public Schools. 

ED 238 131 


Medicaid, and Vocational Education 
ED 237 694 


ionary 


ED 238 130 
White House Conference on Aging Literature: A 
Gold Mine of Issues for the 1980. 


ED 234 299 


Student 
1982-1983. 
ED 238 720 
Tree Rings: Timekeepers of the Past. 
ED 238 675 
Volcanoes. 
ED 238 672 
George Washington Univ., Washington, 
DC. Dept. of Health Services Administra- 
tion. 


Curricula for Health Planning, Policy, and Mar- 
keting: Conference Papers 1961-82" 
ED 238 310 


George Washington Univ., Washington, 


D.C. Special Education Instructional Ma- 
terials Center. 
Special Education RRC 
Products Catalog. 1 1980-1983. 


Assistance 
ED 236 832 
Georgia Professional Standards Commis- 

Atlanta. 

Status of Teacher Education as It Relates to Criti- 

cal Issues in Georgia. Commission Working Pa- 


per. 
ED 237 487 


Georgia State Dept. of Education, Atlanta. 


An Analysis of Skills Update Needs of Teachers 
in High Technology Programs in Georgia. 
- ED 236 358 

Georgia Teacher Certification Testing —o 
Administration and Supervision Test. Study 
Guide and Information Handbook. 

ED a 163 
Study Guide for TCT for Reading S, 

ED 235 154 
Study Guide for TCT in Agriculture 

ED 235 137 
Study Guide for TCT in Art. 

ED 235 138 
Study Guide for TCT in Business Education. 

ED 235 139 
Study Guide for TCT in Communicative Arts. 

ED 235 140 
Study Guide for TCT in Distributive Education. 

ED 235 141 
Study Guide for TCT in Early Childhood. 

ED 235 142 
Study Guide for TCT in French. 

ED 235 143 
Study Guide for TCT in German. 

ED 235 144 
Study Guide for TCT in Health and Physical Edu- 
cation. 

ED 235 145 
Study Guide for TCT in Health Education. 
ED 235 146 
Study Guide for TCT in Hearing Impai 

ED 235 147 
Study Guide for TCT in Home Economics. 

ED 235 148 
Study Guide for TCT in Industrial Arts. 

ED 235 149 
Study Guide for TCT in Latin. 

ED 235 150 
Study Guide for TCT in Mathematics. 

ED 235 151 
Study Guide for TCT in Music. 
ED 235 153 
Study Guide for TCT in School Co i 

ED 235 155 
Study Guide for TCT in School Psychome- 
try/School Psychology. 

ED 235 156 
Study Guide for TCT in Science. 

* 4 235 157 
Study Guide for TCT in Social S' 

“<a 235 158 
Study Guide for TCT in Spanish Edv-ation. 

ED 235 159 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Study Guide for TCT in Special Education: Pro- 
fessional Knowledge. 

ED 235 161 
Study Guide for Teacher Certification Test for 
Media Specialists. 


ED 235 152 
Study Guide for Teacher Certification Test in 
Speech and Language Pathology. 

ED 235 162 
Technology, ‘Free Enterprise, and Careers 
through Industrial Arts. A Competenc’ 
Curriculum Guide Designed to Mest High Scheel 

Graduation Requirements. 
ED 236 361 


Social Studies for Georgia Cthools: Early Child- 
hood and Middle Grades. 

ED 237 436 
Visual Arts Education Guidelines, K-12. 

ED 237 435 


Institution Index 


Georgia State Dept. of Education, Atlanta. 


of Instructional Services. 
Health Education for (eet ag > Middle Grades. A 
Competency-Based Approach. 
ED 237 485 
Grades. 


Mathematics for Georgia Middle 
ED 237 ry 


Middie Grades Physical Education: Grades 5- 

ED 237 486 
Motivational Strategies for Teaching Language 
Arts: A Resource, K-12. 

ED 236 595 
Social Studies for Georgia Schools: Early Child- 
hood and Middle Grades. 

ED 237 436 
Visual Arts Education Guidelines, K-12. 

ED 237 435 


Georgia State Dept. of Education, Atlanta. 
Office of Planning Development. 
Elementary School Guidance Curriculum Grades 
K-6. Georgia Comprehensive Guidance Series. 
- - ED 236 te 
plementing an Advisory in Secon 
Schools. Georgia Comprehensive Guidance Se- 
Ties. 
ED 236 521 
Personal Education. Middle School Seminar Se- 
Ties. 
ED 237 823 
Georgia State Dept. of Education, Atlanta. 
Office of Planning and Evaluation. 
Standards for Georgia Public Schools, 1983 (Cur- 
tent and Proposed). 
ED 239 367 


Georgia State Dept. of Education, Atlanta. 
Office of Vocational Education. 
Draft of a Model for Vocational Student Assess- 
ment. 
ED 236 357 


Georgia State Dept. of Offender Rehabili- 
tation, Atlanta, Ga. 
Development of a Correctional Management As- 
sessment Center. 
ED 234 300 


Georgia State Univ., Atlanta. Center for 
—, and Law-Related Education. 
Linking Law to Learning: Instructional Strategies 


Manual. 
ED 233 954 


Georgia State Univ., Atlanta. Dept. of 
Early Childhood Education. 
Improving Peer Acceptance of Mainstreamed 
Handicapped Children by Teacher Training. Final 
Report. 
ED 239 474 
Georgia State Univ., Atlanta. Dept. of Vo- 
cational and Career Development. 
An Analysis of Skills Update Needs of Teachers 
in High Technology Programs in Georgia. 
ED 236 358 
Georgia State Univ., Atlanta. Office of In- 
stitutional Planning. 
Academic Calendar Systems: A Cross-Institu- 
tional Analysis. Institutional Report No. 83-21. 
ED 234 697 
State University Spending Patterns and 
the Atlanta be aye 1983. Institutional Re- 
search Report No. 84-2. 
ED 234 712 
The Influence of Academic Performance, Demo- 
graphic Background, and Discipline on College 
Grades and Course Withdrawals. 
ED 237 045 
Coongia Univy., Athens. 
inderstanding the How’s and Why’s of Writing: 
The Development of Children’s Concepts of Writ- 
in Primary Classrooms. Volume 1: The Kin- 
Guauen Data. 


ED 236 686 
Georgia Univ., Athens. Center for Continu- 
Education, 
Our Destiny: Techniques for Movi , Up 


er Education. Workshop Pr 
Ate Georgia, October 20, 1981). 





Institution Index 


ED 234 714 
Georgia Univ., Athens. Inst. of Higher Ed- 
ucation. 


Adult Learners and the SAT in the University 
System of Georgia. 
ED 239 027 
Geraldine R. Dodge Foundaton, Morris- 


town, N.J. 
Children’s Attitudes, Knowledge and Behaviors 
Toward Animals. Phase V. 


ED 237 419 


German Agency for Technical Co-Opera- 
tion, Nairobi (Kenya). 
The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Studies 
yr Curriculum Development & Evaluation. No. 


ED 234 008 
Basic Training Course in Systematic Curriculum 
Development. Course One: General Background 
to Curriculum Development in Africa. 

ED 237 476 
Basic Training Course in Systematic Curriculum 
ae Course Three: Instructional Media 


ED 237 478 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 
ED 237 477 
Develcpment of Social Studies Curriculum Con- 
tent for Zambian Junior Secondary Schools. Afri- 
can Studies in Curriculum Development and 
Evaluation No. 72. 
ED 236 085 
An Evaluation of Government Pilot Junior Sec- 
ondary Schools Project in Plateau State—Nigeria. 
i Studies in Curriculum & Evaluation No. 
ED 234 003 
An Evaluation of the Effectiveness of Radio Pro- 
es in Teaching English Language to Class 

ix Pupils in Primary Schools in South Nyanza - 
Kenya. African Studies in Curriculum Develop- 
ment & Evaluation, No. 46. 

ED 235 788 
An Evaluation of the UNESCO Pri Science 
Pilot Project in Malawi. African Studies in Curric- 
ulum Development and Evaluation No. 70. 

ED 234 984 
An Examination of Factors Relating to the Effec- 
tive Implementation of Agriculture Curriculum in 
Secondary Schools in Uganda. African Studies in 
Curriculum Development & Evaluation. No. 41. 

ED 234 007 
An Examination of the Causes of the Low Perfor- 
mance in Primary School National Common En- 
trance (NCE) Examination in Borno State. 
African Studies in Curriculum Development & 
Evaluation No. 63. 

ED 234 930 
An Examination of the Structure and Organisa- 
tion of Teaching Practice in Primary Teachers 
Training Colleges in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 
ment & Evaluation. No. 57. 

ED 234 004 
An Examination of the Suitability and Relevance 
of the Prescribed Textbook for English Literature 
at Junior Certificate Level in Malawi Secondary 
Schools. African Studies in Curriculum & Evalua- 
tion. No. 50. 

ED 234 000 
An Examination of the Suitability of Primary 
Teachers’ College Graduates as Primary School 
Teachers in Kenya. African Studies in Curriculum 
& Evaluation. No. 40. 

ED 234 006 
Factors That Influence the Performance of Pupils 
at “O”-Level Art Examinations in Uganda. Afri- 
can Studies in Curriculum Development & Evalu- 
ation. No. 45. 

ED 234 010 
An Investigation into the Effectiveness of Teach- 
ing Mathematics in Primary One of Gambian 
Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 

ED 234 987 
Operationalization of National Objectives of 
Ethiopia into Educational Objectives. African 
Studies in Curriculum Development & Evalua- 
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tion. No. 60. 
ED 234 005 
Socio-Economic Background as an Influence Fac- 
tor in Pupils’ Achievement in Primary Schools in 
Embu District, Kenya. African Studies in Curric- 
ulum Development & Evaluation No. 69. 
ED 234 931 
A Study of the Effectiveness of the Teaching of 
the English Language in the Congo. African Stud- 
ies in Curriculum Development & Evaluation. 
No. 53. 
ED 234 002 
Techniques and Strategies of Improving the Su- 
pervision, Assessment and Evaluation of the 
Competence of Student Teachers in the Kenya 
Teachers’ Training Colleges. African 
Studies in Curriculum Development & Evalua- 
tion. No. 44. 
ED 234 009 
Towards Determining and Developing an Appro- 
priate Video Programme for In-Service Training 
of Primary School Teachers in Kenya. African 
Studies in Curriculum Development & Evalua- 
tion. No. 52. 
ED 234 001 
The Use of English as a Medium of Instruction in 
the First Three Grades of Zambian Primary Edu- 
cation. African Studies in Curriculum Develop- 
ment & Evaluation No. 48. 
ED 234 011 
German Foundation for International De- 
velopment, Bonn (West Germany). 
Co-operating for Literacy. Report of an Interna- 
tional Seminar (Berlin, October 1983). 
ED 237 755 
Curriculum Development for Functional Literacy 
and Nonformal Education Programs. Workshop. 
ED 239 819 
Evaluating Development Training Programs. (A 
Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 
ED 238 651 
Program and Curriculum Development in the 
Post-Literacy Stages. (A Workshop Manual). 
ED 239 820 
The Promise of Literacy. Campaigns, Programs 
po Projects. Report of the International Seminar 
m Campaigning for Literacy (Udaipur, India, 
haeaey 4-11, 1982). 
ED 237 730 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 
ED 239 821 


German Society for Documentation, 
Frankfurt (West Germany). 
Representation and cme al of Knowledge as a 
Basis of Information Processes. Proceedings 0’ of 
the International Research Forum in Information 
Science (5th, Heidelberg, West Germany, Sep- 
tember 5-7, 1983). 
237 106 
Glendale Unified School District, C. 
The Writing Project: Grades 7-12. hind Annual 
Golden Bell Awards Program. 
ED 238 007 


Glendora Unified School District., CA. 
Teaching Both Sides of the Brain: Book III: Math- 
/Social Studies /Science. 

ED 239 963 
Teaching Poth Sides of the Brain: Book II: Read- 


ing. 

ED 239 962 
Teaching Both Sides of the Brain. Book I: Manual 
[and] Brain Hemisphere Activities. 

ED 239 961 


Global Horizons, The Center for Applied 
Ecosocial Studies, Plaistow, N.H. 
COPEing With Environmental Education Pro- 
gram Development and Infusion into the Global 
Studies Curricula of Rural Schools. 
ED 238 652 


Global Perspectives in Education, Inc., 
New York, N.Y. 
Cultural Sight and Insight: Dealing with Diverse 
Viewpoints and Values. GPE Humanities Series. 
ED 237 429 
Exploring Communication. GPE Humanities Se- 
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The Recurrence of Abuse in Child-Abusing Fami- 
lies. Final Report. 


ED 238 539 
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Technology, U.S. House of Representatives, 
Ninety-Eighth Congress, First Session, Serial P. 
ED 238 714 
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ED 234 152 
Target: Communication Skills. K-12 Curriculum 
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Students in the Grade 1 Class of 1978-79 Who 
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Guide to Magnet School Development. 
ED 236 305 
Survey of Magnet Schools. Analyzing a Model for 
Quality Integrated Education. Executive Sum- 
mary. Final Report of a National Study. 
ED 236 303 
Survey of Magnet Schools. Analyzing A Model 
for Quality Integrated Education. Final Report of 
a National Study. 
ED 236 304 
Loyola Univ., Chicago, Ill. 
Training College Students to Assess Accurately 
What They Know and Don’t Know. 
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ED 233 183 
Macomb County Community Coll., War- 
ren, Mich, 
Perceptions of Education. A Public Opinion Sur- 
vey of Macomb County Residents. 
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Maryland at College Park. Executive Summary. 
ED 238 367 


Maryland Vocational Curriculum Research 
and Development Center, College Park. 
The Individual, Education and the Future. 
ED 233 992 


Massachusetts Board of Library Commis- 
sioners, Boston. 
Computer Use in Massachusetts Libraries, De- 
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Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume II. 
ED 236 278 


Massachusetts State Dept. of Education, 
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ED 236 428 
Electronics Assembly Work Sample. 

ED 236 429 
Finger Dexterity Work Sample. 

ED 236 430 
Manual Dexterity Work Sample. 

ED 236 431 
Small Parts Assembler Work Sample. 

ED 236 432 
You Can Do It! Vocational Education. Volume 1: 
Planning Your Approach. 

ED 237 684 


You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 
ED 237 685 
Massachusetts State Dept. of Education, 
Boston. Div. of Special Education. 
Automobile Mechanic Assistant Work Sample. 


ED 236 421 
Automotive Work Sample. 


ED 236 422 

ED 236 423 
Clerical Machine Operator Work Sample. 

ED 236 424 
Color Discrimination Work Sample. 

ED 236 425 
Drafting Work Sample. 


Drill Press Work Sample. 


Bagger Work Sample. 


ED 236 426 


ED 236 427 
Electrical Wiring Work Sample. 
ED 236 428 
Electronics Assembly Work Sample. 
ED 236 429 
Finger Dexterity Work Sample. 
ED 236 430 
Manual Dexterity Work Sample. 
ED 236 431 
Model Special Education Manpower Information 
and Management System. Final Report. 
ED 235 595 
Small Parts Assembler Work Sample. 
ED 236 432 
Special Education Program Evaluation: A Man- 
agement Tool. 
ED 235 627 
Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 
ED 235 628 
Massachusetts State Dept. of Education, 
Boston. Massachusetts Dissemination 
Project. 
Teaching Speaking and Listening Skills in the Ele- 
mentary and Secondary School. Resources for 
Schools #19. 
ED 234 440 


Massachusetts State Dept. of Mental 
Health, Boston. 
Developing Rape Services in a Multi-Ethnic, 
Multi-Racial Community: Community Program 
against Sexual Assault (CPASA). 
ED 234 331 
Massachusetts Univ., Amherst. Center for 
International Education. 
Designing and Using Simulations for Training. 
Technical Note No. 20. 
ED 238 605 
Discussion Starters. Technical Note No. 25. 
ED 238 610 
The Education Game. Technical Note 14. 
ED 238 603 
Game of Childhood Diseases. Technical Note 
No. 23. 
Th ing Fund: In G a = wed 
e Learning : Income Generation throu: 
NFE. Technical Note No. 22. 
ED 238 607 
Making Literacy Work: The Specific Literacy Ap- 
proach. 
ED 236 413 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 
ED 238 606 
Road-to-Birth Game. Technical Note No. 24. 
ED 238 609 
Using Consultants for Materials Development. 
Technical Note No. 19. 
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ED 238 604 
Massachusetts Univ., Amherst. Every- 
woman’s Center. 
Increasing the Effectiveness of Women’s Pro- 
grams on ee Campuses: A Summary of the 
Activities and Accompiishments of the National 
Women’s Centers Training Project. 
ED 235 721 
Massachusetts Univ., Amherst. Laboratory 
of Psychometric and Evaluative Research. 
Standard-Setting: State of the Art, and Future 
Prospectus. Report No. 142. 


ED 235 225 
Massachusetts Univ., Amherst. School of 


Education. 
Using Residual Analyses to Assess Item Response 
Model-Test Data Fit. Laboratory of Psychometric 
and Evaluative Research Report No. 140. 
ED 236 186 
Massachusetts Univ., Boston. Center for 
Studies in Policy and Public Interest. 
Massachusetts Higher Education in the Eighties: 
The Long Range Plan for Public Higher Educa- 
tion. A White Paper. The Alden Seminars. 
ED 233 668 
Mathematical Association of America, 
Washington, D.C. 
The Contest Problem Book IV. Annual High 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 
ED 239 856 
Professional Opportunities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 
ED 239 858 
Studies in Mathematics, Volume 22. Studies in 
Computer Science. 
ED 239 857 
MAXIMA Corp., Silver Spring, Md. 
The Value of the Energy Data Base. 
ED 234 811 


McGill Univ., Montreal (Quebec). 

Analysis of Use of a Micro-Computer Driven 

Classroom Display. Working Paper #82-30. 
ED 237 052 
Face to Face with Giftedness. First Yearbook of 
the World Council for Gifted and Talented Chil- 
dren. Developed from Selected Presentations at 
the World Conference on Gifted and Talented 
Children (4th, Montreal, Canada, August 1981). 
ED 238 237// 


McGill Univ., Montreal (Quebec). Faculty 
of Education. 
— Technology and Education. Report 
83-02. 
ED 233 701 
McLean County Unit District No. 5, IL. 
Once a Parent, Always a Parent. 
ED 236 523 
MDC, Inc., Chapel Hill, N.C. 
Seven Special Kids: Employment Problems of 
Handicapped Youth. 
ED 237 688 


Medical Library Association, Chicago, Il. 
Human Factors in Library Administration. Re- 
vised Edition. 

ED 234 816 
Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gyne- 
cology, General Surgery, Internal Medicine. 

ED 234 818 
Introductory Data Collection and Analysis. 

ED 234 819 
Management of Circulation Functions in Health 
Sciences Libraries. 

ED 234 821 
Management of Media in Hospital Libraries. 

ED 234 822 
Statistical Sources for Health Science Librarians. 

ED 234 823 

Memorial Univ., St. John’s (Newfound- 

land). Faculty of Education. 

Student Rights in Newfoundland and the United 
States: A Comparative Study. 
ED 240 017 





Memphis City School System, Tenn. 


City School System, Tenn. 
ia Achievement Tests: A Practical Guide 

for Using and Interpreting the Results. 
ED 234 083 


State hoy au. aii 
Development for University Level English 
ee Improving the Teaching of Reading and 


Writing. 
ED 239 227 
Memphis State Univ., Tenn. Coll. of Edu- 
cation. 


Evaluation Report on the Austin Peay State Uni- 
versity Project: Title III, Strengthening Develop- 
ing Institution Program. 

ED 239 571 


Memphis State Univ., Tenn. Dept. of Cur- 
riculum and Instruction. 
Project to Incorporate Anthropological Concepts 
of sabe Diversity in School Social 
Studies Curricula ject Anthropology). Final 
Report, 2/1/80 to 1/31/82. 
ED 233 941 
Using Teacher/Student Generated Questions. 
ED 239 233 
Menlo Park City School District, Calif. 
Staff Development Plan. 
ED 240 060 


Merrimack Education Center, Chelmsford, 


Lawrence Children’s Health Project/EPSDT. A 
Proposal to Integrate Health and Special Educa- 
tion Services for Children in a School-Based 
Demonstration Project. Final Report. 

ED 236 257 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 

ED 234 119 


Mesa Public Schools, AZ. Dept. of Re- 
search and Evaluation. 
California Achievement Test Results. Grades 1-6. 
1981-1982. Tech Memo. 
ED 234 069 
Metrics Associates, Inc., Chelmsford, MA. 
Longitudinal Evaluation of the C/A/I Computer 
Assisted Instruction Title I Project, 1979-1982. 
ED 234 062 
Longitudinal Evaluation of the Computer As- 
sisted Instruction, Title I Project, 1979-82. 


ED 234 119 

Research Corp., Atlanta, GA. 
Study of the Communications Needs of the Fox 
Valiey Interlibrary Loan Network. Final Report. 
ED 233 718 


Public Health Issues and Drug Abuse Research. 
Research Issues 30. 
ED 234 292 
Mexican American Legal Defense and Ed- 
Fund, Inc., San Francisco, Calif. 
A Mechanism for Increasing Participation by Mi- 
norities and Women in Advanced Study and Re- 
search in Education. Final Report. 
ED 234 945 
Petition to Increase Minority Transfer from Com- 
munity Colleges to State Four Year Schools. 
ED 237 134 
Pluralism in the Legal Profession: Models for Mi- 
nority Access. 
ED 237 304 
Miami-Dade Community Coll., Fla. 
Information Skills for the Information Age. 
ED 238 491 
A Status Report on the Comprehensive Educa- 
_ Reform of Miami-Dade Community Col- 


. . i ED — 481 
‘ocational Support Services for Displaced 
makers and tg Final Repost bon 
7/1/82 -6/30/83. 
ED 233 163 
Miami-Dade Community Coll., Fla. Office 
of Institutional Research. 


An Analysis of Success Rate of Non-High School 
Graduates. Research Report No. 83-22. 
ED 239 697 
An Assessment of the Use of Personal Letters to 
Increase Retention among Black Students. Re- 
search Report No. 83-35. 
ED 239 700 
A Comparative Graduate Profile for Miami-Dade 
Community College, 1981-82 and 1982-83. Re- 
search Report No. 83-34. 
ED 239 699 
Effects of Student Self Selection into Remedial 
Classes. Research Report No. 83-39. 
ED 239 679 
ae. Access/Equal Opportunity Research at 
Miami-Dade Community College, Fall 1976-77 
through Fall 1981-82 Cohorts. Research Report 
No. 83-09. 
ED 235 859 
Impact of the Standards of Academic Progress on 
Student Achievement and Persistence at 
Miami-Dade Community College. Report Report 
No. 83-23. 
ED 239 698 
Integrating Research into Decision Making: Pro- 
viding Examples for an Informal Action Research 
Model. Research Report No. 83-24. 
ED 239 674 
Patterns of Direct Entry Enrollment of Public 
High School Graduates into Miami-Dade Com- 
munity College. Research Report No. 84-01. 
ED 239 680 
Placement and Follow-Up Report: Graduate Sur- 
vey Responses and State Defined Placement Sta- 
tus of Occupational Programs for the Academic 
Year 1981-82. Research Report No. 83-36. 
ED 239 678 
Program Review Data: Enrollment, Completion, 
and Placement Data for M-DCC Occupational 
Programs as Reported to the State of Florida. Re- 
search Report No. 83-31. 
ED 239 676 
Projected Impact of Entry and Exit Testing in 
Secondary and Postsecondary Education. Re- 
search Report No. 83-32. 
ED 239 677 
Should One Variable (CLAST) Be Used to Deter- 
mine Entrance to Upper Division at the State Uni- 
be 4 System in Florida? Research Report No. 
ED 239 675 
Status of Impacts of the Reforms Which Have 
Been Initiated at Miami-Dade Community Col- 
= oat g the Past Five Years. Research Report 
(0. 83-13. 


ED 237 136 


Michigan Council for the Humanities, 


With Babies and Banners: Illustrated Historical 
Booklet. 


ED 235 048 


Michigan State Board of Education, Lan- 


Essential Performance Objectives for Career De- 
velopment. 
ED 239 033 
Essential Performance Objectives for Social Stud- 
ies. 
ED 240 048 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (K-3). 
ED 240 001 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (4-6). 
ED 240 002 
Essential Performance Objectives for Social Stud- 
ies: Illustrative Learning Activities (7-9). 
yap Msi smn a 
ichi jucational ent Program Stu- 
ee ie Booklets for Career Develop- 
ment. Test Number 31, Grade 4. Test Number 61, 
Grade 7. Test Number 62, Grade 7. Test Number 
91, Grade 10. Test Number 92, Grade 10. Test 
Number 93, Grade 10. 
ED 239 036 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 
ED 234 829 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 
ED 234 827 


Institution Index 


PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 


Michigan State Board of Education, Lan- 
sing. Erejest Ouisench. 
Opinions of Michigan Citizens about Recommen- 
dations of the National Commission on Excel- 
lence in Education. A Somer. An Overview of 
Findings from a Statewide Public Opinion Survey 
of a Cross-Section of 400 Michigan Adults; Inter- 
viewed by Telephone, June 23-30, 1983. 
ED 239 766 


Unit. 
Glisigan Ansa cg ow Rey Network and 


“aD 234 833 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 


General Evaluation 


ED 234 829 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 


Michigan State Dept. of Education, Lan- 
sing. Higher Education Management Ser- 


vices. 

MiSIS: Michigan Student Information System. 

ED 234 830 
MiSIS (Michigan Student Information System) 
Activities Manual. 

ED 234 831 
MiSIS haven sly Student Information System) 
Procedures Man 

ED 234 832 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 
PREP: Program Review Extension Procedures 
Manual. Michigan Community Colleges. 

ED 234 827 
PROE: Program Review in Occupational Educa- 
tion. Handbook and Instrumentation. Michigan 
Community Colleges. 

ED 234 828 


Michigan State Dept. of Education, Lan- 
~- Office for Sex Equity. ; 
Elementary Resource Classroom Packet. 
ED 233 294 


Michigan State Dept. of Education, Lan- 

sing. Office of Career Education. 
Instructional Strategies Grades K-6. Career De- 
velopment Assessment Series. 


ED 239 034 
Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 


ED 239 035 
Michigan State Dept. of Education, Lan- 
sing. Office of Planning. 

Michigan Dissemination Capacity Building 
Project. Final Report. 

ED 238 200 
Michigan State Dept. of Education, Lan- 
sing. Vocational-Technical Education Ser- 


Child Care Services Curriculum Guide. 
ED 239 112 
Food Production & Service Curriculum Guide. 
ED 239 111 
Moving? A Relocation Guide. 
ED 234 334 
Michigan State Dept. of Labor, Detroit. 
a Employment Security Commis- 
on, 
The Dimensionality of the General Aptitude Test 
Battery (GATB) and the Dominance of General 
Factors over Specific Factors in the Prediction of 


Job Performance for the U.S. Employment Ser- 
vice. 


ED 236 166 
Michigan State Univ., East Lansing. Agri- 
cultural it Station. 


The Impact of Rapid Population Growth on 
Housing, Public Service Needs and Citizen Priori- 





Institution Index 


ties in a Rural Community. Research Report 366. 
ED 234 967 


Michigan State Univ., East Lansing. Coll. 
of Agriculture and Natural Resources Edu- 


Inst. 
Child Care Services Curriculum Guide. 
ED 239 112 
Food Production & Service Curriculum Guide. 
ED 239 111 


Michigan State Univ., East Lansing. Inst. 
for Research on T 
Comprehension Instruction: Perspectives and 
Suggestions. 
ED 233 313// 
Computer Based Simulated Cases as a Tool for 
Teaching Reading Diagnosis. 
ED 233 303 


Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 

ED 234 042 
A Descriptive Multimethod Study of Teacher 
Judgment during the Marking Process. 

ED 234 052 
Differences among Teachers in Their Use of Cur- 
_ Tests. Research Series No. 


ED 237 505 
Direct Teacher ~~? during Reading In- 
struction: A Pilot Study. 

ED 234 452 
Improving Diagnostic Reliability in Reading 
through Training. Research Series No. 126. 

ED 237 934 
Instructional Decision Making and Readi 
Teacher Effectiveness. Occasional Paper No. 69. 


ED 237 936 
Learning to Teach. 
ED 234 043 


New Paths toward Research Leadership for Mi- 
norities and Women. Final Report. 

ED 238 160 
Pitfalls of Experience in Teacher Preparation. Oc- 
casional Paper No. 65. 

ED 237 504 
Plants as Producers: A Case Study of Elementary 
Science Teaching. Research Series No. 127. 

ED 233 883 
The Priority of Knowledge and Understanding in 
Teaching. Occasional Paper No. 61. 

ED 237 503 
Student Responses to Classroom Instruction. Fi- 
nal Report. 

ED 237 489 
Studying Light in the Fifth Grade: A Case Study 
of Text-Based Science Teaching. Research Series 
No. 129. 

ED 233 884 
Teaching for Conceptual Change: Some Ways of 
Going Wrong. Final Report. 

ED 237 493 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 

ED 233 885 
Understanding Writing in School: A Descriptive 
Study of Writing and Its Instruction in Two Class- 
rooms. 

ED 239 257 
Understanding Writing in School: A Descriptive 
Study of Writing and Its Instruction in Two Class- 
rooms. Executive Summary. 

ED 239 256 
The Use of Knowledge: Conceptual Problems and 
Empirical Confusions. Occasional Paper No. 57. 

ED 237 502 


Michigan State Univ., East Lansing. 
Non-Formal Education Information Cen- 
ter. 
Acquiring Financial Resources for NFE Projects: 
A Selected, Annotated Bibliography. Annotated 
Bibliography #11. 
ED 233 678 
Apprenticeship in Latin America: The INACAP 
Program in Chile. A Case Study. Occasional Pa- 
per #6. 
ED 233 124 
Evaluation in Non-Formal Education: A Se- 
lected, Annotated Bibliography. Annotated Bibli- 
ography #13. 
ED 234 949 
Journals and Newsletters on Non-Formal Educa- 
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tion and Development: A Selected, Annotated 
Bibliography. Annotated Bibliography #12. 

ED 234 947 
Linking Formal and Non-Formal Education. The 
NFE Exchange, Issue No. 23. 

ED 233 830 


Non-Formal Education and Agriculture: A Se- 
lected Annotated Bibliography. Annotated Bibli- 
ography #10. 

ED 237 697 
Non-Formal Education and Radio: A Selected, 
Annotated Bibliography. Annotated Bibliography 


#14 

ED 234 948 
Planning Non-Formal Education Projects. The 
NFE Exchange, Issue No. 24. 


ED 233 829 
Preparing Citations and Annotations. Manual Se- 
ries #2. 


ED 233 731 
A Report of Progress. Annual Report of the NFE 
Network Project: Operating a Clearinghouse on 
NFE Information (September 1981-August 1982) 
and Semi-Annual Reports of the NFE Network 
Project: Providing Technical Assistance in Creat- 
ing LDC National/Regional Information Centers 
(September 1981-February 1982; March 1982- 
August 1982). 

ED 235 776 
Training Popular Theater Trainers: A Case Study 
of Nigeria. Occasional Paper #10. 

ED 234 950 


Michigan State Univ., East Lansing. Univ. 
Center for International Rehabilitation. 
Participation of People with Disabilities: An In- 
ternational Perspective. Selected Papers from the 
1980 World Congress of Rehabilitation Interna- 
tional (Winnipeg, Canada, June 22-27, 1980). 
ED 234 526 
Michigan Univ., Ann Arbor. 
Composition and Comprehension of Simple 
Texts. Final Report. 
ED 236 575 


Michigan Univy., Ann Arbor. Inst. for So- 
cial Research. 
Social Comparison and Ability-Grouping Effects 
on Ability Evaluations in Mathematics. 
ED 237 324 
Student Drug Use, Attitudes, and Beliefs: Na- 
tional Trends 1975-1982. 
ED 237 822 


Michigan Univ., Ann Arbor. School of Ed- 
ucation. 
Metacognition and Reading Comprehension 
Skills. Final Report. 
ED 236 570 


Mid-Atlantic Regional Resource Center, 
Washington, DC. 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 
ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 
ED 236 893 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 
ED 236 894 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Secondary. 
ED 236 895 
Parent Surrogate Handbook. 
ED 236 816 
Resource Catalogue: Comprehensive Services for 
Handicapped ildren-Interagency Collabora- 
tion, Personnel Development, Program Evalua- 
tion and Monitoring, Policy Development and 
Administration. Third and Final Edition. 
ED 235 647 
Mid-Continent Regional Educational Lab., 
Inc., Denver, Colo. 
A Quanititative Grammar of M 
ture: A Methodology for one 
ED 239 491 
Middle States Association of Colleges and 
Schools, Philadelphia, PA. 
Interdependence in Education. ings of the 
Annual Convention of the Middle States ia- 


gga 


tion of Colleges and Schools (96th, Philadelphia, 
Pennsylvania, December 5-7, 1982). 

ED 238 329 
The Quest for Excellence. Annual Report of the 
Executive Director of the Commission on Higher 
Education. 

ED 234 681 


Middleton-Cross Plains Area School Dis- 
trict, WI. 
Middleton-Cross Plains Area Schools Physical 
Education Curriculum. 
ED 238 874 
Midland Park Borough School District, 
NJ. 
Master Plan for Educational Facilities: Midland 
Park, Bergen County, New Jersey. 
ED 234 465 
Mid-South Regional Resource Center, 
Lexington, Ky. 
Obtaining Related Services through Local Intera- 
gency Collaboration. 
ED 239 439 
Starter: A Notebook for New Teachers. 
ED 239 431 
Midwest Race and Sex Desegregation 
Centers, Manhattan, KS. 
Multicultural Education: Content, Materials, 
Strategies and Behaviors. A Series of Seminars for 
School Districts in the Metropolitan St. Louis 
Area. 
ED 234 106 


Migrant Child Education—Region II, Oro- 
ville, CA, 
Promising Practices. Migrant Child Education - 
Region II. 
ED 238 599 
Mills Coll., Oakland, Calif. 
A Collaborative Model to Identify and Implement 
Applications of Research on Effective Teaching 
to Preservice/Inservice Teacher Education. 
ED 240 072 
The Sky’s the Limit in Math-Related Careers. 
ED 233 899 


Milwaukee Area Technical Coll., WI. Div. 
of Economic Development. 
Future Skill Needs Assessment of Selected Met- 
ropolitan Milwaukee Business and Industry. 
ED 235 869 


Ministry of Agriculture, Gaborone (Bo- 
tswana). 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 
ED 233 873 


Ministry of Education and Culture (Indo- 
nesia). 
Designing and Using Simulations for Training. 
Technical Note No. 20. 
ED 238 605 
Discussion Starters. Technical Note No. 25. 
ED 238 610 
The Learning Fund: Income Generation through 
NFE. Technical Note No. 22. 
ED 238 607 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 
ED 238 606 
Using Consultants for Materials Development. 
Technical Note No. 19. 
ED 238 604 


Ministry of Education and Culture, Jerusa- 

lem (Israel). English Inspectorate. 

English Teachers’ Journal (Israel), Number 28. 
ED 233 565 

English Teachers’ Journal (Israel), Number 29. 
ED 239 508 


Ministry of Education and Culture (Zim- 
babwe). 
The Chemicals of the Earth. Study Guide. Unit 
F2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 
ED 239 891 
The Chemicals of the Earth. Teacher’s Guide. 
Unit F2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 
ED 239 892 
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for Living. Study Guide. Unit Gl. 

zac. Zimbabwe Secondary School Science 
Project. Year 2. 

Pn Ay eacher’ Guide Unit GL 

for Living. T 's nit 

ZIM: Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 894 

in Action. Study Guide. Unit H1. 

School Science 


ED 239 897 
Study Guide. Unit H2. 
dary School Science 


ED 239 898 
Forces. hd Level Study Guide. Unit 1. ZIM-SCI, 
wwe Secondary School Science Project. 
Year 3. 
ED 239 902 
Forces. ’O’ Level Teacher’s Guide. Unit 1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 
ED 239 903 


Forces. Teacher’s Guide. Units H1 and H2. 
Secondary School Science 


ED 239 899 

Learning to be a Scientist. Study Guide. Unit Al. 

ZIM-SCI, Zimbabwe Secondary School Science 

Project. 

ED 239 872 

Learning to be a Scientist. Teacher’s Guide. Unit 

Al. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

, Beginning and Growing. Study Guide. Unit 

wing. ly le. Unit 

EL ~'ZIM-SCL Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 884 

Life, Beginning and Growing. Teacher’s Guide. 

Unit E1. ZIM-SCI, Zimbabwe Secondary School 


Science Project. 

—_ i ings and Their Food. Study Guide. Unit 
G2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 


ED 239 885 


ED 239 895 
Living Things and Their Food. Teacher’s Guide. 
Unit G2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 896 
Looking at Life. Study Guide. Unit A2. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 

ED 239 874 
Looking at Life. Teacher’s Guide. Unit A2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 875 
Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, Zimbabwe Secondary School 

Project. 

ED 239 888 
Our Planet Earth. Study Guide. Unit F1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 889 
Our Planet Earth. Teacher’s Guide. Unit F1. 
ZIM-SCI, Zimbabwe School Science 
Project. Year 2. 

ED 239 890 
Particles in Action. Study Guide. Unit C2. 
ZIM-SCI, Zimbabwe S 4 y School Sci 
Project. 





ED 239 880 

Particles in Action. Teacher’s Guide. Unit C2. 

ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

wo 239 881 

tudy Guide. 

e Secondary School 


ED 239 886 
‘eacher’ 


by Flowers and Seeds. S 
Unit E2. ZIM-SCI, Zimbabw: 
Science Project. 


Unienantig Hcy. Sty 0 Ba 
ity. Study nit 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 
ED Guide, 900 


ED 239 901 
What Do You Know about Water? Study Guide. 
Unit D. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 882 
What Do You Know about Water? Teacher’s 
Guide. Unit D. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 883 


What is Matter? o_o —_ be Cl. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
ED 239 878 
Whet is Matter? Teacher’s Guide. Unit Cl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 
ED 239 879 
What Makes bse at Happen? Study = Unit 
B. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 
ED 239 876 
What Makes Things Happen? Teacher’s Guide. 
Unit B. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 
ED 239 877 
The ZIM-SCI Project. Zimbabwe Secondary 
School Science Project. Progress Report No. 2. 
ED 239 871 
Ministry of Education, Bangkok (Thai- 
land). Educational Planning Div. 
Thai Education in Brief, 1982. 
ED 233 955 
Ministry of Education, Copenhagen (Den- 


Vocational Education and Training in Denmark 
(Professions/Trades). Education in Denmark. 
ED 235 348 


Ministry of Education, Kuala Lumpur 
Education in Malaysia: 1980. 


ED 236 077 
of Education, Quebec (Canada). 
The Education of Gifted and Talented Children in 
Quebec in the Short and Medium Term. 
ED 233 505 
of Education, Quito (Ecuador). 
The Education Game. Technical Note 14. 
ED 238 603 


Ministry of Foreign Affairs, Tokyo (Ja- 


pan). 
The Japan of Today, 1982. 
ED 238 731 
Minneapolis Public Schools, Minn. 
American Indian Women and Mathematics: An 
Annotated Bibliography of Selected Resources. 
ED 234 970 


Minnesota Civil Liberties Union, Minze- 


A Report of a Survey on Censorship in Public 
Elementary and High School Libraries and Public 
Libraries in Minnesota. 
ED 233 732 
Minnesota State Dept. of Education, St. 
Paul. 


School Improvement: Research-Based Compo- 
nents and Processes for Effective Schools. 
ED 239 396 
Minnesota State Dept. of Education, St. 
Paul. Div. of Instruction. 
Some Essential Learner Outcomes in Communi- 
— Language Arts. Curriculum Bulletin No. 
, ED 235 501 


Minnesota State Dept. of Education, St. 
Paul. Div. of Vocational and Technical Ed- 


Developing Vocational Education Indicators: 
Some Steps in Moving from Selection to Use. 
ED 235 385 
Minnesota Univ., Minneapolis. 
Images of Science. A Summary of Results from 
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gone Amputation. 

ED 236 896 
Prattle and Play: Equipment Recipes for Non- 
speech Communication. 

ED 235 662 
The Profoundly Handicapped Child: 
Sensorimotor and Communication Abilities. 
Working Papers in Developmental Disabilities. 

ED 235 656 
Sensorimotor ni Assessment and Curricu- 
lum for the Mul dicapped Child. Working Pa- 
pers in Developmental Disabilities. 

ED 235 655 
A Strategy for Assessing Motorically-Impaired 
Infants. Working Papers in Developmental Dis- 
abilities. Draft. 

ED 235 658 
The Unsheltered Workshop: A Guide to Work 
Stations in Industry. 


ED 235 663 
When the Sensory Handicapped Child Has Cere- 
bral Palsy. Part I: Physical Management. Part II: 
Deaf-Blind Curriculum and the Child with Cere- 


bral Palsy. Working Papers in Develo tal 
Disabilities. wag 
ED 235 654 


You, Your Child, and Language: Activities for 
Language Development. Second Edition 


ED 236 897 
Nebraska Univ., Omaha. Coll. of Educa- 
tion. 


Nebraskans Serving Secondary Special Education 
Students: Case Studies of Successful Pro; 


grams. 

ED 236 882 
Nellum (A.L.) and Associates, Braintree, 
MA, 


You Can Do It! Vocational Education. Volume 1: 
Planning Your Approach. 
ED 237 684 


You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 


ED 237 685 


Nellum (A.L.) and Associates, Washington, 
D.C, 
Symposium on Policy and Program Issues Related 
to Child and Family Services to Black Americans. 
Volume I. Final Report. 
ED 235 264 


Network of Innovative Schools, Inc., An- 
dover, Mass. 
Fair for All: Schools Celebrate Equity. 
ED 235 249 
Resource Catalogue: Comprehensive Services for 
Handicapped Children-Interagency Collabora- 
tion, Personnel Development, Program Evalua- 
tion and Monitoring, Policy Development and 
Administration. Third and Final Edition. 
ED 235 647 
Nevada Univ., Reno. 
A Management Information Systems Needs 
Analysis for the University of Nevada Reno. 
ED 238 335 


Nevada Univ. System, Reno. 
Course Transfer Guide, 1983. University of Ne- 
vada System. 
ED 239 703 
Speed Listening: Exploring an Analogue of Speed 
Reading. Final Report. 
ED 233 306 


New England Board of Higher Education, 
Wellesley, Mass. 
A Threat to Excellence: The Preliminary Report 
of the Commission on Higher Education and the 
Economy of New England. 
ED 239 758 


New England Regional Resource Center, 
Burlington, VT. 

For Parents of Handicapped Children: Tips for 
Working with School Personnel. For Your Infor- 
mation. 

ED 236 902 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 

ED 236 903 
Managerial Applications of the Microcomputer 
for Special Education Teachers. For Your Infor- 
mation. 

ED 236 900 
Public Law 94-142: What Does It Mean for the 
Classroom Teacher? For Your Information. 

ED 236 901 
Resource Catalogue: Comprehensive Services for 
Handicapped Children-Interagency Collabora- 
tion, Personnel Development, Program Evalua- 
tion and Monitoring, Polic: a and 
Administration. Third and Final Edition. 

ED 235 647 


New Hampshire State Dept. of Education, 


mcord., 
Instructional Strategies for Vocational/Special 
Needs. Resource Paper No. 4. 
ED 234 592 
Listening Skills Assessment: Manual and Script. 
1980 New Hampshire Educational Assessment 
Program. 
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ED 236 651 


New Hampshire State Dept. of Education, 
Concord. Div. of Post-Secondary Educa- 
tion. 


Placement Report, 1983. New Hamp- 
-Technical Colleges and New 


ED 238 500 


New Hampshire State Dept. of Education, 
Concord. Vocational-Technical Education 


Vocational Choices: A Study of Voca- 
pe Reem Attrition in New Hampshire. 
ED 236 335 
New Hampshire Vocational Technical 


Berlin. 
Follow-Up Survey of Graduates of 1981 and 
1982, New Hampshire Vocational Technical Col- 
lege. 


ED 239 685 
New Jersey Basic Skills Council, Trenton. 
Interpreting Scores on oA New Jersey College 
Basic Skills Placement T 
ED 236 223 


ee Chemise New Jersey College Basic 
Skills it Test. 
ED 236 222 
New Jersey Consortium for Global Educa- 
tion, Montclair. 
Coalition Building for Global Perspectives: A Pro- 
cess and Resource Manual. 
ED 238 803 


New Jersey State Dept. of Education, 
Trenton. 


Education in New Jersey: A Blueprint for Re- 
form. 


ED 238 564 
New Jersey State Dept. of Education, 
Trenton. Bureau of Special Education and 


Pupil Personnel Services. 
Project SPECIAL: System Evaluation Report. 
ED 240 123 


New Jersey State Dept. of Education, 
Trenton. Div. of Research, Planning, and 
Evaluation. 


The New Jersey Statewide Writing Assessment 
Program Staff Development Guide and Reference 
Handbook. 


ED 233 397 


New Jersey State Dept. of Education, 
Trenton. Div. of Vocational Education. 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 
ED 233 210 
A Guide for Using the Student Profile for Place- 
ment in Cooperative Vocational Education Pro- 
grams. 
ED 233 209 


New Jersey State Dept. of Education, 
Trenton. Div. of Vocational Education and 


Family and Individual Services. 

ED 236 404 
L.LS.T.: Local Information Sources for Teachers 
- A Community Resource Guide for Consumer 
and Home Economics Education. 

ED 237 784 
Vocational-Career Assessment Instruments Ref- 
erence Handbook. 


ED 237 783 
New Jersey State Dept. of Education, 
Trenton. Office of Equal Educational Op- 


. a Training Workshop Notebook. 
ED 238 980 

New Jersey State Dept. of Higher Educa- 

tion, Trenton. New Jersey Basic Skills 


Council. 
Report to the Board of Higher Education on the 
Character and Effectiveness of Remedial Pro- 
grams in New Jersey Public Colleges and Univer- 


sities in Fall, 1981. 
ED 233 757 


New Jersey State Dept. of Higher Educa- 
tion, Trenton. Office of Community Coll. 


Programs. 

Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First Edi- 
tion. 

ED 233 755 
A Study of the Economic Impact of the Commu- 
nity Colleges on the State of New Jersey. 

ED 233 754 


New Jersey State Dept. of Higher Educa- 
tion, Trenton. Office of Research. 
Affirmative Action Status Report: 1982-83 New 
Hires at New Jersey Public Colleges and Universi- 
ties. Special Report Series. 
ED 233 633 
Out-Migration of College-Bound Freshmen: New 
Jersey’s Special Dilemma. ORM Volume 4: Re- 
port Number 1. Special Report Series. 
ED 238 354 
Tuition & Required Fees. New Jersey Coll 
Universities: 1977-78 Through 1983-84, 
Volume 4: Brief Number 1. 
ED 238 376 
New Jersey State Library, Trenton. 
A ear of the Computer Application Task 
Force. 
ED 234 766 
New Jersey Vocational-Technical Curricu- 
lum Laboratory, New Brunswick. 
Family and Individual Services. 
ED 236 404 
New Mexico Law Related Education 
The Don’t Panic Book: What to Expect in an En- 
counter with the Police and the Juvenile Justice 
System in New Mexico. 
ED 236 075 
Law in U.S. History: A Teacher Resource Man- 
ual. Revised. 
ED 233 961 
Practical Law in New Mexico. 
ED 238 776 
New Mexico State Board of Educational 
Finance, Santa Fe. 
Unfinished Business in New Mexico Education. 
Recommendations of Quality Education Confer- 
ence 3. 
ED 238 823 
New Mexico State f Education 
Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 
ED 235 378 


New Mexico State Dept. of Education, 
Santa Fe. 
Unfinished Business in New Mexico Education. 
uae of Quality Education Confer- 
ence 3. 


ED 238 823 


New Mexico State Dept. of Education, 
Santa Fe. Evaluation, Assessment, and 
Testing Unit. 
Staff Accountability Plan for New Mexico 
Schools: Provisions and Directives. [and] Ques- 
tions and Answers. 
ED 238 906 


New Mexico State Univ., Las Cruces. Bu- 
reau of Educational Research. 
The NIE-NMSU Project on Minorities and 
Women’s Research. A Multi-Purpose Model to 
Increase Equal Participation in Educational Re- 
search. Final Performance Report. 
ED 233 874 
New Mexico State Univ., Las Cruces. Cen- 
ter for Rural 
Needs in Smaller Schools of the United States: A 
Study. Research Monograph No. 3. 
ED 238 626 
A Study of Problems and Effective Strategies in 
the Provision of Special Education in the 
Small Rural Public School Districts of New Mex- 
ico. Executive Summary. Monograph No. 1. 
ED 237 290 


Institution Index 


New Mexico State Univ., Las Cruces. 
Coll. of Education. 
Unfinished Business in New Mexico Education. 
— of Quality Education Confer- 
ence 3. 
ED 238 823 


New Mexico State Univ., Las Cruces. 
Dept. of Educational + er nog 
Esprit: A Humanities ine. 
ED 239 705 


Heuristic Methods for the Mildly Handicapped: 
Research Report and Manual for Teaching Lan- 
guage Arts and Reading. Final Report. 

ED 239 469 

New Mexico Univ., 

The Sociolinguistics of Literacy: An Historical 
and Comparative Study of Five Cases. Final Re- 
port. 


ED 236 943 
Spatial Encounters: Exercises in Spatial Aware- 
ness. 


ED 236 183 
New Mexico Univ., Albuquerque. Office of 
the Univ. 


Architect. 
Santa Fe Community College Facilities Space 
Needs Study. 


ED 238 458 


tary Language 
Curriculum Guide LA-001-82. 
ED 234 405 


English, Journalism, Reading. Curriculum Guide 
for the Language Arts. Grade 7-12. LA-501-82. 
ED 236 593 
New River Community Coll. Educational 
Foundation, Inc., Dublin, VA. 
New River Community College Educational 
Foundation, Inc. 
ED 238 457 


New South Wales Dept. of Industrial Re- 
lations and Technology, Darlinghurst (Aus- 
tralia). Div. of Vocational Guidance 
Services. 


Career Interests and Ethnic Bias: Report for the 
Commonwealth Multicultural Education Pro- 
gram. 
ED 234 072 
Newton Unified School District 373, Kans. 
Newell Truck Stop Testing Pro; 4 
ED 234 276 


New York City Board of Education, 
Brooklyn, N.Y. Office of Educational Eval- 
uation. 


Adlai E. Stevenson High School Bilingual Aca- 

demic and Technical Education for Youth Pro- 

gram (BATEY). O.E.E. Evaluation Report, 

1981-1982. 

ED 234 121 
Services for 

valuation Re- 


The Bilingual Program in A' 
High Schools, 1981-1982. O.E.E. 
port. 

ED 238 993 
E.H.A., Part B Flow-Through Entitlement’s 
Project Speak. O.E.E. Evaluation Report, 
1981-82. 

ED 234 124 
Fort Hamilton High School. Project ELITES: Ed- 
ucation for Life Through Extended Services. 
O.E.E. Evaluation Report, 1981-1982. 

ED 234 125 
George W. Wingate High School Bilingual Dem- 
onstration College Preparatory Program, 1981- 
1982. O.E.E. Evaluation Report. 

ED 238 992 
Home, School, and the IEP. ESEA Title IV Part 
C Project Report, Final Evaluation Report, 
1981-82. 

ED 234 120 

School. Project RESCATE. O.E.E. 


John Jay 
eport, 1981-1982. 


Evaluation 

ED 234 126 
Louis D. Brandeis High School. New York State 
Chapter 720 Bilingual Program. O.E.E. Evalua- 
tion Report, 1981-1982. 

ED 234 127 
Native American Education Program, 1981-82: 
O.E.E. Evaluation Report. 
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ED 233 868 
Native Language —— 2 Approach Program, 
1982-1983. O.E.E. Final Evaluation Report. 

ED 238 990 
Newtown High School. Queens Chinese/Korean 
Bilingual Language Arts Resource Center, 
1981-1982. O.E.E. Evaluation Report. 

ED 234 128 
New Utrecht High School Project Impact, 
1981-1982. O.E.E. Evaluation Report. 

ED 238 986 
New York City Russian Bilingual Program, 
1981-1982. O.E.E. Final Evaluation Report. 


ED 238 989 
P.L. 89-313 Supplemen’ Services for Previ- 
ously Non-Public-School Institutionalized Stu- 
dents, 1982-1983. O.E.E. Evaluation Report. 

ED 238 991 
Pre-Placement Program for Severely Multi-Hand- 
icapped Deaf-Blind Children, 1980-1981. Final 
Evaluation Report. 

ED 235 635 
Program for Special Gifted Children. Annual 
Evaluation Report. 9/1/81 to 8/31/82. 


ED 235 634 
Project A.B.C. (Bronx Academic Bilingual Career 
Program). O.E.E. Evaluation Report, 1981-1982. 

ED 234 123 
Project BABS (Bilingual Academic and Business 
Skills). O.E.E. Evaluation Report, 1981-1982. 

ED 234 122 
Project Kanpe, 1981-1982. O.E.E. Evaluation Re- 
port. 

ED 238 988 
Project L’Ouverture, 1981-1982. O.E.E. Final 
Evaluation Report. 

ED 238 987 
Reading and Math through the Community as 
Classroom, Summer 1982. Annual Evaluation Re- 
port. E.S.E.A. Title I. 

ED 234 129 
Seward Park High School. Washington Irving 
High School. Chinese Bilingual Education Pro- 
gram, 1981-1982. O.E.E. Evaluation Report. 

ED 234 130 
Title I Children’s Program: Learning to Read 
Through the Arts. Final "Evaluation Report, 
1981-82. 

ED 236 280 
Title I, Part B, Institutionalized Facilities Pro- 
gram, Summer 1982. Annual Evaluation Report. 

ED 234 131 
Trilingual Education Learning Environment Pro- 
= 1981- 1982. “OEE. Final Evaluation Re- 


ED 238 994 
The 1982-83 Promotional Gates Program: 
Mid-Year Assessment and Analysis of August, 
1982 and January, 1983 Test Results. O.E.E. 
Evaluation Report. 

ED 237 597 
New York City Office of the Mayor, N.Y. 
Literacy and New York City’s High School Aged 
Youth. Final Report. 

ED 236 255 


New York City Public Schools, Brooklyn, 
N.Y. 
Travel Training for the Handicapped. Final Eval- 
uation Report, 07/01/81 to 09/30/82. 

ED 233 510 


New York City Teacher Centers Consor- 
tium, NY. 
Centering on a Quick Reference Resource Book- 
let 7 New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
Centering on Independent Study. 

ED 236 130 
Fall Activities for the Early Childhood and Spe- 
cial Education Classroom. 

ED 238 242 
Integrating Art with the Curriculum Areas. A Kit 
for The Elementary Classroom. Centering On. 

ED 237 468 
Mastery Learning in Your Classroom. A Hand- 
book for an =a to an Alternative Learning 
Strategy. Centering On. 

ED 237 469 
Microcomputers: An Introductory Guide. Cen- 
tering On. 


ED 237 083 


New York State Education Dept., Albany. 683 
panol/Ingles = Bili 
cal Terms: Spanish/ 


Parents and Reading: A Guide to Home Activities 
for Children. Centering On. 


ED 236 - 
Sight on Sites: An Approach to Coping with 
Teacher Stress-Preventing Burn-out. 


ED 236 131 
The Study of a Journalism in the High 
Schoois. Centering On 


ED 237 991 
New York City Technical Coll., Brooklyn. 
Div. of Continuing Education and Exten- 
sion 


Services. 
CUNY Tech Continuing Education Annual Re- 
port, 1982-1983. 


ED 234 826 


New York Community Trust, N.Y. 


ABC’s for Parents. A Guide to NYC Schools = 
ABC para los Padres. Guia de las escuelas de 
NYC. 
Beginning Equal: A Manual abo ion = 
ut Nonsexist 

Childrearing for Infants and Toddlers. 

ED 239 773 
Corporate Initiatives for Working Parents in New 
York City: A Ten-Industry Review. 

ED 237 204 
Education for Adulthood: A Curriculum for the 
Mentally Retarded Who Need a Better Under- 
standing of Life’s Processes and a Training Guide 
for Those Who Will Teach the Curriculum. 

ED 235 606 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a Padre: Guia para Padres 
con Alumnos en la Escuela Superior. 

ED 238 983 


New York Sea Grant Inst., Albany, N.Y. 
Wet Worlds: Explore the World of Water. Marine 
and Fresh Water Activities for the Elementary 
Classroom. 

ED 239 839 


New York State Bar Association, Albany. 
Living Together under the Law: An Elementary 
Education Law Guide. 

ED 233 953 


New York State Child Care Coordinating 
Council, Hempstead. 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 
ED 233 798 


New York State Dept. of Social Services, 


y. 
Corporate Initiatives for Working Parents in New 
York City: A Ten-Industry Review. 
ED 237 204 
Where Have All the Children Gone? A Study of 
Day Care Cuts in New York State. 
ED 233 798 


New York State Education Dept., Albany. 
Auto Mechanics. Heavy Equipment. Small En- 
gines. 

ED 235 328 
Living Together under the Law: An Elementary 
Education Law Guide. 

ED 233 953 
Looking towards the Future in the Health Occu- 
pations. Recommendations of the Statewide 
Health Occupations Education Review Commit- 
tee. 


ED 237 640 
Manual for the Evaliation of Occupational Edu- 
cation Programs. For Use by School Districts. 

ED 237 563 
Opportunities for Exploring Math/Science Ca- 
teers. Education, Business, Industry. 

ED 238 688 
Persistence and Achievement: A Profile of Grad- 
uates from The City University of New York. 

ED 237 002 
Report from the States, 1981-1983. White House 
Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 
sponses. 

ED 238 436 
Spanish Literacy Investigation Project. 

ED 234 182 


New York State Education Dept., Albany. 
Bureau of Bilingual Education. 
Glosario Bilingue De Terminos Matematicos: Es- 


Glossary of Mathemati- 
ED 237 350 


New York State Education Dept., Albany. 


of Curriculum Development. 
The Secondary School Curriculum: A Handbook 
for Administrators. 
ED 234 489 
Studio in Art. A Comprehensive Foundation 
Course. Revised Edition. 


ED 238 787 


New York State Education Dept., Albany. 
Bureau of Drug 
Annotated Resource Guide for Alcohol, Tobacco 
and Other Drug Abuse/ Misuse Prevention Edu- 
cation Programs. Secondary Level. 
ED 235 431 


New York State Education Dept., Albany. 
a 


tions for Teaching Mathematics Using 
Sete Approaches. 5: Number and Numera- 
tion, Operations, Geometry, Measurement. Ex- 
perimental Edition. 
ED 236 050 
New York State Education Dept., Albany. 
Bureau of Education. 
Focus on the Young Writer. 
ED 235 500 


New York State Education Dept., Albany. 
Bureau of General Education Curriculum 
Devel 


lopment. 

Biology Regents Syllabus. Revised. 

ED 236 052 
Science Syllabus for Middle and Junior en 
Schools. Block D, The Earth’s Changing Surface. 

ED 236 054 
Science Syllabus for Middle and Junior High 
Schools. Living Systems: Block C, Micro-Organ- 
isms. 

ED 236 053 
Teaching Archery. 
ED 236 146 


New York State Education Dept., Albany. 
Bureau of Grants Ai 


dministration. 
Career Development and Job Placement Survey 
Summary Report. Beyond Access: Meeting the 
Instructional Needs of Handicapped Students in 
Postsecondary Occupational Education. 
ED 235 332 
Disabled Student ~e ee os Beyond 
Access: Meeting the Ins! eeds of 
Handicapped Students in psec ta Occupa- 
tional Education. Phase II. Final Report. 
ED 235 331 
Faculty Development Manual for Adjunct Staff in 
Postsecondary Occupational Programs. 
a 777 
Reading in Postsecondary Occupati Educa- 
tion. Faculty Development Resource Manual: A 
Supplement. Materials Developed and Used by 
New York State Two-Year College Staff in the 
Role of Faculty Trainers. 
ED 233 776 
Sourcebook: Disabled Student Services. 
ED 233 779 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 
ED 233 775 
in Postsecondary Occupational Educa- 
bo faculty Development enparen Manual. 
Materials Developed and Used by New York 
State Two-Year College Staff in the Role of Fac- 
ulty Trainers. 
ED 233 778 


New York State Education Dept., Albany. 


ED 237 265 


New York State Education Dept., Albany. 


York State by Racial and E 
ED 238 998 





684 New York State Education Dept., Albany. 


eee ee 
Div. of Civil Rights and Intercultural Re- 


lations. 
Multicultural Early Childhood Resource Guide. 
ED 238 512 
New York State Education Dept., Albany. 
Div. of Continuing Education. 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 
ED 237 625 


New York State Education Dept., Albany. 
Div. of Education for the Gifted and Tal- 


ented. 
A Manual for Parents of Gifted Children. 
ED 239 445 


Safety Services. 
School Bus Rider Safety Education Modules for 
Use with Drills on School Buses. 
ED 235 392 


New York State Education Dept. Albany. 
Office for the Education of Children with 


Conditions. 
La Educacion Especial para Ninos con Im- 
pedimentos Desde Recien Nacidos Hasta Cinco 
Anos de Edad = Special Education for Handi- 
capped Children Birth to Five. 
ED 234 528 
New York State Implementation Grant. Final Re- 
port, September 1, 1981 to August 31, 1982. 
ED 233 535 


New York State Education Dept., Albany. 
Office of Occupational and Continuing Ed- 
ucation. 
Cosmetology. Computerized Learning Modules. 
ED 235 329 


Rehabilitation. 
The New York State Board of Regents Project on 
Long-Range Goals and Policy Directions for the 
Office of Vocational Rehabilitation. A Discussion 
Paper. 
ED 237 764 
New York State Education Dept., Albany. 


Regents External Degree Program. 
Study Guide for the Regents External Degree Ex- 
amination in Health Support—Area II (4 Credits). 
ED 233 653// 
New York State Health Research Council. 
Alcohol Use among Migrant Laborers. Final Re- 


ED 234 937 


of Library 
tilizing Local, State, and Federal Re- 


an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 


ED 238 442 
New York State Agency Libraries. 

ED 238 441 
New York State Plan for Federal Depository Li- 
brary Service. 


ED 238 449 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 

ED 234 807 


New York Univ., N.Y. Alternate Media 
Center 


Teletext Usage in Public Places. Research on 
Broadcast Teletext: Working Paper Number 


ED 234 762 


journal of Educational Studies: 
Index of Volumes 1-17, 1966-1982. 


Social Background and Ba ED 235 915 

lucational 

No. 5, 1982. wa aa at Work, 
oO. ,? 


ED 237 216 
New Zealand Dept. of Scientific and In- 
dustrial Research, Wellington. Science In- 
formation Div. 
Freedom of Scientific Information. Science Infor- 
mation Paper No. 19. 
ED 233 722 
Minimizing High-Risk Parenting: A Review of 
What Is Known and Consideration of Appropriate 
_— Intervention. Pediatric Round Table: 


ED 233 787 


NKI-Skolen Undervisningssentrum, Oslo 

(Norway). 

Introducing the Personal Tutor/Counsellor in the 
System of Distance Education. Project Report 1: 
Experiment Description. 

ED 235 774 

Norfolk State Univ., VA. 

A Report on Basic Skills Training. 
ED 237 590 


North American Association of Summer 


Relationships of Selected Factors to Summer Ses- 
sion Organizational Structure. 
ED 235 734 


North Atlantic Treaty Organization, Brus- 
sels (Belgium). Scientific Affairs Div. 
Computer Based Training - A Report of a NATO 
Study Visit to America. A.P. Report 91. 
ED 233 680 


North Carolina Agricultural and Technical 
State Univ., Greensboro. 
A Factor Analytic Model of Community and Life 
Satisfaction: The Case of North Carolina. No. 
83-4. 
ED 234 975 


North Carolina Employment Security 


Overview of Validity Generalization for the U. S. 
Employment Service. 
ED 235 221 
North Carolina State Dept. of Community 
Colleges, Raleigh. Occupational Program 


Curriculum Models and Competencies. Associate 
Degree Nursing and Nursing Education Options: 
Associate Degree with Practical Nursing. 

ED 237 150 
Directing a Child Care Program: A Course for 
Administrators. 

ED 235 918 


North Carolina State Dept. of Human Re- 
sources, Raleigh. Office of Day Care Ser- 
vices. 
Directing a Child Care Program: A Course for 
Administrators. 
ED 235 918 


North Carolina State Dept. of Justice, Ra- 


Learning the Law: Law Education for Young 
North Carolinians. 


ED 239 938 
North Carolina State Dept. of Public In- 


struction, Raleigh. ‘ 

Curriculum Study: Foreign es. A Report 
from the Foreign Languages Curriculum Study 
Committee to the North Carolina State Board of 
Education. 

ED 235 681 
Mathematics Curriculum Study. A Report of the 
Mathematics Curriculum Study Committee to the 
North Carolina State Board of Education. 

ED 234 999 


North Carolina State Dept. of Public In- 
struction, Raleigh. Div. for Exceptional 


Starter: A Notebook for New Teachers. 
ED 239 431 
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North Carolina State Dept. of Public In- 
struction, Raleigh. Div. of School Media 


Programs. ii . 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 


ED 233 698 
North Carolina State Univ., Raleigh. Sea 


Grant Coll. 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living Mea- 
rine Systems and Coastal Field Trips. 
ED 237 332 


North Carolina Univ., Chapel Hill. Center 
for Early Adolescence. 
Conference Series on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young Ad- 
olescents: Talking about Sex; Risk-Taking Behav- 
ior and Young p> eran [and] Understanding 
Early Adolescence: An Overview. 
ED 238 530 
Early Adolescence: A Resource Directory. 
ED 236 273 
Early Adolescent Sexuality: Resources for Par- 
ents, Professionals, and Young People. 
ED 238 584 
Educating Young Adolescents: A Resource List. 


ED 238 585 
General Reading on Early Adolescence. 


ED 238 583 


North Carolina Univ., Chapel Hill. Frank 
Porter Graham Center. 
Directing a Child Care Program: A Course for 
Administrators. 
ED 235 918 
Unified Model for Academic Competence, Social 
Adjustment, and Psychopathology. 
ED 235 895 
North Carolina Univ., Chapel Hill. Insti- 
tute of Government. 
North Carolina School Law: The Principal’s Role. 
ED 233 468 


North Carolina Uniy., Chapel Hill. Tech- 
nical Assistance Development System. 
The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 
ED 233 524 
North Carolina Univ., Charlotte. 
Job Description Format as a Factor in Employ- 
ment Interviewer Decisions. 
ED 233 273 


North Carolina Wesleyan Coll., Rocky 
Mount. 
The Wesleyan Papers: Keeping the Child in 
Childhood, Volume I, Number 1. 
ED 239 739 


North Central Association of Colleges and 
Schools, Muncie, IN. Teacher Education 


Project. 
Revitalizing Teacher Education in the Mid Eight- 
ies. Proceedings of the Annual Workshop of the 
North Central Association of Colleges and 
Schools (38th, Flagstaff, Arizona, July 17-August 
5, 1983). : 
ED 236 152 


North Central Regional Center for Rural 


Development, Ames, Iowa. 
A Research Note on Nonmetropolitan Increase, 
the Attractiveness of Rural Living, and Race. 
ED 237 591 


North Dakota State Board of Higher Edu- 


cation, Bismarck. 
Fall 1983 Enrollments, North Dakota Institutions 
of Higher Education. 
ED 238 386 


North Dakota State Dept. of Public In- 


struction, Bismarck. 
A Guide for Curriculum Planning K-12. Fourth 
Edition. 
ED 235 130 
North Dakota Univ., Grand Forks, Center 
for Teaching and Learaing. 
Children and Books. 
ED 236 534 
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Themes. 
ED 235 994 
North Dakota Univ., Grand Forks. Office 
of Instructional Development. 
Last Sabbatical: A Midlife Journey. College 
Teaching Monograph. 
ED 239 527 


A Look at Graduate Teaching at UND: Faculty 
Perspectives. Instructional Development Report. 

ED 234 693 
Plantings, Number Four, April 1983. 

ED 233 641 
A Program for Instructional Development at the 
University of North Dakota. Instructional Devel- 
opment Report. Third Progress Report, 1982-83. 

ED 239 526 


North East Association for Institutional 
Research. 
Doing Institutional Research: A Focus on Profes- 
sional Development. Papers from the Annual 
Meeting of the North East Association for Institu- 
tional Research (9th, Durham, New Hampshire, 
October 17-19, 1982). 
ED 233 665 


Northeastern Illinois Univ., Chicago. 
of Counselor Education. 
A Checklist for bees Supervisors Regarding 
the Operation of Successful Intern Seminars and 
Field Experiences. 
ED 236 116 


Northeastern Local School District, 


OH. 
Northeastern Local School District Course of 
Study and Instructional Guides for Sex Educa- 
tion. 
ED 233 983 
Northeast Regional Exchange, Inc., 


Evaluation of Educational Software: A Guide to 
Guides. 
ED 237 064 


Northern Arizona Univ., ae, 
Organizational Environment, Structure, Leader- 
ship, and Effectiveness: An Exploratory Model. 

ED 238 174 
Revitalizing Teacher Education in the Mid Eight- 
ies. Proceedings of the Annual Workshop of the 
North Central Association of Colleges and 
Pat anion Flagstaff, Arizona, July 17-August 
ED 236 152 


Northern Illinois Univ., De Kalb. 
Performance Difficulties Reported by First-Year 
Public School Science and Mathematics Teachers 
in Illinois. 

ED 237 319 


Northern Illinois Univ., Oregon. Laredo 
Taft Field Campus. Dept. of Outdoor 
Teacher Education. 
A Resident Outdoor Education Primer. Learning 
to Live Within an Environment. 

ED 233 875 


Northern Iowa Univ., Cedar Falls. Dept. 
of Business Education and Administrative 


Management. 
Affirmative Action. Module Number 16. Work 
Experience Program Modules. Coordination 
Techniques Series. 
ED 233 158 
Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 
ED 233 144 
Developing and Implementing Training Plans. 
Module Number 8. Work Experience Program 
Modules. Coordination Techniques Series. 
ED 233 150 
Establishing an Advisory Committee. Module 
Number 10. Work Experience Program Modules. 
Coordination Techniques Series. 
ED 233 152 
Evaluating On-the-Job Training. Module Number 
9. Work Experience Program Modules. Coordina- 
tion Techniques Series 
ED 233 151 
Federal and State Employment Laws. Module 
Number 11. Work Experience Program Modules. 
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Coordination Techniques Series. 

ED 233 153 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 146 
Regular Coordination Activities. Module Num- 
ber 12. Work Experience Program Modules. Co- 
ordination Techniques Series. 

ED 233 154 
Responsibilities of the Teacher-Coordinator and 
Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Support Services. Module Number 15. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 157 
Training Agreements. Module Number 5. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 147 
Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 143 
Vocational Assessment. Module Number 14. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 156 
Vocational Student Organizations. Module Num- 
ber 13. Work Experience Program Modules. Co- 
ordination Techniques Series. 

ED 233 155 


Northern Kentucky Univ., Highland 
Heights. 
“The Mind of the University”: A Pilot Course. 
ED 239 545 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 
ED 235 711 
Northern Virginia Community Coll., An- 
nandale. 
Marketing Plan 1983-1984. Northern Virginia 
Community College. 
ED 234 839 
North Seattle Community Coll., Wash. 
“Learning to Do Humanities.” Final Report. 
ED 233 750 
North Siope Borough School District, 
Barrow, AK. Inupiat Materials Develop- 
ment Center. 
Inupiaq Cultural Enrichment Program. Junior 
High-High School. 
ED 235 963 
North Texas State Univ., Denton. Coll. of 
Education. 
An Annotated Bibliography for Occupational Ex- 
ploration Programs in the State of Texas. 
ED 236 438 
Instructor-Coordinator’s Handbook for Post-Sec- 
ondary Distribution and Marketing Programs. 
ED 234 189 


Northwestern State Univ., Natchitoches, 


La. 
Health and Humanity: Humanities 401 Syllabus. 
ED 233 654 


Northwestern Univ., Evanston, Ill. 
— Attention, and Person Memory: 
Processing Congruent and Incongruent Informa- 


tion. 

ED 236 479 
Beginning Readers’ Developing Knowledge about 
Written Language. BRDKAWL Project 1980-82. 


Final — for the Period September 1980-Au- 


gust 1982 
ED 236 571 
Syntactic and Semantic Characteristics in the 


Written 


of ee or ome Impaired and Nor- 
mally Hearing 


hool-Aged Children. 
ED 239 467 


Northwestern Univ., Evanston, Ill. Dept. 

of Psy: 

bo py gn ee 
t 

yo Test Scores. — 


ED 238 915 
On Evaluation Policy in the United States and 
Israel. Report No. A-112. 

ED 238 917 
Project on Secon Analysis, 1979-82. Final 
Report. Report No. A-95. 

ED 238 916 


Recommendations to Congress and Their Ratio- 
nale: The Holtzman Project. 
ED 238 914 
Northwestern Univ., Evanston, Ill. Pro- 
gram on Women. 
“Attrition Processes Out of Mathematics for Un- 
dergraduate Students.” Attrition from Mathemat- 
ics as a Social Process. Final Report. 
ED 237 342 
Northwest Regional Educational Lab., 
Portland, OR. Assessment and Evaluation 


An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 
ED 236 210 
Northwest Regional Educational Lab., 
Portland, OR. Center for Performance As- 


sessment. 
Measuring Achievement? Assess Performance! 
Assessment Supplement for Teachers. 
ED 234 381 


Northwest Regional Educational Lab., 
Portland, OR. Center for Sex Equity. 
Balancing RIF & Affirmative Action: A Guide- 
book for Administrators. Draft. 
ED 239 383 
Northwest Regional Educational Lab., 
Portland, OR. Div. of Planning and Ser- 
vice Coordination. 
Emerging Trends in Secondary Education. 
ED 234 518 
Northwest Regional Educational Lab., 
Portland, OR. Education and Work Pro- 


gram. 
Evaluation of Project School to Work: A Mono- 
graph. 


ED 237 594 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Removing Barriers to CETA/ Education Collabo- 
tation. 

ED 237 596 


Northwest Regional Educational Lab., 
Portland, Oreg. 
Building Work Skills through Volunteering. Ideas 
for Action in Education and Work. 

ED 239 127 
Choices for Migrant Youth. Ideas for Action in 
Education and Work. 

ED 239 801 
Computer Applications in Instruction: A Teach- 
er’s Guide to Selection and Use. 

ED 234 741 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 

ED 234 495 
The Field Program Associate in the Partnership 
for Rural Improvement. 

ED 237 269 


Im Learning in the Workplace: How 
aah See Their Career ——: Ideas for 
Action in Education and Work, Issue 2 

ED "234 274 
Keys to School Boardsmanship Project. Rural Ed- 
ucation Program Final Report. 

ED cap - 
Learning Responsibility: The Importance 
Home, School and Workplace. Ideas for Action in 
Education and Work, Issue 6. 
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ED 236 437 


ED 233 695 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 
239 606 
MicroSIFT Courseware Evaluations 188-168). 
ED 234 772 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 
ED 237 786 
Northwesterners Out of Work: The Human Costs 
of Unemplo: t. Ideas for Action in Education 
and Work, 
ED 237 785 
Out of the Classroom, Into Industry: Summer 
School for Teachers. Ideas for Action in Educa- 
tion and Work. 
ED 237 818 
Parent Involvement in Instruction, K-12: Re- 
search Synthesis. 
ED 235 397 
Partners for Youth Employability: An Ideabook 
for Educators and Employers. 
ED 234 270 
People Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 
ED 239 177 
Phase II: Final Evaluation Report of Minimum 
Competency Testing Clarification Process. 
ED 236 159 
Private Sector Views of Vocational Education: A 
Statewide Employer Survey. 
ED 239 046 
Report of Rural Education Advisory Committee. 
ED 237 284 
School Pe na Keys to School Boardsman- 
ship. A Program of Continuing Education for 
School Board Members. 
School Textbooks and Lif on ves oho 
‘ex elong Learning: yA 
ee ee me Sees moe & Some An 
Exploratory Case Study: United States of Amer- 
ica. 
ED 235 325 
Striving for Excellence: Applications of Success- 
ful Business Principles. Ideas for Action in Educa- 
tion and Work. 
ED 239 126 
Striving for Excellence: Middle Schoolers Study 
“Work.” Ideas for Action in Education and Work, 
Issue 5. 
ED 236 436 
A Study of Culturally-Appropriate Instructional 
Resources in Native American Education: A De- 
ee en em ead Resceeees in 
the Pacific Northwest. 
ED 234 938 
Teaching Independent Living Skills to Youth. 
Ideas for Action in Education and Work, Issue 3. 
ED 233 238 
Teaching Problem Solving: A Research Synthesis. 
ED 238 875 
Using R & D to Improve F.ocal Schools. 
ED 236 784 
Volunteering.. -Pathway to Paid a. 
Ideas for Action in Education and Work, Issue 
Working for Equity. Finding Equi shee 25 
or ity. i in the 
Schools. ™ 
ED 237 723 


Northwest Regional Educational Lab., 
Portland, Oreg. Office of Research and 
Evaluation 


Services. 
Effect of ECIA on Evaluation Practice: Early Re- 
turns. 


ED 237 626 


Instructional Technology: P. Issues for S' 
Education Agencies. Tine ie en 


Discussion Draft. 
ED 235 552 


Northwest Regional Educational Lab., 
Portland, OR. Research on Evaluation 


Alternative Teacher Preparation | en ara bo 


Cost-Effectiveness 

a Program. Paper and Repert atoms No. 
‘ ED 237 569 

Case Reports of a Regional Educational 


ED 237 565 
Cost-Analysis —— . Research on Evalua- 
tion Program. Paper and Report Series No. 88. 

ED 237 571 
A Guidebook for Conducting Field Trials of New 
Methods. Paper and Report Series No. 77. 

ED 235 182 
An Illustrative Cost-Effectiveness Investigation 
of Field-Based Teacher Preparation Courses. Re- 
search on Evaluation Program. Paper and Report 
Series No. 85. 

ED 237 568 
Insuring Equity in Student Selection under Chap- 
ter 1. Research on Evaluation Program. Paper and 
Report Series No. 84. 

ED 237 567 
Needs Assessment Summary: Cost Analysis, Pol- 
icy Analysis, and Other Evaluation Methods. Re- 
search on Evaluation Program. Paper and Report 
Series No. 81 

ED 237 564 
A Primer on Decision Analysis Procedures. Re- 
search on Evaluation Program. Paper and Report 
Series No. 83. 

ED 237 566 
Proceedings of the Seminar “Cost Analysis in Ed- 
ucational Evaluation: Where to from Here.” Re- 
search on Evaluation Program. Paper and Report 
Series No. 87. 

ED 237 570 
A Study in Contrasts: Effects of the Education 
Consolidation and Improvement Act of 1981 on 
SEA and LEA Evaluation. Paper and Report Se- 
ries No. 79. 


ED 235 183 


Northwest Territories Dept. of Education, 
Frobisher Bay. Resource Centre. 


Teaching Inuktitut to Grade 2. Interim Edition. 
ED 239 488 


Northwest Territories Dept. of Education, 
Yellowknife. 


A Dogrib History. Grade 1-3. 
ED 238 632 
A Dogrib History. Grade 4-6. 


ED 238 633 


Norwegian Research Council for Science 
and the Humanities. 


Achievement Motivation as a Factor in Self-Per- 
ceptions. 

ED 237 418 
An Interactional Model for Resistance to Change 
in Educational Institutions. 

ED 234 917 


Nova Scotia Dept. of 


Education, Halifax. 
Adjusted bee me (Academic) Guide. Introduc- 
tion: Social Studies. Curriculum Development 
Teaching Guide #63. 

ED 240 029 
Social Studies for Elementary Grade Levels. Cur- 
riculum Development Teaching Guide No. 77. 

ED 239 939 


Noyes Foundation, Inc., New York, N.Y. 


Youth Participation in Health. 
ED 238 835 


NRTA-AARP Andrus Foundation, Wash- 
ington, D.C. 


Factors Influencing Adjustment to Late-Life Di- 
vorce. 


ED 239 170 
Knowledge of Senior Center Activities among the 
Elderly. 


ED 237 846 


Oakland County Schools, Pontiac, Mich. 
Instructional Program Planning for Outdoor Edu- 


cation. 
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ED 238 658 
Outdoor Education Counselor Manual. 


ED 238 656 
Outdoor Education Student Log Book. 
ED 238 657 
Oakland Univ., Rochester, MI. School of 
Human and Educational Services. 
Perceptions ge! ton 
About Themselves and Profession. 
_ Studies in plenedon. Technical Rom 
lo. 1. 
ED 238 854 
Oak Ridge Associated Universities, Tenn. 
Training the Occasional Trainer. 
ED 237 720 
1981 and 1982 Faculty and Student Research Par- 
ticipation Program Evaluation. 
ED 238 702 
Oberlin Coll., Ohio. 
Research on the Impact of a Computerized Circu- 
lation scene on the Performance of a Large Col- 
lege Library. Final Report. 
ED 235 806 
Occupational Safety and Health Adminis- 
tration, W: D.C. 
An Illustrated Guide to Electrical Safety. Revised 
ED 238 728 


OCLC Online Computer Library Center, 


Dublin, Ohio. 

Multidimensional Mapping of Libraries Based on 
Shared Holdings in the OCLC Online Union Cat- 
alog. Research Report. 

ED 235 802 
A Study of User Adaptation to an Interactive In- 
formation Retrieval System. Research Report. 

ED 235 807 
Videotex Project Reviews II. Research Report 
Prepared for OCLC. 

ED 237 065 

Odessa Coll., TX. 

A College Marketing Plan That’s Working: Final 
Report. CASE Certification Program in Execu- 
tive Management. 

ED 233 751 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materials. 

ED 234 184 
Project VOC-AIM. Vocational Assessment of 
Students with Special Needs. Final Report. 

ED 234 186 


Office for Postsecondary Education (ED), 
Washington, DC. Cooperative Education 


Program. 
An Historical Study of the Correlates of Coopera- 
tive Education Program Growth, Stability, and 
Longevity. 
ED 238 342 
Office of Bilingual Education and Minor- 
pA Languages Affairs (ED), Washington, 


eel Education: Meeting the Needs of the 
Eighties. 

ED 238 256 
The Educational Background of Limited English 
Proficient Students; Implications for the Arithme- 
tic Classroom. 

ED 237 318 
Federal Recognition of the Rights of Minority 
Language Groups. 

ED 235 679 


Spanish in the U.S. Setting: Beyond the South- 
west. 


ED 235 678 
Studies on Immersion Education. A Collection 
for United States Educators. 


ED 239 509 
Tests, Achievement, and Bilingual Students. 


ED 238 907 
Office of Career Education (ED), Wash- 


ingien, DC. 

eople Helping People: A Guidebook on Dissemi- 
nation through Peer Interaction. The Northwest 
Connection. 


ED 239 177 
Office of Child Development (DHEW), 
Washington, D.C. 
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Sng het OSS eee 
ugh Psychoanalytic Social Work with 
Theis Parents Preliminary Final Report. Volumes 


= 235 901 
Getting a Head Start on Prewriting Skills. 
ED 235 920 
A Parent Education Program in the Pediatric 
Clinic. Final Report. 


ED 237 246 


Office of Child Development (DHEW), 
Washington, D.C. Day Care Services Div. 
Model Child Care Licensing Standards for Indian 
Reservations. 
ED 235 953 
Office of Consumer’s Education (ED), 


Washington, DC 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 
ED 233 536 
Office of Educational Research and Im- 
provement (ED), W: DC. 
Computers in Education: Realizing the Potential. 
Chairmen’s Report of a Research Conference, 
Pittsburgh, Pennsylvania, November 20-24, 1982. 
ED 235 783 
Computers in Education: Realizing the Potential. 
Report of a Research Conference, 
Pennsylvania, November 20-24, 1982. 
ED 235 784 
Office of Educational Research and Im- 
provement (ED), Washington, D.C. Na- 
tional Diffusion Network. 
Futureprint. California Demonstration Program 
in Reading: De Anza Junior High School. Elev- 
enth Annual Report. 
ED 240 154 
Futureprint. Evaluation Handbook: De Anza Ju- 
nior High School. 
ED 240 155 


Office of Education (DHEW), Washing- 
ton, D.C. 

History of the Balkans: Eighteenth and Nine- 
teenth Centuries. Volume 1. The Joint Committee 
on Eastern Europe Publications Series. No. 12. 

ED 236 093 
History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 

ED 236 094 
Fase Training Institute for Service to the Deaf. 

(California State University, Fuller- 

= California, July 31-August 11, 1978). 

ED 234 781 
Northern Nevada ESL Teacher Training Project 
Handbook. An Evaluation of the Laubach 
Streamlined Series and the Clovis Life Skills 
Modules. 

ED 239 031 
Parents and Reading: A Guide to Home Activities 
for Children. Centering On. 

ED 236 526 
Sight on Sites: An Approach to Coping with 
Teacher Stress—Preventing Burn-out. 

ED 236 131 
Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 


Office of Education (DHEW), Washing- 
ton, D.C. Office of Environmental Educa- 
tion. 
Energy Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 
ED 233 842 
Office of Elementary and Secondary Edu- 
cation (ED), Washington, DC. 
Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 
ED 233 944 
A Gifted Model Designed for Gifted Students in 
a Small, Rural High School. Post-Evaluation De- 
sign 1981-82. 
ED 233 847 
Office of Elementary and Secondary Edu- 
cation (ED), Washington, DC. Indian Edu- 
cation Programs. 


Office of Naval Research, Washington, D 687 


A Choctaw Anthology. 


N A History of the Now ~ Aid 

Novela sag oa 
Changes- 

Fifth- -Eighth Grade Navajo Bilingual Dicaiearal 

Social Studies Curriculum. 


ED 235 970 
Novel Changes-A History of the Navajo People 


Teacher's Guide. “Eighth Grade Navajo Bi- 
lingual-Bicultural Social Studies Curriculum. 

ED 235 971 
The Status of Educational Attainment and Perfor- 
mance of Adult American Indians and Alaska Na- 
tives. 

ED 237 249 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 

ED 235 968 


Teaching Guide for Indian Literature. Volume I. 
Reading Level 1-8. 

ED 235 967 
Office of Elementary and Secondary Edu- 
cation (ED), Washington, DC. Migrant 
Education 


the Vocational/Employment Needs 
| Sow cd Youth: Needs Assessment Report. A 
veteran Youth and Vo- 
cational = dente in ticut and Nation- 
wide. 
ED 237 262 
Choices for phe nd Youth. Ideas for Action in 
Education and 
ED 239 801 
Migrant Counselor’s Guide. 
ED 238 638 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 
ED 233 836 
Office of Gifted and Talented (ED), Wash- 


DC. 
A Compendium of Quotations by the Secretary 
on Education Issues and the Role of the Federal 
Government in Education. Part I-1983, Part 
II-1982. 
ED 235 556 
A Parent’s Guide to the Education of Preschool 
ED 233 529 
Office of Human Development Services 
(DHHS), Washington, D.C. 
Computerized Coordinated Service Center: A 
Comparison of Service Methodologies and Costs 
in the Urban and Rural Aree. 
ED 237 721 
Extending Family Resources: A Project of Na- 
tional Significance. Second Edition. 
ED 233 541 
Perceived Needs of Developmentally Disabled 
Skilled Care Facility and Intermediate Care Facil- 
ity Residents as Compared to Their Non-institu- 
tionalized Peers. 
ED 237 665 
Office of Indian Education (ED), Wash- 
D.C. 
tor’s Handbook-Highline Indian Tutoring Pro- 
gram. 
ED 239 787 


Office of Inspector General (ED), Wash- 
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port gress: 
1983-September 30, 1983; No. 7. (Submitted pur- 
suant to Public Law 95-452). 
ED 238 183 
Semi-Annual Report to Congress: October 1, 
1982-March 31, 1983; No. 6. (Submitted pursuant 
to Public Law 95-452). 
ED 233 492 
Office of Juvenile Justice and Delinquent 
Prevention (Dept. of Justice), Washington, 
D.C, 
Criminal Justice in America. 
ED 238 766 
Improving the Quality of Youth Work: A Strategy 
for Delinquency Prevention. 
ED 235 393 
It’s Your Move: Juveniles in Adult Jails and Lock- 


ups. 
ED 233 262 
Of Codes and Crowns: The Development of Law. 
Instructor’s Manual. Law-in-Social Studies Series. 
ED 238 764 
Of Codes and Crowns: The Development of Law. 
[Student’s Book] Law-in-Social Studies Series. 
ED 238 765 


Office of Libraries and Learning Resources 
(DHEW/OE), Washington, D.C. 


Alternative Materials in Libraries: A Handbook. 
ED 234 812 


Office of Libraries and Learning Technolo- 
gies (ED), W: 


DC, 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 


ED 235 794 


Office of Naval Research, Arlington, Va. 
Personnel and Training Research Pro- 


grams Office. 
An Application of a Multidimensional Extension 


of the Two-Parameter Logistic Latent Trait 
Model. 


ED 240 168 
Classifying Bugs Is a Tricky Business. 
ED 237 053 
Comparison of IRT Observed-Score and True- 
Score "Equatings.’ 


ED 236 207 
Effect of Noise in the Three-Parameter Logistic 
Model. 


ED 235 216 
Estimating the Imputed Social Cost of Errors of 
Measurement. 

ED 237 533 
Estimation of Two-Parameter istic Item Re- 
sponse Curves. Research Report 83-1. Mathemat- 
ical Sciences Technical Report No. 130. 

ED 240 159 
Felicity Conditions for Human Skill Acquisition: 
Validating an Al-Based Theory. Cognitive and In- 
structional Sciences Series. 

ED 238 727 
peey vase 4 Theory: A Mathematical Framework 
for Stochastic Parallel Processing. 

ED 239 868 
Information Engineering: On-Line Analysis of In- 
formation Search and Utilization. Technical Re- 
port No. 9. 

ED 234 798 
Information Loss Caused by Noise in Models for 
Dichotomous Items. 

ED 235 215 
An Investigation of Methods for Reducing Sam- 
pling Error in Certain IRT Procedures. 

ED 236 211 
A Latent Trait Model for Differential Strategies in 
Cognitive Processes. 

ED 235 220 
MENO-II: An Al-Based Programming Tutor. 

ED 237 054 
The Next Word on Verbal Ability. 

ED 236 572 
Proceedings of the Conference on Joint Problem 
Solving and Microcomputers (San Diego, Califor- 
Pom March 31 - April 2, 1983). Technical Report 

o. 1. 

ED 238 397 
PROUST: Knowledge-Based Program Under- 
standing. 

ED 237 055 
Representation in Memory. 

ED 235 770 
User Centered System Design: Papers for the CHI 
*83 Conference on Human Factors in Computer 
Systems. 

ED 238 416 


Office of Naval Research, Washington, 
D.C. 


Adaptation to Work: An Analysis of Employee 
a Withdrawal and Change. Working Paper 
82-19. 

ED 237 899 
He of Withdrawal Behaviors. Working Paper 
83-10. 

ED 237 887 
Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for its Investigation, 
and Practical Applications, April 1-September 30, 





Office of Naval Research, Washington, D 


ED 236 753 


Procedural Instructions: The In- 
fluence of Comprehension Monitoring Strategies 
and Instructional Materials. Technical Report 
No. 10. 

ED 236 333 
i from Multimedia Instruc- 
tions: * Effects of Film and Practice. 
ED 239 598 
Reality Shock and Commitment: A Study of New 
Employees’ Expectations. 
ED 237 852 


ington, D.C. 
Handbook of Job Analysis for Reasonable Ac- 
commodation. Personnel Management Series. 
ED 236 331 
Tailored Testing Theory and Practice: A Basic 
Model, Normal Ogive Submodels, and Tailored 
Testing Algorithms. 
ED 236 180 
Office of Personnel Management, Wash- 
ington, DC. Training Resources Manage- 


ment Div. 
Evaluating the Impact of Training: A Collection 
of Federal Agency Evaluation Practices. 
ED 235 240 


Office of Policy Development, Washing- 


DC. 
Federal Strategy for Prevention of Drug Abuse 
and Drug Trafficking, 1982. Prepared for the 
President Pursuant to the Drug Abuse Office and 
Treatment Act of 1972. 


ED 234 289 


Office of Postsecondary Education (ED), 
Washington, DC. 
Higher Education Opportunities for Minorities 
and Women. Annotated Selections, 1983 Edition. 
ED 239 555 
Postsecondary Education in the U.S. Territories. 
ED 233 664 


Alliances in Health and Education: "Serving 
Youngsters with Special Needs [and] Instructor’s 


ED 236 883 
Assessing the Vocational Interests of Those with 
Epilepsy. Draft. 

ED 236 880 


The ee « of Integrating Students with Se- 
vere Disabilities. 
The Changing N ED 236 831 
i ature of Assessment in Public 

Schools: Trends. 

ED 236 828 
Characteristics of the Time-Series Data Collected 
through Curriculum-Based Reading Measure- 
ment. 

ED 236 197 
Classroom Teachers’ Attributions for Students 
Exhibiting Different Behaviors. 

ED 236 848 
Communication of IEP Goals and Student 
Progress among Parents, Regular Classroom 
Teachers, and Administrators Using Systematic 
Formative Evaluation. 

ED 236 842 
A Comparison of Standardized Achievement 
Tests and Direct Measurement Techniques in 
Measuring Pupil Progress. 

ED 236 198 
Criteria for Identifying LD Students: Definitional 
Problems Exemplified. 

ED 236 841 
Curriculum-Based Measurement: Effects on In- 
struction, Teacher Estimates of Student Progress, 
and Student Knowledge of Performance. 

ED 236 196 
The Education of the Handicapped Adolescent: 
The Transition from School to Working Life. 

ED 237 213 
The Effectiveness of ~ 7 Education: A Direct 
Measurement Approach. 

ED 236 846 


The Effects of Training Teachers in the Use of 
Formative Evaluation in Reading: An Experimen- 
tal-Control Comparison. 

ED 236 189 
EXETRA Perspectives: Concepts in Therapeutic 
Recreation. 

ED 234 532 
Factors Influencing the Agreement between Vi- 
sual and Statistical Analyses of Time Series Data. 

ED 236 194 
For Parents of Handicapped Children: Tips for 
Working with School Personnel. For Your Infor- 
mation. 

ED 236 902 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 

ED 236 903 
Hand-In-Hand: Parents and Educators Building a 
Partnership. 

ED 236 814 
Heuristic Methods for the Mildly Handicapped: 
Research Report and Manual for Teaching Lan- 
guage Arts and Reading. Final Report. 

ED 239 469 
The Impact of the Structure of Instruction and the 
Use of Technically Adequate Instructionai Data 
on Reading Improvement. 

ED 236 193 


The Importance of Scorer Bias to Handicapped 
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Guide to Special Information in Scientific and En- 
gineering Journals. 
ED 234 778 


San Diego State Univ., Calif. National Or- 
igin Desegregation Assistance (Lau) Cen- 


Special Education and the Bilingual Child. Pro- 
ceedings of Conference Held at Pasadena Hilton 
(Pasadena, California, December 3, 1981). 
ED 239 450 
San Francisco Foundation, Calif. 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 
ED 239 744 
San Francisco Univ., CA. School of Educa- 
tion Faculty Association. 
Mission, Goals, and Deeds: A Report to the Uni- 
versity President. 
ED 234 691 


San Jose State Univ., CA. Dept. of Spe- 
cial Education. 
What Counselors, Educators and Psychologists 
Should Know about the Hispanic Culture in Order 
to Work More Effectively with Hispanic Excep- 
tional Students and Their Parents. 
ED 238 623 


San Jose Unified School Calif. 
Project R-3 Flowcharting Handbook. A Motiva- 
tional Program Emphasizing Student Readiness, 

Subject ow swe and Learning Reinforcement 

through Individualized Instruction, Intensive In- 

volvement, and Gaming Simulation. Revised Edi- 
tion. 
ED 239 840 


San Jose Union Elementary Schooi Dis- 


Calif. 
Project PEAK (Professional Exchange of Aca- 
demic Knowledge). 


ED 240 116 
San Juan Unified School District, Car- 


michael, Calif. 
Evaluation of the SED Program for Young 





Institution Index 


Adults: 1980-81 Schooi Year. A Special Study in 
Special Education. 

ED 233 537 
An Examination of the Relative Efficiency and 
Usefulness of Computer-Assisted Individualized 
Education 

ED 236 861 
How to Streamline Your IEP: A Special Educa- 
tion Handbook on Computer-Assisted Individual- 
ized Education Programs. 

ED 236 859 

San Marcos Unified School District, CA. 

Computer Literacy. 

ED 239 612 
Mighty Mustang Memo. 

ED 239 996 


San Mateo County Office of Education, 
Redwood City, CA. 
Comprehensive Needs Assessment. Revised. 
ED 238 111 
Creative Problem Solving in Quality Circles. 
ED 238 112 
An Effective Time and Management Strategy in 
Quality Circles. 
ED 238 113 


Facilitation Skills in Quality Circles. 

ED 238 114 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 

ED 238 115 


Governing Board Meeting Management Check- 
list. 


ED 234 474 
Instructional Aides. 


Job Planning Manual and S' ; 
ED 237 788 


Making Decisions in Quality Circles. 

ED 238 116 
Managing Quality Circles Effectively. 

ED 238 117 
Parent Guide to Special Education Rights and 
Responsibilities. 


ED 238 119 


ED 234 596 
Quality Circle Competencies. 
ED 238 190 
Questionnaires: Their Development and Use. 
ED 236 204 
Regional Occupational Program (ROP) Office 
Occupations Entry Standards Assessment. 
ED 237 817 
~ and Relationship Grid: Board/Superinten- 
ent. 
ED 234 471 
Setting Priorities: A Handbook of Alternative 
Techniques. 
ED 238 120 
Team-Building in Quality Circles. 
ED 238 118 
Work Attitudes Handbook. A Unit of Study To 
Teach Students Positive Work Attitudes. 
ED 237 787 
San Mateo County Office of Education, 
Redwood City, CA. Curricular/Pupil Per- 
sonnel Services Program. 
Junior-Senior Guide, 1983-84. Northern Califor- 
nia High School. 
ED 235 454 
San Mateo County Office of Education, 
Redwood City, CA. SMERC Information 
Center. 
[Back to School Activities for the Elementary 
Teacher. Compiled from Six Issues of “Instruc- 
tor,” “Learning,” and “Teacher” Magazines.] 
ED 240 053 
Character Education. 
ED 235 064 
[Classroom Ideas for Elementary Substitute 
Teachers. Compiled from Nine Issues of “Instruc- 
tor,” “Teacher,” “Learning,” and “Grade 
Teacher” Magazines.] 
ED 240 052 


The Educator’s Digest of Reform: A Comparison 
of 16 Recent Proposals for Improving America’s 
Schools. 
ED 236 153 
on Policies of San Mateo County School 
icts. 
ED 233 463 


Merit Pay and Master Teachers. SMERC Alert! 
Information for Professional Excellence. 

ED 238 108 
[Patriotism and the American Flag. Articles Com- 
piled from Nine Issues of “Instructor” and 
“Grade Teacher Magazines.] 

ED 239 931 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 


ED 236 807 
Suggestopedia: A New Way to Learn. 


ED 235 063 
Teaching Critical Thinking Skills. 
ED 235 062 
[Valentine’s - A Activities Compiled from 
Eleven Years of F Issues of Instructor 
Magazine, 1973-1983.] 
ED 238 827 
San Mateo County Superintendent of 
Schools, Redwood City, Calif. Educational 
Resources Center. 
The One Minute Computer Guide for Special Ed- 
ucators. A Selected Listing of Resources. 
ED 235 672 


San Mateo Office of Education, Redwood 
City, CA. 
Instructional Aides: Employment, Payroll Proce- 
dures, Supervision, Performance Appraisal, Legal 
Aspects. 
ED 238 824 
San Rafael City Schools, Calif. 
San Rafael Schools Exhibit. 
ED 239 340 
Santa Clara County Health Dept., San 
Jose, Calif. 
Santa Clara County Asian Health Survey: Meth- 
odology. 
ED 236 268 


Santa Cruz County Office of Education, 
CA. 
Community Study. A Guide for Teachers. 
ED 238 741 
Santa Fe Community Coll. Board, NM. 
Santa Fe Community College Facilities Space 
Needs Study. 
ED 238 458 


Santa Fe Community Coll., Gainesville, 
Fla, 


Life Skills for the Incarcerated: Evaluation of 
Staff Experience. Final Report. 

ED 237 829 
A Model Program for Sex Equity in Vocational 
ey Final Report from July 1, 1982 to June 


ED 233 161 
Santa Fe. Div. of Vocational Education. 


Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 
ED 235 378 


Santa Maria Joint Union High School 
District, Calif. 
[Educational Reform and Discipline Policy Ad- 
vertisement.] 
ED 238 105 
Santa Maria Joint Union High School Handbook. 
tudent Behavior Code.] 
ED 237 920 
Tell Me Tours. 
ED 239 344 


Santa Rosa City Elementary and High 
School District, Calif. 
Coordinated Academic English 1-2/World His- 
tory. 
ED 239 998 
Sarasota County Public Schools, FL. 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 
ED 235 643 


Save the ee ig Be 
Copi 


Caring, 
= bey of 
th, Albuquerque, New Mexico, September 


lex. 
lenges for the 80's. 
ne vm oe Indian Child Confer- 
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12-16, 1982). 

ED 234 936 

Save the Children, Westport, CT. 

Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 

ED 239 830 
Caring, Coping, Change: Challenges for the 80’s. 
A Report of th the National Indian Child Confer- 
ence (4th, Albuquerque, New Mexico, September 
12-16, 1982). 

ED 234 936 
Measuring the Child Quality of Life: Issues and 
Options. 

ED 237 199 
Para Cerrar la Brecha: Un Enfoque Participativo 
para la Educacion en Salud y Nutricion (Bridging 
the Gap: A Participatory Approach to Health and 
Nutrition Education). 

ED 239 831 


Schenectady County Public Library, NY. 
Problem Patron Manual. 
ED 235 824 


School = International Training, Brett- 
leboro, V: 
Final Aa of the Haitian/English Language 
Project. 
ED 238 252 


Scientific Manpower Commission, Wash- 
D.C, 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Salary Surveys. Eleventh Edition. 
ED 237 333// 
Supply and Demand for Scientists and Engineers. 
Second Edition. 
ED 239 849 
Scioto Valley Local School District, Pike- 
ton, Ohio. 
Using Billboard Posters to Promote Adult Basic 
Education Public Awareness and Recruitment in 
Ohio. Program Report. 
ED 233 237 
Scottish Council for Research in Educa- 
tion. 
The Scottish Council for Research in Education: 
Fifty-Fifth Annual Report 1982-83. 
ED 238 837 
SEARCH Group, Inc., Sacramento, Calif. 
Criminal Justice Information Policy. Privacy “and 
Juvenile Justice Records. 
ED 237 857 
Seattle School District 1, Wash. 
Selected Multicultural Instructional Materials. 
ED 240 217 
Sentry Insurance, Stevens Point, Wis. 
Attitudes toward the Skilled Trades: Employment 
Issues in the Precision Metalworking Industry. 
ED 235 327 
Sequoia Union — School District, Red- 
wood City, Calif. 
Peninsula Academies Program. 
ED 239 608 
Seville Research Corp., Pensacola, Fla. 
Processes of Skill Performance: A Foundation for 
the Design and Use of Training Equipment. Final 
Report, June 1978-July ‘1982. 
ED 239 583 
Shawnee Mission Public Schools, Kans. 


Microcomputers in Vocational Home Economics 
Classrooms in USD #512. 


ED 235 330 
Shawsheen Valley Regional Vocational- 
Technical High School, Billerica, Mass. 
Automobile Mechanic Assi Work Sampl 
ED 236 421 





Automotive Work Sample. 

ED 236 422 
Bagger Work Sample. 

ED 236 423 
Clerical Machine Operator Work Sample. 

ED 236 424 
Color Discrimination Work Sample. 


ED 236 425 
Drafting Work Sample. 
ED 236 426 
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Drill Press Work Sample. 

ED 236 427 
Electricat Wiring Work Sample. 

ED 236 428 
Electronics Assembly Work Sample. 

ED 236 429 
Finger Dexterity Work Sample. 


Manual Dexterity Work Sample. 


ED 236 430 


ED 236 431 
Small Parts Assembler Work Sample. 


ED 236 432 
Sheboygan County Federated Library Sys- 
Wi. 


tem, 
Study of the Communications Needs of the Fox 
Valley Interlibrary Loan Network. Final Report. 
ED 233 718 


Sheridan County School District Number 
One West, Ranchester, WY. 
An Evaluation of the Sheridan County School 
District Alternative School Schedule, 1982-83. 
ED 236 210 


Sheridan School District 2, Englewood, 


Certificated Employee Evaluation Handbook. 
ED 238 102 
Social Studies Curriculum Guide. 
ED 236 081 
Sigma XI, The Scientific Research Soci- 


Homework Compliance in Marital and Family 
Therapy: A Comprehensive Analysis. 
ED 239 133 


’ Learning 
from Teaching. Final Report: Appendices. (Vol- 
ume Two). 

ED 237 498 
Students’ Cognitive Processes While Learning 
from Teaching. Final Report (Volume One). 

ED 237 497 


Simon’s Rock of Bard Coll., Great Bar- 


MA, 
A Case for Educational Restructuring. Confer- 
ence at Simon’s Rock of Bard College (Great Bar- 
rington, Massachusetts, January 1981). 
ED 236 123 
Skagit Valley Coll., Mount Vernon, Wash. 
Developing a Curriculum for a Word Processing 
Certificate. Final Report. 
ED 236 340 
Skoloverstyrelsen National Board of Edu- 
cation, Stockholm ( 


Sweden). 
The Research Programme of the National Swed- 
ish Board of Education. 


ED 234 057 
Science Subjects-An Evaluation of Student 
Achievement and Attitudes in International Per- 
spective. (IEA Science II). 

ED 237 321 


Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 
gram. 

ED 234 159 
An Evaluation of the Targeted Jobs Demonstra- 
tion Program. [Final Report]. 

ED 234 158 

SMB Economic Research, Inc., Washing- 


DC. 
Federal Service Mandates in Education: A Pre- 
liminary Assessment. 


ED 238 161 


ork. 

The Legal Issues of Female Inmates. 

ED 233 288 
Social Science Education Consortium, Inc., 
Boulder, Colo. 
Data Book of Social Studies Materials and Re- 
sources. Volume 9. 

ED 240 010 


Law in U.S. History: A Teacher Resource Man- 
ual. Revised. 

ED 233 961 
Law-Related Education Evaluation Project, Final 
Report. Phase II, Year 2. 

ED 237 393 
Using Microcomputers in the Social Studies 
Classroom. 


ED 233 967 
Social Science Research Council, London 


Secondary School Children’s Understanding of 
Mathematics. A Report of the Mathematics Com- 
ponent of the Concepts in Secondary Mathemat- 
ics and Science Programme. 
ED 237 363 
Social Science Research Council, New 
York, N.Y. 
History of the Balkans: Eighteenth and Nine- 
teenth Centuries. Volume 1. The Joint Committee 
on Eastern Europe Publications Series. No. 12. 
ED 236 093 
History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 
ED 236 094 
The Length and Characteristics of Women’s Life- 
time Work Experience. 
ED 233 212 


Society for Participatory Research in Asia, 
New Delhi (india). 
Creating Knowledge: A Monopoly? Participatory 
Research in Development. Participatory Re- 
search Network Series No. 1. 
ED 235 373 
Participatory Research: An Emerging Alternative 
Methodology in Social Science Research. Partici- 
patory Research Network Series No. 2. 
ED 235 374 
Participatory Research. An Introduction. Partici- 
patory Research Network Series No. 3. 
ED 235 375 


Society for Research into Higher Educa- 
tion, Ltd., London (England). 
Higher Education and the Labour Market. SRHE 
Monograph 43. 

ED 233 611 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
Professioralism and Flexibility in ing. 
SRHE Monograph 49. 

ED 233 620 
Resources and Higher Education. SRHE Mono- 
graph 51. 

ED 233 627 
The Sturcture & Governance of Higher Educa- 
tion. SRHE Monograph 52. 


ED 233 626 
Technical Aids to Teaching in Higher Education. 
Third Edition. 
ED 238 403 
Society for Technical Communication, 
Washington, D.C. 
Proceedings: International Technical Communi- 
cation Conference (30th, St. Louis, Missouri, May 
1-4, 1983). 
ED 239 263 


Society for Values in Higher Education, 
New Haven, Conn, 
In Opposition to Core Curriculum. Alternative 
Models for Undergraduate Education. Contribu- 
tions to the Study of Education, Number 4. 
ED 236 976// 
Society of Professors of Education, Wash- 
ington, D.C. 
Developing a Career in the Academy: New Pro- 
= in Education. SPE Monograph Series 
; ED 236 127 
SoHaR Inc., Los Angeles, C. 
The Introduction of Software Tools. Final Report. 
ED 233 687 
Solana Beach Elementary School District, 
Calif. 


Institution Index 


Math and Beyond. 
ED 239 926 
Solidaridad Humana, New York, NY. 
Spanish Literacy Investigation Project. 
ED 234 182 


Univ. (England). 
Women, Class and Adult Education. 
ED 234 156 
South Asian American Education Associa- 


Stockton, CA. 
Home-School-Community Linkages: A Study of 
Educational Opportunity for Punjabi Youth. Final 
Report. 

ED 236 276 

South Atlantic Regional Resource Center, 

Plantation, FL. 

Principal’s Desk Reference to the Education of 
Handicapped Chiidren. 
ED 236 817 

South Australia Education Dept., Ade- 


laide. 
Into the 80s: Our Schools and Their Purposes. 
ED 238 129 


South Carolina State Dept. of Education, 
Columbia. 
Basic Skills Assessment Program: Questions and 
Answers. 
ED 237 517 
Computer Literacy. 
ED 233 683 
Requirements for Teacher Education and Certifi- 
cation. 
ED 234 033 
South Carolina State Dept. of Education, 
Columbia. Office of Federal Programs. 
oo I as an Educational Resource in South Caro- 


ED 234 112 
South Carolina State Dept. of Education, 
Columbia. Office of Programs for the 
The Care and Use of a Child’s Hearing Aid: A 
— Guide for Parents, Teachers, and Chil- 
en. 
ED 236 872 
Guidelines for Case Selection and Prioritizing Pu- 
pils for Participation in Speech/Language Pro- 
grams/ Services. 
ED 236 873 
South Carolina State Dept. of Education, 
Columbia. Office of Research. 
South Carolina Statewide Testing Program 1983: 
Summary Report. Office of Research, Report Se- 
ries, Volume One/Number 71. 
ED 240 151 
South Carolina State Dept. of Education, 
Columbia. Office of Vocational Education. 
Agricultural Education Graduates’ Attitudes 
toward Teaching Vocational Agriculture in South 
Carolina. 
ED 234 165 
Agriculture-Floriculture. Kit No. 104. Instruc- 
tor’s Manual and Student Learning Activity 
Guide. 
ED 233 208 
The Bar Tack Machine. Module 16. 
ED 233 203 
The Blindstitch Machine. Module 11. 
ED 233 198 
The Buttonhole Machine. Module 13. 
ED 233 200 
The Button Sew Machine. Module 12. 
ED 233 199 
The Chainstitch Machine. Module 18. 
ED 233 205 
Clothing and Textile Student Modules. 
ED 233 186 
The Double-Needle Felling Machine. Module 17. 
ED 233 204 
Electricity Test Construction Project [with Forms 
A, B, and C]. 
ED 234 166 
A Field Test of Industrial Sewing Curriculum Ma- 
terials. Student Achievement. 


ED 233 128 





Institution Index 


A Guide for Prevocational Education Programs in 
South Carolina. 

ED 235 386 
Human Development Student Modules. 

ED 237 638 
Industrial Sewing Classroom Delivery System. 
Teacher’s Guide. 

ED 233 176 
Instructor’s Guide for Clothing and Textiles Stu- 
dent Modules. 

ED 233 187 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 
The Knife Machine. Module 15. 

ED 233 202 
Mathematics in the Needle Trades. Computing 
Piecework. Module 2. 

ED 233 189 
The Serger (Overlock) Machine. Module 10. 

ED 233 197 
The Single Needle Lockstitch Machine. [Con- 
structing and Setting Pockets.] Module 9. 

ED 233 196 
The Single Needle Lockstitch Machine. [Con- 
structing and Setting Sleeves.] Module 7. 

ED 233 194 
The Single Needle Lockstitch Machine. [Con- 
structing Darts.] Module 3. 

ED 233 190 
The Single Needle Lockstitch Machine. [Making 
and Setting Cuffs.] Module 6. 

ED 233 193 
ia Single Needle Lockstitch Machine. Module 


ED 233 188 
The Single Needle eee Machine. [Setting a 
Collar.] Module 5 

ED 233 192 


The Single Needle Lockstitch Machine. [Setting 
Zippers.] Module 8. 


ED 233 195 
The Single sets Lockstitch Machine. [Sewing 
Seams.] Module 4. 


ED 233 191 
South Carolina Trade Examinations Handbook. 


ED 240 152 
Special Attachments. Module 19. 


Special Operation. Module 20. 

ED 233 207 
Teaching Reading in Vocational Education. 

ED 233 177 
Welding. 

ED 233 175 
The Zig Zag Machine. Module 14. 


ED 233 201 


Southeast Community Coll., Lincoln, 
Nebr. 


Computer Literacy Data Processing Occupations. 
Competencies for Articulation. 


ED 233 206 


ED 234 151 
Residential Construction. Competencies for Ar- 
ticulation. 


ED 234 152 
Southeastern Ohio Council of Teachers of 


Computers in Teaching English. 
ED 239 296 
Southeastern Regional Council for Educa- 
tional Improvement, Research Triangle 
Park, N.C. 
An Analysis of the ECIA Chapter One Formula 
for Allocating Compensatory Education Grants 
to Local Education Agencies. Selected Mono- 
oo in Educational Policy Research, Number 


ED 235 574 
Schooling & Technology. Volume 1: State-Level 
Policy Initiatives. 
Schooling & Ti Vol bs the New 
00) ‘echnology. Volume ew 
Education: Student, Teacher, Unlimited Informa- 
tion. 
ED 235 576 


Southeast Florida Educational Consortium, 
Miami. 


5 Serene nee Se Bentey Bute 
Among Southeast Florida Educational Consor 


Southwest Texas State Univ., San Marcos. 


tium Institutions. A Report to the Board of Direc- 
tors. 


ED = = 
Student Panes Information Service. A 
port to the Board of Directors. 
ED 238 334 
Southeast Kansas Area Vocational-Techni- 
cal School, Columbus. 
The Effects of Small Using 
Structured Activities on the ——_ of Dis- 
advantaged Post-Secondary Students. 
ED 234 143 
Southeast Missouri State Univ., Cape 
Girardeau. 


Effective Consumerism. 
Estate Planning. 

ED 234 234 
Health Care and Services for Consumers. 

ED 234 233 
Senior Citizen Self Revitalization Manual and 
Guide. A Community Approach. 


ED 234 232 


ED 234 212 
Southern Association of Colleges and 


Atlanta, Ga. 
Draft of a Model for Vocational Student Assess- 
ment. 


ED 236 357 
Southern Association of Community and 
Junior 
Faculty Evaluation as a Measure of Or; 
tional Productivity. Southern Association of 
Community and Junior Colleges Occasional Pa- 
per, Volume 2, Number 1. 
ED 235 866 


Southern Education Foundation, Atlanta, 


Coping Strategies: Retaining Black Students in 
College. 

ED 235 741 
Factors Related to the Postbaccalaureate Careers 
of Black Graduates of Selected Four-Year Institu- 
tions in 

ED 235 740 
Networking and Mentoring: A Stud 
Cross-Generational Experiences of Blac 
Graduate and Professional Schools. 

ED 235 745 


Southern Illinois Univ., Carbondale. 
An Annotated Bibliography of the Access and 
Choice Issue in Higher Education. 

ED 233 646 
Educational Resource Sharing. Conference Re- 
port. 

ED 239 026 
ae and be age ce Education Curricu- 
lum Planning Guide. Revised. 

ED 235 376 


Skills for Adapting to Change; Their Potential Im- 
pact, and Suggested Policies for Implementing 
Them. Final Report. 


ED 237 687 


A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tool Operations. 

ED 235 377 
Designing and Utilizing Mail Questionnaires in 
Educational Research. Monograph Series 83.1. 

ED 236 246 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 

ED 236 355 


Southern Regional Education Board, At- 


Ga. 
= Information on Higher Education, 


ED 235 748 
Factors That Influence the Financing and Cost of 
Medical Education. 
ED 235 713 
Clinical Teaching: The ADN Experi- 
an Pa ways to Practice. 


Management Flexibility and State 


ED 238 389 
f Regulation in 
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ED 234 705 
Trends in Medical Education in the South: Enroll- 
ments and Financing. 


ED 235 714 


Estimating the Bie 


unity Resource 
— on County Quality of Life. Final 
Report. 


ED 234 953 
Estimating the Effects of Community Resource 
Development Upon County Quality of Life. 

ED 238 635 
A Review and Cri of Rural Development Re- 
search in the -Grant System Since 1970- 
with Focus upon the South. SRDC Series 65. 

ED 238 654 


South Oklahoma City Junior 


Coll., Okla. 
The Development of Goals for Fiscal Year 1983. 
ED 234 855 


Southwest Educational Development Lab., 
Austin, Tex. 


Catalog of Resources on International Under- 
standing. 

ED 237 407 
Evaluation of Educational Software: A Guide to 
Guides. 


ED 237 064 
The Influence of Sex Roles on the Life Plans of 
Low-SES Adolescents. 

ED 235 434 
Information and the Economy: Policy Issues for 
Educators. 

ED 237 071 
Model Child Care Licensing Standards for Indian 
Reservations. 

ED 235 953 
R & D Speaks: Effectiveness of Microcomputers 
in Educational Applications. Conference Pro- 
ceedings (Austin, Texas, September 27-28, 1983). 

ED 238 569 
Two Views on Tuition Tax Credits. 

ED 239 336 


Southwest Missouri State Univ., Spring- 
field. 


Missouri Association of Future Homemakers of 
America, Adviser’s Handbook. 

ED 234 214 
Review and Update Contents of Drafting Curricu- 
lum Guides. Final Report. 

ED 234 218 


Southwest Regional Laboratory for Educa- 
tional Research and Development, Los 
Alamitos, Calif. 


Computer-Based Sentence-Combining Instruc- 
tion. Final Report. 

ED 239 307 
Computer Instruction on Sentence Combining. 

ED 239 580 
Computer Utilization in Composition Instruction 
Specifications. Final Report. 

ED 239 306 


Southwest Texas State Univ., San Marcos. 


Improving Study Habits and Attitudes in the Col- 
lege Content Class: A Replication Study. 

ED 234 372 
Teacher Recruitment and Retention Strategies for 
Smaller Schools. A Handbook for Superinten- 
dents and School Boards. 


ED 234 972 


Southwest Texas State Univ., San Marcos. 


Dept. of Occupational Education. 
Auto-Mechanics Course. Bilingual Vocational In- 


structional Materials. 
ED 234 205 
Bilingual Vocational Instructional Materials. 
ED 234 204 
Clerical/Secretarial Course. Bilingual Vocational 
Instructional Materials. 


ED 234 207 
Construction Trade Course. Bilingual Vocational 
Instructional Materials. 


ED 234 206 
Dental Assisting Course. Bilingual Vocational In- 
structional Materials. 

ED 234 208 
Food Service Course. Bilingual Vocational In- 
structional Materials. 
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ED 234 210 
Nursing/LVN Course. Bilingual Vocational In- 
structional Materials. 


ED 234 209 


Final Report on ESL Instruction for Adult Immi- 
grants from North & Central America. 
ED 238 249 


Extending Family R: A Project of N: 
i sources: ject of Na- 
ED 233 541 


Special Education — (ED/OS- 
Ansys of ee ting on Educa- 
mes «a ha of cel teks Students. 
Final Report. 


ED 239 468 
Careers in Special Education. 

ED 236 857 
pone —- on the Developmental Status 

of Handicapped Young Children: The Kent Infant 

Development Scale and the Minnesota Child De- 
velopment Inventory. 

= 235 a 
Classroom Behavior Management: eview 0! 
the Literature. Monograph No. 21. 

ED 236 839 
A Comparative 7s of Control and Display De- 
sign Which Affect Efficient Use of 
Communication Aids by the Severely Physically 
Disabled. Final Report, September 15, 1981-Oc- 
tober 15, 1982. 


ED 239 470 
Competency Based Parent Training Project. Final 
Report. Working Papers in Developmental Dis- 
biliti 


ED 235 671 
The Congruence between Reason for Referral and 
Placement Outcome. 
Dean’s Grant Pro Chall a 

’s it Projects: lenge ani e in 

Teacher Education. 

ED 237 471 
The Effect of Alternative Data-Utilization Rules 
on Spelling Achievement: An N of 1 Study. 

ED 236 844 
Improving Peer Acceptance of Mainstreamed 
Handicapped Children by Teacher Training. Final 
Report. 

ED 239 474 


Individualized Education Programs: A Naturalis- 
tic Study of the Match between Intent and Prac- 
tice. Executive Summary. Final Report. 
ED 234 538 
Investigating the Problem of Skill Generalization. 
ED 234 573 
Parent Surrogate Handbook. 
: ED 236 816 
Perspectives on Interagency Collaboration. 
ED 235 669 
Practical Implications of Research on Referral 
and Opportunity to Learn. Monograph No. 22. 
ED 236 840 
Principal’s Desk Reference to the Education of 
Handicapped Children. 


ED 236 817 


gram Assistance Report No. 11. 

ED 235 648 
Resource Catalogue for Teachers of Severely 
Handicapped Students. Program Assistance Re- 
port No. 10. 

ED 236 855 
Staff nrg 0 Needs in Special Education: A 
— Study. Program Assistance Report 


ED 236 854 
of Hearing Impaired and Nor- 
Aged Children. 

ED 239 467 

Variables Associated with Stress and Burnout of 

Regular and Special Education Teachers. Final 
Report. 

ED 239 471 

When Are Students Most 

gaged? Students’ yA Responding 


Different Instructional Ecologies. IRLD Re- 
search Report No. 119. 

ED 237 214 
When Handicapped Children Grow Up. 

ED 239 441 


Special Education Programs (ED/OS- 
ERS), Washington, DC. Div. of Educa- 
tional 


Services. 
Microcomputers in Special Education: Organiza- 
tional Issues. Microcomputers in the Schools—Im- 
plementation in Special Education. Information 
Product Number One. 


ED 238 221 
Microcomputers in the S is—I ti 
in Special Education. sg Study Report. 

ED 238 222 





tion Program. 

The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 

ED 233 524 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
Improving Your Child’s Listening and Language 

Skills: A Parent’s Guide to Language Develop- 

ment. 

ED 234 576 
Teaching Activities: Newborn to 36 Months. 
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ED 236 433 

University of South Alabama, Mobile. 

Written Communication Apprehension III: Treat- 
ment of Writing Apprehension in the Classroom. 
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ED 234 181 


University of the Pacific, Stockton, CA. 
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ED 238 616 
Vancouver Health Dept. (British Colum- 
bia). 
The Antecedents and Consequences of Maternal 
Adaptation in the Postpartum Period. Project Pre- 
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proval of Academic Degree Programs. Exhibit III: 
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ED 235 028 


pe and Cooling. A Resource Unit for Teach- 
— me in Science Project. Working Paper 
ED 236 021 
An Initial Framework. Learning in Science 
Project. Working Paper No. 1. 
ED 235 011 


The Learner’s Way and the Teacher’s Way. A 
Whole-Staff Workshop on Student Learning 
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ED 239 029 


Washington Association of Community 

Coll. Presidents. 

Your Education in Washington’s Community 
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ing at You” Alcohol Education Program 
1978-1981. Final Report. 


ED 234 298 
Washington Univ., Seattle. Coll. of Educa- 
_ of Washington Computer Use Survey. 

ED 238 401 
Washington Univ., Seattle. Dept. of Psy- 
chology. 


Institution Index 


The Next Word on Verbal Ability. 
ED 236 572 


Washington Univ., Seattle. School of So- 
cial Work. 
Child Welfare Practice in Rural Areas and Small 
Communities. Research Capsule No. 14. 
ED 239 783 


Washington Univ., Seattle. Washington 
Research 
Investigating the Problem of Skill Generalization. 
ED 234 573 
Washington Univ., St. Louis, Mo. 
Organizational Evaluation Systems and Student 
—— in Secondary Schools. Executive 
jummary. 


ED 236 066 
Organizational Evaluation Systems and Student 
= in Secondary Schools. Final Re- 


ED 236 067 


Washtenaw Intermediate School District, 
Ann Arbor, Mich. 
Instructional Strategies Grades K-6. Career De- 
velopment Assessment Series. 
ED 239 034 
Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 
ED 239 035 


Weber State Coll., Ogden, UT. Div. of 
Continuing Education and Community Ser- 
vices. 
The Mountain West and the World: International 
Connections and Alternative Futures. A Hand- 
book of 15 Activities for Secondary Classrooms. 
ED 238 768 


Weizman Inst. of Science, Rehovot (Is- 


rael). 
The Effect at Different Grade Levels of One and 
Two Years of Tutoring. Perach Tutorial Project. 
ED 235 000 


Westat Research, Inc., Rockville, Md. 
Maryland Accountability Program Report VII, 
School Year 1979-1980. 

ED 234 076 
Maryland Accountability Program Report VI, 
School Year 1978-1979. 

ED 234 075 
School District Perceptions of Federal Competi- 
tive Education Programs. Final Report. Initial Re- 
lease September 1981. Fast Response Survey 
System. 

ED 234 490 


West Chester Univ., PA. 
Sisterhood Surveyed. Proceedings of the Mid-At- 
lantic Women’s Studies Association Conference 
(West Chester, Pennsylvania, October 1-2, 1982). 
ED 239 567 


Western Association of Summer Session 
Administrators. 
Relationships of Selected Factors to Summer Ses- 
sion Organizational Structure. 

ED 235 734 


Western Australia Education Dept., Perth. 
Coping With Curriculum. Papers and Proceedings 
of the National Workshop on Distance Education 
(2nd, Perth, Western Australia, July 13-15, 1983). 

ED 237 302 
Legitimizing Provision for Gifted Children: An 
Australian Perspective. Discussion Paper No. 12. 
ED 233 525 

Western Australian Inst. of Tecnology, 

Bentley. Science and Mathematics Educa- 

tion Centre. 

An Approach to Introducing Computing to Prac- 
ticing Science and Mathematics Teachers. Tech- 
nical Report 7. Technical Report Series. 

ED 233 892 
An Approach to the Continuing Professional De- 
velopment of Science and Mathematics Educa- 
tors. Technical Report 8. Technical Report Series. 


ED 233 891 
A Guide to School Self-Evaluation. Technical Re- 
port 4. Technical Report Series. 


ED 233 890 
Western Australia Science Education As- 





Institution Index 


sociation. 
Annual Science Education Conference (9th, Mur- 
doch University, Perth, Western Australia, Sep- 
tember 23, 1983). 
ED 235 007 
Western Montana Dillon 
Teacher Education for Rural Schools: The West- 
ern Montana College Model. 
ED 237 252 


Western Rural Development Center, Cor 


Perceived Well-Being and Personal Stress in an 
Energy Boom Town: Contrasts and Similarities 
Across Divergent Groups. 

ED 233 870 
Understanding Community Development. A 
Guide for Native Americana Community Leaders 
and Professionals. Participant’s Manual. A Train- 
ing Packet Developed for and in Cooperation with 
Native American Tribal Leaders. 

ED 233 860 
Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Trainer’s Manual. A Training 
Packet Developed for and in cares with 
Native American Tribal Leaders 

ED 233 859 


Western States Technical Assistance Re- 
Monmouth, Oreg. 
Perspectives on Interagency Collaboration. 
ED 235 669 


Westinghouse National Issues Center, Co- 
lumbia, MD.. 
Improving the Quality of Youth Work: A Strategy 
for Delinquency Prevention. 
ED 235 393 


West New York School District, NJ. 
Master Plan for Educational Facilities: West New 
York, Hudson County, New Jersey. 
ED 234 469 


West Virginia Rehabilitation Research and 
bar. 
Computer Assisted Rehabilitation Service Deliv- 


ery. 
ED 237 743 
Marketing: A How-to Book for VR. 


ED 237 741 


West Virginia State Dept. of Education, 
Charleston. Bureau of Vocational, Techni- 
cal, and Adult Education. 
Competency-Based Curriculum for Prevocational 
Exploration. Marine/Fresh Water. 
ED 236 325 
Competency-Based Curriculum for Prevocational 
Exploration. Personal Service. 
ED 236 324 
Do You Read Me? Business and Office: Reading 
Development Activities Guide. 
ED 237 815 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 
ED 237 812 
Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 
ED 237 813 
Do You Read Me? Service Supplement: Reading 
Development Activities Guide. 
ED 237 814 
National Survey of Training Services to Business 
and Industry through Vocational Education. 
ED 237 773 


West Virginia State Dept. of Health, 
Charleston. West Virginia Developmental 
Disabilities Planning Council. 
Opening Doors for West Virginians with Autism: 
A Comprehensive State Plan. 
ED 233 506 


West Virginia State Vocational Curriculum 
Lab., Cedar Lakes. 
Competency-Based Curriculum for Prevocational 
Exploration. Marine/Fresh Water. 
ED 236 325 
Competency-Based Curriculum for Prevocational 
Exploration. Personal Service. 
ED 236 324 
Do You Read Me? Business and Office: Reading 
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Development Activities Guide. 
ED 237 815 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 
ED 237 812 
Do You Read Me? Industrial Supplement: Read- 
ing Development Activities Guide. 
ED 237 813 
Do You Read Me? Service Supplement: Reading 
Development Activities Guide. 
ED 237 814 
West Virginia Univ., Morgantown. 
Computer Assisted Rehabilitation Service Deliv- 
ery. 
ED 237 743 
Whatcom Community Coll., Bellingham, 


Wash. 
ae ed Degree Program Student Hand- 
book. 


ED 234 852 


White (E.H.) Co., San Francisco, Calif. 
Kaleidoscopes. Emerging Patterns of Response 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 


ED 240 202 


White (E.H.) Co., W DC. 
Profiles of Bilingual Education Programs. Final 
Report. 
ED 236 946 


Whittier Union High School District, CA. 
Computer Literacy - Staff Development. 


ED 239 613 


Who’s Who among American High School 
Students, Northbrook, IL. 
College-Bound Digest. Valuable Information 
from Prominent Educators for All College-Bound 
Students. 
ED 235 710 


Wichita State Univ., Kans. 
A Secondary School/Area Vocational Technical 
School Cooperative Career Guidance Project 
Based on the Assessed Needs of High School Ju- 
niors. 
ED 234 164 


William Rainey Harper Coll., Palatine, 

Ill. Office of Planning and Research. 
Follow-Up Study of 1981 Harper Transfer 
Alumni. Volume XII, No. 13. 

ED 239 681 
Longitudinal Study of Performance of Students 
Entering Harper College, 1972-1982. Volume 
XII, No. 12. 

ED 237 157 
Student Characteristics as Compared to the Com- 
munity Profile, 1982-1983. Volume XII, No.11. 

ED 234 837 
Study of Students Who Withdrew from Courses at 
the Hawthorne and Northeast Centers, 1981- 
1982. Volume XII, No. 8. 

ED 233 765 


Wilmington Public Schools, Del. 
A Voyage to Economic Literacy: A Year Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 
ED 238 752 
Windsor Univ. (Ontario). 
ility, Recreational Participa- 
tion and Retirement Li Life Satisfaction: Some Pre- 
liminary Results. Revised. 





ED 235 090 


Winston-Salem State Univ., N.C. 
School Psychologists’ Use of Techniques for Non- 
discriminatory Assessment. 


ED 234 569 


Wisconsin Association of Vocational, Tech- 
nical and Adult Education Administrators, 
Madison. 


Role of Research, Planning and Resource Devel- 
opment Functions in Postsecondary Vocational 
Education. Report of a Study of Selected Commu- 
nity Colleges, Technical Colleges, and Technical 
Institutes. 

ED 237 647 


Wisconsin Association on Alcohol and 
Other Drug Abuse, Madison. 


Women Reaching Women. Volunteer Coordina- 
tor’s Training Program. 
ED 239 013 


Wisconsin Center for Education Research, 


Madison. 

Children’s Ability to Draw Inferences from Text. 

ED 239 239 
Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Two (Spring) Achievement 
Monitoring Tests (A-1 and A-2), Coordinated 
Study No. 1. 

ED 240 169 
The Development of Teacher Perspectives. 

ED 240 112 
The Effects of Classroom Racial Composition on 
Students’ Interracial Friendliness. 

ED 238 996 
The Effects of High School Community Service 
Programs on Students’ Social Development. Final 
Report. 

ED 240 043 
Identifying Main Ideas in Picture Stories: A New 
Measure and a Developmental Investigation. 

ED 239 238 
Leadership and Decision Making for Effective 
Educational Change. 

ED 233 461 
Learning to Add and Subtract: The Sandy Bay 
Studies. Report from the Project on Studies in 
Mathematics. 

ED 238 737 
Mathematics Instruction in IGE and Non-IGE 
Schools. Working Paper 317. Report from the 
IGE Evaluation Project. 

ED 236 049 
——e Competency Testing: A Curricular De- 

te. 

ED 234 063 
Reading Instruction in IGE and Non-IGE 
Schools. Report from the Program on Student Di- 
gd and School Processes. Working Paper No. 

18. 

ED 236 552 
Supplementary Tabular Information to Accom- 
pany the Research Monograph “Improvement of 
Secondary Education Through Research: Five 
Longitudinal Case Studies.” Report from the Pro- 
gram on Student Diversity and School Processes. 
Program Report 83-8. 

ED 236 144 
Teacher Perspectives in the Face of Institutional 
Press. 


ED 240 113 
To Facilitate or impede? The Impact of Selected 
Organizational Features of Secondary Schools on 
Adolescent Development. Ecological Perspec- 
tives for Successful Schooling Practice. 

ED 233 501 
Wisconsin Indian Opinions of Factors Which 
Contribute to the Completion of College Degrees. 
Program Report 83-13. 

ED 237 274 

Wisconsin Communication Association. 

The Interpersonal Communication Unit in the 
Secondary Speech Course: A Personal View. 

ED 233 420 


Wisconsin Home Economics Association. 
Preparation of Secondary School Teachers of 
Home Economics in Clothing and Textile Con- 
cepts. 

ED 239 085 


Wisconsin State Board of Vocational, 
Technical, and Adult Education, Madison. 
Feeding & Management of Dairy Calves & Heif- 
ers. Teacher’s Guide. 
ED 236 350 
VTAE Economic Development Project. Final Re- 
port. 
ED 235 361 
Wisconsin State Board of Vocational, 
Technical, and Adult Educatioa, Madison. 
Research Coordinating Unit. 
Role of Research, Planning and Resource Devel- 
opment Functions in Postsecondary Vocational 
Education. Report of a Study of Selected Commu- 
nity Colleges, Technical Colleges, and Technical 
Institutes. 
ED 237 647 


Wisconsin State Dept. of Natural Re- 
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commen, Daten. 
Plant Study Guide. 
ED 237 308 


Wisconsin State Dept. of Public Instruc- 


tion, Madison. 
Coming Together, Go oo 
orreth Wecousia: Teachers’ Men 
=D 200215 


a Set caey Sane 
ers. Teacher’s Guide. 
ED 236 350 


From “At Risk” to Educational Man 
agement Review of Social Emotional Behavior. 
ED 236 462 
Wisconsin Title I Migrant Education. Section 143 
Project: Development of an Item Bank. Summary 
Report. 


ED 233 836 


Wisconsin State Dept. of Public Instruc- 
tion, Madison. Bureau for Food and Nutri- 
tion 


Services. 
Asian and Pacific American Education: Direc- 
tions for the 1980s. 
ED 238 974 
Nutrition in Health. A Curriculum Guide. An In- 
structional Package for Grades K-6. Bulletin No. 
4037. 


ED 238 887 
Nutrition in Teenage Pregnancy. A Curriculum 
Guide. 

ED 238 888 


Wisconsin State Dept. of Public Instruc- 
tion, Madison. Div. of Instructional Ser- 
vices. 


Improving Wisconsin Public School Testing Pro- 
grams: With a Special Look at Pupil Competen- 


ED 240 163 


M Programs in 
Wisconsin Public Schools, 1982. A Status Report. 
Bulletin No. 2416. 
ED 233 689 
A Report of Perceptions of Censorship of IMC 
Materials in 1982-83 from a State-Level Perspec- 
tive. 
ED 238 451 
State Aids to Medical Libraries in Hospitals. Re- 
port of the Council on Library and Network De- 
velopment. Bulletin. No. 3209 
ED 234 786 
Wisconsin Interlibrary Loan Guidelines. Second 
Edition. Bulletin No. 3107. 
ED 234 788 
Wisconsin Univ., La Crosse. Center for 
Economic 


Education. 

A Theoretical Model of Concept Learning in Eco- 
nomics. Studies in Economic Education, No. 10. 
Revised Edition. 

ED 236 063 

Wisconsin Univ. 

Teaching Severely - «A 
form Meaningful. Work in Nonsheltered Voca- 
tional Environments. Draft. 


ED 239 447 
Wisconsin Univ., Madison. Center for De- 
mography and Ecology. 
Comparative Social Mobility Revisited: Models 
of Convergence and Divergence in 16 Countries. 
ED 234 108 


Racial Residential Segregation, 28 Cities, 
1970-1980. 


ED 234 107 
Wisconsin Univ., Madison. Dept. of Agri- 
cultural Journalism. 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
Wisconsin Univ., Madison. Dept of Con- 
os and Vocational Education. 
‘ceding & Management of Dairy Calves & Heif- 
= wm Teacher Gude 

ED 236 350 

Wisconsin Univ., Madison. Graduate 


i of Madison Area Techni- 
cal College-Area Vocational Technical and Adult 
Education District No. 4 Programs on the Local 
Economy. 

Employment and T: Ex; eet ie 
plo’ t raining Expectations - 
ocational, Technical and Adult 


ED 238 503 


Wisconsin Univ., Madison. Inst. for Re- 
suseidizing ¢ On-the-Job Training. An Anal: f 
- o 
a National Survey of Employers. Studies aoe 
ployment and Training Policy: 1. 
ED 236 387 


Wisconsin Univ., Madison, Univ. Exten- 
sion. 


How Extension Can Help Communities Conduct 
Impact Analyses. 
ED 239 828 


Wisconsin Univ., Madison. Vocational 


Studies Center. 
Utilizing the Job Training Partnership Act Funds 
for the Vocational Education, Training and Em- 
ployment of Special Needs Students. 
ED 237 754 


ing and Career Education. 

ED 239 053 
Microcomputers: Applications in Vocational Ed- 
ucation. 

ED 239 052 
Microcomputers in Vocational Education Hand- 
book. A Collection of Papers and Other Informa- 
tion Related to Microcomputer Usage in 
Vocational Education. 


ED 239 051 


Wisconsin Univ., Milwaukee. Counseling 
and Network. 
Enhancing Academic Advising Skills: A Resource 
Manual for Staff Development. 
ED 235 699 


Wisconsin Univ., Milwaukee. School of 
Architecture and Urban 
Coordinating the Organization of Library Ser- 
vices in Metropolitan Milwaukee. 
ED 237 097 


Wisconsin Univ. - Stout, Menomonie. Cen- 
ter for Vocational, Technical and Adult 


Education. 
YTAE Economic Development Project. Final Re- 
ED 235 361 


and Design. 
dary School Teachers of 
Home Economics in Clothing and Textile Con- 
cepts. 
ED 239 085 


Wisconsin Univ. Urban Corridor Consor- 


tium. 
Urban Corridor Consortium Task Force on 
Part-Time and Commuter Students. Final Report. 
ED 234 699 
Women’s Action Alliance, Inc., New York, 
N.Y. 
Beginning Equal: A Manual about Nonsexist 
Childrearing for Infants and Toddlers. 
ED 239 773 
Women’s Educational Equity Act Program 
(ED), me, Wattage, BC. 
dian Women and Mathematics: An 
‘a Bibliography of Selected Resources. 


ED 234 970 
Case Studies of Critical Events. 
ED 234 304 


Choices/Changes: An Investigation of Alterna- 

tive Occupational Role Models. 

Ch Occ’ id Life my aaa 
oosing upations and Life Roles. Teacher’s 

Handbook. 


Institution Index 


ED 233 224 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
A Common World: Courses in Women’s Studies 
for Rural and Urban Communities. 

ED 235 102 
The Critical Events Interview Manual. 

ED 234 305 
= Events Shaping the Hispanic Woman’s 

tity. 


rtm 303 
Curriculum and Research for Bauity.. 
Manual for Promoting Sex Equity in ry 
room. 
ED 235 104 
Decisions about Language. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 
ED 238 519 
Decisions about Language. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 
ED 238 518 
— = a. ee Te 
‘air Play: loping -Concept and Deci 
sion-Making Skills in the Middle School. 
ED 238 521 
—- about Mathematics. Teacher’s Guide. 
: Developing Self-Concept and Deci- 
Now-Ma Skills in the Middle School. 
ED 238 520 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middle School. 
ED 238 524 
Decisions about Roles. Student Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 
ED 238 517 
Decisions about Roles. Teacher’s Guide. Fair 
Play: Developing Seif-Concept and Decision- 
Making Skills in the Middle School. 
ED 238 = 
Decisions about Science. Student Guide. 
Play: Developing Self-Concept and Dadtiee. 
Making Skills in the Middle School. 
ED 238 523 
Decisions about Science. Teacher’s Guide. Fair 
Play: —e Self-Concept and Decision- 
Making Skills in the Middle School. 
ED 238 522 
Decisions and You. Student Guide. Fair Play: De- 
veloping Self-Concept and Decision-Making 
Skills in the Middle School. 
ED 238 515 
Decisions and You. Teacher’s Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 
ED 238 514 
EN-ACT: Black Women’s Identity in Action. A 
Facilitator’s Workshop Manual. 
ED 234 288 
Examining Sex Bias. Module 1. Choosing Occu- 
pations and Life Roles. 
ED 233 225 
Experiencing Your Identity: Developmental Ma- 
terials for Academic and Community Settings. 
ED 234 302 
Fair for All: Schools Celebrate Equity. 
ED 235 249 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. Imple- 
mentation Handbook. 
ED 238 513 
Hiring Procedures. 
ED 238 110 
The Impact of Women on American Education. 
ED 235 103 
Increasing the Effectiveness of Women’s Pro- 
grams on College Campuses: A Summary of the 
Activities and Accomplishments of the National 
Women’s Centers Training Project. 
ED 235 721 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 
ED 233 226 
Looking into Future Experience. An Early Career 
Awareness Program. 
ED 239 040 
Math and Careers. Module 1. MATHCO 
Teacher’s Guide. 





Institution Index 


ED 233 901 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 


ED 233 900 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 

ED 233 903 
The Oregon Story. Sex Equity in Educational 
Leadership. 


ED 236 806 
Organizing for Change: PEER’s Guide to Cam- 
paigning for Equal Education. 

ED 240 183 


Patterns, Sequences, and Equations (Math and 
Language/Fine Arts). Module 2. MATHCO 
Teacher’s Guide. 

ED 233 902 
Reform of Reaction? An Experimental Analysis 
of the Effectiveness of “Power-Based” Strategies 
for Eliminating Sex Bias in California Schools. A 
Report. 

ED 238 127 
Removing Bias: Guidelines for Student-Faculty 
Communication. 

ED 235 535 
Sex Bias and Work. Module 3. Choosing Occupa- 
tions and Life Roles. 

ED 233 227 
The Sky’s the Limit in Math-Related Careers. 

ED 233 899 
Spatial Encounters: Exercises in Spatial Aware- 
ness. 

ED 236 183 
Steppin’ Up and Moving On: A Career Education 
Program for the prt Noncollege-Bound Stu- 
dent. 

ED 236 298 
With Babies and Banners: Study/ Activity Booklet 
[and] Educator’s Guide. 

ED 235 047 
Women Getting Together and Getting Ahead. 
Sex Equity in Educational Leadership. 

ED 236 805 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
Women’s History Lesson Pian Sets. 

ED 233 918 


Women’s Network of Virginia Tech. Univ., 
Blacksburg. 
The Status of Women Faculty at Virginia Poly- 
technic Institute and State University: A Five 
Year Progress Report. Final Draft. 
ED 234 707 


Women’s Support Network, Inc., Santa 
Rosa, CA, 
Ames Energy: A Consumer’s Guide to Energy 
Conservation. 
ED 233 898 
National Women’s History Week Community 
Organizing Guide. 
ED 233 917 
National Women’s History Week Curriculum 
Guide. 
ED 233 916 
Recommended Resource Bibliography. 
ED 233 919 
Women’s History Lesson Plan Sets. 
ED 233 918 


Women Students’ Coalition of Harvard 
Univ., Cambridge, MA. 
The Quality of Women’s Education at Harvard 
University. A Survey of Sex Discrimination in the 
Graduate and Professional Schools. 
ED 237 037 


World Association of World Federalists, 
North Ryde (Australia). 
A New International Order: Proposals for Making 
a Better World. 
ED 233 964 
World Bank, W: m, D. C. 
Academic Achievement, School Quali -— 
Family Background: Study in Seven Latin 
can Countries. 
ED 233 448 
Designing and Using Simulations for Training. 


Zimbabwe Univ., Harare. Dept. of 715 


Technical Note No. 20. 


The Learning 


ED 238 605 
Fund: Incom meg reves through 

NFE. Technical Note No. 2: 
ED 238 607 


The Organization, Structure, Staffing, and Ad- 
ministration of School Library Media Centers. 
Background Paper #2. Roles and Functions of 
School Library Media Personnel. 

ED 238 450 
A Perspective from Developing Countries. Back- 
ground Paper No. 3. 

ED 239 615 
Q-Sort As a Needs Assessment Technique. Tech- 
nical Note No. 21. 

ED 238 606 
The Teaching-Learning Role of Media Centers/- 
Libraries. Background Paper No. 1. 

ED 239 616 
Using Consultants for Materials Development. 
Technical Note No. 19. 

ED 238 604 


World Confederation of Organizations of 
the Teaching Profession, Morges (Switzer- 


land). 
World Confederation of Or, 
Teaching Profession. Annual 


tions of the 
port, 1983. 
ED 238 891 


World Health Organization, Copenhagen 
(Denmark). Regional Office for Europe. 
Availability and Utilization of Self-Learning Ma- 
terials in Continuing Education. Report on a 
Study. 
ED 237 693 
Health Promotion: An Overview. Unit Technical 
Paper. 
ED 240 065 
Medical and Social Problems of the Disabled. A 
Report Based on the Technical Discussions of the 
Regional Committee for Europe (31st Session). 
EURO Reports and Studies 73. 
ED 233 531 
Organization and Scope of Research in Education 
for the Health Professions. Report on a Consulta- 
tive Group (Prague, Czechoslovakia, September 
28 - October 1, 1981). 
ED 239 014 


World Health Organization, Geneva 
(Switzerland). 
Planning the Finances of the Health Sector: A 
Manual for Developing Countries. 
ED 238 833 
Primary Health Care-The Chinese Experience. 
Report of an Inter-regional Seminar on 
Health Care (China, June 13-16, 1982). 
ED 237 470 
Selecting Students for Training in Health Care. A 
Practical Guide to Improving Selection Proce- 
dures. WHO Offset Publication No. 74. 
ED 233 135 


World Policy Insi., New York, NY. 
Empire at Bay: Containment Strategies and 
American Politics at the Crossroads. 
ED 233 920 


World Rehabilitation Fund, Inc., New 
York, NY. 
The Clinical Model in Rehabilitation and Alterna- 
tives. 
ED 239 086 
Worldwatch Inst., Wabi, D.C, 
Materials Recycling: The Virtue of Necessity. 
Worldwatch Paper 56. 
ED 238 723 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 
ED 237 331 
Whole Earth — A Geopolitics of Peace. 
Worldwatch Paper 5 
ED 233 950 
orthington School District, OH. 
A Common World: Courses in Women’s Studies 
for Rural and Urban Communities. 
ED 235 102 
Progress and Planning Report: K-12 Use of Com- 
puters in the Instructional Setting. 
ED 234 983 


Wor-Wic Tech Community Coll., Salis- 
bury, MD. 


Competency _ Vocational Education Typing 
I and Typing IL 
ED 236 379 
Wor-Wic Tech Community College Nursing Cur- 
riculum Project FY aan Final Report [and] 
Course of Study, Fall 1981 
ED 236 380 


Wyoming State Dept. of Education, Chey- 
enne, 
Wyoming Business and Office Occupations Sur- 
vey for Entry-Level Employment i 
ED 239 039 
Wyoming Standards of Excellence for the Social 
Studies. 


ED 240 020 
Wyoming Vocational Education Special Needs 
Program Guidelines. 

ED 239 128 


Wyoming Univ., Laramie. Center for Re- 
search Services and Publications. 
What Do You Do When...? A Handbook for 
Classroom Discipline Problems with Practical and 
Positive Solutions. 
ED 234 013 
Xerox Corp., Palo Alto, CA. Palo Alto 
Research Center. 
Felicity Conditions for Human Skill Acquisition: 
Validating an AI-Based Theory. Cognitive and In- 
structional Sciences Series. 
ED 238 727 


Yakima Indian Nation Media Services, 
Toppenish, WA. 
The Land of the Yakimas. 

ED 233 834 


Yakima Indian Nation Tribal Conuncil, 
Tagpenth, WA, 
¢ Land of the Yakimas. 
ED 233 834 


Yale Univ., New Haven, Conn. Dept. of 
Computer Science. 
Classifying Bugs Is a Tricky Business. 
ED 237 053 
MENO-II: An AI-Based Programming Tutor. 


ED 237 054 
PROUST: Knowledge-Based Program Under- 
standing. 


ED 237 055 


Yale Univ., New Haven, Conn. Inst. for 
Social and Policy Studies. 
Pre-Conditions, Benefits and Costs of Privatized 
Public Services: Lessons from the Dutch Educa- 
tional System. 
ED 238 178 


The Private Provision of Public ; Services: A Com- 
parison of Sweden and H 





ED 238 179 


Yarmouk Univ., Irbid (Jordan). Dept. of 
Education. 
What Are the Major Aspects of Jordan’s Econ- 
omy? (A Learning Activity Package). 
ED 235 075 
YMCA of Frost Valley, Montclair, N.J. 
A School Program for a Healthier America: Edu- 
cator’s Guide. 
ED 233 837 


Ysleta Independent School District, El 
Paso, TX. 
Parental Involvement Component. Ysleta Equity 
Seekers (YES) Program. 
ED 234 199 


Zimbabwe Univ., Harare. Dept. of Curric- 
ulum Studies. 
Forces in Action. Study Guide. Unit Hl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 
Study Guide. Unit H2. 
Forces in Living Thi ly Gui Init H2. 
ZIM-SCI, ine eee School Science 
Project. Year 2. 
ED 239 898 


Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 

ED 239 902 
Forces. ’O’ Level Teacher’s Guide. Unit 1. 
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June 1983. 
ED 233 709 
Development Communication Report, No. 43, 
September 1983. 
ED 235 785 
Disciplining Handicapped Students. 
ED 238 187 
Discussing Racial Topics in Class. 
ED 237 160 
Dollar Value of i. - "ws Expenditures Over- 
seas Declined in 1 
ED 238 715 
The Dynamics of Creative Leac<rship for Indus- 
trial Arts Education. 32nd Yearbook. 
ED 239 017 
Educating for Adaptive Skills. 
ED 237 167 
Educational Administration and the Social, Pol- 
icy, and Administrative Sciences. 
ED 239 363 
Educational Considerations, Spring 1983. 
ED 235 787 
Education for a High Technology Future: The 
Debate over the Best Curriculum. 
ED 233 482// 
The English Teacher and the Arts. 
ED 239 298 
English Teachers’ Journal (Israel), Number 28. 
ED 233 565 
English Teachers’ Journal (Israel), Number 29. 
D 239 508 
The ERIC Report. Numbers 1-5, May 1973-De- 
cember 1974. 
ED 234 824 
Evaluating Teaching. 
ED 237 174 
Excellence in Mathematics Teaching: Profiles of 
Two Oregon Teachers. 
ED 238 188 


ED 233 9 
Faculty Evaluation as a Measure of 
tional Productivity. Southern Association of 
Community and Junior _—— Occasional Pa- 
per, Volume 2, Number 1 


Exchange, December 1978. 


ED 235 866 

a Work Stoppages in Higher Education: 

ED 238 378 

_ Special Edition on Testing. Spring 

ED 234 082 

Federal Involvement in Education: In Pursuit of 
Equity and Quality. 

ED 239 375 


Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 


ED 237 169 
Focus: A Forum on Teaching and ing in 
=e and Technical Colleges, Vol- 
ume II. 


ED 234 840 


ED 239 516 
Guess Who’s Coming to College: Your Students 


Foreign Lanuages in the Schools. 
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in 1990. 
ED 234 882 
_— for Fair Use of Copyrighted Materi- 


ED 238 384 
Handling Difficult Questions and Situations. 

ED 237 162 
Health Hazards in the Science Classroom. 


ED 238 671 
Hemispheric Integration in Writing Processes. 


Higher Education Research & Development, 
Volume 1, Namber 1, 1982. 


ED 233 640 


bs Education Research & Development. 
Volume 1, Number 2, 1981. 
ED 236 973 


High School Dropouts: Descriptive Information 
from High School and Beyond. National Center 
for Education Statistics Bulletin. 

ED 236 366 
High Technology and Faculty Effectiveness: An 
Update. 


ED 234 877 
Idea Place: Middle Grades. [Columns Compiled 
from Seven Issues of 
tember to November 1982 and January to 
April-May 1983.] 
ED 233 969 
Illinois Projects and Research in Composition. 
ED 236 684 
Improving Education: The Paradox of Risk. 
Improving Learning the Workplace Hew 
in Ow 
Youth See od Their Career Explorations. Ideas for 
Action in Education and Work, Issue 2. 
ED 234 274 
Improving the Performance of Minority Students 
in College-Level Mathematics. 
ED 234 874 
7 from HEATH, January/February 
ED 237 171 
An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 
ED 239 202 
In-Service for School Principals: A Status Re- 
port. 


[Institutional Renewal]. 


ED 233 434 


ED 237 006 
Integration for Severely Handicapped Children 
and Youth. 
ED 239 436 
Intellectual Property: Developing an Equitable 
Policy. 
ED 236 971 
Interchange. November 1972-July 1983. 
ED 233 745 
Investigations in Mathematics Education. Vol- 
ume 16, Number 3. 
ED 235 001 
Investigations in Mathematics Education. Vol- 
ume 16, Number 4-Fall 1983. 
ED 235 008 
Investigations in Science Education. Volume 9, 
Number 4. 
ED 237 369 
Is Experience the Best Teacher? 
ED 237 166 
Journal of Human Services Abstracts. Volume 8. 
Number 3. 
ED 236 378 
Journal of Human Services Abstracts. Volume 8, 
Number 4, October 1983. 
ED 237 765 
Land and People, the Growing Pressure. 
ED 235 993 
Leadership and Decision Making for Effective 
Educational Change. 
Responsibility: The Im; ns cy to 
i ity: portance of the 
meng Fe and Workplace. Ideas for Action 
in Education and Work, Issue 6. 
ED 236 437 
Games. 


ED 237 161 
Liberal Learning and Careers Update. 


ED 238 370 
A Meeting of Minds. 

ED 234 875 
Merging the Liberal Arts with Work Experi- 
ences. CSCC Bulletin; Issue 9, 1983 

The Middle one A Sel Bibliograph x the 
a lect Bil or 

Secondary Sc! ~ 


Migrant Education. 


ED 238 778 
ED 237 281 
National ome rye on Transition from 
School. Abstracts [and Indexes: 1981-1983]. Vol. 


2. No. 4. 

ED 237 671 
National Clearinghouse Transition from 
School. Newsletter Pat 1 and Pat 2. Vol 2. No. 


ED 237 672 
National Clearinghouse Transition from 
School Newsletter. Vol. 2. ‘No. 3, Part 1. 

ED 233 170 
National Clearinghouse on Transition from 
School Newsletter. Vol. 2. No. 3, Part 2. 

ED 233 i71 
The Natural Athlete: A Comfortable Myth. 

ED 237 183 
New Research: br meag e Schools, Innovation 
Up Close, Improving Research Methods. 

ED 234 100 
New York State Agency Libraries. 

ED 238 441 
Non-Broadcast Instructional Video Program- 
ming. 

ED 238 510 
Northwesterners Out of Work: The Effects of Job 
Dislocation. Ideas for Action in Education and 
Work, Issue 8. 

ED 237 786 
Northwesterners Out of Work: The Human Costs 
of Unemplo — Ideas for Action in Education 
and Work, 

ED 237 785 
On Campus with Women. Vol. 13, No. 1, Sum- 
mer 1983. 


Pi: The Digit Hunt. 


ED 235 708 


ED 239 836 
Plantings, Number Four, April 1983. 

ED 233 641 
The Population of China. One Billion, Eight Mil- 
lion Peopie. 

ED 238 680 
Potential Nuclear Conflict: Attention Adult Edu- 
cators. 

ED 238 511 
Preservice Education and Leadership Training. 

ED 233 514 
A Process for Reassessing Institutional Direc- 
tion. 

ED 237 164 
Quality Circles. ERIC Highlights for School Ad- 
ministrators, May/June 1983. 

ED 236 807 


Quality Circles: Involvement, Problem-Solving, 
and Recognition. 

ED 237 168 
Recurrent Education: Investing in a Lifetime of 
Working and Learning. 

ED 236 795 
Reference and Information Services. The Book- 
mark, Volume 41, Number II, Winter 1983. 

ED 234 807 
Remediating Institutional and Individual Disabil- 
ities: The Law, the School and the Child. 

ED 234 581 
ow by the Task Force on Student Financial 


ED 238 388 
The Research Programme of the National Swed- 
ish Board of Education. 

ED 234 057 
ot ae in Education (RIE). Volume 19, Num- 


ED 233 123 
hs ie in Education (RIE). Volume 19, Num- 


ED 234 138 

eequenn in Education (RIE). Volume 19, Num- 
: ED 235 297 
os in Education (RIE). Volume 19, Num- 
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ED 236 306 
Resources in Education (RIE). Volume 19, Num- 


ber 5. 
ED 237 629 
Resources in Education (RIE). Volume 19, Num- 


ber 6. 

ED 239 012 
nt a agen inaaamaal 
ory Retention S 

ED 234 878 
A Revision of Learning and Teaching = Revi- 
sion del aprender y del ensenar. 

ED 239 603 
Revitalization of Basic Business Education at All 
Instructional Levels. National Business Educa- 
tion Yearbook, No. 20. 


Rural Special Education. 


ED 234 140 


ED 236 889 
The Science Program at Rex Putnam High 
School. 


ED 238 186 
Self-Help and Community Education. Courier 
No. 28. 

ED 236 339 
Sexual Exploitation of Children and Youth. Hu- 
man Resources Series. 

ED 238 574 
Snakes! Snakes! Snakes! 

ED 239 834 
Social Studies Core Curriculum in Fieldston 
Lower School. 


ED 233 930 
A Special Services Approach for Small Rural 
Districts. 


ED 239 784 
ED 239 835 


ED 236 753 
Strategic Management in the Community Col- 
lege. New Directions for Community Colleges, 
Number 44. 

ED 238 477 
Stress in Professionals and Non-Professionals, 
Men and Women. 

ED 239 664 
Striving for Excellence: Middle Schoolers Study 
“Work.” Ideas for Action in Education and 
Work, Issue 5. 

ED 236 436 
STS-9 and Spacelab 1. NASA Educational Briefs 
for the Classroom. 

ED 238 677 
Studying Attrition by Studying Probation. 
S Shop: Original Teaching Ideas § ae word 

wap ‘eac! ubmit 

by Readers of “Learning” 
ED 235 114 


Teacher Dismissal: A Summary of the Procedural 
Requirements. 


ED 238 185 
Teaching Independent Living Skills to Youth. 
Ideas for Action in Education and Work, Issue 3. 

ED 233 238 
The Teaching of Learning Strategies. 

ED 237 180 
Teaching Research Infant and Child Center 
[Newsletter]. 

ED 234 595 
Team-Teaching: Quality Circles for Teachers. 

ED 237 163 
Themes. 


ED 235 994 
Three Perspectives on American Journalism. 
Journalism Monographs Number Eighty-Three. 

ED 233 348 
Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para los Padres 
y los Pre-Escolares. 


Toward Achieving Excellence. 
ED 237 175 


Triage and the Art of Institutional Research. 
Foon Rei Fos New ne Pa 

ew Jersey 
Universities: 1977-78 Throush 1983-84. ORM 
Volume 4: Brief Number 1 


ED 239 476 


ED 238 376 


Two Views on Tuition Tax Credits. 


ED 239 336 
Underprepared Learners. 
ED 233 636 
pg Content in Secondary Business Educa- 
National Business Education Association 
Yearbook, No. 19. 
ED 234 139 
User Education in the Online Age. [ATUL Pro- 
ceedings, Vol. 14. 
ED 233 735 


The Uses and Abuses of Interstate Comparisons 
of Higher Education Funding. 

ED 235 716 
U.S. Hispanics: Changing the Face of America. 

ED 233 833 
Volunteering...Pathway to Paid Employment. 
Ideas for Action in Education and Work, Issue 4. 

ED 234 275 
Water Quality Instructional Resources Informa- 
tion System (IRIS). A Compilation of Abstracts 
to Water Quality and Water Resources Materials. 
Supplement XIII. 

ED 233 909 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from 
Eight Issues of Instructor Magazine, September 
1982 through May 1983.] 

ED 237 446 
Who Should Decide What Children Will Learn? 

ED 238 107 
“Yeshivawatch”-Year Four [and] Unionization 
of Medical School Faculty. 

ED 235 717 
Your Monthly Activity Almanac. [A package of 
significant dates to learn about and celebrate.] 


ED 235 115 
4 X 4 Square Arrays. 
ED 238 676 
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The Mishomis Book: The Voice of the Ojibway. 
ED 239 826// 


(040) Dissertations/Theses - Undeter- 
mined 


The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Stud- 
ies in Curriculum Development & Evaluation. 
No. 42. 

ED 234 008 
An Analysis of State Systems for Evaluating 
Handicapped and Disadvantaged Vocational Ed- 
ucation Programs and Services. 

ED 237 662 
Development of Performance Based Education 
for Architectural Curricula: Instructional Pro- 
gram for Light Commercial Architectural Draft- 


ing. 
ED 235 305 
Development of Social Studies Curriculum Con- 
tent for Zambian Junior Secondary Schools. Afri- 
can Studies in Curriculum Development and 
Evaluation No. 72. 
ED 236 085 
The Effects of Modeling on the Creative Perfor- 
mance of College Students. 
ED 239 574 
An Evaluation of the Effectiveness of Radio Pro- 
grammes in Teaching English Language to Class 
Six Pupils in Primary Schools in South Nyanza - 
Kenya. African Studies in Curriculum Develop- 
ment & Evaluation, No. 46. 
ED 235 788 
An Evaluation of the UNESCO Primary Science 
Pilot Project in Malawi. African Studies in Cur- 
riculum Development and Evaluation No. 70. 
ED 234 984 
An Examination of Factors Relating to the Effec- 
~ Implementation of Agriculture Curriculum 
dary Schools in Uganda. African Studies 
in Curriculum Development & Evaluation. No. 
ED 234 007 
An Examination of the Causes of the Low Perfor- 
mance in Primary School National Common En- 
trance (NCE) Examination in Borno State. 
African Studies in Curriculum Development & 
Evaluation No. 63. 
ED 234 930 
An Examination of the eg agg and Organisa- 
tion of Teaching Practice Teachers 
Training prvamagh in the People’s Republic of the 
Congo. African Studies in Curriculum Develop- 


Publication Type Index 


ment & Evaluation. No. 57. 

ED 234 004 
An Examination of the Suitability and Relevance 
of the Prescribed Textbook for English Literature 
at Junior Certificate Level in Malawi Secondary 
Schools. African Studies in Curriculum & Evalu- 
ation. No. 50. 

ED 234 000 
An Examination of the Suitability of Primary 
Teachers’ College Graduates as Primary School 
Teachers in Kenya. African Studies in Curricu- 
lum & Evaluation. No. 40. 

ED 234 006 
Factors That Influence the Performance of Pupils 
at “O”-Level Art Examinations in Uganda. Afri- 
can Studies in Curriculum Development & Eval- 
uation. No. 45. 

ED 234 010 
A Field Problem: Planning and Designing a 

Exchange Network for the Mississippi 

Gulf Coast. 

ED 236 414 
A Follow-Up Study on the Relationship between 
Vocational Evaluators’ Recommendations and 
Student Placement in Vocational Education Pro- 
grams. 

ED 233 129 
The Impact of Computer Assisted Instruction As 
It Relates to Learning Disabled Adults in Califor- 
nia Community Colleges. 

ED 238 509 
An Investigation into the Effectiveness of Teach- 
ing Mathematics in Primary One of Gambian 
Schools. African Studies in Curriculum Develop- 
ment & Evaluation No. 51. 

ED 234 987 
A Study of the Effectiveness of the Teaching of 
the English Language in the Congo. African 
Studies in Curriculum Development & Evalua- 
tion. No. 53. 

ED 234 002 
Techniques and Strategies of Improving the Su- 
pervision, Assessment and Evaluation of the 
Competence of Student Teachers in the Kenya 
Primary Teachers’ Training Colleges. African 
Studies in Curriculum Bovaheauaat & Evalua- 
tion. No. 44. 

ED 234 009 
Towards Determining and Developing an Appro- 
priate Video Programme for In-Service Training 
of Primary School Teachers in Kenya. African 
Studies in Curriculum Development & Evalua- 
tion. No. 52. 

ED 234 001 


(041) Dissertations/Theses - Doctoral Dis- 
sertations 


An Analysis and Synthesis of the Perceptions of 
Selected Secondary School Counselors of the 
American Schdol Counselor Association Regard- 
ing Community Linkages in Career Education. 

ED 236 309 
Analysis of Post Secondary Educational Pursuits 
of the Jicarilla Apaches of New Mexico. 

ED 237 261 
An Analytical Model for Learning: An Applied 
Approach. 

ED 235 851 
The Conceptuslization and Development of a 
Staff Development Model for Community Col- 
lege Part-Time Faculty. 

ED 239 661 
The Direct Economic Impact of New Jersey’s 
Community Colleges. 

ED 233 774 
Directions in Environmental Education and 
Their Implication for the Training of Primary 
School Teachers in the Transvaal: Towards a 
Synthesis. 

ED 234 991 
The Effectiveness of a Tutoring Program for Ju- 
nior High Latino Students. 

ED 237 307 
Evaluation of the Telecourse Program at Saddle- 
back College: Student Retention and Academic 
Achievement. 

ED 239 684 
The Identification of Factors Related to Chil- 
drearing Expectations of Korean-American Im- 
migrant Parents of Preschool Children. 

ED 238 546 
An Identification of the Word Processing Skills 
and Knowledge Needed by Entry-Level Secre- 
tarial/Clerical Employees as Perceived by Mem- 





Publication Type Index 


bers of the Local Business Community. 

ED 238 501 
Microcomputer Software for Teaching German: 
An Evaluation. 

ED 234 752 
A Philosophical A to the Subject Matter 
Preparation of Teachers pr History. — 

ED 237 377 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Programming for Emotionally Disturbed Stu- 
dents in Rural Public Schools. Conference Pro- 
ceedings (Minneapolis, Minnesota, November 4, 
1981). Program Assistance Report No. 6. 

ED 239 785 
The Relationship between Selected Normative 
Variables, Performance Variables and High 
School MCT Scores. 





ED 235 179 
Relationship between Social Class and Racial 
Prejudice on Home Management Skills among 
Black Americans. 

ED 240 208 
A Study of the Successes and Failures of Flexible 
Modular Scheduling in Selected Schools in the 
State of Iowa. 

ED 235 584 
Syntactic and Semantic Characteristics in the 
Written Language of Hearing Impaired and Nor- 
mally Hearing School-Aged Children. 

ED 239 467 
Using Piagetian Tasks to Assess Developmental 
Levels in Elementary School Students. 

ED 237 244 
Waking and Dreaming Need Profiles: An Explor- 
atory Study of Adaptive Functioning. 

ED 237 888 


(042) Dissertations/Theses - Masters The- 
ses 


Administrative Arrangements and a Curriculum 
for a University Training Programme for Adult 
Educators in Hong Kong. 

ED 236 312 
An Analysis of Homiletics Textbooks. 

ED 235 537 
Attitudes toward Reading of the Disabled Reader 
and the Normai Reader. 

ED 233 317 
Children’s Sex Role Preferences and Their 
Like-Dislike Ratings and Comprehension of 
Sex-Stereotyped Reading Content. 

ED 236 569 
The Communicative Effects of a Rewritten 
Driver Manual. 

ED 237 941 
A Comparison of Toy Selection and Play Behav- 
ior between Preschool Children with Down’s 
Syndrome and Preschool Children with No Men- 
tal Retardation. 

ED 233 547 
Correlates of Physician’s Assistant Performance. 

ED 238 355 
A Correlational Study of the Relationship be- 
tween Cloze Procedures and Standardized Read- 
ing Tests for Intermediate Grades 

ED 237 962 
A Descriptive Study of a Select Group of Learn- 
ing Disabled Children: Their Family Back- 
grounds, Attentional Patterns and Interpersonal 
Styles. 

ED 238 215 
Determining the Vocational Education Philoso- 
phies of School Districts in Wyoming. 

ED 237 701 
The Development of a Computer-Based Library 
System: LCDF - Library Collection Distribution 
Formulas. 

ED 234 777 
The Development of the Missouri Documents 
Depository System: 1971-1977. 

ED 239 622 
Does the Teaching of “Story Schema” amd the 
Use of Schema Related Questioning Improve 
Ri Comprehension? 

ED 237 943 
The Effectiveness of Communication Forms 
Used by the Soil Conservation Service and Soil 
and Water Conservation Districts: A Dual Per- 
spective. 

ED 233 897 
The Effect of Readability on Sight Copying in 


Elementary School Girls and Boys. 

ED 236 568 
The Effects of Intensive Mery ot Instruction 
on a Specific Writing Task. A Plan B Pa 

ED 239 222 
Environmental Education in Transvaal 
ary Schools and its _ to the Teaching of 
Biology and 


ED 234 992 
Identifying Intellectual Advancement in Pre- 
schoolers. 


ED 235 923 
Information and Referral Services in Public Li- 
braries: A Survey. 

ED 238 * 
Playful Literacy — and Learning: Pre: 
inary Observations. 

ED 238 577 


Research in Librarianship: An Analysis of Re- 
search Articles in Core Lil ny of 1980. 

ED 235 825 
Schools of Social Work and the Legal Regulation 
of Social Work. 

ED 237 434 
Short-Term Auditory Memory of Above-Aver- 
age and Below-Average Grade Three Readers. 
ED 236 574 
Social yay oer by Two-and-Three-Year-Old 
Children in 

ED 235 899 
Space Availability in Wyoming’s Vocational Ed- 
ucation Facilities. 

ED 237 702 
Student-Text Interaction: A Modified Replica- 
tion of David Bloome’s Study. 

ED 234 340 
A Study of the Effect of Computers on the Pre- 
school Environment. 

ED 234 898 
A Study of the Relation between Locus of Con- 
trol and Risk Taking for Graduate Students in 
Education. 

ED 233 246 
A Study of the Relationship between Personality 
Factors and Growth in Student Writing Ability. 

ED 237 985 
Syntactic Development in the Writing of ESL 
Students. 

ED 234 618 
What Do They Do as They Write?: Observations 
of Four Fourth-Grade Writing Workshop Partici- 
pants. 


ED 235 499 
(043) Dissertations/Theses - Practicum 
Papers 


An Approach to Improve Third Grade Children’s 
Ability to Solve Addition and Subtraction Verbal 
Word Problems. 

ED 235 919 
Curriculum Development for the Tourism Op- 
tion of the Hospitality, Restaurant Management 
Program. Final Report. 

Dering pte 
eveloping Independent e i 
with a Kindergarten gare: through 

Learning Centers. 

ED 237 242 
Improving Language Skills through the Use of 
Specific Learning Centers and Language Experi- 
ence Activities with First Grade Children. 

ED 237 198 
Lomaine English through Art in the Elementary 

ool. 


ED 235 921 
Locus of Control Between Black Parents and 
Their Children: Applied Educational Research 
and Evaluation. 

ED 240 195 
A New Computer! Can I Use it? 

ED 238 570 
Policy Evaluation: Use of the PSB-Aptitude Test 
as an Admission Requirement for the LVN Pro- 
gram. 

ED 238 480 

Problems in Fine Motor Development 

among. rimary Children through the Use of 
Multi-Sensory Techniques. 

ED 235 912 


Relationship of Direct Instruction and Practice 
to Development of Motor Skills. 
ED 239 774 
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Alice in Debitland. 

ED 235 069 
Applying Problem Solving. Readings in Mathe- 
matics Curriculum and Instruction for Australian 
Schools. Australian Mathematics Education Pro- 
gram. 

ED 239 867 
The Bananas’ Manual on Event Child Care. 

ED 238 556 
Beginning Equal: A Manual about Nonsexist 
Childrearing for Infants and Toddlers. 

ED 239 773 
Building a Special Needs Component into Your 
Child Care Resource & Referral Service. 

ED 239 ~ 
Building School-Community Relati 
Northern Communities: A Sourcebook of of Policy 
Alternatives and Recommendations. 

ED 237 283 
Children in the UK: Signposts to Statistics. 

ED 235 875 
Collection Description and Assessment in ARL 
Libraries. SPEC Kit 87. 

ED 235 814 
Communications Software for Microcomputers. 

ED 234 740 
The Contest Problem Book IV. Annual Hi 
School Examinations 1973-1982. New Mathe- 
matical Library, Volume 29. 

ED 239 856 
Course Transfer Guide, 1983. University of Ne- 
vada System. 

ED 239 703 
Curriculum Development for Functional Liter- 
-~ and Nonformal Education Programs. Work- 

op. 

ED 239 819 
DIALOG for Electrical Engineers. CTHB Publi- 
kation Nr 29 (1982). 

ED 233 721 
Discussion Starters. Technical Note No. 25. 

ED 238 610 
Drug Abuse Prevention for You and Your 
Friends. 

ED 235 427 
The Education Game. Technical Note 14. 

ED 238 603 
Employment and Training of Ex-Offenders: A 
Community Program Approach. 

ED 239 089 
The Equal Credit Opportunity Act... and Age. 

ED 235 065 
The Equal Credit Opportunity Act and Credit 
Rights in Housing. 

ED 235 066 
Evaiuating Development Training Programs. (A 
Practical Manual for Trainers of Development 
Workers and Change Agents in the Third World). 

ED 238 651 
Executive Search and Selection. Proceedings of a 
Seminar (Chicago, Illinois, January 31, 1981). 

ED 235 976 
Fair Credit Billing. 

ED 235 074 
Fundamental Fortran for Social Scientists. 

ED 233 914 
Gane-o Childhood Diseases. Technical Note 
No. 23. 


ED 238 608 
Gavel to Gavel: A Guide to the Televised Pro- 
ceedings of Congress. 

ED 233 692 
GODORT History and Procedural Manual. Re- 
vised and Enlarged. 

ED 237 095 
Guide for the Preparation of Scientific Papers for 
Publication. Second Edition. 

ED 235 820 
Guide to Selection of Adult Literacy Materials. 
Analyze before You Buy. 

ED 235 321 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. Elementary. 

ED 235 120 
Handbook for Pre-Student Teaching Clinical Ex- 
periences. dary. 

ED 235 121 
Handbook for the Student Teaching Semester. 

ED 235 122 
Handle with Care! Mid-Atlantic Marine Animals 
That D d Your R t. Educational Series 
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No. 26. Third Printing. 
ED 237 341 
How to File a Consumer Credit Complaint. 


ED 235 070 
— Only They Can Be Reached...” Strategies for 
iteracy Program Recruitment. 


If You Borrow to Buy Stock. 


ED 235 323 


ED 235 073 
The Introduction of Software Tools. Final Re- 
port. 


ED 233 687 
Guideli 


ED 235 822 

Louisiana Minimum Standards for Mathematics, 
Grades 1-12. 1978. Bulletin 1497. 

ED 239 904 

setemneaing a Multicuitural Concept into 

Education: Guidelines for Teacher 


Library Service to Local Jails: 


ED 240 173// 
Management of Circulation Functions in Health 
Sciences Libraries. 


ED 234 821 
Management of Media in Hospital Libraries. 
sane ean 
ing the Editing Function on e i- 
cation Tasks with Short Flow Times. 
ED 239 277// 
Manual on Bibliographic Control. 
ED 234 801 


Mathematics Teacher Resource Development. 
Final Report 1982-83. E.C.1.A. Chapter 2. 

ED 239 866 
Media Manual (How to Use Media Equipment). 

ED 237 079 
Organizing the Special Library: Why and How. 

ED 235 804 
Pedagogical Dialogs in Primary School Mathe- 
matics. 


ED 238 729 
Prysics: A Career for You? 

ED 233 896 
The Place of Performance in Communication Ed- 
ucation: The Pre-Law Curriculum. 

ED 236 716 
owen hy new 7 Free Libraries. A Guide for 

and Construction of Libraries Serv- 

ing ne Bed and Physically Handicapped Readers. 

ED 234 806 
Practicum in School Administration Handbook: 
School Principal Program and Supervisor /Direc- 
tor Program. 

ED 236 779 
Ewane Citations and Annotations. Manual Se- 
ries #2. 


ED 233 731 
Priorities for the Nation’s Schools. National is- 
sues Forum. 

ED 238 563 
Problem Patron Manual. 

ED 235 824 
Professional ities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 

ED 239 858 
Recommended Standards for a ee Li- 
brary Media Programs in Illinois. 
ED 237 105 


Road-to-Birth Game. Technical Note No. 24. 
Seeking Safe Ha A Congregational Guide to 
ie Haven: to 
wd Central American Refugees in 
United States. 
ED 238 970 
Selected Multicultural Instructional Materials. 
ED 240 217 
Standard and Poor’s How to Invest. A Handbook 
for Buying and Selling Stocks and Bonds. 
ieee saa ED 239 _ 
State-by State Summary Requirements for 
Engineering Registration. 
STS-9 and Spacelab 1. NASA ~~ ai Brats 
for the Classroom. 


ED 238 677 
Parents and 


Habits: Advice to Students, 
from Research Data. 


ED 239 183 


ED 235 831 


Testing Students for Chapter 1 Eligibility: ECLA 
Chapter 1. 


ED 237 524 
Toward a Healthy Community (Organizing 
Events for Community Health Promotion). 
ED bn 134 
Traditional i tem- 
a naa Analysis and 
ED 239 075 


Tree Rings: Timekeepers of the Past. 


ED 238 675 
Truth in Leasing. 

ED 235 072 
Understanding Reading Comprehension: Cogni- 
tion, Language, and the Structure of Prose. 


ED 239 225 
Urban Pest Management. Selected i 

ED 238 698 
U.S. Currency. A Perspective of Its Role Today. 

ED 235 068 
User Instructions for Online Catalogs in ARL 
Libraries. Kit 93. 

ED 234 787 
Volcanoes. 

ED 238 672 
Volunteer Grandparents in Head Start. 

ED 235 904 
What Truth in Lending Means to You. 

ED 235 071 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 


Women Engineer. 
ED 236 000 


The World of Public Relations: For Libraries. 

ED 233 736 
Your Education in Washington’s Community 
Colleges. 


ED 233 536 


ED 234 859 
Your Rights: A Handbook for Native American 
Youth in Arizona. 


ED 238 660 
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ACC Study Guide Series. 

ED 234 869 
Activities U.S.A. 

ED 239 990 
Advanced Competencies for School Bus Drivers. 

ED 235 359 
Advertising and Free Speech. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 

ED 238 810 
Africa. 

ED 239 984 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 

ED 235 079 
en inte. Kit No. 104. Instruc- 
— and Student Learning Activity 


ED 233 208 
Air Conditioner Charging. Automotive Mechan- 
ics. Air Conditioning. Instructor’s Guide [and] 
Student Guide. 
ED 235 370 
Alberta. Reference Series No. 26. 
Alcohol Ab Geographical P aac 
coho! use: erspectives. Re- 
source Publications in Geography. 
ED 235 081 
Fm en ‘aes Procedures. Automotive 


Steering & Suspension. Instructor’s 
Guide ead [and] Student Guide. 


ED 235 368 
All American Calendar. 


ED 239 974 
Islands. 
ED 239 978 


Aloha, Welcome to the Hawaiian 
The Amana Colonies. 
ED 239 977 
American Business in Instructor’s 
Conran er say Fe a Business Issues in 
the Classroom. Revised. 
ED 238 811 


ED 238 818 
ED 239 970 


Publication Type Index 


The Amish. [An Elementary School Teaching 
Unit). 


An Analyti 
Approach. 


ED 239 969 
Model for Learning: An Applied 


ED 235 851 
Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Aaa. of Basic Math to Cooperative Occu- 
cn ag lucation. Cooperative 

Basic Mathemati 

Guide Guide [ond] Student Guide. 

ED 234 224 
Application of Basic Math to Food Service I. 
Food Service. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 223 
Assess Student Performance: Skills. Second Edi- 
tion. Module D-4 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 


ED 234 161 
nee Book in Print Reading for Machine 


ED 239 106 
A li 

ED 239 980 
Auto Mechanics. Heavy Equipment. Small En- 


gines. 

ED 235 328 
The Bar Tack Machine. Module 16. 

ED 233 _ 
Basic Electricity /Electronics. Learning Gui 

ED 237 yo 
Basic Iowa Driver’s Manual - Teacher’s Guide. 
[And] Basic Iowa Driver’s Training Manual - Stu- 
dent k. 

ED 239 976 
Basic Training Course in Systematic Curriculum 
Development. Course One: General Background 
to Curriculum Development in Africa. 

ED 237 476 
Basic Training Course in Systematic Curriculum 
— Course Three: Instructional Me- 


ED 237 478 
Basic Training Course in Systematic Curriculum 
Development. Course Two: Introduction to 
Methods and Processes of Curriculum Develop- 
ment and Evaluation. 

ED 237 477 
The Beach-A Natural Protection from the Sea. 

ED 237 312 
Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
Biology and Identification of Rays in the Chesa- 
¢ Bay. Sea Grant Program. Educational Se- 
Ties Seeaiber 20. 
ED 237 364 
The Blindstitch Machine. Module 11. 
ED 233 198 
British Columbia. Reference Series No. 25. 
ED 235 051 
The Business Environment. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 
ED 238 804 
The Buttonhole Machine. Module 13. 
ED 233 200 
The Button Sew Machine. Module 12. 
ED 233 199 
Career and Personal Development for Plant Sci- 
ence Core Curriculum. Student Reference. Vol. 
15. No. 2. 
ED 234 216 
Career Guidance Handbook. 
ED 239 194 
Cebuano for Beginners. PALI Language Texts: 
Philippines. 
ED 239 485 
The Chainstitch Machine. Module 18. 
Neighborh ail = 233 205 
Changing thoods. troduction to 
Alexandria Through Its Buildings. 
ED 239 957 
The Chemicals of the Earth. Study Guide. Unit 
F2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 
ED 239 891 
Child Guidance ag Child Caregivers: Student 
Laboratory Man 





Publication Type Index 


ED 235 353 
“The Chips Are Down”: Beginner’s Self-Teach- 
ing Basic Computer Lessons. Revised Edition. 

ED 238 423 
Circulation Aide Training Manual. 

ED 239 620 
Clean, Safe Water. For How Long? 

ED 237 311 
Close Up Special Focus: Energy. 

ED 237 412 
Close Up Special Focus: The Economy. 

ED 237 411 
Clothing and Textile Student Modules. 

ED 233 186 
College _ with Disabilities: A Resource 


ED 233 504 
Communication Skills for Career Success. A Pro- 
grammed Textbook. Book II: Assertive Commu- 
nication. 

ED 236 434 
Communication Skills for Career Success. A Pro- 
—_— Textbook. Book III: Conflict Resolu- 


ED 236 435 
Communication Skills for Career Success: A Pro- 
grammed Textbook. Book I: Overview and Ac- 
tive Listening. 

ED 236 433 
Community Skills: A Workshop on Leadership 
and Communication. 

ED 237 271 
Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised. 

ED 238 808 
The Complete Problem Solver. 

ED 234 995 
Completing Employment Forms. Cooperative 
Occupational Education, Unit 10. Instructor Ma- 
terial and Student Material. 

ED 234 249 
Composition. How To Make a Picture. 

ED 239 989 
Computer Literacy. 

ED 233 683 
Consumer Education. Vocational Home Eco- 
nomics Education. 

ED 236 348 
Contacting an Employer. Cooperative Occupa- 
tional Education, Unit 8. Instructor Material and 
Student Material. 

ED 234 247 
Contemporary Story Problems. 

ED 239 924 
Cosmetology. Computerized Learning Modules. 

ED 235 329 
A Course in Beginning English: English (A) Les- 
son Plans. 

ED 233 393 
A Course in Beginning English: English (B) Les- 
son Plans. 

ED 233 394 
The Credit Business. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 809 
Criminal Justice in America. 

ED 238 766 
Critical Judgment. Activity Guide. 

ED 239 982 
Cultural Sight and Insight: Dealing with Diverse 
Viewpoints and Values. GPE Humanities Series. 

ED 237 429 
Current Issues. 1983/84 Edition. 

ED 237 408 
ras Wild Neighbors: Teaching Unit (Grades 

ED 239 948 
Decisions about Language. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 

Making Skills in the Middle School. 

ED 238 519 
Decisions about Mathematics. Student Guide. 
Fair Piay: Developing Self-Concept and Deci- 
sion- Skills in the Middle School. 

ED 238 521 
Dockions “yo ae. = Guide. be Play: 

eloping mcept and Decision-Making 

Skills in the Middle Sc School. 

ED 238 517 
Decisions about Science. Student Guide. Fair 
Play: Developing Self-Concept and Decision- 
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Making Skills in the Middle School. 
ED 238 523 
ae ont egal Guide. Fair Play: 
loping Decision-Making 
Skills in the Middle ool. 
ED 238 515 


Demonstrate a Manipulative Skill. Second Edi- 
tion. Module C-i6 of Cate C-Instructional 
Execution. Professional Teacher Education 


ED 236 356 
A Derivation of the Sample Multiple Correlation 
Formula for Raw Scores. 

ED 235 205 
The Desolate Desert C. Should Presto 
Power Company Build a Nuclear Plant? Instruc- 
tor’s Guide [and] Student Materials. A Busines- 
s-in-the-Classroom Lesson Plan. 





ED 238 817 

Direct Curriculum Development. Module LT- 

B-1 of Category B-Instructional Management. 

Competency-Based Vocational Education Ad- 
ministrator Module Series. 


ee gone in the W 
pang de Gude eed 


ED on 383 
and) S 


‘a8 238 814 
Do Animals Have Rights? Teacher’s Packet (for 
4th, 5th, & 6th Grades). 


ED 239 947 
A Dogrib History. Grade 1-3. 

ED 238 632 
A Dogrib History. Grade 4-6. 

ED 238 633 
The Don’t Panic Book: What to Expect in an 
Encounter with the Police and the Juvenile Jus- 
tice System in New Mexico. 

ED 236 075 
Don’t You Dare Breathe That Air! 

ED 238 670 

7 Double-Needle Felling Machine. Module 


ED 233 204 
Drafting. A Bilingual Text = Dibujo Mecanico. 
Un Texto Bilingue. 

ED 235 299 
The Economic Effects of Population Changes in 
Rural Small Communities: A Short Course for 
Community Leaders. Bulletin No. 564. 

ED 234 962 
The Education of a Writer-The Evolution of a 
Document. 

ED 239 265// 

Elementary Computer Literacy. Student Activity 
Handbook. 

ED 233 674 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 1. Per- 
sonnel, EMS Vehicles, EMS Communications, 
Records and Reports. Revised. 

ED 239 054 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 10. In- 
juries of the Eye, Ear, Nose, Abdomen, Central 
Nervous System and Genitalia. Burns and Envi- 
ronmental Injuries. Revised. 

ED 239 063 
Emergency Victim Care. A T: Manual for 
Emergency Medical Technicians. Module 11- 
Childbirth, Pediatric Emergencies. Revised. 

ED 239 064 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 12. 
Water Accidents, Electrical Emergencies, Haz- 
ardous Materials and Radiation Accidents. Re- 


ED 239 065 
Emergency Victim Care. A T; Manual for 
Emergency Medical Technicians. Module 13- 
Extrication from Automobiles. Revised. 
ED 239 066 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. aoe 14. 
ara I: Communicating with and 
paired Patients. > dix IE Me Medical 
Terminology: Ap Appendix III: EMS Or, tions. 
— (Ohio). Glossary of 
rg = Index. R 
ED 239 067 
Emergency Victim Care. A Training Manual for 
Emergency gy -* Technicians. yoo ioe 
Equipment, Safe Driving Practices, 
pects, Controlling the Situation, prey awe 


tion Conference. Revised. 

ED 239 055 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 3- 
Anatomy and Physiology. Revised. 

ED 239 056 
Emergency Victim Care. A Training Manual for 
a Medical Techricians. Module 4. Vi- 
tal Signs, Patient Assessment. Revised. 

ED 239 057 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 5. 
CPR, Oxygen Therapy. Revised. 

ED 239 058 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 6. 
Bleeding Control, Wounds and Bandaging, 
Shock. Revised. 

ED 239 059 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 7- 
Medicai Emergencies. Revised. 

_ ED 239 060 
Emergency Victim Care. A T: Manual for 
Emergency Medical Technicians. ‘odule 8—-Cri- 
sis -— Drug-Related Problems. Re- 


ED 239 061 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 9. 
Backboards/Moving and Handling the Victim, 
Fractures, Dislocations. Revised. 

ED 239 062 
Employment Laws. Cooperative Occupational 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 

ED 234 254 
Energy for Living. Study Guide. Unit Gl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 893 
Estimating Aquatic Insect Populations. Introduc- 
tion to Sampling. 

ED 233 879 
Fair Employment Practices. Instructor’s Guide 
[and] Student Materials. Business Issues in the 
Classroom. Revised. 

ED 238 806 
Field Trip to a Rocky Shore. 

ED 237 309 
Fighting TV Stereotypes. An ACT Handbook. 

ED 236 062 
Finding a Place for Energy: Siting Coal Conver- 
sion Facilities. Resource Publications in Geogra- 
phy. 

ED 235 083 
Finding Job Opportunities. Cooperative Occupa- 
tional Education, Unit 7. Instructor Material and 
Student Material. 

ED 234 246 
Following Directions. 

ED 239 988 
Forces in Action. Study Guide. Unit H1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 897 
Forces in Living ae Guide. Unit H2. 
ZIM-SCI, Zimbabwe ndary School Science 
Project. Year 2. 

ED 239 898 
Forces. ’O’ Level Study Guide. Unit 1. ZIM-SCI, 
Zimbabwe Secondary School Science Project. 
Year 3. 

ED 239 902 
Front-End Types. Automotive Mechanics. Steer- 
ing & Suspension. Instructor’s Guide [and] Stu- 
dent Guide. 

D 235 366 

Genes and Surroundings. [Student’s Guide] 

ED 238 679 
Georgia Teacher Certification Testing Pro; : 
Administration and Supervision Test. Study 
Guide and Information Handbook. 

ED 235 163 
Governments and Information. IST 607; A Grad- 
uate Course. 

ED 237 099 
Graded SPSS Exercises. 

ED 240 143 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 

ED 235 301 
Greek and Roman Myths. 
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ED 239 200 
A Guidance Handbook for Parents & Students. 

ED 239 195 
The Hamburger War. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 807 
Handbook of Polish. 

ED 236 919 
Hawaii's Sugar Islands. 

ED 235 049 
Health and Humanity: Humanities 401 Syllabus. 

ED 233 654 
Help Your Child to Listen and Talk Better: A 
Workshop for Parents. 

ED 234 577 
Hiligaynon Lessons. PALI Language Texts: Phil- 
ippines. 

ED 239 484 
How to Enjoy Yoong With Computer Applica- 
tions. Revised Edi 

ED 236 035 
Human Development Student Modules. 

ED 237 638 
Human Factors in Library Administration. Re- 

ED 234 816 
Human Relations. Discussion Topics and Activi- 
ties. 


ED 239 983 
Identifying Student Perceptions of Non-Techni- 
cal Workskilis. 


ED 239 038 
Igbo. 


Illusions. 


ED 233 567 


ED 239 975 
An Illustrated Guide to Electrical Safety. Re- 
vised 


ED 238 728 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

ED 235 300 
Infection Control in the Long Term Care Facil- 
ity. 

ED 236 440 
INFOQUEST: A Research Strategy Approach to 
Locating Information. 

ED 237 101 


Information Resources in Clinical Medicine: 
Family Practice, Pediatrics, Obstetrics and Gy- 
necology, General Surgery, Internal Medicine. 
ED 234 818 
Inside Television. Instructor’s Guide [and] Stu- 
= Materials. Business Issues in the Classroom. 


ED 238 816 
Instructional Use of the Microcomputer: Per- 
sonal Experiences. 

ED 235 798 
International Trade: U.S./U.S.S.R. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. 

ED 238 819 
Introduction a Paris = Introduction to Paris. 

ED 239 486 
An Introduction to Benefit-Cost Analysis for 
Eon dean Expenditure Alternatives. 

kages in the Policy Sciences, PS-22. 

ED 238 312 
An Introduction to Citation Indexing at the Uni- 
versity of Rhode Island Library. 

ED 234 797 
Introduction to Language. Linguistics 101. 


ED 238 289 
Introduction to Retail Security. 

ED 234 194 
Introductory Data Collection and Analysis. 

ED 234 819 
Intro to Valve Guide ee Soe 
tive Mechanics. Valves. Instruc ide [and] 
Student Guide. 

ED 235 365 
Inventors and Inventions. 

ED 239 973 
The Job Interview. Cooperative Occ 
Education, Unit 11. Instructor Material and Stu- 
dent Material. 


Job Safety ED 234 250 
- Cooperative Occupational Education, 
— ia lastructor Material and Student Mate- 


ED 234 253 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 
The Knife Machine. Module 15. 

ED 233 202 
Landlords and Tenants in Conflict. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 


Learning about Occupa' Coo me wo ta 
i ut tions. perative u- 
pational Education, Unit 5. Instructor Material 
and Student Material. 

ED 234 244 
Learning about Yourself. Cooperative Occupa- 
tional Education, Unit 4. Instructor Material and 
Student Material. 


ED 234 243 
Learning Disabilities: Introduction and Strate- 
gies for College Teaching. 


ED 235 864 
Learning the Law: Law Education for Young 
North Carolinians. 

ED 239 938 
Learning to be a Scientist. Study Guide. Unit Al. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 872 
“Learning to Do Humanities.” Final Report. 

ED 233 750 
Let’s Go Riding in the Car. An ESL/Geography 
Module. Teacher’s Guide [and] Student Booklet. 

ED 238 300 
Library Skills Workbook. First Edition. 

ED 233 726 
Life, Beginning and Growing. Study Guide. Unit 
El. ZIM- SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 884 
Living Things and Their Food. Study Guide. Unit 
G2. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. Year 2. 


ED 239 895 
Looking at Life. Study Guide. Unit A2. 
ZIM-SCi, Zimbabwe Secondary School Science 
Project. 

ED 239 874 
Makah Alphabet Book. 

ED 233 850 
The Makah Counting Workbook. 

ED 233 853 
Making Changes: Employment Orientation for 
Immigrant Women. 

ED 238 971 


Manage Student Recruitment. Module LT-C-1 of 
Category C-Student Services. Competency- 
Based Vocational Education Administrator 
Module Series. 

ED 236 384 
Managing Personal Relationships. Cooperative 
Occupational Education, Unit 16. Instructor Ma- 
terial and Student Material. 

ED 234 255 
Managing Time and Money. Cooperative Occu- 
pational Education, Unit 17. Instructor Material 
and Student Material. 


ED 234 256 


ED 235 054 
Mapping the Land: Aerial Imagery for Land Use 
— Resource Publications in Geogra- 
phy. 


Manitoba. Reference Series No. 28. 


ED 235 078 
Marine and Estuarine Ecology. Man and the 
Gulf of Mexico. 
ED 239 870 
Marine Habitats. Man and the Gulf of Mexico 
Series. 


ED 239 869 

Matching Yourself to Suitable Occupations. Co- 
operative Occupational Education, Unit 6. In- 
structor Material and Student Material. 

ED 234 245 
Mathematics Enrichment: Grade 4. Curriculum 
Bulletin Number 236. 

ED 238 681 
Mathematics Enrichment: Grade 5. Curriculum 
Bulletin Number 237. 

ED 238 682 
Mathematics for the Technical Student: The Use 
of the Computer in the Systems Approach to In- 
struction. 


ED 237 123 


Publication Type Index 


Mathematics in the Needle Trades. Computing 
Piecework. Module 2. 

ED 233 189 
Measuring and Fixturing Techniques. Auto 
Body. Unitized Vehicles. Instructor’s Guide 
[and] Student Guide. 

ED 234 222 
Mr. Wizard’s Supermarket Science. 

ED 237 320 
Multicultural, Nonsexist Teaching Strategies: So- 
cial Studies (K-6). 

ED 239 985 
National and International Information Policies. 
IST 682, A Graduate Course. 
N: Chang f th nes ha hed 

ag es—-A mys of the Navajo 
Dinetahgi Lahgo Ahoodzaa-Dine Bahane. 

Fifth-Eighth Grade Navajo Bilingual Bicultural 
Social Studies Curriculum. 

ED 235 970 
Navajo Leadership and Government: A History. 
Sixth-Ninth Grade Navajo Bilingual-Bicultural 
Social Studies Curriculum. 

ED 235 973 
The Navajo Way of Life: A Resource Unit with 
Activities for Grades 4-6. 

ED 235 962 
New Brunswick. Reference Series No. 31. 

ED 235 057 
Newfoundland. Reference Series No. 34. 

ED 235 060 
iy Northwest Territories. Reference Series No. 


ED 235 061 
Nova Scotia. Reference Series No. 32. 

ED 235 058 
Nuclear Energy, Nuclear Weapons Proliferation, 
and the Arms Race. 

ED 233 911 
Oceanography. Boy Scouts of America Merit 
Badge Series. 


ED 238 738 
Of Codes and Crowns: The Development of Law. 
[Student’s Book] Law-in-Social Studies Series. 

ED 238 765 
Official Learning Center Contract for Gifted and 
Talented Education. 

ED 236 898 
OK-NEWS: Oklahoma Newspapers - Educa- 
tional Windows for Students. 

ED 233 298 
Ontario. Reference Series No. 29. 

ED 235 055 
Order and Skepticism: Humen Geography and 
the Di of S Publications 





in Geography. 

ED 235 082 
Our Planet Earth. Study Guide. Unit F1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 889 
Outdoor Education Counselor Manual. 

ED 238 656 
Outdoor Education Student Log Book. 

ED 238 657 
A Papago Grammar. 

ED 235 989 
Particles in Action. Study Guide. Unit C72. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 880 
Performance Appraisal for Librarians: A Guided 
Self-Study Approach. 

ED 234 804 
Personal Development Skills and Strategies for 
Effective Survival as a Rural Special Educator. 
Student Text for the Curriculum Module. 

ED 235 931 
Personal Safety. Cooperative Occupational Edu- 
a 18. Instructor Material and Student 

terial. 


ED 234 257 
Perspectives. 1983 Edition. 


ED 237 409 
Pet Care Teaching Unit: 1st-3rd Grades. 
ED 239 943 
Pi: The Digit Hunt. 


ED 239 836 
Plants and People: Vegetation e in North 
America. Resource Publications in graphy. 


y: 
ED 235 080 
Plant Study Guide. 





Publication Type Index 


ED 237 308 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 
ED 235 084 
Practical Law in New Mexico. 

ED 238 776 
Pre-Alignment Checks. Automotive Mechanics. 
Steering & Suspension. Instructor’s Guide [and] 
Student Guide. 

ED 235 367 
Pre-Industrial Training Workshop. 

ED 234 198 
Prejudice. 

ED 239 249 
Presidential Election ’80 and the Past Presidents. 

ED 239 993 
Preventing Cancer in the Workplace and Com- 
munity. Volume II. Cancer, the Worker and the 
Community. An Independent Study Guide. 

ED 236 391 
Pre-Vocational Curriculum (Career Education) 
for 9th and 10th Grade Levels. (Student Study 
Guide). 

ED 236 314 
Prince Edward Island. Reference Series No. 33. 

ED 235 059 
Principles of Refrigeration. Automotive Mechan- 
ics. Air Conditioning. Instructor’s Guide [and] 
Student Guide. 

ED 235 369 
Problem Solving and Comprehension. Third Edi- 
tion. 

ED 234 998 
Product Safety: The Stonewall Hearings. Instruc- 
tor’s Guide [and] Student Materials. Business Is- 
sues in the Classroom. Revised 

ED 238 813 
Program Planning for the Special Child. 

ED 236 866 
Progressing on the Job. Cooperative Occupa- 
tional Education, Unit 13. Instructor Material 
and Student Material. 

ED 234 252 
Promote the Vocational Education Program. 
Module LT-F-2 of Category F-School-Commu- 
nity Relations. Competency-Based Vocational 
Education Administrator Module Series. 

ED 236 386 
Promote Your Vocational Program with Excep- 
tional Students. Module L-13 of Category L- 
Serving Students with Special/Exceptional 
Needs. Professional Teacher Education Module 
Series. 

ED 235 380 
The Puzzle Design Activity. 

ED 236 118 
Quebec. Reference Series No. 30. 

ED 235 056 
The Raven and the Crow: A Makah Story Color- 
ing Book. 

ED 233 852 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 

ED 239 971 
Reconstruction: The Promise and Betrayal of De- 
mocracy. 

ED 236 078 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 

ED 236 079 
Reinforcing Basic Skills Through Social Studies. 
Grades 4-7. 


ED 239 a 
Reproducing by Flowers and . Stud 
Guide. Unit E2. ZIM-SCI, Zimbabwe Seccndiey 
School Science Project. 

ED 239 886 
Revitalizing Cities. Resource Publications in Ge- 
ography. 

ED 235 085 
Road to White House Activities. 

i ED 239 994 

Russian for Expository Prose. Volume 1: Intro- 
ductory Course. 

ED 236 920 
Russian for Expository Prose. Volume 2: Ad- 
vanced Course. 

ED 236 921 
Samoan Language: A Manual for the Study and 
Teaching of the Samoan Language as Taught by 
Peace Corps/W. Samoa. 

ED 233 587 


(051) Guides - Classroom - Learner 729 


Saskatchewan. Reference Series No. 27. 

ED 235 053 
Seminary Education and Christian-Jewish Rela- 
tions. A Curriculum and Resource Handbook. 

ED 236 088 
The Serger (Overlock) Machine. Module 10. 

ED 233 197 
The Single Needle Lockstitch Machine. [Con- 
structing and Setting Pockets.] Module 9. 

ED 233 196 
The Single Needle Lockstitch Machine. [Con- 
structing and Setting Sleeves.] aa 4: 

D 233 194 

The Single Needle ~, r Machine [Con- 
structing Darts.] Module 

ED 233 190 
The Single Needle Lockstitch Machine. [Making 
and Setting Cuffs.] Module 6. 

ED 233 193 
= Single Needle Lockstitch Machine. Module 


ED 233 188 
The Single Needle omen Machine. [Setting 
a Collar.] Module 

ED 233 192 
The Single Needle ‘eee Machine. [Setting 
Zippers.] Module 8 

ED 233 195 
The Single Needle Lockstitch Machine. [Sewing 
Seams.] Module 4. 

ED 233 191 
Small Business Course for Older Americans. Stu- 
dent Handbook. 

ED 237 131 
Snakes! Snakes! Snakes! 

ED 239 834 
Social Studies Games on Parade. 

ED 239 987 
Social Work Practice with Native American 
Families: A Handbook. 

ED 239 812 
Spanish Language Arts for the English Speaker. 
Teacher’s Manual, Student Workbook, and 
Teacher’s Workbook and Vocabulary Picture 
Book: Level B. 

ED 234 646 
Spatial Encounters: Exercises in Spatial Aware- 
ness. 

ED 236 183 
Special Attachments. Module 19. 

ED 233 206 
Specialization. 

ED 238 762 
Special Needs in Education (E241): An Alterna- 
tive System: A Special Imagination, Unit 16. Sec- 
ond Edition. 

ED 235 625 
Special Needs in Education (E241): A Special 
Curriculum? Unit 5/6. 

ED 235 615 
Special Needs in Education (E241): Biology and 
Handicap, Unit 11. 

ED 235 620 
Special Needs in Education (E241): Education 
for Adult Life? Unit 4. 

ED 235 614 
Special Needs in Education (E241): Eradicating 
Handicap, Unit 14. 

ED 235 623 
Special Needs in Education (E241): Family 
Views, Unit 3. 

ED 235 613 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 

ED 235 611 
Special Needs in Education (E241): Handicap Is 
Social, Unit 13. 

ED 235 622 
Special Needs in Education (E241): National 
Perspectives, Unit 10. 

ED 235 619 
Special Needs in Education (E241): Origins, Unit 
9 


ED 235 618 
Special Needs in Education (E241): Psychology 
and Special Education, Unit 12. 

ED 235 621 
Special Needs in Education (E241): Research 
and Progress in Special Education, Unit 15. 

ED 235 624 
Special Needs in Education (E241): Special Biog- 
raphies, Unit 1/2. 


ED 235 612 
Needs in Education (E241): The Powers 
t Be, Unit 8. 

ED 235 617 
Special Needs in Education (E241): The Profes- 
sionals, Unit 7. 

ED 235 616 
Special Operation. Module 20. 

ED 233 207 
Speech and Language Control: A Syllabus and a 
Workbook. 


ED 236 725 
ED 239 835 
ED 239 925 


Spirolaterals. 
Stars and Star Myths. 


Strategies Unlimited. 

ED 239 991 
STS-9 and Amateur Radio. NASA Educational 
Briefs for the Classroom. 

ED 239 843 
Student Clubs. Cooperative Occupational Educa- 
tion, Unit 2. Instructor Material and Student Ma- 
terial. 

ED 234 a 
Study Guide for TCT for Reading S 

ED 235 1s 
Study Guide for TCT in Agriculture. 

ED 235 137 
Study Guide for TCT in Art. 

ED 235 138 
Study Guide for TCT in Business Education. 

ED 235 139 
Study Guide for TCT in Communicative Arts. 

ED 235 140 
Study Guide for TCT in Distributive Education. 

ED 235 141 
Study Guide for TCT in Early Childhood. 

ED 235 142 
Study Guide for TCT in French. 

ED 235 143 
Study Guide for TCT in German. 

ED 235 144 
Study Guide for TCT in Health and Physical Ed- 
ucation. 

ED 235 145 
Study Guide for TCT in Health Education. 

ED 235 146 
Study Guide for TCT in Hearing Impaired. 

ED 235 147 
Study Guide for TCT in Home Economics. 

ED 235 148 
Study Guide for TCT in Industrial Arts. 

ED 235 149 
Study Guide for TCT in Latin. 

ED 235 150 
Study Guide for TCT in Mathematics. 

ED 235 151 
Study Guide for TCT in Music. 

ED 235 153 
Study Guide for TCT in School Counseling. 

ED 235 155 
Study Guide for TCT in School Psychome- 
try/School Psychology. 

ED 235 156 
Study Guide for TCT in Science. 

ED 235 157 
Study Guide for TCT in Social Studies 

ED 235 158 
Study Guide for TCT in Spanish Education. 

ED 235 159 
Study Guide for TCT in Special Education: Men- 
tal Retardation. 

ED 235 160 
Study Guide for TCT in Special Education: Pro- 
fessional Knowledge. 

ED 235 161 
Study Guide for Teacher Certification Test for 
Media Specialists. 

ED 235 152 
Study Guide for Teacher Certification Test in 
Speech and Language Pathology. 

ED 235 162 
Study Guide for the Regents External Degree 
Examination in Health Support—Area II (4 Cred- 
its). 


ED 233 653// 
A Study of Japan for the Intermediate Grades. 

ED 239 968 
Supervise Vocational Education Personnel. Re- 
vised Edition. Module LT-D-2 of Category 
D-Personnel Management. Competency-Based 
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Vocational Education Administrator Module Se- 
Ties. 

ED 236 385 
AS ic Approach to Improving the Train- 
ing in CIDS. Training Journal. 


Tall Tales of North America. 


ED 239 099 


ED 239 201 
Teacher’s Guide in Population Education for 
Health Education, First ¢ Year-Fourth Year. Sec- 
ondary Level. (Revised for Musiim Filipinos). 

ED 233 936 
Teacher’s Guide in Population Education for So- 
cial Studies, First Year-Fourth Year. Secondary 
Level. (Revised for Muslim Filipinos). 

ED 233 935 
Teacher’s Guide in Population Education for So- 
cial Studies, Grades I-VI. Elementary Level. (Re- 
vised for Muslim Filipinos). 

ED 233 934 
Teaching Both Sides of the Brain: Book III: 
Math/Social Studies /Science. 

ED 239 963 


Teaching Both Sides of the Brain: Book II: Read- 


ing. 
ED 239 962 
Teaching Both Sides of the Brain. Book i: Manual 
[and] Brain Hemisphere Activities. 
ED 239 961 
Teaching Content Through Reading. A Human 
Experience. 


ED 238 867// 
Teaching Strategies for More Effective Integra- 
tion. 


ED 236 253 
Technical Mathematics. 

ED 234 197 
This is Alaska. 

ED 239 986 
Tidal Marshes: The Boundary between Land and 
Ocean. 


ED 237 313 
Traditional Peoples of Southern Africa. A Stu- 
dent Activity Unit for Upper Elementary & Mid- 
dle School Students. 
Traveling the Con d Cruising the 
Trav e tinents an 
Oceans. 


ED 239 979 
Tutor’s Handbook-Highline Indian Tutoring 
Program. 


ED 239 787 
Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A 
Student Guide [and] Basic Program. 
ED 235 099 
Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Participant’s Manual. A Train- 
ing Packet Developed for and in Cooperation 
with Native American Tribal Leaders. 
ED 233 860 
Understanding Electricity. Study Guide. Unit I1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 
ED 239 900 
Unified Technical Concepts. Applicai .n Mod- 
ules Volume I. 
ED 239 i17 
Unified Technical Concepts. Application Mod- 
ules Volume II. 
ED 239 118 
Unified Technical Concepts. Math for Techni- 
cians. 
ED 239 050 
Unified Technical Concepts. Physics for Techni- 
cians. 
ED 239 049 
USAFE Child Care Training Guide. 
aii ieee ED 239 779 
ising Sociology: The Application of Concepts. A 
Paper for the Pennsylvania Sociological Society. 
ED 237 158 
ee ene Stee Limes. A Self In- 
structional Library Orientation. 
ED 233 719 
The Washington Notebook. 
ED 237 410 
Water Wise: A Water Use Handbook. 
ED 237 310 
See Se eenipaing and Repeating to Ehne- 


ED 238 027// 


Whale Teaching Unit. 

ED 239 949 
What Do You Know about Water? Study Guide. 
Unit D. ZIM-SCI, Zimbabwe Secondary Schooi 
Science Project. 

ED 239 882 


What Is Cooperative Occupational Education. 
Cooperative Occupational Education, Unit 1. In- 
structor Material and Student Material. 

ED 234 240 
What is Matter? Study Guide. Unit Cl. 
ZIM-SCI, Zimbabwe Sonntag School Science 


Project. 
What Makes Things Happen? Stud: ‘Guide, Unt 
t Makes ly init 

B. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 

ED 239 876 
White Collar Crime. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 812 
The Wholesale Reece: A —- An Account- 
ing Program. Operator’s Man 

ED 237 631 


Why We Work. Cooperative Occupational Edu- 
oiee. Unit 3. Instructor Material and Student 


ED 234 242 
With Babies and Banners: Illustrated Historical 
Booklet. 

ED 235 048 
With Babies and Banners: Study/ Activity Book- 
let [and] Educator’s Guide. 

ED 235 047 
Women in Science. VGM Career Horizons Se- 
ries. 

ED 236 046 
Women’s Rights Unit. 

ED 239 972 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume III: Intercultural Counseling 
and Interviewing Skills. 

ED 236 321 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume I: Introduction to Refugee Re- 
settlement Work. 

ED 236 319 
Working with Refugees: A Manual for Parapro- 
fessionals. Volume II: The Life Cycle, Mental 
Health, and Mental Illness. 

ED 236 320 
Write It. Footnotes from Your Library Media 
Center. First Revised Edition. 

ED 234 382 
Writing a Letter of Application. Cooperative Oc- 
cupational Education, Unit 9. Instructor Material 
and Student Material. 

ED 234 248 
Your Community and You. Cooperative Occupa- 
tional Education, Unit 20. Instructor Material 
and Student Material. 

ED 234 259 
Your Employer, Your Coworkers and You. Co- 
operative Occupational Education, Unit 12. In- 
structor Material and Student Material. 

ED 234 251 
Your Personal Life and the Law. Cooperative 
Occupational Education, Unit 19. Instructor Ma- 
terial and Student Material. 

ED 234 258 
Youth for Hire. Instructor’s Guide [and] Student 
Materials. Business Issues in the Classroom. Re- 


ED 238 805 
Youth With Wheeis and Their Responsibilities. A 
Combined Teacher Guide and Student Hand- 
book for Pre Driving Age Students. 

ED 239 959 
The Zig Zag Machine. Module 14. 


ED 233 201 
4 X 4 Square Arrays. 
ED 238 676 
(052) Guides - Classroom - Teacher 
Accommodating Students with Learning Disabil- 
ities in College Health Education. Alternative 


Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 


Activities in Planetary Geology for the Physical 
Ctivities in etary for the i 
and Earth Sciences. a = 


ED 239 921 


Publication Type Index 


Activities U.S.A. 

ED 239 990 

Activities Using a Re’ -urant Theme. 
ED 239 927 
Activities Usizig “The State of the World Atlas.” 
Grades 7-12. International Understanding Series. 
ED 240 004 
se agg seer Guide. Introduc- 
oo Development 


ED 240 029 
Administrator Preparation Guidelines: Can We 
Reach Consensus? 

ED 238 098 
Adolescent Development and Sexuality. Adoles- 
cent Decisions Curriculum. 

ED 236 444 
—_ Cuban Immigrant Project. Appendixes 


ED 235 364 
Advanced Algebra and Trigonometry: Supple- 
mental Computer Units. 
Advertising and Free Speech. Ins Fi Aw 
jpeec tructor’s 
——— eee 


ED 238 810 
Advertising for the 80’s. Marketing and Distribu- 
tive Education. Advertising. Instructor’s Guide. 

ED 234 225 
Affirmative Action. Module Number 16. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 158 
Africa. 

ED 239 984 
— Indian Self-Esteem Curriculum Activity 


ED 239 832 
Agricultural Land in an Urban Society. Resource 
Publications in Geography. 

ED 235 079 
Agricultural Land: Is Our Food Factory in Dan- 
ger? [Fastback Booklet]. 

ED 234 979 
Agricultural Mechanics Unit for Plant Science 
Core Curriculum. Volume 15, Number 4. Instruc- 
tor’s Guide. 

ED 235 310 
ee Mechanics. V-A-1 to V-E-1. Basic 

AL 


ED 235 338 
Agriculture-Floriculture. Kit No. 104. Instruc- 
tor’s Manual and Student Learning Activity 
Guide. 

ED 233 208 
Agriculture in Iowa: Curriculum Guide for 
Grades 4-5-6. 


ED 239 829 
Air Conditioner Charging. Automotive Mechan- 
ics. Air Conditioning. Instructor’s Guide [and] 
Student Guide. 

ED 235 370 
Air Conditioning and Refrigeration Program Ar- 
ticulation, 1981-1982. 

ED 234 200 
Alberta. Reference Series No. 26. 

ED 235 052 
Alcohol Abuse: Geographical Perspectives. Re- 
source Publications in Geography. 

ED 235 081 
Algebra I. Curriculum Guide. Bulletin 1580. Re- 
vised 1984. 

ED 239 907 
Alignment —- Procedures. Automotive 
Mechanics. Steering & Suspension. Instructor’s 
Guide [and} Student Guide. 

ED 235 368 
All American Calendar. 

ED 239 974 
Alleviating Writing Anxiety in Individual and 
Small-Group Settings. 

ED 238 008 
Almost 100 Ideas; For Teachers (and Parents, 
Too!). 

ED 237 453 
Aloha, Welcome to the Hawaiian Islands. 

ED 239 978 
The Amana Colonies. 

ED 239 977 
American Business in South Africa. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. Revised. 





Publication Type Index 


ED 238 811 
American Farm Cooperatives: Past and Present. 
Instructor’s Guide [and] Student Materials. Busi- 
ness Issues in the Classroom. Revised. 

ED 238 818 
American History. Computer Programs. 

ED 237 371 
American Problems: A Law-Related Education 
Course (A High School One Semester Course). 

ED 238 790 
America’s Heritage, People and Problems: In- 
structional Materials/Resources for Grade 8 So- 
cial Studies. 

ED 238 794 
The Amish. 

ED 239 970 
The Amish. [An Elementary School Teaching 
Unit]. 

ED 239 969 
Analyzing Growth Policies of Developing 
Countries: A Resource Guide. Economics-Politi- 
cal Science Series. 

ED 233 956 
Anatomy 1. Introduction to Human Anatomy: A 
Functional Approach. 

ED 233 763 
Ancient Egypt: History 380. 

ED 238 464 
Animal, Plant, Living: Notes for Teachers. 
Learning in Science Project. Working Paper No. 
30. 


ED 236 013 
Application of Basic Math to Cooperative Occu- 
pational Education. Cooperative Occupational 
Education. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 224 
Application of Basic Math to Food Service I. 
Food Service. Basic Mathematics. Instructor’s 
Guide [and] Student Guide. 

ED 234 223 
Approaches to Prevention and Prescription/Cog- 
nitive: Orthodoxy and the Part-Whole Paradox. 


ED 236 536 
Approaches to Teaching the Short Story. 

ED 233 335 
Archaeology-You Can Dig It, Too! 

ED 238 743 
Art of the Folk: Mexican Heritage through Arts 
and Crafts for Boys and Girls. 


ED 234 935 
Arts and Crafts, [Ideas Compiled from Nine Is- 
sues of Instructor Magazine, August 1982 
through May 1983.] 

ED 237 445 
Arts and Crafts of the Mississippi Hills. ESEA, 
Title IV-C, 1982-83. 

ED 233 944 
Assessing Children’s Speaking, Listening, and 
Writing Skills. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 380 
Astro Poetry: Students Working as Poets. 

ED 236 602 
Attitudes, Application, Action: Employability 
Skills for the Adult Literacy Student. 

ED 235 322 
Australia. 

ED 239 980 
Auto Body. Block VII. AB-VII. 

ED 235 339 
Auto-Mechanics Course. Bilingual Vocational 
Instructional Materials. 

ED 234 205 
Awareness of Audiences’ Needs: A Charade. 

ED 236 609 
[Back to School Activities for the Elementary 
Poca 5 Compiled frm Six Issues of “Instruc- 

“Learning,” and “Teacher” Magazines.] 

ED 240 053 
Bare Bones: An Introduction to Physical Anthro- 
pology. Alternative Techniques for ——s 
Physical Anthropology to Learning Disabl 
Students in the University. 

ED 234 561 
Basal Reading Series Cross-Reference Guide: 
Readability, Word Count, Readiness Skills, Word 
Attack Skills, Vocab Development, Com- 
prehension Skills, Study Skills. Second Edition. 

ED 236 559 
Basic Economics for Consumers: Living Tomor- 
tow Today. BANK-ED III: Personal Money 
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Management Series. 

ED 237 443 
Basic Iowa Driver’s Manual - Teacher’s Guide. 
[And] Basic Iowa Driver’s Training Manual - Stu- 
dent Handbook. 

ED 239 976 
Basic Pneumatics. Instructor’s Guide. 

ED 234 238 
Basics. [A Compilation of Learning Activities 
Pages from Seven Issues of Instructor 


Magazine, 
imal 1982 through March 1983 and May 


ED 237 444 
Basic Skills: Basic Goals and a Course of Study 
in Citizenship - The Other Three R’s. 

ED 237 415 
Basic Writers and the Computer. 

ED 237 975 
Beginning a Study Investigating Computer Pro- 
gramming. 


ED 239 609 
Behavior Management in Physical Education: A 
Handbook for Teachers. 

ED 234 546 
Beyond Critical : Teaching Students to 
Use Their Knowledge in Academic Writing. 

ED 237 999 
Beyond Reading: Developing Visual Literacy in 
French. 

ED 238 278// 

Bilingual Vocational Instructional Materials. 

ED 234 204 
Biology Regents Syllabus. Revised. 

ED 236 052 
Block Study: Learning About Your Local Com- 
munity. 

ED 239 956 
Bolshevik Revolution. 

ED 237 373 
Book Reporting with Book Mobiles. 

ED 237 927 
Bookwebbing across the Curriculum. 

ED 237 926 
Bridge the Gap: A Guide to the Development of 
Acquisition Activities Targeting Grammar and 
Mi Communication. 

ED 238 259// 

British Columbia. Reference Series No. 25. 

ED 235 051 
Building Trades. Block II. Foundations. 

ED 239 104 
Bulletin Board Ideas for Business Education. 

ED 234 051 
Burning. A Resource Unit for Teachers. 
in Science Project. Working Paper No. 36. 

ED 236 019 
— Arithmetic. Curriculum Guide. Bulletin 
1 2 

ED 239 910 
Business Computer Applications. 

ED 233 717 
The Business Environment. Instructor’s Guide 
[and] — Materials. Business Issues in the 
Classroom. R: 

ED 238 804 
But, Teacher, I Don’t Like to Read, Or How To 
Make Reading Alluring. 

ED 237 971 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Secondary. 

ED 236 895 
Cameras in the Curriculum. A Challenge to 
Teacher Creativity. Volume 1, 1982/83. An 
NEA/KODAK Program. 

ED 238 409 
Canoeing. 

ED 238 636 
The Capitol Experience in Washington, D.C. 

ED 239 954 
Career and Personal Development for Plant Sci- 
ence Core Curriculum. Instructor’s Guide. Vol. 
15. No. 1. Revised. 

ED 234 215 
Career Development Course: Instructor’s Hand- 
book and Curriculum Guide. 

ED 233 234 
Career Preparation Program Curriculum Guide 
for: Business Education. 

ED 234 263 
Career Preparation Program Curriculum Guide 
for: General Mechanics. 

ED 234 262 


Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Food Ser- 
vices). 

ED 234 264 
Career Preparation Program Curriculum Guide 
for: Hospitality/Tourism Industry (Tourist Ser- 
vices). 

ED 234 265 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Machinist Training. 


Career Preparation Pr 
for: Metal Fabrication, 

ED 234 268 
Career Preparation Pro; Curriculum Guide 
for: Metal Fabrication, heet Metal. 

ED 234 267 
Career Preparation Program Curriculum Guide 
for: Metal Fabrication, Welding. 

ED 234 266 
Career Skills through English. Grade 10. 

ED 237 699 
Carrying Loads on Heads. Third World Science. 

ED 235 033 
The Case of the Wild House Mouse. Urban Pest 
Management. Teaching Environmental Living 
Skills to Elementary Students. 

ED 238 699 
A Catalog of Educational Resources in Commu- 
nication Arts, Cultural Ecology, and Environ- 
mental Studies for the S High School 
Teacher. Curriculum Resources for the Alaskan 
Environment. 

ED 233 843 
Caves: A Course of Study. 

ED 239 852 
Centering on Independent Study. 

ED 236 130 
Changing Images of China: Grades 5-12. Interna- 
tional Understanding Series. 

ED 238 798 
Changing Neighborhoods. An Introduction to 
Alexandria Through Its Buildings. 

ED 239 957 
Charcoal. Third World Science. 

ED 235 034 
Senet Education: A Motivating Classroom 

lea! 

ED 239 965 
A Checklist for University Supervisors Regard- 
ing the Operation of Successful Intern Seminars 
and Field Experiences. 

ED 236 116 
Chemical Dependency Unit: One Aspect of the 
Program for Student Assistance of Bryan Sr. 
High School. Teacher Manual. 

ED 235 423 
The Chemicals of the Earth. Teacher’s Guide. 
Unit F2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 892 
Chemistry for the Life Sciences. An Instructor 
Resource Guide. Appendix to a Final Report on 
the Paraprofessional Rurally Oriented Family 
Home Health Training Program. 

ED 237 711 
Child Care Services Curriculum Guide. 

ED 239 112 
Child Guidance for Child Caregivers: Instructor’s 
Guide. 

ED 235 352 
Children and Books. 

ED 236 534 
Children’s Literature—For All Handicapped Chil- 
dren. 


ED 234 541 
“The Chips Are Down”: Beginner’s Self-Teach- 
ing Basic Computer Lessons. Revised Edition. 

ED 238 423 
Choices in the Marketplace: A Basic Unit on 
Consumer Economics. 

ED 238 739 
Choosing Occupations and Life Roles. Teacher’s 
Handbook. 

ED 233 224 
City Planning Unit: Grade 6. 


cl E 
Data. 


ED 238 754 
Utilizing Precipitation 





ED 240 014 
Classroom Ideas-April 1982. Primary Edition. 

ED 239 722 
Classroom Ideas-December 1981. Primary Edi 
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tion. 

ED 239 718 
Classroom + or 1981. Intermediate Edi- 
tion. Volume 1 

ED 239 730 
Classroom Ideas-Fall 1982. Intermediate Edi- 
tion. Volume 4. 

ED 239 733 
Classroom Ideas-Fall 1983. Environmental Edvu- 
cation: Sun, Sky, and Soil. Intermediate Edition. 

ED 239 726 
Classroom Ideas-Fall 1983. Environmental Edu- 
cation: Sun, Sky, and Soil. Primary Edition. 

ED 239 Nay 
_ Ideas-February 1982. Primary Edi: 


ED 239 720 
Classroom Ideas for April 1980. 
ED 239 715 
Classroom Ideas for Elementary Substitute 
‘eachers. from Nine Issues of “In- 
structor,” een” “Le “Learning,” and “Grade 
Teacher” Magazines.] 


Classroom Ideas for May 1980. 


ED 240 052 


ED 239 716 
Classroom Ideas for September 1980. 

ED 239 717 
Classroom Ideas-January 1982. Primary Edition. 


ED 239 719 
Classroom Ideas-March 1980. 

ED 239 714 
Classroom Ideas-March 1982. Primary Edition. 

ED 239 721 
Classroom Ideas-May 1982. Primary Edition. 

ED 239 723 
Classroom Ideas-Spring 1982. Intermediate Edi- 
tion. Volume 3. 

ED 239 732 
Classroom Ideas-Spring 1983. Intermediate Edi- 
tion. Volume 6. 

ED 239 735 
Classroom Ideas-Spring 1983. Primary Edition. 

ED 239 727 
Classroom Ideas-Winter 1981. Intermediate Edi- 
tion. Volume 2. 

ED 239 731 
Classroom Ideas-Winter 1982. Intermediate Edi- 
tion. Volume 5. 


ED 239 734 
Classroom Ideas-Winter 1982. Primary Edition. 

ED 239 724 
Classroom Ideas-Winter 1983. Focus on Geol- 
ogy: Rocks, Sand and Crystals. Intermediate Edi- 
tion. 


ED 239 728 
Classroom Ideas-Winter 1983. Focus on Geol- 
ogy: Rocks, Sand and Crystals. Primary Edition. 

ED 239 729 
Classroom Partners: Literature and the Printed 
Media. 

ED 236 600 
Classroom Strategies for Using the Newspaper. 

ED 238 767 
Clay Pots. Third World Science. 

ED 235 035 
Clean, Safe Water. For How Long? 

ED 237 311 
$ : to hams ee Alternative 

Techniques or eaching to Learning 

Disabled Students in the Sewn: ly 

ED 234 552 
Clerical/Secretarial Course. Bilingual Vocational 
Instructional Materials. 


ED 234 207 
Climatic Concepts and Regions. 

ED 236 057 
Close Encounters with Everyday Math (Math 
and Practical Arts/Life). Module 4. MATHCO 
Teacher’s Guide. 

ED 233 904 
Cockroach Clean-Up Tour . Urban Pest Manage- 
ment. Teaching Environmental Living Skills to 
Elementary Students. 

ED 238 700 

Dissonance as Activities in Teaching 
Culture. 


ED 239 487 


ED 234 547 
College Reading: Responses to the CUNY Read- 
ing Seminars. A Special Issue of Resource. 

ED 234 367 
Coming Together, Coming Apart. Black Settlers 
in Rural Wisconsin. Teachers’ Manual. 

ED 240 215 
A Common World: Courses in Women’s Studies 
for Rural and Urban Communities. 

ED 235 102 
Communication in Loving Relationships. 

ED 236 744 
Communications. New Mexico Industrial Educa- 
tion Curriculum Guide. 

ED 235 378 
Community Study. A Guide for Teachers. 

ED 238 741 
Comparative Higher Education. 

ED 234 676 
A Comparative View of the Roles of Women and 
Men: Grades 6-12. Comparative Studies Series. 

ED 238 799 
Competency-Based Curriculum for Prevoca- 
tional Exploration. Marine/Fresh Water. 

ED 236 325 
Competency-Based Curriculum for Prevoca- 
tional Exploration. Personal Service. 

ED 236 324 
Competency Based Refresher Nurse Curriculum. 

ED 236 401 
Competency yaa Vocational Education Typ- 
ing I and Typing II 

ED 236 379 


Competition in the Franchise Business. Instruc- 
tor’s Guide [and] Student Maierials. Business Is- 
sues in the Classroom. Revised. 
ED 238 808 
Competitive Live Discussion: The Effective Use 
of Nonverbal Cues. 
ED 238 080 
Competitive Swimming and Diving. Official 
Rules, Officating. August 1983-August 1984. 
NAGWS Guide. 
ED 237 450 
Completing Employment Forms. Cooperative 
Occupational Education, Unit 10. Instructor Ma- 
terial and Student Material. 
ED 234 249 
> cree, and Science: A Symbiotic Relation- 
p. 
ED 238 001 
Composition Handbook for Decatur Teachers. 
ED 234 404 
Composition. How To Make a Picture. 
ED 239 989 
Comprehension Instruction: Perspectives and 
Suggestions. 
ED 233 313// 
Comprehensive Guide for Middle School Pro- 
grams. Instructor’s Guide. 
ED 235 311 
The Computer as a Tool for the Invention Stage 
of Writing. 
ED 236 693 
Computer-Based Sentence-Combining Instruc- 
tion. Final Report. 
ED 239 307 
Computer Graphics and Creativity/Problem 
Solving Skills with Deaf and Severely Language 
Disordered Students: Parts I, II, and III. 
ED 233 517 
Computer Literacy. 
ED 233 683 
Computer Literacy. A Co-Ser Project of Cort- 
land-Madison BOCES, Summer 1983. 
ED 237 356 
Computer Literacy Activities for Elementary and 
Middle School Students. 
ED 238 152 
Computer Literacy for Teachers: Level 1. 
ED 234 742 
Computer Literacy for the Middle Grades. A 
Teacher’s Guide. Revised Edition. 
ED 239 581 
Computer Literacy. Part II-A Teacher’s Guide. 
A Staff Development Publication. 
ED 239 082 
Computers in Language Arts. 
ED 238 010 
Computers in Teaching English. 
: ED 239 296 
Computers in the English Class, with Particular 


Publication Type Index 


penne to University of New York. 
Pend Fo Baan No. 6. 
ED 239 262 
Computer Utilization in Composition Instruction 
Specifications. Final Report. 
ED 239 306 


A Concept Development Based Approach to Vo- 
cabulary Instruction. 
ED 237 940 


Conservation for Children [Levels 1-6 and an 
All-Levels Supplement]. 

ED 239 920 
Construction Trade Course. Bilingual Vocational 
Instructional Materials. 

D 234 206 

Consumer Education (A High School One Se- 
mester Course). 

ED 238 791 
Consumer Education Curriculum. 

ED 239 084 
Consumer Education Curriculum Guide. Energy 
and the Family. 

ED 236 397 
Consumer Education. Vocational Home Eco- 
nomics Education. 

ED 236 348 
Consumer Mathematics II-M612. Grades 9-12. 
Revised. 

ED 239 844 
Contacting an Employer. Cooperative Occupa- 
tional Education, Unit 8. Instructor Material and 
Student Material. 

ED 234 247 
Contemporary Story Problems. 


ED 239 924 
A Contextualized Perspective on Developmental 
Writing. 


ED 236 620 
Continued Development of Curriculum for Inter- 
preter Training Programs in Vocational Educa- 
tion. Final Report, July 1, 1980 - June 30, 1981. 

ED 234 230 
Convention Problems - 1787. 

ED 238 742 
Coordinated Academic English 1-2/World His- 
tory. 

ED 239 998 
Coordination Techniques. Module Number 2. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 144 
COPEing With Environmental Education Pro- 
= Development and Infusion into the Global 

tudies Curricula of Rural Schools. 

ED 238 652 
Core III Materials for Metropolitan Agricul- 
ture/Horticulture Programs. Units A-I. 

ED 233 230 
Core III Materials for Metropolitan Agricul- 
ture/Horticulture Programs. Units J-M. 

ED 233 231 
Core [II Materials for Rural Agriculture Pro- 
grams. Units A-G. 

ED 233 228 
Core III Materials for Rural Agriculture Pro- 
grams. Units H-I 

ED 233 229 
Course Outline for Lesson Plans for Pre-Employ- 
ment Laboratory Training in CVAE-VEH Farm 
and Ranch Mechanical Repair. 

ED 236 316 
Crafts for Libraries: Thirty-Nine Projects to 
Share with Children. 

ED 234 791 
Creative Options for Children of the Eighties. 
Reducing Stereotyping in Career Education K-6. 
A Manual to Assist the Classroom Teacher. 

ED 237 630 
Creative Quickies. [Vol. I.] 

ED 237 451 
Creative Quickies, Vol. II. 

ED 237 452 
The Credit Business. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 809 
Critical Judgment. Activity Guide. 

ED 239 982 
Cross-Age Tutoring Handbook. 

ED 238 826 
Cross-Cultural Perspectives in the Curriculum. 
Resources for Change. 

ED 237 392 





Publication Type Index 


Quality of Life i 4 a _— World. 
a High Se High School English Curriculum. 

ED 240 044 
Crossroads: Quality of Life in a Nuclear World. 
A High School Science Curriculum. 

ED 240 045 
Crossroads: Quality of Life in a Nuclear World. 
A High School Social Studies Curriculum. 

ED 240 046 
Cultural Sight and Insight: with Diverse 
Viewpoints and Values. GPE Humanities Series. 

ED 237 429 
The Culture of Southern Black Women: Ap- 
proaches and Materials. 

ED 238 820 
Curricula for the Prevention of Sexual Abuse of 
Children and Youth. 

ED 239 778 


Curriculum and Research for Equity. A Training 
Manual for Promoting Sex Equity in the Clase: Class- 
room. 

ED 235 104 
A Curriculum Guide for Electricity / Electronics. 

ED 235 307 
Curriculum Handbook-Project D.E.E.P. Devel- 
oping Exceptional Educational Potential. 

ED 234 585 
Curriculum in English II: Planning an Integrated 
Unit. 


ED 233 373 
act Wild Neighbors: Teaching Unit (Grades 


ED 239 948 
CVAE-VEH Horticulture Course Outline. 

ED 234 213 
Day Care Management. Final Report. 

ED 236 341 
Deactivating the Writing Program. 

ED 236 627 
Death of the Roman Republic. 


ED 237 374 
Decisions about Drug Use. Adolescent Decisions 
iculum. 


ED 236 443 
Decisions about Language. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 518 
Decisions about Mathematics. Teacher’s Guide. 
Fair ik : Developing Self-Concept and Deci- 
sion-M. Skills in the Middle School. 

ED 238 520 
Decisions about Physical Activity. Teacher’s 
Guide. Fair Play: Developing Self-Concept and 
Decision-Making Skills in the Middle School. 

ED 238 524 
Decisions about Roles. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 516 
Decisions about Science. Teacher’s Guide. Fair 
Play: Developing Self-Concept and Decision- 
Making Skills in the Middle School. 

ED 238 522 
Decisions about Work. Adolescent Decisions 
Curriculum. 

ED 236 448 
Decisions and You. Teacher’s Guide. Fair Play: 
Developing Self-Concept and Decision-Making 
Skills in the Middle School. 

ED 238 514 
Dental Assisting Course. Bilingual Vocational In- 
structional Materials. 

ED 234 208 
Dental Care. Third World Science. 

ED 235 036 
A Description of the Single Preparatory Reading 
Methods Course for Preservice Teachers. 

ED 233 299 
The Desolate Desert Controversy: Should Presto 
Power Company Build a Nuclear Plant? Instruc- 
tor’s Guide [and] Student Materials. A Busines- 
s-in-the-Classroom Lesson Plan. 

ED 238 817 
Deutschunterricht Durch Handeln (Teaching 
German through Action). 

ED 235 687 
Developing and Implementing Morn bein 
Module Number 8. Work Ex ‘ogram 
Modules. Coordination Techniques Series. 


ED 233 150 
Developing a Nonsense Dicti \ 
ED 239 255 
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Developing Computer Software for Use in the 
Speech/Comunications Classroom. 

ED 238 061 
Developing Gifted Programs in Science. 

ED 236 837 
Developing Oral Communication Skills. 

ED 234 464 
Developing Remedial Mathematics Strategi 

ED 238 213 
Dialogue: A Teaching Guide to Nuclear Issues. 


. . ; ED 240 022 
Ding-A-Ling [Revised]. 
ED 239 218 
Dinosaurs. 


ED 239 928 
Directing a Child Care Program: A Course for 
Administrators. 
ED 235 918 
Discovering the Multi-Factor Region. 
Dispu the Workplace: ae 
isputes in the ment vs. La- 
bor. Instructor’s tend} Steen i 
Business Issues in the Classroom. Revised. 
ED 238 814 
Distillation. Third World Science. 
ED 235 037 
Diversity in the Classroom: A Multicultural Ap- 
proach to the Education of Young Children. 
Early Childhood Education Series. 
ED 237 508// 
io Animals Have Rights? Teacher’s Packet (for 
ro Sth, & 6th Grades). 
Doing the Unthinkable in th ulate 
joing the Un le in the aoe 
Classroom: A Process for the Integration of Lan- 
guage and Culture. 


Do You Hear What I Hear? 


ED 238 269// 


ED 236 603 
Do You Read Me? Business and Office: Reading 
Development Activities Guide. 
ED 237 815 
Do You Read Me? Environmental Supplement: 
Reading Development Activities Guide. 
ED 237 &12 
Do You Read Me? Industrial Suppler «nt: Read- 
ing Development Activities Guide 
2D 237 813 
Do You Read Me? Service Suppiement: Reading 
Development Activities Guide. 
ED 237 814 
DPMA Model Curriculum for Undergraduate 
Computer Information Systems Education. 
Dra’ Out: Second = ar 
wing Out: md Language Acquisition 
through Student-Created Images. 
ED 236 932// 
Early Hawaiian Life: Instructional Materials/Re- 
sources for Social Studies (Elementary). 
ED 238 795 
Earth-Sun Relationships: Latitude, Longitude 
and Time. 
ED 236 061 
Economic Education. Curriculum Guide. Kin- 
dergarten-12. Revised Edition. 
ED 235 110 
Economic Education Experiences of En 
ing Teachers. Volume 20. A Report Developed 
from the 1981-82 Entries in the International Pa- 
per Company Foundation Awards Program for 
the Teaching of Economics. 
ED 235 087 
Economic Education to Arrest Juvenile Delin- 
quency. 
ED 238 756 
Economic Promises and Challenges of Produc- 
tive Resources: A Study of Man’s Use of Produc- 
tive Resources over the Ages (From the Stone 
Age to the Space Age). 
ED 239 935 


Economics (A High School One Semester 
Course). Instructional Materials/Resources for 
Social Studies. 

ED 238 793 
Economics - A Puzzle: The People Power Solu- 
tion. 


D 239 934 
Economic a Game: A Two = Simula- 
tion for Grades 9- 
ED 238 759 
The Economics of Energy: A Teaching Kit 
(Grades 7-12). 


ED 236 102 


Education for Adulthood: A Curriculum for the 
oan of Life’ thee Page T Guide 
le’s a Training 

for Those Who Will Teach the Curriculum. 

ED 235 606 
Education in Maryland. A Resource Guide - 
Teaching Children Ages 4, 5, 6, and 7. 

ED 238 525 
Effective and Ineffective Evaluation of Essays: 
Perceptions of College Freshmen. 

ED 238 022 
Effective Consumerism. 

ED 234 232 
Effective er of Business Comm 
Responding to Reported Business Needs. 

ED 235 532 
Electrical Occupations Career Guidance Guide. 
Develop and Implement Model Electrical Clus- 
ter Program. 

ED 239 080 
Electrical Occupations Cluster Guide. Develop 
and Implement Model Electrical Cluster Pro- 


gram. 

ED 239 076 
Electrical Occupations Curriculum Guide, Lev- 
els 1 and 2. Develop and Implement Model Elec- 
trical Cluster Program. 

ED 239 077 
Electrical Occupations Curriculum Guide, Lev- 
els 3 through 6. Develop and Implement Model 
Electrical Cluster Program. 

ED 239 078 


Elementary Computer Literacy. Curriculum 
Guide. 


ED 233 675 
Elementary Instructional Program Procedures 
Manual. 

: cwictea Ba 
lemen e Arts iculum Guide. 
cia Sane tas 

ED 234 405 
Elementary Resource Classroom Packet. 

ED 233 294 
Elemen School Industrial Arts. An Educa- 
tor’s Han k Con’ Approaches and Re- 
sources for Making the Elementary Education 
Curriculum More Effective through Industrial 
Arts Activities. 

ED 234 272 
emonace 5 | School Industrial Arts. ESIA Lesson 
Plans and Resources for Elementary Classroom 
Teachers and Industrial Arts Consultants. 

ED 234 271 
Elementary Science 1-6. 

ED 235 275 
Elementary Social Studies Program. 

ED 240 027 
The Element of Drama in Strategic Interaction. 


ED 238 284 
Employment Laws. Cooperative tional 
Education, Unit 15. Instructor Material and Stu- 
dent Material. 

ED 234 254 
ENable Disabled Readers: Create MINi-Books 
from Cards. 

ED 237 933 
Energy Convertors. Third World Science. 

ED 235 038 
Energy Efficient Economists. 

ED 238 749 
An Energy Environment Education Program for 
Grade 3. 


ED 239 911 
An Energy Environment Education Program for 
Grade 4. 


ED 239 912 
An Energy Environment Education Program for 
Grade 6. 


ED 239 913 
Energy for Living. Teacher’s Guide. Unit G1. 
ZIM-SCi, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 894 
Energy Options: A Curriculum Guide. Curricu- 
lum Resources for the Alaskan Environment. 

ED 233 842 
Energy Tech-Knowledgy. 

ED 239 837 
English Curriculum Guide 7-12 


_ED pr 
English, Journalism, Reading. Curriculum 
for the Language Arts. Grade 7-12. LA-501-82. 
ED 236 593 
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English Language Arts K-12. Interim Guide 


1981. 

ED 236 592 
English Language Arts: Middle Years. 

ED 236 591 
The English Teacher and the Arts. 

ED 239 298 
English Teachers’ Journal (Israel), Number 29. 

ED 239 508 
Ensenando Ei Espanol por Medio de Accion 
(Teaching Spanish through Action). 

ED 235 686 
Environmental Education: A Sourcebook for Pri- 

Education. 


mary 
ED 236 086 
Environmental Education: A Sourcebook for 
Secondary Education. 
ED 236 087 
Catalogue of Re- 


ED 237 349 
Environmental Education Manual for Grades I 
to XII. 


Environmental Education. 
sources for Grades I to XII. 


ED 237 348 
Essential Computer Competencies for Educa- 
tors. 


ED 234 746 
Essential Laboratory Activities Guide. Second- 
ary Science. 

ED 235 285 
Essential Performance Objectives for Social 
Studies: Illustrative Learning Activities (K-3). 

ED 240 001 
Essential Performance Objectives for Social 
Studies: ive Learning Activities (4-6). 

ED 240 002 
Essential Performance Objectives for Social 
Studies: Illustrative Learning Activities (7-9). 

ED 240 003 
Establishing an Advisory Committee. Module 
Number 10. Work Experience Program Modules. 
Coordination Techniques Series. 


. ED 233 152 
ED 234 234 


Ethics in Health Care. Syllabus # 1006.2. 

ED 237 170 
Evaluating On-the-Job Training. Module Num- 
ber 9. Work Experience Program Modules. Coor- 
dination Techniques Series. 


ED 233 151 
Every Child Can Write! Learning and Teaching 
Written Expression in the 1980s. 

ED 239 308 
Examining Sex Bias. Module 1. Choosing Occu- 
pations and Life Roles. 
Rensteeien _ = 225 

periential Learning: Drama for iddle 

School/Junior High. 

ED 236 742 
Exploring Communication. GPE Humanities Se- 
ries. 


ED 237 426 
Exploring the World of Stamps in Your Class- 
room. A Teacher’s Guide to Stamp Collecting. 


ED 238 806 
Fall Activities for the Early Childhood and Spe- 
cial Education Classroom. 

ED 238 242 
Family and Individual Services. 

ED 236 404 
Family History Unit - U.S. History - Grade 8. 
The fh - 2 ED 239 995 

‘amily: Nursing Perspectives in Birth and 

Parenting, N-201. 


ED 238 467 
Fantasy and the Brain’s Right Hemi 


ED 233 153 
Feeding & Management of Dairy Calves & Heif- 
ers. Teacher’s Guide. 

ED 236 350 


Feelings and Friends. GPE Humanities Series. 

a 237 430 
Fermentation. Third World Scien 

“ED 235 039 
Feudal Nexus. 

ED 233 943 
Fighting TV Stereotypes. An ACT Handbook. 

ED 236 062 
Finding a Place for Energy: Siting Coal Conver- 
sion Facilities. Resource ications in Geogra- 


phy. 

ED 235 083 
—_ Job Opportunities. Cooperative Occupa- 
— a Unit 7. Instructor Material and 


ED 234 246 
First Steps to Personal Money Management. 
BANK-ED I: Personal Money Management Se- 
Ties. 

ED 237 441 
Five Finger Exercises for the Novice Playwright. 

ED 235 538 
The Five-Minute Entry: A Writing Exercise for 
Large Classes in All Disciplines. 

ED 236 604 
Five Questions and a Stack of Books: Remedia- 
tion for a Democratic Society. 

ED 237 169 
Florida ry ad Curriculum Guide: Social Stud- 
ies, Grade Four. 

ED 235 273 
A Flowchart Guide to Assist Educators in Their 
Selection of Appropriate Assessment Instru- 
ments. 

ED 238 208 
Fluid Power/Basic Hydraulics. Instructor’s 
Guide. 


ED 234 220 
Focus on the Question for Intermediate Algebra. 

ED 237 334 
Focus on the Verb: Practical Suggestions for a 
German Conversation Class. 

ED 238 261 
Focus on the Young Writer. 

ED 235 500 
Following Directions. 

ED 239 988 
Food Production & Service Curriculum Guide. 

ED 239 111 
Food Service Course. Bilingual Vocational In- 
structional Materials. 

ED 234 210 
Foods & Nutrition Curriculum Guide. Energy 
and the Family. 

ED 236 398 
Force, Friction, Gravity: Notes for Teachers. 
— in Science Project. Working Paper No. 


ED 236 016 
Forces. ’O’ Level Teacher’s Guide. Unit 1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 

ED 239 903 
Forces. Teacher’s Guide. Units Hl and H2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 899 


The Foreign Language Newsletter: Function, 
Value, and T; Techniques. 
ED 238 283// 


For Every School 2a Community: Expanding En- 
vironments for Learning. 

ED 240 037 
Forkner Shorthand Games. 

ED 239 130 
The Form of Thinking for Basic Writers. 

ED 239 251 
— Village, Arlington, Virginia: 1863- 


The Free E: S A Middl 2 Bohol 
¢ Free Enterprise item: le ool 
Seminar for Students ae Grades 7-9. 

ED 238 758 
Front-End Types. Automotive Mechanics. Steer- 
ing & Suspension. Instructor’s Guide [and] Stu- 
dent Guide. 

ED 235 366 
Functional Advertising. 

ED 233 352 
Functional Communication Competencies and 
Basic Speech Communication Instruction in 
Higher Education: A Short Course. 


Publication Type Index 


ED 235 525 
Gaming and Simulstions in 


ED 240 _ 
GATE-Way to Success: Hi ic Gifted Pro- 
= Identification Packet [and] Instructional 


General English R Style Book and 
i equirements: Style 
Skills Arrays, K-6. 

ED 236 598 
Genes and Surroundings: Teacher’s Guide. 

ED 238 678 
George Washington: The Life and Legend. Read- 
ing and Thinking Skills Activities Grades 5-9. 

ED 238 740 
Ce ee ee 
ture, Literature and History. 

ED 239 500 
Getting a Head Start on Prewriting Skills. 

ED 235 920 
The Ghost of Computers Past, Present, and Fu- 
ture: —— Use for Preservice/Inservice 
Reading Programs. 

ED 239 242 


Gifted/Talented Magnet School: Program 
Model/Curriculum Guide, 1983-1984. 

ED 239 429 
Go-Pher These Main Ideas. 

ED 239 212 
Great Scenes From Shakespeare: An Introduc- 
tion to the Bard. 

ED 236 594 
Great Teaching Ideas: Writing To Learn. 

ED 237 996 
Greek and Roman Myths. 

ED 239 200 
Greek & Roman Mythology. 

ED 239 210 
The Growing Cl A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 1: Becoming a Farmer. 

ED 239 917 
The Growing Cl A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 2: Science. 








ED 239 918 
The Growing Classroom: A Garden-Based Sci- 
ence and Nutrition Curriculum for 2nd through 
6th Grades. Book 3: Nutrition. 

ED 239 919 
ga Pre-Kindergarten through 2nd Grade. 


ED 239 711 
Growing Up: Getting in Touch with Me. A Value 
Clarification Resource Manval for Pre-School 
Teachers. 

ED 238 527 
A Guide for Working with Handicapped Stu- 
dents in Occupational Exploration. 

ED 234 172 
Guide Students to Read Critically through the 
Instructional Use of Analogies. 

ED 235 464 
Hallways to Highways. Driver Education 1982. 

ED 239 960 
The Hamburger War. Instructor’s Guide [and] 
Student Materials. Business Issues in the Class- 
room. Revised. 

ED 238 807 
A Handbook for Group Discussion Leaders: Al- 
— to Lecturing Medical Students to 


ED 233 623// 

The Hawaiian Monarchy: Instructional Materi- 
als/Resources for Grade 7 Social Studies. Draft. 

ED 238 792 
Hawaii’s Sugar Islands. 

ED 235 049 
Health Care and Services for Consumers. 

ED 234 233 
Health Care Financial Management: Curriculum 
Objectives and Bibliography. 

ED 238 305 
Health Care Organization and Issues. An In- 
structor Resource Guide. Appendix to a Final 
Report on the Paraprofessional Rurally Oriented 
Family Home Health Training Program. 

ED 237 713 
Health Education Curriculum Guide. Elemen- 
tary School. Grade K. 

ED 235 280 
Health Education ‘ eres Guide. Elemen- 
tary School. Grade 1 





Publication Type Index 


ED 235 282 
Health Education Curriculum Guide. Elemen- 
tary School. Grade 2. 

ED 235 267 
Health Education Curriculum Guide. Elemen- 
tary School. Grade 4. 

ED 235 268 
Health Education Curriculum Guide. Elemen- 
tary School. Grade 5. 

ED 235 284 
Health Education for Georgia Middle Grades. A 
Competency-Based Approach. 

ED 237 485 
Health Occupations. Body Structure and Func- 
tion. [500 Series.] 

ED 234 226 
Health Promotion Seminar. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 714 
Heating and Cooling. A Resource Unit for 
Teachers. Learning in Science Project. Working 
Paper No. 38. 

ED 236 021 
Hermosillo from A to Z. 

ED 236 080 
A Heuristic for the Teaching of Persuasion. 

ED 234 397 
High School English Curriculum Objectives. 

ED 236 682 
Home Management Curriculum Guide. Energy 
and the Family. 

ED 236 396 
Hopping into Economics: First Graders Learn 
about Economics through an Easter Theme. 

ED 238 750 
Housing & Home Furnishings Curriculum Guide. 
Energy and the Family. 

ED 236 400 
Housing. Third World Science. 

ED 235 040 
The Hows and Whys of Cody Creations (Cody’s 
Drop-In Writing Center). 

ED 235 485 
How to Create One-on-One Feedback System for 
Students and, at Same Time, Organize Notes for 
Books, Lectures with Interactive “Electronic In- 
dex Card” Software. 

ED 237 976 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 

ED 239 297 
How to Successfully Teach Slow Learners: 8 Em- 
Pirically-Validated Effective Nostrums of Teach- 
ing (EVENTS). 

ED 233 556 
How to Teach Smail Group Decision-Making in 
a Basic Business Communication Class. 1981 
American Business Communication Association 
National Committee Report. Unit III. Research 
and Methodology. Teaching Methodology and 
Concepts Committee-Subcommittee-3. 

ED 234 441 
Humane Education Teachers’ Packet (Preschool 
& Kindergarten). 

ED 239 944 
A Humanistic Approach to the Teaching of 
Courtship and Marriage. Alternative Techniques 
for Teaching Courtship and Marriage to Learning 
Disabled Students in the University. 

ED 234 555 
Human Relations. Discussion Topics and Activi- 
ties. 


ED 239 983 
Idea Place: Early Grades. [Columns Compiled 
from Seven Issues of i ine, Sep- 
tember to November 1982 and January to 
April-May 1983.] 

ED 233 970 
Idea Place: Middle Grades. [Columns Compiled 
from Seven Issues of Learning Magazine, Sep- 
tember to November 1982 and January to 
April-May 1983.] 

ED 233 969 


Ideas for Learning Centers. Third and Fourth 
Grade. 


ED 240 051 
Ideas Plus: A Collection of Practical Teaching 
Ideas. Book One. 

ED 239 301 
Identification, Rewriting, Mastery: Alternative 
Exercises for Basic and Introductory Students. 
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ED 238 005 
If These Walls Could Talk! The Story of Arling- 
ton House Before the Civil War. 

ED 239 955 
Illusions. 


Imagery: Activity Guide. 
ED 239 203 


Imagination, Writing, and the Integration of 
Knowledge. 
ED 239 260 


Imaging as a Heuristic. 
ED 234 429 


The Impact of Women on American Education. 

ED 235 103 
An Implementation Project to Complete the In- 
tegration of an Interdisciplinary General Educa- 
tion Model Predicated on Certain Humanistic 
Assumptions. 


ED 239 975 


ED 235 846 
Implementing Effective LRE Programs. ERIC 
Fact Sheet No. 8. 

ED 233 928 
Implications and Applications for Speech Com- 
munication. Alternative Techniques for boas 
Speech Communication to i i 
Students in the University. 

ED 234 548 
The Implications of Sentence Combining for the 
Language Arts Curriculum. 

ED 238 021 
Implications of the Concept of the Schema for 
Public Relations. 

ED 237 977 
Improving Reading through Project Work. 

ED 236 558 
Improving Self Worth by Learning to Cope with 
Distress: A Teaching Model Produced for 
Mid-Adolescents in the Ann Arbor Public 
Schools. 

ED 233 241 
Individualized Career Education Plan (ICEP) 
K-12, and Comprehensive Career Guidance Sys- 
tem. Second Edition. 

ED 233 256 
Industrial Arts Electricity / Electronics. A Curric- 
ulum Guide for Intermediate and Secondary 
Level Programs. Revised Edition. 

ED 234 221 
Industrial Sewing Classroom Delivery System. 
Teacher’s Guide. 

ED 233 176 
The Informational Structure of Disciplines: An 
Approach to Teaching Research. 

ED 238 004 
Inside Television. Instructor’s Guide [and] Stu- 
dent Materials. Business Issues in the Classroom. 
Revised. 

ED 238 816 
Installation of Ceramic Tile: Residential Thin-Set 
Methods. 

ED 236 349 
Instructional and Extracurricular Use of 
Video-Tapes. 

ED 238 065 
Instructional Implications of WPPSI Subtests for 
the Early Childhood Educator. 

ED 235 909 
Instructional Strategies Grades K-6. Career De- 
velopment Assessment Series. 

ED 239 034 
Instructional Strategies Grades 7-12. Career De- 
velopment Assessment Series. 

ED 239 035 
Instructional Use of the Microcomputer: Per- 
sonal Experiences. 

ED 235 798 
Instructor’s Guide for Clothing and Textiles Stu- 
dent Modules. 

ED 233 187 
Instructor’s Guide for Human Development Stu- 
dent Modules. 

ED 237 639 
Integrating Art with the Curriculum Areas. A Kit 
for The Elementary Classroom. Centering On. 

ED 237 468 
aos the Language Arts in the Elementary 

ool. 


Sch 

ED 238 029 
Integrating Word Processors into a Freshman 
Composition Curriculum. 

ED 235 493 
International Human Rights: Politics & Law. A 


Syllabus. Revised. 

ED 233 962 
International Trade: U.S./U.S.S.R. Instructor’s 
Guide [and] Student Materials. Business Issues in 
the Classroom. 
Pe me ED 238 — 

terpersonal Communication: Techniques 

Style. An Instructor Resource Guide. Appendix 
to a Final Report on the Paraprofessional Rurally 
Oriented Family Home Health Training Pro- 


gram. 

ED 237 715 
Into the Christian Community: Religious Educa- 
tion with Disabled Persons. 

ED 239 448 
Intravenous Therapy. 
i eeiaitinas ED = 347 

troducing ‘Opo! to Everyone. Alterna- 

tive Techniques for Teaching General Anthro- 
pology to Learning Disabled Students in the 
University. 

ED 234 553 
Introduction a Paris = Introduction to Paris. 

ED 239 486 
Introduction to Cooperative Occupational Edu- 
cation. Instructor Material. 

ED 234 239 
Introduction to Methods and Materials in Bilin- 
gual Education. 


ED 238 288 
ete Dramatics Guide for Grade 9. (Re- 


ED 236 722 
Introductory Epidemiology. An Instructor Re- 
source Guide. Appendix to a Final Report on the 
Paraprofessional Rurally Oriented Family Home 
Health Training Program. 

ED 237 712 
Intro to Valve Guide ane 
tive Mechanics. Valves. Instructor’s Guide [and] 
Student Guide. 

ED 235 365 
Inupiaq Cultural Enrichment Program. Junior 
High-High School. 


Inventors and Inventions. 


ED 235 963 


ED 239 973 
Investigating Birthdays: A Library Research 
Project. 

ED 236 701 
Investigations in Life Science, Junior High. 

ED 239 923 
Iron Smelting. Third World Science. 

ED 235 041 
Is There “Time” for Mastery ing? 
ED 240 055 
It’s the Law: Student’s Rights and Responsibili- 
ties! 

ED 240 008 
Jacksonville History Curriculum Guide. Grade 3. 

ED 235 271 
Japan. 

ED 235 111 
The Japanese American Internment, 1942-45: A 
Lesson from Recent History. Multicultural Edu- 
cation Resource Series. 

ED 240 042 
The Job Interview. 

ED 239 129 
The Job Interview. Cooperative Occupational 
Education, Unit 11. Instructor Material and Stu- 
dent Material. 

ED 234 250 
Job Planning Manual and Summary. 

ED 237 788 
Job Safety. Cooperative Occupational Education, 
Unit 14. Instructor Material and Student Mate- 
rial. 


ED 234 253 
A Journey. A Unit to Develop Self-Awareness 
Through a Fine Arts Approach. 

ED 239 992 


ED 235 276 
Juvenile Law: Decisions and Alternatives. Ado- 
lescent Decisions Curriculum. 


Junior High School Science. 


ED 236 447 
Kansas Adult Care Home Aide Curriculum. Re- 
vised. 


ED 234 231 
Kansas Vocational Education in Agriculture Su- 
pervised Occupational Experience. 

ED 234 235 
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Keys Please! [Revised]. 
ED 239 217 


Kids and Manners - A Ticket to Success. Kinder- 
garten-6th. 
ED 235 112 


Kindergarten Curriculum Guide. Primary Educa- 
tion Program. 


ae ned 
The Kindergarten Student Aide: lures an 
Practices in the Kindergarten Classroom. 

ED 235 917 
Know Nukes: A Nuclear Power Issues Curricu- 
lum Project. 

ED 233 946 
Landlords and Tenants in Conflict. Instructor’s 
pp [and] Student Materials. Business Issues in 

the Classroom. Revised. 


ED 238 815 
Language Arts Activities for Teaching About Ag- 
ing. 


ED 236 596 
Language Arts Curriculum Guide. 
ED 239 305 
Language Arts Curriculum Guide. Grades 7-9 
ED 235 288 
Language Arts for Native Indian Students. 
ED 238 630 
Law in U.S. History: A Teacher Resource Man- 
ual. Revised. 


ED 233 961 
Law of the Sea, Resource Use, and International 
Understanding. 


ED 239 999 
Leaps and Bounds. A Guide for ETV Movement 
Education Series. 


ED 237 509 
Learning about Occupations. Cooperative Occu- 
pational Education, Unit 5. Instructor Material 
and Student Material. 

ED 234 244 
Learning about Yourself. Cooperative Occupa- 
tional Education, Unit 4. Instructor Material and 
Student Material. 

ED 234 243 
Learning Activities for Individualizing Instruc- 
tion. 


ED 235 129 
Learning More: In the Home 


Writing Series, K-12: Successful Classroom Prac- 
tices. 

ED 233 383 
Learning by Heart and by Habit. 

ED 238 295 


A Learning-Centered Approach to Middle 
School Social Studies Developed around a 
Semi-Contractual Modular Format. 
ED 237 404 
The Learning Disabled Student in a Television 
and Radio Announcing Course: Alternative 
Techniques for Teaching Mass Communication 
to Learning Disabled Students in the University. 
ED 234 559 
perp nn B Disabled Students in the Behavioral 
cab emy the Sociol ~ of Leis casteeains 
jure to 
Disabled Students in the University. — 
ED 234 554 
Learning Economics through Creating a Coun- 
try: A Fifth Grade Unit. 
ED 238 755 
Learning from Text: Explanation and Strategies. 
of the Preconvention Institute on 
— from Text at the Annual Meeting of the 
International Reading Association (28th, Ana- 
heim, California, May 26, 1983). 
ED 239 221 
Learning Through Writing: A Practical Guide to 
Student Writing for College Teachers. 
ED 236 265 
Learning to be a Scientist. Teacher’s Guide. Unit 
Al. ZIM-SCI, Zimbabwe Secondary School Sci- 
ence Project. 
ED 239 873 
Learning to Love Your Computer: A Fourth 
Grade Study in the Use of Computers and Their 
Economic Impact on the World Today. 
ED 239 936 
Learning to Manage the Writing Process: Tasks 
and Strategies. 


ED 234 420 
Learning to Tell Our Stories. 


ED 234 383 


The Legal and Law Enforcement Professional: 
Ideas for Involvement. 

ED 237 440 
Le journal et l’evenement. Guide du professeur 
(The Newspaper and the Event. Teacher’s 

Guide). 

ED 235 682 
Le journal: une introduction (The Newspaper: 
o Introduction). Teacher’s Guide [and Mod- 
ule). 

ED 234 623 
L’Enseignement du Francais au Moyen de L’Ac- 
tion (Teaching French through Action). 

ED 235 688 
Lesson Plans for Teaching Basic Vocational Agri- 
culture. Section III. Introduction to Soil Manage- 
ment and Classification. 

ED 236 311 
Lesson Plans for Ter hing Basic Vocational Agri- 
culture. Section II. {ntroduction to Livestock 
Production. 

ED 236 336 
Lessons on the Constitution: Supplements to 
High School Courses in American Government 
and American History. 

ED 235 096 
Let Me Try to Make It Clearer. Alternative 
Techniques for Teaching Traditional English 
Grammar to Learning Disabled Students in the 
University. 

ED 234 551 
Let’s Celebrate Autumn: Activities for Grades 

ED 239 712 
Let’s Celebrate Winter: Activities for Grades 4-8. 

ED 239 713 
Let’s Go Riding in the Car. An ESL/ Geography 
Module. Teacher’s Guide [and] Student Booklet. 

ED 238 300 
Life, Beginning and Growing. Teacher’s Guide. 
Unit E1. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 885 
The Life of the Pawnee People (Upper Elemen- 


tary Unit). 

ED 235 933 
Linking Law to Learning: Instructional Strategies 
Manual. 


ED 233 954 
Listening and the Pupil. 

ED 236 746 
Literature and Reading as Liberal Arts. 

ED 234 388 
Literature in the Classroom for Upper Elemen- 
tary. 


ED 235 468 
Literature Line-Up: A Study of Different Forms 
of Literature for Intermediate Grade Children. 

ED 239 205 
Living Things and Their Food. Teacher’s Guide. 
Unit G2. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 


ED 239 896 
Living Together under the Law: An Elementary 
Education Law Guide. 
ED 233 953 
Local Government: A Resource and Activity 
Guide. 


ED 238 772 
Logic for Everyone. Alternative Techniques for 
Teaching Logic to Learning Disabled Students in 
the University. 

ED 234 549 
Looking at Jobs. Module 2. Choosing Occupa- 
tions and Life Roles. 

ED 233 226 
Looking at Life. Teacher’s Guide. Unit A2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 875 
Low-Cost Educational Materials: How to Make, 
7 to Use, How to Adapt. Inventory. Volume 


ED 237 059 
Machine Shop. Block II. Print Reading. 

ED 239 105 
Machine Shop Milling Machines. Oklahoma 
Trade and Industrial Education. 

ED 236 346 
Machine Transcription. A Developed Course 
Encompassing the Competencies Identified in 
the Administrative hog he of a Secretarial Sci- 
ence Technology Task 


Publication Type Index 


ED 234 873 
Mainstreaming the Handicapped: The Research 
and Development of a Six-Module Training 
Package. Final Report. September 1, 1978 
through June 30, 1979. 

ED 234 167 
Making Connections between Speaking and 
Writing. 

ED 238 023 
Making Decisions: Our Global Connection. Les- 
sons for Teaching Citizenship Skills and Con- 
cepts Using Local Involvement in World Affairs: 
Grades 8-12. 

ED 238 788 
Managing Personal Relationships. Cooperative 
Occupational Education, Unit 16. Instructor Ma- 
terial and Student Material. 

ED 234 255 
Managing Time and Money. Cooperative Occu- 
pational Education, Unit 17. Instructor Material 
and Student Material. 

ED 234 256 
Mangroves and Seawalls. “Increased Pressure for 
Land Fill Will Cause More and More Stress to 
Natural Areas.” Grades 7 and 8. A Three Lesson 
Unit. Student Learning Activity Module. 

ED 237 337 
Mangroves Build Land. “‘Mangroves are a Valu- 
able Resource.” Grades 7 and 8. A Two Lesson 
Unit. Student Learning Activity Module. 

ED 237 338 
Manitoba. Reference Series No. 28. 

ED 235 054 
A Manual for Cooperating Teachers: Secondary 
Field Experiences. 

ED 237 479 
Map and Compass. Outdoor Living Skills Series. 
Instructor Manual. 

ED 239 823 
Mapping the Land: Aerial Imagery for Land Use 
— Resource Publications in Geogra- 
phy. 

ED 235 078 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part I. 

ED 236 037 
Marine Biology and Oceanography, Grades Nine 
to Twelve. Part II. 

ED 236 038 
Marine Biology and Oceanography, Grades 
Seven and Eight. 

ED 236 039 
Marine Science Activities, Grade Six. 

ED 236 040 
Marine Science Activities, Grade Two. 

ED 236 041 
Marketing and Distributive Education Curricu- 
lum Guide for Agricultural Services. 

ED 236 355 
Marketing and as ag ne Education Curricu- 
lum Planning Guide. R 

ED 235 376 
Mastery Learning in Your Classroom. A Hand- 
book for an Approach to an Alternative Learning 
Strategy. Centering On. 

ED 237 469 
Matching Yourself to Suitable Occupations. Co- 
operative Occupational Education, Unit 6. In- 
structor Material and Student Material. 

ED 234 245 
Math and Careers. Module 1. MATHCO 
Teacher’s Guide. 

ED 233 901 
Math and Science. Module 5. MATHCO 
Teacher’s Guide. 

ED 233 905 
MATHCO Inservice Manual: A Guide for the 
Workshop Leader. 

ED 2 233 900 
— Thought Problems: “Primary 


ED 239 929 
Mathematics Activities, Level Nine. Teacher’s 
Guide. 

ED 239 845 
Mathematics and Global Perspectives: A Work- 
ing Team. 

ED 233 876 
Mathematics Curriculum Guide for Kindergar- 
ten through 3rd Grade. ESEA Title VII Bilingual 
Program. Dysart Unified School District. 

ED 233 880 
Mathematics for Georgia Middle Grades. 





Publication Type Index 


ED 237 328 
Mathematics I. Curriculum Guide. Bulletin 1608. 
ED 239 909 
Mathematics II. ‘cc Guide. Bulletin 
1161. Revised 1983. 
ED 239 908 
Mathematics. MDC-Squared Review Guide. 
Course III. A Co-Ser Project of the Cort- 
land-Madison BOCES. 
ED 237 358 
The Mathematics Program of the Denver Public 
Schools: Grades K-6. 
ED 239 922 
Math in Your World (Math and Social Sciences). 
Module 3. MATHCO Teacher’s Guide. 
ED 233 903 
Measuring and Fixturing Techniques. Auto 
Body. Unitized Vehicles. Instructor’s Guide 
[and] Student Guide. 
ED 234 222 
The Media Consumer: A Pedagogical Perspec- 
tive. 
ED 239 319 
Media Journals: Relevancy and Writing in Psy- 
chology Instruction. 
a pm... = 708 
Metacognition an eading mprehension 
Skills. Final Report. 
ED 236 570 
Methane Digestors. Third Werld Science. 
ED 235 042 
Microcomputer Authoring Systems. 
ED 238 028 
Middle Grades Physical Education: Grades 5-8. 
ED 237 486 
Middleton-Cross Plains Area Schools Physical 
Education Curriculum. 
ED 238 874 
Migrant Child Education. Learning Activities 
Direct Instruction K-8. 
ED 239 797 
“The Mind of the University”: A Pilot Course. 
ED 239 545 
Models in the Teaching of Playwriting. 
ED 234 453 
Mommy, Buy Me a China Doll: A Kindergarten 
Economics Project. 
ED 238 751 
Months of the Year: A Teaching Unit of Ideas. 
ED 233 802 
Mother Goose in the ESL Classroom. 
ED 238 262 
Motivational Strategies for Reading Indepen- 
dently. 
™ ‘ ‘ Li 236 535 
otivational Strategies for Teac Language 
Arts: A Resource, K-12. 
ED 236 595 
Motor Transportation Technology: Autome- 
chanics. [Air Conditioning.] Block IX. A-IX. 
ED 235 342 
Motor Transportation Technology: Autome- 
— [Fuel and Exhaust System.] Block VII. 
ED 235 340 
Motor Transportation Technology: Autome- 
chanics. Tune-Up. Block VIII. A-VIII. 
ED 235 341 
The Mountain West and the World: International 
Connections and Alternative Futures. A Hand- 
book of 15 Activities for Secondary Classrooms. 
ED 238 768 
Multicultural, Nonsexist Teaching Strategies: So- 
cial Studies (K-6). 
ED 239 985 
Multimodal Career Education for Nursing Stu- 
dents. Final Report and Resource Materials. 
ED 234 184 
Music Workshop Packet. 
ED 238 825 
Myself and Others. GPE Humanities Series. 
ED 237 425 
My Students Use Computers: Learning Activities 
for Computer Literacy. 
ED 237 060 
National History Day Contest Guide. 
ED 236 056 
National Women’s History Week Curriculum 


ED 233 916 
Natural Dyes. Third World Science 


ED 235 043 
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Natural Wonder Notebook. [Five Installments of 
a Monthly Column Appearing in Instructor Mag- 
azine, January-May 1983.] 
N Chang aa f the Nevaie Pe 
Navajo es— tory Oo: lavajo People 
Dine Ahoodzaa-— Bahane. 


Dine 
Fifth-Eighth Grade oo" Bilingual Bicultural 
Social Studies Curriculum. 
N A His POP ws a 
Novel bre a P tory ows eople 
0 Ahoodzaa-Dine Bahane. 
Teschers Gu Guide. Fifth-Eighth rae Navajo Bi- 
lingual-Bicultural Social Studies Curriculum. 
ED 235 971 
Navajo Leadership and Government: A History. 
Teacher’s Guide. ee Bilingual-Bicultural So- 
cial Studies Curriculum. 
ED 235 974 
The Navajo Way of ve in Resource Unit with 
Activities for Grades 4 
ED 235 962 
NCSS Peace Studies Project: An Interim Report. 
ED 235 109 
Needed Changes in Teaching Organization. 
ED 236 676 
New Brunswick. Reference Series No. 31. 
ED 235 057 
New Essays in the Teaching of Literature. Pro- 
of the Literature Commission Interna- 
tional Conference on the Teaching of English 
(3rd, Sydney, Australia, 1980). 
ED 239 250 
Newfoundland. Reference Series No. 34. 
ED 235 060 
The New Jersey Statewide Writing Assessment 
Program Staff Development Guide and Refer- 
ence Handbook. 
ED 233 397 
News of the Nation: A Civil War Newspaper 
Project. 
ED 238 773 
The Newspaper as an Effective Teaching Tool. A 
Brief Introduction to the Newspaper in Educa- 
tion Concept. 


ED 236 690 
The Newspaper Unit. Revised Edition. 

ED 239 215 
No City Is an Island: The Study of Interdepen- 
dence. 

ED 238 757 
Non-Formal Basic Design: Imagining Possible 
Futures. 

ED 233 958 
North Carolina Marine Education Manual. Con- 
nections: Guide to Marine Resources, Living 
Marine Systems and Coastal Field Trips. 

ED 237 332 
Northeastern Local School District Course of 
Study and Instructional Guides for Sex Educa- 
tion. 

ED 233 983 
Northern Nevada ESL Teacher Training Project 
Handbook. An Evaluation of the Laubach 
Streamlined Series and the Clovis Life Skills 
Modules. 

ED 239 031 
bg Northwest Territories. Reference Series No. 


ED 235 061 
Nova Scotia. Reference Series No. 32. 

ED 235 058 
A Novel Approach to Reading. 

ED 234 369 
Nursing/LVN Course. Bilingual Vocational In- 
structional Materials. 

ED 234 209 
Nursing 302: An Introduction to Psychiatric 
Nursing. 


ED 238 469 
Nursing 436A: Pediatric Oncology for Nurses. 

ED 238 468 
Nursing 450: The History and Physical. 

ED 238 465 
Nurturing Professionalism: Here’s How. 

ED 238 020 
Nutrition Education in Vocational Home Eco- 
nomics. Final Report. 

ED 234 153 
Nutrition for Nurses: Nursing 245. 
ED 238 466 
Nutrition in Health. A Curriculum Guide. An 
ag ge Package for Grades K-6. Bulletin 

0. : 


ED 238 887 
— in Teenage Pregnancy. A Curriculum 


ED 238 888 
The Nym Family: Synonyms, Antonyms, Hom- 
onyms, Acronyms. 

ED 239 254 
Observing Some Life Cycles. Teacher’s Guide. 
Unit E3. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 888 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Of Codes and Crowns: The Development of Law. 
Instructor’s Manual. Law-in-Social Studies Se- 
ries. 

ED 238 764 
Office Occupations Performance Objectives and 
Assessments. 

ED 234 203 
Official Learning Center Contract for Gifted and 
Talented Education. 

ED 236 898 
OK-NEWS: Oklahoma Newspapers - Educa- 
tional Windows for Students. 


One of a Kind: A Practical Guide to 


ED 233 298 
Learning 
Styles K-6. 


ED 238 855 
to Learning 


One of a Kind: A Practical Guide to 
Styles 7-12. 

ED 238 856 
Ontario. Reference Series No. 29. 

ED 235 055 
Open the Door Let’s Explore: Neighborhood 
Field Trips for Young Children. 

ED 238 529 
Operational Procedures for Implementing Mas- 
tery Learning in Physical Education. 

ED 240 057 
Oral and Written Communications Framework. 

ED 234 463 
Oral Communication Curriculum. 

ED 236 735 
Oral Communication Instruction in Middle and 
High School Classes. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 385 
Oral Communication in the Elementary Class- 
room. The Talking and Writing Series, K-12: Suc- 
cessful Classroom Practices. 

ED 233 387 
Order and Skepticism: Human Geography and 
the Dialectic of Science. Resource Publications 
in Geography. 

ED 235 082 
The Order of Demosthenes [Revised]. 
ED 239 311 
Our Class as an Icosahedral Community. 

ED 235 995 
Our Planet Earth. Teacher’s Guide. "Jnit F1. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 239 890 
A Papago Grammar. 

ED 235 989 
Paraprofessional Skills I and Paraprofessional 
Skills II. An Instructor Resource Guide. An Ap- 
pendix to a Final Report on the Paraprofessional 
Rurally Oriented Family Home Health Training 
Program. 

ED 237 716 
Parental Involvement Component. Ysleta Equity 
Seekers (YES) Program. 

ED 234 199 
Parenting for Yourself and Your Child. A Parent- 
ing Curriculum for High Risk Families. Neglect- 
ful and Abusive Parents: Curriculum 
Development and Pilot Program. Final Report. 

ED 236 342 
Parent-Teacher Communication: Practical Sug- 
gestions on How to Effectively Begin the Process. 

ED 234 366 
The Parent Workshop. Communication Skills. 
PCRP Fall 1983 Working Edition. 

ED 238 528 
Particles in Action. Teacher’s Guide. Unit C2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 881 
Passages: Rafting the Green River as an Analogy 
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to the Mid-Life Transition. 
ED 238 079 
and the American Flag. Articles 
from Nine Issues of “Instructor” and 
“Grade Teacher Magazines.] 
ma 4 poe! 


Language /Fin Arts). Module 2 MA (ATHCO 
‘eacher’s Guide. 
PU! 902 
The Pawnee Experience: From Center Village to 
Oklahoma (Junior High Unit). 
Peer and Cross-Age Tutoring. 
ED 238 844 
Peer Support Training Workshop Notebook. 


ED 238 980 
Peninsula Humane Society Teacher’s Packet. 
Secondary Level. 


ED 235 934 


ED 239 942 
People and the Government. Adolescent Deci- 


ED 236 445 
Financial Planning. A Staff 


ED 235 383 


Personal Development Skills peace p> sede 
Effective Survival as a Rural Special 
— Supplement for the Curriculum 


ED 235 932 
Personal Education. Middle School Seminar Se- 
Ties. 

ED 237 823 
Personal Growth Through Student-Centered Ac- 


ED 238 275// 
The Personalized Instruction Model in the Basic 
Speech Course 


Personal Saft 
cation, Unit 1 
Material. 


ED 236 741 
. Cooperative Occupational Edu- 
. Instructor Material and Student 


ED 234 257 
Perspectives: A Teaching Guide to Concepts of 


ED 240 023 
Perspectives on Japan: A Guide for Teachers. 

ED 236 090 
Pet Care Teaching Unit: 1st-3rd Grades. 

ED 239 943 
Pr ge Education Curriculum Guide. Grades 

. 1978-79. 

ED 235 283 
Physical Education Curriculum Guidelines, Ju- 
nior High School. Grades 7, 8, 9. 

ED 235 290 
Physical Education Curriculum Guidelines, Se- 
nior High, 10-12. 

ED 235 279 
Physical Education Curriculum Guide. Pre-Kin- 
dergarten, Kindergarten, First Grade, 1977-78. 

ED 235 281 
Physical Education Curriculum Guide. Second 
and Third Grades. 1977-78. 

ED 235 291 
aa Books in the Language Art Curriculum, 

ED athe 211 
for Job eee Modul, Number 4. Work 
Experience — Coordination 
Techniques Series. 


ED 233 146 
Planning Alcoholism Counseling Education 
(PACE): A Curriculum and Instructional Re- 
source Guide. 

ED 233 245 
The Planning Board: Ideas for Construction and 
Use with Young Children. 

ED 233 801 
Plants and Medicines. Third World Science. 
Psd Pop: Vpn a 

its i e in 

ED 235 080 

Plant Science. IV-A-1 to IV-F-2. Basic V.A.I. 


ED 235 337 
Plant Study Guide. 


ED 235 486 
Political Redistricting and Geographic Theory. 
Resource Publications in Geography. 

ED 235 084 
The Positive Power and Potential of Well 
Rounded Movement Experiences. 

ED 236 115 
A Practical Approach for Teaching Comprehen- 
sion Processes Using Magazines, Paperback 
Novels, and Content 4 Area Texts. 

ED 233 305 


ED 238 776 
Practice Makes Closer to Perfect: Alternative 
Techniques for Teaching Foreign Languages to 
Disabled Students in the University. 
ED 234 558 
Pre-Alignment Checks. Automotive Mechanics. 
Steering & Suspension. Instructor’s Guide [and] 
Student Guide. 


Practical Law in New Mexico. 


ED 235 367 
Precis-Summary: Activity Guide. 

ED 239 209 
Pre-Employment Laboratory Training. General 
Agricultural Mechanics Volume II. Instructional 
Materials. 


ED 235 335 
Pre-Employment Labora’ 


tory Training. General 
Agricultural Mechanics Volume I. Instructional 
Materials. 


ED 235 334 
Prejudice. 

ED 239 249 
Preservice and Inservice Teacher Training: Focus 
on Proficiency. 

ED 238 270// 

Presidential Election ’80 and the Past Presidents. 

ED 239 993 
Preventing Cancer in the Workplace and Com- 
munity. Volume I. Cancer, the Worker and the 
Workplace. A Teacher’s Guide. 

ED 236 390 
Pre-Vocational Curriculum (Career Education) 
for 9th and 10th Grade Levels. (Teacher Guide). 

ED 236 313 
Prevocational Skill Development for Handi- 
capped Students. 

ED 234 582 
Prince Edward Island. Reference Series No. 33. 

ED 235 059 
Principles of Refrigeration. Automotive Mechan- 
ics. Air Conditioning. Instructor’s Guide [and] 
Student Guide. 

ED 235 369 
Problem-Solving Analysis and Business Writing. 

ED 234 402 
Proceedings of the Annual Symposium on Read- 
ing Education (2nd, Mangilao, Guam, November 
13, 1981). 

ED 236 537 
Proceedings of the Annual Symposium on Read- 
ing Education (3rd, Mangilao, Guam, November 
17, 1982). 

ED 236 538 
The Product Has Meaning. 


Productive Thinking. 
ED 236 136 


Product Safety: The Stonewall Hearings. Instruc- 
tor’s Guide [and] Student Materiais. Business Is- 
sues in the Classroom. Revised. 


ED 233 374 


ED 238 813 
Professional Dress for the 80’s. Marketing and 
Distributive Education Program, Professional 
Dress Unit. Instructor’s Guide. 

ED 236 343 
A Program in American and Pennsylvania Stud- 
ies. 


ED 236 069 
ge Manual. Adolescent Decisions Curricu- 
lum. 


ED 236 446 
Program of Studies. Social Studies, K-8. Revised. 

ED 235 092 
Program Planning for the Special Child. 

ED 236 866 
Progressing on the Job. Cooperative Occupa- 
tional Education, Unit 13. Instructor Material 
and Student Material. 

ED 234 252 
Project Hearty Heart. A Cardiovascular Fitness 
Curriculum for First Grade Children. 


ED 236 122 


Publication Type Index 


Project OMNI: oie & Mobility for 
Needed Pre-Requisite Orienta- 
ag and Mobility Sils Development Curricu- 
um. 


ED 235 602 


—— R-3 Flowcharting Handbook. 

tional Program Emphasizing Student Sco, 
Subject Relevance, and Learning Reinforcement 
through Individualized Instruction, Intensive In- 
volvement, and Gaming Simulation. Revised 
Edition. 


ED 239 840 
Prototype Grade-by-Grade Media Skills Contin- 
uum. 


ED 233 698 
Providing Feedback on Student Speeches: The 
Research on Effective Oral and Written Feed- 
back Strategies. 

ED 239 317 
ph sere A of Adjustment and the Learning Dis- 

Student. Alternative Ti for Teach- 

ing Psychology to Learning led Students in 
the University. 

ED 234 550 


from Zambia. Third World Sci- 

— he; lection of Third Form 
Projects from Lubushi , Kasama, Zam- 
bia as Written and Drawn by e Pupils Them- 
selves. 

ED 235 032 
Putting Humpty Dumpty Together Again: Inte- 
grating the Language Arts. The Talking and Writ- 
ing Series, K-12: Successful Classroom Practices. 

ED 233 381 
The Puzzle Design Activity. 

ED 236 118 
Quebec. Reference Series No. 30. 


ED 235 056 
A Question of Style. 
ED 236 601 


Raising Academic Standards: A Guide to Learn- 
ing Improvement. ASHE-ERIC/Higher Educa- 
tion Research Report No. 4, 1983. 

ED 233 669 
Raising Beetles in a Classroom. 

ED 239 838 
Reactions. Learning in Science Project. Working 
Paper No. 37. 

ED 236 020 
Read All about It: Developing Newspaper Skills. 

ED 239 204 
Read for Fun: Management Program. 

ED 239 207 
Readiness for First Grade: Activities and Experi- 
ences. 

ED 234 887 
Reading and Flowcharting: Interfacing Functions 
of Computer Literacy. 

ED 234 342 
Reading Comprehension Games and Activities 
for the Intermediate Grades. 

ED 239 214 
Reading for the Able: The Think Box. 

ED 236 533 
Reading in the Content Areas: Research for 
Teachers. 

ED 236 544 
Reality Puppetry. “What Do You Wanta’ Know 
About Me.” 

ED 239 971 
Real Language: A Gateway to Cultural Identifi- 
cation. 

ED 238 277// 

Recognizing Cause and Effect Relationships 
(Grades 4-8). 

ED 239 206 
Reconstruction: The Promise and Betrayal of De- 
mocracy. 

ED 236 078 
Reconstruction: The Promise and Betrayal of De- 
mocracy. Teacher’s Guide and Classroom Activi- 
ties. 

ED 236 079 
Red the Odds-Talent Development Activi- 
ties for the Young Black Child. 

ED 234 566 
Regular Coordination Activities. Module Num- 
ber 12. Work Experience Program Modules. Co- 
ordination Techniques Series. 





Publication Type Index 


ED 233 154 
pe Basic Skills Through Social Studies. 
Grades 4-7. 


ED 239 981 
Reproducing by Flowers and Seeds. Teacher’s 
Guide. Unit E2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 887 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-C: Affective Curriculum for 
Secondary Emotionally Handicapped Students. 

ED 235 652 
Responsibilities of the Teacher-Coordinator and 
Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
Revitalizing Cities. Resource Publications in Ge- 


ography. 
ED 235 085 
Rhetorical Traditions and the Teaching of Writ- 


ing. 
ED 238 026// 
Ricecraft: Rice Is for More Than Eati 


ting. 
ED 237 454 
ED 239 994 


Road to White House Activities. 


Salt. Third World Science. 

ED 235 045 
Samoan Language: A Manual for the Study and 
Teaching of the Samoan Language as Taught by 
Peace Corps/W. Samoa. 

ED 233 587 
Saskatchewan. Reference Series No. 27. 

ED 235 053 
School Bus Rider Safety Education Modules for 
Use with Drills on School Buses. 

ED 235 392 
Science Activities: Specific Problems—Some So- 
lutions. Learning in Science Project. Working Pa- 
per No. 48. 

ED 236 026 
Science Activities: The Problem. Learning in Sci- 
ence Project. Working Paper 47. 

ED 236 025 
—_ Conservation-Ecology. Bulletin No. 


ED 238 712 
Science Syllabus for Middle and Junior High 
Schools. Block D, The Earth’s Changing Surface. 

ED 236 054 
Science Syllabus for Middle and Junior High 
Schools. Living Systems: Block C, Micro-Organ- 
isms. 

ED 236 053 
Scope and Sequence. Life Sciences, Physical Sci- 
ences, Earth and Space Sciences. A Summer Cur- 
ticulum Development Project. 

ED 237 357 
Screening Withdrawn and Depressed Students in 
Public Schools: An Inservice Technique. 

ED 233 523 
Secondary Art Guide 8-12: Curriculum Guide 
and Content Resources. 

ED 237 385 
Secondary Lesson Plans in Law-Related Educa- 
tion. 

ED 236 073 
The Self Access Box for Classroom Use. 

ED 238 296 
The Self-Reliant Child. Outline for a Develop- 
ment Education Course. Development Educa- 
tion Paper No. 23. 

ED 237 193 
Seminary Education and Christian-Jewish Rela- 
tions. A Curriculum and Resource Handbook. 

ED 236 088 
Senior High Physical Sciences. 

ED 236 272 
Senior High School Biological Sciences. 

ED 235 277 
Senior High School Earth Sciences and Marine 
Sciences. 

ED 235 274 
Sensitivity and Special Populations Project Vid- 
eotape Programs: Trainer’s Manual. 

ED — ar 
Sequential ho of the Appraisal Process: 
Training Mod 


pa ‘ ng There ED 236 = 
tting Goals an i ‘o- 
morrow Today. BANK-ED II: po 
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Management Series. 
ED 237 442 


Sex Bias and Work. Module 3. Choosing Occupa- 
tions and Life Roles. 


ED 233 227 
Sharpen Your Skills: Foreign Language Braille. 


ED 239 481 
Sharpen Your Skills: Large Type. 
ED 239 479 


Sharpen Your Skills: Literary Braille. 
ED 238 243 
— Your Skills: Mathematics and Science 
le. 


ED 239 477 
Sharpen Your Skills: Music Braille. 

ED 239 478 
Sharpen Your Skills: Tactile Illustrating. 

ED 239 480 
Sharpen Your Skills: Tape Recording. 

ED 239 482 
Sharpen Your Skills: Textbook Format Braille. 

ED 238 244 
Shorthand I. A Developed Course Encompassing 
the Competencies Identified in the Administra- 
tive Area of the Secretarial Science Technology 
Task Analysis. 

ED 234 866 
Shorthand II. A Developed Course Encompass- 
ing the Competencies Identified in the ‘Adminis- 
trative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 867 
Shorthand III. A Developed Course Encompass- 
ing the Competencies Identified in the Adminis- 
trative Area of the Secretarial Science 
Technology Task Analysis. 

ED 234 868 
Sight on Sites: An Approach to Coping with 
Teacher Stress—Preventing Burn-out. 

ED 236 131 
Situations for Communication: Growth in Com- 
petence and Confidence. 

ED 238 276// 

Small Business Course for Older Americans. In- 
structor’s Guide. 

ED 237 130 
Snakes! Snakes! Snakes! 

ED 239 834 
Soap. Third World Science. 

ED 235 046 
Social Skills: Alternatives to Aggression. 


ED 235 457 
Social Studies Curriculum Guide. 

ED 236 081 
Social Studies Curriculum Guide: 
One-Grade Seven. [Revised.] 

ED 236 076 
Social Studies for Elemen Grade Levels. Cur- 
riculum Development Teaching Guide No. 77. 

ED 239 939 
Social Studies for Georgia Schools: Early Child- 
hood and Middle Grades. 

ED 237 436 
Social Studies Games on Parade. 

ED 239 987 
Social Studies Scope and Sequence. Grades 1-5. 

ED 235 270 
Social Studies Scope and Sequence. Grade 6. 

ED 236 271 
SOCK Language. English as a Second Language. 

ED 238 637 
Soil Science. III-A-1 to III-D-4. Basic V.A.I. 

ED 235 336 
Sold to Dominic for 1 Troy and 3 (24) Fin: An 
Economic Money System. 

ED 238 761 
Solid Waste/Energy Curriculum. 

ED 237 355 
sae Aspects of Classroom Discourse in En- 


ED 233 365 
Some Essential Learner Outcomes in Communi- 
io Language Arts. Curriculum Bulletin No. 
ED 235 501 

Songs in the Academic Classroom. 
ED 236 606 
— Solving Problems of Access to Careers 
ering and Science. Math and Career 
Activites for Elementary and Secondary Stu- 

ts. 


ED 239 841 


Spanish Language Arts for the English Speaker. 
Teacher’s Manual, Student Workbook, and 
Teacher’s — and Vocabulary Picture 
Book: Level B 

ED 234 646 
Spatial Encounters: Exercises in Spatial Aware- 


ness. 

ED 236 183 
Speaking Activities and the 

ED 236 7 


Special Education Courses for the Learning 
abled: Alternative T: for Teaching Spe 
cial Education and lucation 
Learning Disabled Students in the poe on gg 
ED 234 557 
Special Education Program Evaluation: A Man- 
agement Tool. 
ED 235 627 


Special Education Program Evaluation: A Man- 
agement Tool. Training Manual. First Edition. 
ED 235 628 


ED 238 762 


Src ioee tes 
ied Students in the University. 
D 234 560 


Stacks of Ideas: Activities for Liary Media 
Center and Classroom K-12. 

ED 239 659 
Standard First Aid & Personal Safety, 220 
Standards of Learning Obj . veg nig 

oO tives for Virginia 
Public Schools. Social Studi _ 

ED 236 107 
Stars and Star Myths. 

ED 239 925 
Starter: A Notebook for New Teachers. 

ED 239 431 
Starting and Managing Your Own Business in the 
80's. ‘keting and Distributive Education. En- 
trepreneurship. Instructor’s Guide. 

ED 234 237 
eae eee 
Cultural Festival. 

ED 238 748 
Steppin’ Up and Moving On: A Career Education 
Program for the Urban, Noncollege-Bound Stu- 
dent. 

ED 236 298 
Story Starters and Group Writing Motivate Chil- 
dren To Write. 

ED 237 998 
Strategies for Developing Creative Imagination 
& Thinking Skills. 


ED 233 533 
Strategies for Meeting the Needs of the Mildly 
Handicapped Black Adolescent. 

ED 233 516 
Strategies for Successful Teaching in Urban 
Schools: Ideas and Techniques from Central City 
Teachers. 

ED 240 174// 

Strategies Unlimited. 

ED 239 991 
Striking a Balance: The Speechwriting Educa- 
tor’s Perspective. 

ED 236 730 
STS-9 and Amateur Radio. NASA Educational 
Briefs for the Classroom. 

ED 239 843 
Student Clubs. Cooperative Occupational Educa- 
tion, Unit 2. Instructor Material and Student Ma- 


Student Gr Anal E AP Rete me 
t Group lyses: Exercising Relevant 
Thinking and Communications through Guided 
Discovery. 

ED 239 709 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Students, Structures, Spaces: Activities in the 
Built Environment. 
. - ni P — 796 

tudent a in Courses: Specific Strategies 

for Minimizing Faculty Workload. 

ED 238 784 
Studio in Art. A Comprehensive Foundation 
Course. Revised Edition. 

ED 238 787 
A Study Guide to Young Children in Action. 
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Exercises in the Cognitively Oriented Preschool 
Classroom. 

ED 238 561 
A Study of Japan for the Intermediate Grades. 

ED 239 968 
The Study of Newspaper Journalism in the High 
Schools. Centering On. 

ED 237 991 
Study Skills: Study Your Way to Success. Kin- 
dergarten-6th. 


ED 235 125 
Succeed in the World of Work. A Handbook to 
Motivate the Teaching of Career Education. 
ai ~ 235 er 
Suggestions for Modifications in the Teaching o' 
General Chemistry to Accommodate 
Disabled ones Alternative hypo. my for 
Teaching General Chemistry to Learning Dis- 
abled Students in the University. 
ED 234 562 
i for he ay 4 Mathematics Using 
Approaches. 5: Number and Numer- 
ation, Operations, Geometry, Measurement. Ex- 
perimental Edition. 
ED 236 050 
Support Services. Module Number 15. Work Ex- 
perience Program Modules. Coordination Tech- 


niques 

ED 233 157 
Swap Shop: Original ee Mace _ Submitted 
by Readers of “Learning” Magazin 

ED 235 114 


The Swedes: In Their Homeland, In America, In 
Connecticut. The Peoples of Connecticut Multi- 
cultural Ethnic Heritage Series, Number Seven. 
ED 240 034 
A Switch in Point of View. 
ED 236 599 


Talking and Writing: Building Communication 
Competence. The Talking and Writing Series, 
K-12, Successful Classroom Practices. 

ED 233 386 
Tall Tales of North America. 

ED 239 201 
Target: Communication Skills. K-12 Curriculum 
Guide. 


ED 237 987 
Target: Literature. K-12 Curriculum Guide. 

ED 237 986 
Target: Writing. A Written Composition Curricu- 
lum; Instruction by Objectives, K-12. Fourth Edi- 
tion. 


ED 237 988 
Teachers Express: When You Need a Good Idea 
——s [and] Bright Ideas. [A Compilation of 
lumns from Nine Issues of Instructor Maga- 

a : Seat 1982 - May 1983.] 

ED 238 821 
Teacher’s Guide in Population Education for 
Health Education, First Year-Fourth Year. Sec- 
ondary Level. (Revised for Muslim Filipinos). 

ED 233 936 
Teacher’s Guide in Population Education for So- 
cial Studies, First Year-Fourth Year. Secondary 
Level. (Revised for Muslim Filipinos). 

ED 233 935 
Teacher’s Guide in Population Education for So- 
cial Studies, Grades I-VI. Elementary Level. (Re- 
vised for Muslim Filipinos). 

ED 233 934 
Teachers Guide to Law-Related Curriculum in 
the Fourth Grade. 

ED 235 269 
Teachers’ Guide to Music Appreciation I and II 
in the Junior High School. Course Outlines. 

ED 235 286 
Teachers’ Guide to Music Appreciation III A and 
Ill B in the Senior High School. 
ED 235 287 

Mathematics. 

ED 235 289 
Teachers Guide to Social Studies in the Junior 
High School. 


Teacher’s Guide to Secondary 


ED 235 272 
Teachers Guide to Social Studies in the Senior 
High School. 

ED 236 270 
Teacher’s Helper: Physical Fitness for Handi- 
capped Students. 

ED 234 545 
Teacher’s Resource Guide on a Precipita- 


tion with Laboratory Activi' 
ED 234 990 
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Teacher’s Supplement to Accompany the Yup- 
*ik-as-a-Second Language Curriculum. 

- ED 238 -~ 
Teaching about Animal, Plant, 
— in Science Project. Working Paper Ne No. 


ED 236 014 
Teaching About China. A Collaborative Work of 
the Asia Society’s Education and Communica- 
tions Department and Its China Council. 

ED 237 437 
Teaching about Force. Learning in Science 
Project. Working Paper No. 34. 

ED 236 017 


anne about Global Issues. ERIC Fact Sheet 
No. 4 

ED 233 926 
Teaching about Human Migration in Global Per- 
spective. Occasional Papers Series, No. 4. 


ED 237 423 
Teaching Archery. 

ED 236 146 
Teaching BASIC. A Step by Step Guide. 

ED 234 759 
Teaching Both Sides of the Brain: Book III: 
Math/Social Studies/Science. 

ED 239 963 
Teaching Both Sides of the Brain: Book II: Read- 
ing. 

ED 239 962 
Teaching Both Sides of the Brain. Book I: Manual 
[and] Brain Hemisphere Activities. 

ED 239 961 
Teaching Conceptualization through Narrative 
Analysis: A Formula for Theme. 

ED 236 681 
Teaching Core Courses with a Focus on Rural 
Health. An Instructor Resource Guide. Appen- 
dix to a Final Report on the Paraprofessional Ru- 
rally Oriented Family Home Health Training 


Program. 
ED 237 710 
Teaching Critical Thinking: Protocols in the 
Classroom. 
ED 236 675 
Teaching Culture. Strategies for Intercultural 
Communication. 
ED 238 292// 
Teaching Effective Interviewing Techniques. 
ED 239 272// 
Teaching Electricity with Learning Disabled Stu- 
dents: Alternative Techniques for Teaching Elec- 
tricity to Learning Disabled Students in the 
University. 
ED 234 563 
Teaching Foreign ay par in Style: Identifying 
and Accommodating Learner Needs. 
ED 238 282// 


Teaching Global Perspectives: Syllabi and Mod- 
ules for University Courses. 

ED 233 957 
Teaching Guide for Indian Literature. Volume II. 
Reading Level 6 and Above. 

ED 235 968 
Teaching Guide for Indian Literature. Volume I. 
Reading Level 1-8. 

ED 235 967 


Teaching Inuktitut to Grade 2. Interim Edition. 

ED 239 488 
Teaching Mainstreamed Learners. A Module for 
Assisting Vocational Teachers in Meeting the 
Needs of Handicapped Students. 

ED 237 756 
The Teaching of Spanish Object Pronouns: A 
Communicative Approach. 

ED 238 279// 

Teaching Persuasion: A Positive Approach. 

ED 233 396 
Teaching Reading Comprehension: A Practical 
Approach. 

ED 236 532 
Teaching Reading in Vocational Education. 

ED 233 177 
Teaching Social Problems Through Critical Rea- 
soning. 
Teaching S; 


Elementary and 
for Schools #19. 


stoning SBA 
an tening in the 
dary School. Resources 


ED 234 440 
Teaching Strategies for More Effective Integra- 
tion. 


ED 236 253 


Publication Type Index 


Teaching Techniques for the iano of the 
Disciplines. An Instructional Manual. 
ED 234 653 
Teaching the Resume: A Method. 
ED 238 011 
Directed 


Teaching Writing as an Extension of the 
Reading Activity. 
ED 239 241 


bog Sag J and Effectively to Get 
= Part II: The Evaluation Process. 
Teaching Eff vel as Gat 
—) Easily and Effectively to 
Results. Part I: The Analysis Approach, A 


Model. 
owe a ED 233 371 
echnology, Free Enterprise, 
through Industrial Arts. A Competency Based 
Curriculum Guide Designed to Meet High 
School Graduation Requirements. 
Ti S ee rasa 
Teenage Cigarette Smo! ‘est ani us- 
sion Leader’s Guide. Gui 
ED 234 301 


Test Taking Skills: Incorporating Them into the 
Curriculum. 

ED 235 200 
Teton Sioux Culture through Literature and 


Writing. 
ED 233 872 
Textiles & Clothing Curriculum Guide. Energy 
and the Family. 
ED 236 399 


Theatre I & II Instructional Guide. 
ED 238 067 


ED 235 994 
Themes for Teaching U.S. History: Conflict and 
Change. GPE Humanities Series. 


Themes. 


ED 237 427 
There Is No Gene for Good Teaching: A Hand- 
book on Lecturing for Medical Teachers. 

ED 233 624// 

Thinking Together: Language Interaction in 
Children’s Reasoning. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 379 
Thinking Visually About Writing: Three Models 
for Teaching Composition, K-12. The Talking 
and Writing Series, K-12: Successful Classroom 
Practices. 

ED 233 384 
This is Alaska. 

ED 239 986 
Threading One’s Way Through the Geographic 
Region. 

ED 236 059 
Three Cultures: The Hopi Indians of the South- 
west Desert, the Indians of the Northwest Pacific 
Coast, and the People of Midwest U.S.A. An An- 
thropological Unit. 

ED 239 940 
Touchstones for the Writing Process. 

ED 237 974 
Tourism, Field Trips and Geographic Education. 

ED 240 016 
Traditional Peoples of Southern Africa. A Stu- 
dent Activity Unit for Upper Elementary & Mid- 
dle School Students. 

ED 239 951 
Training Agreements. Module Number 5. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 147 
Training Popular Theater Trainers: A Case Study 
of Nigeria. Occasional Paper #10. 

ED 234 950 
Training the Occasional Trainer. 

ED 237 720 
Transparencies on Light: Teacher’s Manual. Re- 
search Series No. 130. 
Traveling the Co Cruising the 

‘rave! e mtinents an 

Oceans. 


ED 239 979 
Traversing the Language “Gateway”: The Pass- 
port Lesson. 
ED 238 274// 
Truthfulness in the Curriculum: A Case for In- 
cluding Ethics. 
ED 237 448 


Two Simple Macroeconomic Simulations and the 
Great Depression. Instructor’s Notes [and] A 
Student Guide [and] Basic Program. 





Publication Type Index 


ED 235 099 
Two Strategies for Teaching Black Psychology. 
ED 240 193 
Two Year Core Curriculum for Agricultural Edu- 
cation in Montana. Revised. 
ED 236 359 
Typing I. A Developed Course Encompassing 
the Competencies Identified in the Administra- 
tive Area of the Secretarial Science Technology 
Task Analysis. 
re im... 234 870 
Typing II. A Develo, urse mcompassing 
the Competencies Identified in the Administra- 
tive Area of the Secretarial Science Technology 
Task Analysis. 
ED 234 871 
Typing III. A Developed Course Encompassing 
the Competencies Identified in the Administra- 
tive Area of the Secretarial Science Technology 
Task Analysis. 
ED 234 872 
The Un-Assignment: Writing Groups for Ad- 
vanced Expository Writers. 
ED 234 409 
Understanding and Observing Children with 
Special Needs. A Student Worktext. Child De- 
—_— 322: Introduction to the Special 


ED 236 865 
Understanding Career Choices. Grade 8. Re- 
vised. 


ED 237 700 
Understanding Community Development. A 
Guide for Native American Community Leaders 
and Professionals. Trainer’s Manual. A Training 
Packet Developed for and in Cooperation with 
Native American Tribal Leaders. 

ED 233 859 
Understanding Electricity. Teacher’s Guide. 
Unit 11. ZIM-SCI, Zimbabwe Secondary School 
Science Project. Year 2. 

ED 239 901 
Using a Native American Language as a Class- 
room Teaching Tool: Teaching Shoshoni Poetry. 

ED 235 954 
Using Microcomputers in the Social Studies 
Classroom. 

ED 233 967 
Using Piagetian Tasks to Assess Developmental 
Levels in Elementary School Students. 

ED 237 244 
Using Probiem-Solving to Think and Write: Tag- 
memics for High School Students. 

ED 234 384 
Using Social Studies Skill Lessons to Teach Eco- 
nomic Concepts and Economic Analysis. 

ED 239 937 
Using Student Team Learning. The Johns Hop- 
kins Team Learning Project. 

ED 237 623 
Using the New Technologies in Language Com- 
munication Education. The Talking and Writing 
Series, K-12: Successful Classroom Practices. 

ED 233 378 
V.A. I Animal Science Technical Information. 

ED 235 350 
V.A. III Technical Information # 1030. Revised. 

ED 239 103 
[Valentine’s Day Activities Compiled from 
Eleven Years of February Issues of Instructor 
Magazine, 1973-1983.] 

ED 238 827 
Values Clarification for Introducing Theatre 
Studies. 

ED 238 040 
Values Clarification Through Writing. 
ED 236 700 
Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordi- 
nation Techniques Series. 

ED 233 143 
Video: Animals; Electric Current; Force; Science 
Activities. Learning in Science Project. Working 
Papers 51-54. 

ED 236 029 
Village Science: A Resource Handbook for Rural 
Alaskan Teachers. 

ED 238 618 
Visiting An “Egg Factory” on the Farm: A Re- 
source Unit. 

ED 239 794 
Visual Arts Education Guidelines, K-12. 

ED 237 435 
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Vitalizing Your Social Studies Class with 
Role-Playing. 
ED 237 372 
Vocabulary Development for Ginn 720, Level 9. 
ED 239 208 
Vocabulary Improvement: Program Goals and 
Exemplary Techniques. 


ED 239 229 
Vocabulary Instruction and the Nature of Word 
Meanings. 


ED 239 231 
Vocational Assessment. Module Number 14. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 156 
Vocational Rehabilitation Program Standards 
Evaluation System. Final Report, Volume IV: 
— Materials. Presentation Plans and Over- 


ED 233 174 
Vocational Student Organizations. Module 
Number 13. Work Experience Program Modules. 
Coordination Techniques Series. 

ED 233 155 
A Voyage to Economic Literacy: A Year Long 
Study Done by Fifth Grade Students at Warner 
Elementary School, Wilmington, Delaware. 

ED 238 752 
A Way To Define. 

ED 236 608 
A Weekend Drive: Source for an Interdisciplin- 
ary Teaching Unit. 


Welding. 


ED 235 076 


ED 233 175 
We Must Make All Students Literate. 

ED 236 698 
went ne Curriculum. ESEA Title 

ED 235 630 
Wet Worlds: Explore the World of Water. Ma- 
rine and Fresh Water Activities for the Elemen- 
tary Classroom. 

ED 239 839 
Whale Teaching Unit. 

ED 239 949 
What? A Field Trip on the Playground? 

ED 237 250 
The What and How of Book Selection: Research 
Findings. 

ED 235 506 
What Are the ABC’s of Marine Education? An 
Introduction to Marine Education in the Gulf of 
Maine Region. 

ED 238 726 
What Are the Major Aspects of Jordan’s Econ- 
omy? (A Learning Activity Package). 

ED 235 075 
What Did It Look Like Then? Eighteenth Cen- 
tury Architectural Elements. 

ED 239 952 
What Do You Do When...? A Handbook for 
Classroom Discipline Problems with Practical 
and Positive Solutions. 

ED 234 013 
What Do You Know about Water? Teacher’s 
Guide. Unit D. ZIM-SCI, Zimbabwe Secondary 
School Science Project. 

ED 239 883 
What Every Child Should Know...Social Studies. 
a of Study, Criteria for Textbook Selection. 

evised. 


ED 237 416 
What Is Cooperative Occupational Education. 
Cooperative Occupational Education, Unit 1. In- 
structor Material and Student Material. 

ED 234 240 
What is Matter? Teacher’s Guide. Unit Cl. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. 

ED 239 879 
What Is Social Studies? 

ED 236 060 
What Is Your Cobra E.Q.? 

ED 238 760 
What Makes Things Happen? Teacher’s Guide. 
Unit B. ZIM-SCI, Zimbabwe Secondary School 
Science Project. 

ED 239 877 
What’s Happening in August? 

ED 234 964 
What’s Happening in November? 

ED 235 957 


What’s Happening in October? 

ED 234 966 
What’s Happening in September? 

ED 234 965 


When I Grow Up... Career Activities for Kinder- 
garten through Sixth Grade. 


ED 235 396 
The Where Exercise: Seeing in Writing. 


ED 237 997 
White Collar Crime. Instructor’s Guide [and] 
Student Materials. Business Issues in the 
room. Revised. 


ED 238 812 
The Whole K Catalog: Ideas for Prekindergarten, 
Kindergarten, and Beyond. [Compiled from 
Eight Issues of Instructor Magazine, September 
1982 through May 1983.] 

ED 237 446 
Who Was Melvil Dewey? [Revised]. 
ED 239 660 
Why We Work. Cooperative Occupational Edu- 
cation, Unit 3. Instructor Material and Student 
Material. 

ED 234 242 
The Wide World of Economics: A Sixth Grade 
Study of the Economic Forces at Work Around 
the World. 

ED 238 753 
The Winnebago Tribe and the Nebraska Land- 
scape (Junior High Unit). 

ED 233 871 
With Babies and Banners: Illustrated Historical 
Booklet. 

ED 235 048 
With Babies and Banners: Study/ Activity Book- 
let [and] Educator’s Guide. 

ED 235 047 
Women’s History Lesson Plan Sets. 

ED 233 918 
Women’s Rights Unit. 

ED 239 972 
Work Attitudes Handbook. A Unit of Study To 
Teach Students Positive Work Attitudes. 

ED 237 787 
The Work Survival Skills Training Curriculum 
Manual. 

ED 234 178 
bs Views through the Arts. GPE Humanities 

ies. 


ED 237 428 
Wor-Wic Tech Community College Nursi 
Curriculum Project FY 1981. Final Report [i 
Course of Study, Fall 1981. 
ED 236 380 
The Writer’s Mind: Writing as a Mode of Think- 
ing. 
ED 233 366 
A Writer’s Suggestions for Teaching Creative 
Writing. 
ED 233 369 
Writing across the Curriculum: Designing an Ef- 
fective Model. 
ED 238 025 
Writing a Letter of Application. Cooperative Oc- 
cupational Education, Unit 9. Instructor Material 
and Student Material. 
ED 234 248 
A Writing Contest? Why Bother. 
ED 236 702 
Writing for a Real Audience. 
ED 236 605 
Writing from Literature. 
D 236 607 
Writing Is a Process: Guidelines for Writing Cen- 
ter Volunteers. 
ED 235 487 
Writing Matters. 
ED 234 412// 
Writing Programs in Washington State. Oral and 
Written Communications. 
ED 234 411 
The Writing Project: Grades 7-12. Third Annual 
Golden Bell Awards Program. 
ED 238 007 
Writing Resource Guide for Assessment and In- 
struction. 
ED 234 426 
Writing: Teachers and Children at Work. 
ED 234 430// 
Written Communication Apprehension _ III: 
Treatment of Writing Apprehension in the Class- 
room. 
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ED 233 341 
The Years Alone: A Reading Comprehension 
Unit (7-9). 

ED 239 213 
You Be the Poet [Revised]. 
ED 239 216 


Your Community and You. Cooperative Occupa- 
tional Education, Unit 20. Instructor Material 
and Student Material. 
nee Dee 
Your » Your Coworkers ‘ou. 

a Education, Unit 12. In- 


Wag ety Aetty Mane O package of 
significant dates to learn about and celebrate.] 

ED 235 115 
Your Personal Life and = poe ore oe 
Occupational Education, Unit itructor Ma- 
terial and Student Material. 

ED 234 258 
Youth for Hire. Instructor’s Guide [and] Student 
Materials. Business Issues in the Classroom. Re- 


ED 238 805 

Youth With Wheels and Their Responsibilities. A 

Combined Teacher Guide and Student Hand- 
book for Pre Driving Age Students. 

ED 239 959 

Zoom into Pre-School Story Hour. 

ED 236 531 


(055) Guides - Non-Classroom 


ABC’s for Parents. A Guide to NYC Schools = 
ABC para los Padres. Guia de las escuelas de 
NYC. 


ED 240 184 
Academic Affairs Committee. AGB Standing 
Committee Series [No. 2]. 
ED 238 373 
The Management Revolu- 
Education. 


ED 236 977// 
Access to the Science Laboratory and Classroom. 


ED 238 223 


Academic Str 
tion in 


Achilles Pain. 

ED 233 980 
ACT Il: Adults in Career Transition. 

ED 233 134 


Actions for Business, Industry and Labor. 

ED 235 543 
Actions for Chief State School Officers. 

ED 235 549 
Actions for Governors. 
Actions for Legisiators. 

ED 235 548 
Actions for Local Boards of Education. 

ED 235 545 
Actions for Principals. 

ED 235 547 
Actions for State Boards of Education. 

ED 235 546 


ED 235 550 


ED 235 544 


ED 233 614// 

Administrative Guidance for Verification of Na- 

tional School Lunch, Breakfast and Special Milk 
Applications. 


ED 238 147 
Administrative Procedures: A Practical Manual. 
Professional Advancement Kit. 


ED 234 297 
Administrative Team Contracts. The Adminis- 
as Seas ee eek 


ED 239 384 
Administrator’s Guide to Computers in the 
Classroom. 


ED 233 460 
An Administrator’s Guide to the Education of 
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Gifted and Talented Children. 

ED 233 527 
Administrator’s Guide to Vocational Education. 
Sharpen Your Skills. 

236 344 

Administrator’s Handbook for sean Mid- 
dle, Junior High and tions 
and Criteria for Accrediting and ving the 
Schools of Oklahoma. Bulletin No. 113-Y. 

ED 239 392 
Admission Requirements to Canadian Faculties 
of Medicine and Their Selection Policies = Con- 
ditions d’Admission aux Facultes de Medecine 
Canadiennes et Leurs Politiques de Selection. 

ED 233 630 
Adoption Resource Directory: Region X. 

ED 238 554 
Adult Learning and Television. [and] Adult 
Learning and the Overhead Projector. [and] Us- 
ing Media with Adults. 

ED 235 796 
The Adult Student in Foreign Classes. 
ED 234 612 
Advising by Faculty. Revised Edition. 

ED 235 742 
An Advocate’s Guide to Building Support for 
Gifted and Talented Education. 

ED 233 526 
Affirmative Action Plan. 

ED 239 394 
Aging among the Disabled: A Neglected Area. 

ED 239 444 
Agriculture in the Classroom. Plan for Action at 
the State Level. 


ED 233 178 
Algunos Criterios para Evaluar de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education 
at the Graduate Level: The Special Case of Public 
Administration). 

ED 239 810 
Alliances in Health and Education: Serving 
Youngsters with Special Needs [and] Instructor’s 
Guide. 

ED 236 883 
Alternatives in Evaluation and Grading of Spe- 
cial Needs Students. Missouri LINCpaper 823. 

ED 236 887 
Alternatives to Vandalism: “Cooperation or 
Wreckreation.” 

ED 234 472 
Alternative Uses for Surplus School Facilities. 

ED 239 411 
American History. Computer Programs. 

ED 237 371 
American Indian Self-Image Workshop Manual. 

ED 237 248 
Annual State of the Art Report on Instructional 
Materials: Reading Textbook Programs. 1982-83 
School Year. 

ED 233 493// 

Any Teacher Can! Practical Strategies for Effec- 
tive Classroom Management. 


ED 238 877// 
Appraising Learner Progress in Reading. 


ED 236 578 
An Approach to Designing Training and Devel- 
opment Programs. 

ED 239 320 
Are You Promoting Reading for Comprehen- 
sion? A Guide for Self-Evaluation. 

ED 235 463 
Arkansas Foreign Language Handbook: A Guide 
for fadhew- ans and Administrators. 


ED 236 913 
ED 233 508 


Art and the Handicapped. 


The Art of Teaching. 

ED 237 173 
Assessment of Basic ee. A Func- 
tional Approach to the Assessment of Learning 

ities. 

ED 235 651 
Assist-A-School Handbook. 

ED 233 467 
Attitude and Opinion Research. Why You Need 
It/How To Do It. Third Edition. 

ED 236 986 
Attitudes towards the Worid of Work: Develop- 
ment of the Scales and Manual for Administra- 
tion, Scoring and Interpretation. 

ED 235 391 


Publication Type Index 
Audio Teleconferencing. SAT Users Conference. 


ED 239 592 
Audiovisual Materials. 
ED 238 227 
Balancing RIF & Affirmative Action: A Guide- 
book for Administrators. Draft. 
ED 239 383 
for Personal Concerns for the 
pecialist. Competency-Based 


lop ED Ss 457 
Organizing/Optimizing Training 
pee (BOOTS): User’s Guide. Technical 
Report 151. 

ED 236 377 


po need Parent Counseling Skills for the Occupa- 
tional Specialist. Competency-Based Modular 


ED 236 455 
Basic Vocational Counseling Skills for the Occu- 
pational Specialist. Competency-Based Modular 
Series. 

ED 236 456 
Behaviour Problems in the Comprehensive 
School. 

ED 239 462 
Being There: Helping Students Deal with Crises. 

ED 234 876 
Beowulf Debunked: A Pragmatic Approach to 
English Literature. 

ED 236 697 
Bili eae sang Fact Sheets. Public Educa- 
tion tegies: Bilingual Education. Nos. 1-14, 
Tay Sepeniber 1982. 

ED 233 607 
Bilingual Special Education: An Overview of Is- 
sues. Professional Papers. 

ED 238 232 
eng Teaching in Content Areas: Na- 
vajo/English. 


ED 234 933 
Black Students—Special Problems/Special Needs 
for Retention. 

ED 237 179 
Bottom Line Benefits: Increasing Profits through 
Targeted Tax and Job Training Incentives. A 
Handbook for Business. 

ED 239 018 
Bridging the Gap: A Participatory Approach to 
Health and Nutrition Education. 

ED 239 830 
Building Quality Restoration Program, 1979- 
1983. Revised. 

ED 235 585 
Buildings and Grounds Committee. AGB Stand- 
ing Committee Series [No. 1]. 

ED 238 374 
The Business-Rehabilitation Partnership. 

ED 236 337 
By Parents for Parents. A Pre-First Parent’s 
Guide to the Early Education Program in Eastern 
Lancaster County School District. 

ED 239 736 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Developmentally 
Young. 

ED 236 892 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Early Stimulation. 

ED 236 893 
A Calendar of Activities for Parents of Handi- 
capped Students, 1983-1984. Intermediate. 

ED 236 894 
California Achievement Tests: A Practical Guide 
for Using and Interpreting the Results. 


ED 234 083 
Carbohydrate Loading. 

ED 233 982 
The Care and Use of a Child’s Hearing Aid: A 
Practical Guide for Parents, Teachers, and Chil- 


ED 236 872 
Career Motivation Achievement Planning: C- 
MAP. A User’s Manual. 

“ = 236 = 
ee Placement Strategies for 
Postsecondary Students with Disabilities 

ED 238 226 
Careers in Special Education. 
Career Vocational Pro fe = me ori 
‘ocati gramming for the Severe 
Handicapped Individual. 4 
ED 236 858 





Publication Type Index 


Caring for the Campus Physical Plant. 

ED 239 373 
Case Studies of Critical Events. 

ED 234 304 
A Catalog of Performance Objectives, Perfor- 
mance Conditions, and Performance Guides for 
Machine Tool Operations. 

ED 235 377 
Certificated Employee Evaluation Handbook. 

ED 238 102 
The Challenge of Integrating Students with Se- 
vere Disabilities. 

ED 236 831 


ED 238 979 
Characteristics of a Good Elemen Science 
Program. Handbook III, Part A: Principal’s 
Checklist of Characteristics. Project for Promot- 
P| Science among Elementary School Princi- 


Chapter I Handbook. 


ED 236 003 
Characteristics of a Good Elementary Science 
Program. Handbook III, Part B: Elaboration of 
the Principal’s Checklist of Characteristics. 
Project for Promoting Science among Elemen- 
tary School Principals. 


ED 236 004 
The Characteristics of a Student Activities Direc- 
tor. 


ED 239 707 

A Checklist for University Supervisors Poem 
ing the Operation of Successful Intern 

a Field Experiences. 

ED 236 116 
Children of Divorce in the Elementary School 
Classroom. 

ED 233 808 
The Child With Cerebral Palsy in the Regular 


ED 235 167 
Chondromalacia. 

ED 233 977 
Class Guests...An Added Dimension. 

ED 237 176 
Coalition Building for Global Perspectives: A 
Process and Resource Manual. 

ED 238 803 
A Collection of Ideas and Materials for Public 
Participation. Water Quality Instructional Re- 
sources Information System. Monograph Series: 
Public Participation. 

ED 236 051 
College Admissions Counseling. A Handbook for 
the Profession. 

ED 233 618// 

College Core Curriculum: University and College 
Opportunities Program Guide. 

ED 239 415 
The College Cost Book, 1983-84. Fourth Edition. 

ED 238 308 
College Entrance Guide for American Students 
Overseas. 

ED 236 992 
College Students with Disabilities: A Resource 
Handbook. 


ED 233 504 

pam ghd & University Business Administration. 
Fo Edition. 

ED 233 621// 

Communicating with Commuters. Numerous 

Factors Must Be Considered To Improve Pro- 

cess. 
ED 236 963 
Communication Consulting: Another Teaching 


Option. 

ED 233 422 
Communication Strategies in the Practice of 
Lawyering. Proceedings of the 1983 Summer 
Conference on Communication Strategies in the 
1983) of Lawyering (Oracle, AZ, June 24-27, 

ED 236 750 
Communication Training To Improve Teaching. 
An Educational Problem/Strategy Booklet. 

ED 236 114 
Community Cable for and by Children: An ACT 
Handbook. 

ED 238 405 
Seely none for Improving Career 
Guidance Programs: It Can Work in Your Com- 
munity. An Evaluation Monograph. 

ED 236 395 
Competencies for Placement and Follow-Up Per- 
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sonnel: Workshop and Resource Materials. 

ED 236 460 
Competency Based Instructional Resource 
Guide. Sample Format. Welding. 

ED 233 140 
A Complement to Testing: Skill-Based Appraisal. 

ED 234 613 
Comprehensive Needs Assessment. Revised. 

ED 238 111 
Computer Applications in Instruction: A 
Teacher’s Guide to Selection and Use. 

ED 234 741 
Computer Assisted Rehabilitation Service Deliv- 
ery. 


ED 237 743 
Computer Awareness for Rural Educators. 

ED 235 951 
Computer-Based Training Starter Kit. 

ED 233 681 
Computer Considerations for Vermont Schools. 

ED 239 593 
Computer Education Plan K-12. 

ED 237 084 
The Computer in Educational Decision Making. 
An Introduction and Guide for School Adminis- 
trators. 

ED 234 495 
Computerized Management of Physical Plant 
Services. 


ED 236 787 
Computerized Testing and Feedback for Faculty 
and Curriculum Development. 

ED 235 853 
Computer Literacy Data Processing Occupa- 
tions. Competencies for Articulation. 

ED 234 151 
Computer Literacy. Part I-A Manager’s Guide. 
A Staff Development Publication. 

ED 239 081 
Computers in Education: A Practical Guide for 
the School Administrator. 

ED 238 189 
Computers in the Classroom. 

ED 239 434 
Computing in Higher Education: A Planning Per- 
spective for Administrators. CAUSE Monograph 
Series. 

ED 236 974 
Conceptual Framework and Basic Competencies 
for Vocational Home Economics Education in 
Texas. 

ED 235 351 
The Concerns-Based Adoption Model (CBAM): 
Series Paper (Number 2). 

ED 233 524 
Conference Series on Early Adolescence: Living 
with 10- to 15-Year-Olds; Parents and Young 
Adolescents: Talking about Sex; Risk-Taking Be- 
havior and Young Adolescents; [and] Under- 
standing Early Adolescence: An Overview. 

ED 238 530 
Connections: Developing Skills for the Family of 
the Young Special Child, 0-5. [and] A Coordina- 
tors Guide. 

ED 233 538 
A Conversation with James E. Gilliam on Au- 
tism. 

ED 233 560 
A Cooperative Vocational Education Teacher- 
Coordinator’s Guide to Apprentice Training. 

ED 233 210 
Corporal Punishment Handbook. 

ED 236 770 
Cost Consciousness: A Necessity of the 80’s. A 
Compendium of LEAs Cost Saving Practices in 
Pennsylvania. 

ED 233 496 
Counseling Youth for Employability: Unleashing 
the Potential. 

ED 239 192 
Counselor Quality Assurance Program Manual. 

ED 238 165 
Creative Problem Solving in Quality Circles. 

ED 238 112 
Criteria for Excellence: Gifted and Talented Pro- 
gram Guidelines. 

ED 238 573 
The Critical Events Interview Manual. 

ED 234 305 
Critical Issues in the Treatment of Severe 
Self-Injurious Behavior in the Group Home Set- 
ting. 


ED 235 674 
Cross-Age Tutoring Handbook. 


ED 238 826 

oe Model; and Competencies. Associ- 

Nursing and Nursing Education Op- 
Degree with Practical Ni 


ED 237 150 
Curriculum: The Board’s Role. 


ED 239 418 
yp Effectively with Non-Compliant Stu- 
ts. 


ED 234 572 
Defensive Tips in the War against Drunk Driv- 
ers. 


ED 235 175 
Democratic Education in Schools and Class- 
rooms. National Council for the Social Studies 
Bulletin No. 70. 

ED 238 769 
Deriving Appropriate Educational Program 
Costs in Illinois. 

ED 236 786 
Deriving a Standard Cost Base for Cost/Benefit 
Comparisons. 


ing and Using Simula for Training 
imulations for 
er Note No. 20. a 
ED 238 605 
Designing and Utilizi Questionnaires in 
Educational Research. Monograph Series 83.1. 
ED 236 246 
Studies of Extension Program Results: 
Leaders 


Designing 
A Resource for Program and Specialists. 
Volume I-Text. 

ED 237 731 


Designing with Care. A Guide to Adaptation of 
the Built Environment for Disabled Persons. 

ED 239 464 
Develop and Implement a Competency-Based 
Education Program. Module CBE-1. 

ED 237 141 
Developing an Effective School Budget in the 
—— tion School: PPBS and the School Philos- 
ophy. 

ED 234 946 
Developing Independent aay Art Skills 
with a Kindergarten Enrichm: oup through 
Learning Centers. 


ED 237 242 
Developing Your Gifted Program Manual: A 
Guide for Coordinators. #6 of a Series. 

ED 239 466 
A Developmental Mapping Program Integrating 
Geography and Mathematics. 
ED 238 796 
Difference Between Strain and Sprain. 

ED 233 975 
Differentiating Programs for Academically 
Gifted Elementary Students. 

ED 233 813 
A Digest of Ideas for Implementing the 
ment Team: Or, How We All Have Our Say If 
Not Always Our Way. 

ED 239 372 
Discourse Analysis as a Pedagogical Tool. 

ED 236 938 
Discussing Racial Topics in Class. 

ED 237 160 
Distance Education: Selecting Textbooks and 
Writing Study Guides. 

ED 237 075 
Distance Education: The Design of Study Mate- 
rials. 2nd Edition. 

ED 237 076 
District Program Review Process. 

ED 238 911 
Doing More with Less: Innovative Ideas for Re- 
ducing Costs in the School Nutrition 

ED 239 353 
Do You Know a Child with a Handicap? Children 
with Handicaps Have a Right to an Education 
[and] Do You Know Someone with a Handicap? 
Individuais with Handicaps Have a Right to an 
Education = Conoce Usted a un Nino que Tiene 
Alguna Desventaja? Los Ninos con Desventajas 
Tienen Derecho a Recibir Educacion [and] 
Conoce Usted Alguna Persona que Tenga 
Desventaja? Las Personas Tienen Desven- 
tajas Tienen Derecho a Recibir Educacion. 

ED 236 906 
Dyslexia and Severe Reading Disability. 

ED 235 168 
The Early Childhood Model Parenting Program. 
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ED 238 526 
Eastern Oklahoma Johnson-O’Malley Indian 
Education Handbook. 


ED 239 790 
Economic Development Projects and Jobs: Les- 
sons from the Targeted Jobs Demonstration Pro- 


gram. 

ED 234 159 
Economic Education Experiences of Award 
Winning Alaska Teachers. 


ED 235 977 

mgr e | Students from Other Nations. Ameri- 
can Colleges and Universities in International 
Educational Exchange. 


ED 233 629// 

The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Educational Computing in the Clarksville-Mont- 
gomery County Schools. A Five-Year Plan. Fall 
1983-Spring 1988. 

ED 237 077 
Educational Research and Dissemination Pro- 
gram. Training and Resource Manual. 

ED 236 125 
Education for Business in Iowa: Curriculum and 
Reference Guide. 

ED 239 350 
Education for Employment. Planning for Eco- 
nomic Development: A Strategic Approach. 

ED 237 747 
Education in Maryland. A Resource Guide - 
Teaching Children Ages 4, 5, 6, and 7. 

ED 238 525 
The Education Service Agency-Where Next? 

ED 235 583 
An —— —_ and Management Strategy in 
Quality Cir 

ED 238 113 


Electrical Occupations Partnership Guide. De- 
velop and Implement Model Electrical Cluster 
Program. 


ED 239 079 
Elementary School Guidance Curriculum 
Grades K-6. Georgia Comprehensive Guidance 
Series. 

ED 236 520 
Elites, Bureaucrats, Ostriches, and Pussycats: 
Managing Research in Policy Settings. 

ED 238 196 
Emendations: Adviser’s Manual of Federal Reg- 
ulations Affecting Foreign Students and Schol- 
ars. 


ED 236 987 
EN-ACT: Black Women’s Identity in Action. A 
Facilitator’s Workshop Manual. 

ED 234 288 
English Pronunciation Lessons for the Span- 
ish-Speaker. 

ED 236 940 


English Teachers’ Journal (Israel), Number 28. 

ED 233 565 
Enhancing Academic Advising Skills: A Re- 
source Manual for Staff Development. 

ED 235 699 
Entrepreneurship in Voc Ed: A Guide for Pro- 
- Planning. Leadership Training Series No. 

ED 233 217 
Essential Performance Objectives for Career De- 
velopment. 

ED 239 033 
} ao mg Performance Objectives for Social 


ED 240 048 
Essential Skills for College Bound Students. 
ESEA Title IV-C Project Product. 

ED 233 354 
The Establishment of Autonomy: Assisting Late 
Adolescents with Positive Management of Sepa- 
ration Issues. 


Estate Planning for R: tend Thet, 

ing for Retarded Persons and i 

Families. 

Set Dat Coos Career Guidance Prog ra 
ograms for 

High School and College Students. Final Report. 

— No. 2-2F11 from July 1, 1981 to June 30, 


ED 236 450 

Evaluating General Education: An Empirical 

Method for Current Course and Program Assess- 
ment. 
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ED 235 241 
Evaluating Long Term Care Demonstration 
Projects: The Potential of the Institutional Co- 
hort Design. 

ED 233 263 
Evaiuating Microcom; ter Software for a Com- 
munity College Reading/Writing Center. 

ED 233 691 
Evaluating Pupil Achievement. 


Evaluating Teaching. 
ED 237 174 


Evaluating the Performance of Trustees and 
School Heads. 


ED 237 527 


ED 238 122 


ED 236 870 
Evaluation of Educational Software: A Guide to 
ides. 


Evaluation of Advocacy Models. 


ED 237 064 
Evaluation of Technology for the Vocational 
Classroom. 

ED 239 113 
Evaluator Concerns Arising from Ideal Displace- 
ment. 

ED 237 544 
Evaluator’s Guide for Microcomputer-Based 
Courseware. 

ED 235 773 
Exceptional Adult Advisory Council Handbook. 

ED 233 125 
An Executive Training Program. 

ED 233 500 
EXETRA Perspectives: Concepts in Therapeutic 
Recreation. 

ED 234 532 
Experiencing Your Identity: Developmental Ma- 
terials for Academic and Community Settings. 

ED 234 302 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 

ED 234 527 
Facilitation Skills in Quality Circles. 

ED 238 114 
Fact Sheet: Community Colleges and Handi- 
capped Students—Concerns and Resources. 

ED 235 873 
Fact Sheet: Financial Aid and Disabled Students. 

ED 237 172 
Faculty Development Manual for Adjunct Staff 
in Postsecondary Occupational Programs. 

ED 233 777 
Faculty Handbook: Ohio Program of Intensive 
English. 


ED 238 245 
Fair Play: Developing Self-Concept and Deci- 
sion-Making Skills in the Middle School. Imple- 
mentation Handbook. 

ED 238 513 
oo Special Edition on Testing. Spring 
1982. 

ED 234 082 
Family Violence: A Workshop Manual for Clergy 
and Other Service Providers. 

ED 234 282 
Famine at the Feast: A Therapist’s Guide to 
Working with the Eating Disordered. 

ED 239 191 
Feeding Management of a Child with a Handi- 
cap: A Guide for Professionals. 

ED 238 218 
A Few Facts about Hydrogen [and] Hydrogen 
Bibliography. 

ED 239 842 
Field Experience Guidelines for University Stu- 
dents and Faculty and Public School Teachers 
and Administrators. 

ED 235 118 
Fieldwork Supervisor’s Manual. 

ED 234 332 
Finance Committee. AGB Standing Committee 
Series [No. 3]. 

ED 238 375 
Financial Responsibilities of Governing Boards 
of Colleges and Universities. 

ED 238 382 
ae Adult Learning: Spotlight on the 


States. 

ED 235 387 
The First Byte: A Teacher’s Guide to Classroom 
Computers. 

ED 238 424 


Publication Type Index 


Flexibility Program 
ED 233 981 


For Effective School Leadership, Ki Your 
Management Team on the Right Track. The End- 


paper. 

Formula Budg: for the Comm lity Colleges 
orm’ eting for the unity leges 
in Alaska. 


ED 239 687 
For Parents of Handicapped Children: Tips for 
Working with School Personnel. For Your Infor- 
mation. 

ED 236 902 
For Special Educators: Tips for Working with 
Regular Classroom Teachers. For Your Informa- 
tion. 

ED 236 903 
A Fresh Look at Planning: A Teacher Planning 


Map. 

ED 238 600 
Full Classrooms: 95 Practical Suggestions To 
Guarantee Student and Teacher Success. 

ED 237 184 
The Future of Education in the Microcomputer 
Revolution. 

ED 234 533 
preg gt — Handbook: De Anza Ju- 


nior High Sc 

ED 240 155 
Gathering, Analyzing and Presenting Data in 
Quality Circles. 

ED 238 115 


General Orientation Manual for the Portland 

Public School Achievement Testing Program. 
ED 235 219 

oo Families a Break: Strategies for Respite 


ED 235 664 
The Governance of Reading Education: A Posi- 
tion Paper. 

ED 237 965 
aaa g Board Meeting Management Check- 
ist. 


ED 234 474 
Graduate Study in Chemistry in the United 
States: A Guide for Non-U.S. Students. 

ED 238 315 
A Guidance Handbook for Parents & Students. 

ED 239 195 
Guidance Services for Students: Grades 7-12. 

ED 239 196 
A Guidebook for Conducting Field Trials of New 
Methods. Paper and Report Series No. 77. 

ED 235 182 
A Guide for Curriculum Planning K-12. Fourth 
Edition. 

ED 235 130 
Guide for Implementing Competency-Based Ed- 
ucation in Vocational Programs. 

ED 233 141 
A Guide for Prevocational Education Programs 
in South Carolina. 

ED 235 386 
A Guide for Using the Student Profile for Place- 
ment in Cooperative Vocational Education Pro- 
grams. 

ED 233 209 
Guidelines and on hy Indicators for Vocational 
Education in California. 

ED 236 354 


Guidelines for Comprehensive Child Develop- 
ment Instruction and Services Programs. 

ED 238 482 
_— for Fair Use of Copyrighted Materi- 


ED 238 384 
Guidelines for Local Educational Agencies for 
the Participation of Private School Students in 
ECIA, Chapter 1 Programs. 


Guidelines for Off-Air Copying. 


ED 239 414 


ED 234 775 
Guidelines for the Appraisal of Policies and Pro- 
cedures Governing Discipline and the Control of 
Violence and Vandalism. 

ED 239 359 
Guidelines for the Evaluation of Bilingual Educa- 
tion Programs. 

ED 234 629 


Guidelines for Working with Adult Learners. 
Overview: ERIC Fact Sheet No. 25. 

ED 237 811 
A Guide to Hosting a Theatre Festival. 





Publication Type Index 


ED 233 429 
Guide to Magnet School Development. 

ED 236 305 
A Guide to Research and Funding for Librarians. 
First Edition. 

ED 238 445 
A Guide to Schooi Self-Evaluation. Technical 
Report 4. Technical Report Series. 

ED 233 890 
A Guide to Selecting Educational Software. 

ED 234 774 
Guide to the Job Training Partnership Act. Cu- 
mulative Analyses of the Law and Subsequent 
Policy Issuances. Installment #1. 

ED 239 025 
Guiding the Gifted. Mentor-Volunteer Program. 

ED 239 475 
Hallways to Highways. Driver Education 1982. 

ED 239 960 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. First 
Edition. 

ED 233 755 
Handbook for Conducting a Study of the Eco- 
nomic Impact of a Community College. (1981 
Revised Edition). 

ED 237 137 
Handbook for Conducting Equity Activities in 
Mathematics Education. 

ED 239 865 
Handbook for Library Volunteers. Rev. 

ED 237 118 
Handbook for Local Vocational Education Ad- 
visory Councils: “The People Speak.” 

ED 235 303 
Handbook for School Health Nursing. Fourth 
Edition. 

ED 237 919 
Handbook for the Principal Internship. Revised. 

ED 238 155 
A Handbook for Title I Migrant Parent Advisory 
Councils: Understanding the System=Un Fol- 
leto Para los Concilios de Padres Titulo I Mi- 
grante: Entendiendo el Sistema. 

ED 238 640 
Handbook of Job Analysis for Reasonable Ac- 
commodation. Personnel Management Series. 

ED 236 331 
Handbook of Student Financial Aid: Programs, 
Procedures, and Policies. 

ED 236 978// 

A Handbook on Developing Means to Under- 
write Performances at National Conventions by 
Talented Students from Urban School Districts. 

ED 237 602 
Handbook on Mainstreaming. Handicapped Stu- 
dents in Vocational Education. 

ED 233 221 
Hand-In-Hand: Parents and Educators Building a 
Partnership. 

ED 236 814 
Hand in Hand with Parents: A Teacher’s Guide 
to Parent Communication. 

ED 240 171 
“Handles” for Teaching Grammar. 

ED 236 939 
Handling Difficult Questions and Situations. 

ED 237 162 
Health Hazards in the Science Classroom. 

ED 238 671 
The Hearing Impaired Child in the Regular Class. 

ED 235 165 
Heat Problems. 

ED 233 978 
Helping Children Develop Good Study Habits: A 
Parents’ Guide. 

ED 240 061 
Helping the Visually Impaired Student with Elec- 
tronic Video Visual Aids. 

ED 236 905 
Hemispheric Specialization and Learning Style 
Theory: Some Considerations for the Elementary 
Teacher. 

ED 233 807 
The High School Goes Abroad: International 
Homestay Exchange Programs. Language in Ed- 
ucation: Theory and Practice, No. 55. 

ED 233 591 
Hiring and Evaluation. 

ED 238 495 
Hiring Procedures. 

ED 238 110 
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oo Policies of San Mateo County 
hool Districts.] 

ED 233 463 
Horizons, 1984-1985. as _— to Post-Second- 
ary Education i in Ontari 

. ED 236 985 

Housing Hunters: An Orientation Session for 
Housing Seekers Off-Campus. 

ED 236 967 
How Extension Can Help Communities Conduct 
Impact Analyses. 

ED 239 828 
How Johnny/Jane Writes: The Complex Word. 

ED 236 680 
How Neutrals Can Help Bargainers in Troubled 
Times. 

ED 234 710 
ned to Be Happy with Microcomputers in Your 

c 

ED 237 243 
How to Custom Design Training for Business and 
Industry. 

ED 237 774 
How to Develop Board Policies for Small School 
Districts: Purpose, Process, Requirements, Cate- 
gories, References. 

ED 239 360 
How to Develop PACs. Performance and Com- 
petency-based Student Materials. 

ED 235 308 
How To Enjoy Poetry. Power of the Printed 
Word. 


ED 236 529 
et To Enjoy the Classics. Power of the Printed 
ord. 


ED 236 530 
How To Get the Most from a WASC Accredita- 
tion Investment. 

ED 240 132 
How to Help Your Children Achieve in School. 

ED 233 814 
How To Improve Your Vocabulary. Power of the 
Printed Word. 

ED 236 587 
How To Make a Speech. Power of the Printed 
Word. 

ED 236 703 
How to Make Your Child a Winner! 

ED 233 792 
How to Plan and Implement a Workshop. 

ED 234 473 
How To Plan for Effective Instructional Use of 
Microcomputers. Tips for Principals from 
NASSP 

ED 236 769 
How to Prepare for a Computer Search of ERIC: 
A Non-Technical Approach. Revised and Up- 
dated. 

ED 237 100 
How To Read an Annual Report. Power of the 
Printed Word. 

ED 236 527 
How To Read Faster. Power of the Printed Word. 

ED 236 528 
How to Streamline Your IEP: A Special Educa- 
tion Handbook on Computer-Assisted Individu- 
alized Education Programs. 

ED 236 859 
How To Use a Library. Power of the Printed 
Word. 

ED 236 585 
How To Write a Business Letter. Power of the 
Printed Word. 

ED 236 584 
How To Write a Resume. Power of the Printed 
Word. 

ED 236 586 
How To Write Clearly. Power of the Printed 
Word. 

ED 236 588 
How To Write with Style. Power of the Printed 
Word. 

ED 236 589 
Human Relations Skills in Individual Interac- 
tions for the Occupational ‘weomens Compe- 
tency-Based Modular Series. 

ED 236 458 
Ice & Exercise for Injury Management. 

ED 233 973 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Identification, Assessment and Programming 


System for Students of Limited English Profi- 
ciency: A Systems Manual. 

ED 236 918 
If You Would Preserve the Management Team, 
You Must Pitch In and Do Your Part. The End- 
Paper. 

ED 236 765 
Illinois Projects and Research in Composition. 

ED 236 684 
Implementing an Advisory Program in Second- 
= Schools. Georgia Comprehensive Guidance 

ies. 


ED 236 521 
Improve Your Communication Skills. Module 
L-8 of Category L-Serving Students with Spe- 
cial/Exceptional Needs. Professional Teacher 
Education Module Series. 

ED 234 260 
Improving Classroom Communication. The 
Talking and Writing Series, K-12: Successful 
Classroom Practices. 

ED 233 388 
Improving Schools with Limited Resources. ECS 


Issuegram. 
ED 235 250 
Improving Speaking and Listening Skills. New 
Directions for College Learning Assistance, 
Number 12. 
ED 233 413// 
Improving the Mathematical Skills of Low 
Achievers. ERIC/CUE Fact Sheet Number 18. 
ED 237 584 
Improving Wisconsin Public School Testing Pro- 
grams: With a Special Look at Pupil Compe- 
tency-Based Testing. 
ED 240 163 
Improving Your Child’s Listening and Language 
Skills: A Parent’s Guide to Language Develop- 
ment. 
ED 234 576 
— of Quality Schools: II. User’s Guide. 
raft. 


ED 239 404 
Indicators of Quality Schools: I. Overview. 

ED 239 403 
— Degree Program Student Hand- 


ED 234 852 
An Individualized Instructional Management 
System for Vocational Educators of Special 
Needs Students...Or How Can I Be in 15 Places 
at Once? LINCpaper 822. 

ED 236 886 
Individual Student Assessment Process: Lincoln 
Public Schools, 1982-83. 

ED 235 605 
Information Technology and the School Library 
Resource Centre: The Microcomputer as Re- 
sourcerer’s Apprentice. Occasional Paper 11. 

ED 238 419// 

Innovative Instructional Development in a Time 
of Reactionary Educational Policy. 

ED 238 418 
Inservice to Improve Speaking and Writing in 
Grades K-12. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 

ED 233 382 
Instructional Aides. 

ED 238 119 
Instructional Aides: Employment, Payroll Proce- 
dures, Supervision, Performance Appraisal, Le- 
gal Aspects. 

ED 238 824 
Instructional Analysis for Health Occupations. 

ED 234 142 
Instructional Manual for Schoo! Building Re- 
cords. 

ED 233 495 
Instructional Program Planning for Outdoor Ed- 
ucation. 

ED 238 658 
Instructional Program Review: A Mini-Accredi- 
tation Approach to Self-Evaluation in Commu- 
nity Colleges. 

ED 239 665 
Instructor-Coordinator’s Handbook for Post- 
Secondary Distribution and Marketing Pro- 
grams. 

ED 234 189 
Instructor Liability-A Continuing Dilemma. 

ED 233 236 
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search Model. Research Report No. 83-24. 
ED 239 674 
Instructional Teams, Evalua- 
ject Directors. 
ED 240 177 
Interpretation of Achievement Level Test Re- 


ports. 
ED 235 196 
Interpreting Scores on the New Jersey College 
Basic Skills Placement Test. 
ED 236 223 


The Interrelationship of Pennsylvania’s Quality 
Goals of Education. 


Intensive R: 
tion Manual for 


ED 238 146 
Interstate Migrant Secondary Services Program. 
Program Manual Volume I. 
ED 237 265 
Interviewing for Ci ications-Related Posi- 
tions in the Corporate Community. 





ED 238 032 
Interview & Job-Search Preparation for 
Dickinson College. Revised. 
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tion, Tracking. 

ED 235 868 
Statement on Competencies in English and 
Mathematics Expected of Entering Freshmen. 

ED 233 293 
Steps for Establishing a Training Information 
Clearinghouse. 

ED 237 775 
Strategies for Advising Disabied Students for 
Postsecondary Education. Fact Sheet. 

ED 236 890 
Structuring the Undergraduate Computer Liter- 
acy Curriculum for 4th Year Teacher Education 
Majors. 

ED 238 882 
Success for Mentally Retarded Students. Sources 
to Upgrade Career Counseling and Employment 
of Special Students. 

ED 237 643 
Suggested Local Organization Talk. 

ED 236 907 
A Suggested Management System for Secondary 
Migrant Counselors. 

ED 238 639 
Suggestions for Survival for Counselors and 
Other Guidance Specialists. 

ED 236 484 
Suicide: Training Counselors To Work with the 
Survivors. 

ED 237 921 
Summer-Jobs-for-Youth Program Guide. How to 
Develop and Manage a Summer Youth Jobs Pro- 
gram. A Technical Assistance Guide. 

ED 239 020 
A Survey Course in Mythology: Is It Possible? 

ED 235 872 
Surveying Your Alumni: Guidelines and 22 Sam- 
ple Questionnaires. 

ED 234 659 
A Systematic Guide to Implementing “Showcase 
of Excellence”: A Statewide System for Dissemi- 
nation, Diffusion and Utilization. 

ED 233 775 
Systemic Evaluation. Methodology. 

ED 240 142 
The Table Approach to Education. 

ED 236 567 
The Teacher and Academic Freedom. ERIC Fact 
Sheet No. 1. 

ED 233 925 
Teacher Dismissal: A Summary of the Procedural 
Requirements. 

ED 238 185 
Teacher Quality Assurance Program Manual. 

ED 238 164 
Teacher Recruitment and Retention Strategies 
for Smaller Schools. A Handbook for Superinten- 
dents and School Boards. 

ED 234 972 
The Teacher’s Checklist. A “Flight Plan” for Ef- 
fective Teaching and Classroom Management. 

ED 238 822 
Teachers’ Questions About Alaska Native Edu- 
cation. 

ED 238 661 
Teaching Activities: Newborn to 36 Months. 

ED 236 834 
Teaching Chicano Literature: ing Tides 
and Challenges. 

ED 235 986 
Teaching Hearing-Impaired Children in Regular 
Classrooms. Language in Education: Theory and 
Practice, No. 54. 

ED 233 590 
Teaching Independent Living Skills to Youth. 


Ideas for Action in Education and Work, Issue 3. 
‘ ED 233 _ 

‘eaching, Learning and Curriculum (TLC): Put- 
ting It All T er ine tngooned agent 
Intercultural Relationships. 


Teaching Modern Languages. 
ED 233 586// 


hawt of Writing in Our Schools. Fast- 


ED 240 175 


ED 235 502 
Teaching Study Skills to the Exceptional Black 
Student. 


ED 235 603 
Teaching the Grant Proposal as a Problem-Solv- 
ing Strategy: A Rhetorical Approach. 


ED 236 619 
Team-Building in Quality Circles. 

ED 238 118 
Technical Assistance on Alternative Practices 
Related to the Problem of the Overrepresenta- 
tion of Black and Other Minority Students in 
Classes for Educable Mentally Retarded. Draft. 

ED 236 838 
Technical Assistance Papers. A Series on PL 
94-142 and Related Ceeane Laws. Specific 
— Disabilities, Technical Assistance Pa- 
per 4. 

ED 236 815 
Technical Assistance to Local Education Agen- 
cies: A Manual for Technical Assistance Provid- 
ers and Recipients. 

ED 236 802 
Techniques for Preventing the Spread of Infec- 
tious Diseases. 

ED ae 859 
Tests, Achievement, and Bilingual Studen 

ED 238. 907 
Test Taking Skills. A SORD Project. 

ED 237 581 
Test Taking Skills for Primary Grades. A SORD 
Project. 

ED 237 580 
Textbook Development. 

ED 236 740 
A Theoretical Model of Concept Learning in 
Economics. Studies in Economic Education, No. 
10. Revised Edition. 

ED 236 063 
Think It Older. A Guide for the Inservice Coordi- 
nator. 

ED 236 416 
Three Approaches to Descriptive Research. 

ED 238 947 
Tips and Other Bright Ideas. 


Tips for Chairpersons. 
ED 236 970 
Tips on Communicating with the Board of Edu- 


cation and Superintendent: Creating Support for 
the Staff Development Program. 


ED 233 715 


ED 236 755 
Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para ios Padres 
y los Pre-Escolares. 

ED 239 476 
Touchstones for the Writing Process. 
ED 237 974 
Toward Achieving Excellence. 

ED 237 175 
Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Evaluating 
the Use of School Library Resources. 

ED 233 699 
Training and Support in Childminding-A Na- 
tional Response: A —_— on the Outcome of 
Regional Meetings on Training and Support 
Needs, Held during 1981/82. 
ED 233 788 


Training Guide for Career Education. 

ED 235 381 
Training Mentors as Educational Advisors for 
Adult Learners. Process Manual. 

ED 235 394 
Training of Local-Level Administrative Person- 
nel in National —— nee Method- 
ological Report of Workshop 
(Nazareth, Ethiopia, Noweater 20 20-30, 1981) 

ED 238 091 
The Treatment of Sex Roles. Guidelines for the 
Development of Elementary and Secondary In- 
structional Materials. 

ED 237 585 





750 (055) Guides - Non-Classroom 


Triage and the Art of Institutional Research. 

wi a 
Tutor’s Handbook-Highline Indian Tutoring 
Program. 


ED 239 787 


ED 238 713 
Gifted Children. 


ED 235 645 
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ing the Public. 
ED 240 031 
Understanding the Multicultural Experience in 
Early Childhood Education. 
ED 238 560// 


Unfinished Business in New Mexico Education. 
Recommendations of Quality Education Confer- 
ence 3. 

ED 238 823 
Unified State Plan for ot a and 
Placement in Colorado. Grades 

“-D 236 485 


Unified State Plan for Guidance, Counseling and 
Placement in Colorado. Grades 7-12. 
ED 236 486 
Unified State Plan for ~~ Counseling and 
Placement in Colorado. P 
ED 236 487 
University of Hawaii Community Colleges: A 
Guide for Apprenticeship Coordinators and Ad- 
ministrators. 
ED 238 498 
The Unsheltered Workshop: A Guide to Work 
Stations in Industry. 
ED 235 663 
ae Books: 54 Suggestions To Increase Library 
ise. 
ED 237 178 
The Use of Ice in Baseball Injuries (Cryotherapy). 
ED 233 974 
The Use of “Symboi Shelves” in Teaching Com- 
munication with Multi-Handicapped Children. 
ED 234 594 
A User’s Guide to Project BEST Products: Print 
and Nonprint. 
ED 235 794 
User’s Guide to the Handbook of College and 
University Trusteeship. 
ED 238 366 
ising Consultants for Materials Development. 
Techoical Note No. 19. 
D 238 604 
Using Creative hn seg to Teach Expevition/ Ar- 
tistic/Report Writing. 
ED 236 696 
Using R & D to Improve Local Schools. 
ED 236 784 
Using Teacher/Student Generated Questions. 
ED 239 233 
Using Test Results to Improve Instruction. 


ED 240 139 
Utah Mock Trial Competition. 

ED 237 383 
The Utilization of V-TECS Catalogs with Handi- 
capped Students: Implementation Manual. 
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ermont of Policy an 
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Ill: Approval of New Academic Degree Pro- 
grams. 
ED 233 619 
Virginia Curriculum Management Guide. 
ED 233 142 
The Visiting Team Guidelines for Evaluation of 
Pennsylvania School Districts. 
ED 234 096 
The Visually Handicapped Child in the Regular 


ED 235 166 
ED 233 136 


Competencies for Teachers 
in CBVE Ss Project No. DVE 9-2F21 


from July 1, 1978 to June 30, 1980. 

ED 236 452 
Vocational Rehabilitation Services. A Post- 
secondary Student Consumer’s Guide. Fact 
Sheet. 

ED 236 891 
Volunteering...Pathway to Paid Employment. 
Ideas for Action in Education and Work, Issue 4. 

ED 234 275 
Volunteers in Corrections. Volunteer Manual. 

ED 237 722 
We Are Not Alike: Policies for Responsible Edu- 
cation. Revised 1982. 

ED 239 465 
What Are Learning Disabilities? 

ED 235 169 
What Research Says about Elementary School 
Science. Handbook IV. Project for Promoting 
Science among Elementary School Principals. 

ED 236 005 
What Shall We Tell the Children? [Revised]. 

ED 237 189 
What To Do Till the Book Salesmen Come or 
Making Basal Reader Adoptions Work. 

ED 236 550 
What to Say in a Letter of Recommendation? 
Sometimes What You Don’t Say Matters Most. 

ED 236 953 
What We Teach: A Brief Course of Study 
[Grades K-6]. 

ED 234 885 
The What, Why, —— ‘When, Who and How of 
Behavioral Task Analysis. 

ED 236 124 
When Handicapped Children Grow Up. 

ED 239 441 
When the Sensory Handicapped Child Has Cere- 
bral Palsy. Part I: Physical Management. Part II: 
Deaf-Blind Curriculum and the Child with Cere- 
bral Palsy. Working Papers in Developmental 
Disabilities. 

ED 235 654 

“When Two Strong Men [or Women] Stand Face 

to Face... 

ED 238 212 
When You Don’t Know What’s Important: Revi- 
talizing Decision-Making in the Native Ameri- 
can School. 

ED 239 816 
The Whole PIC Catalog: Organization, Planning 
and Service Delivery Options under JTPA. 

ED 239 023 
Wilderness Adventure Programming for the 
Mentally Retarded: A Rationale and Therapeutic 
Basis for Program Development. 

ED 238 216 
Wisconsin Interlibrary Loan Guidelines. Second 
Edition. Bulletin No. 3107. 

ED 234 788 
Wisconsin Title I Migrant Education. Section 
143 Project: Development of an Item Bank. Sum- 
mary Report. 

ED 233 836 
Women Getting Together and Getting Ahead. 
Sex Equity in Educational Leadership. 

ED 236 805 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
Women in Physics. 

ED 237 335 
Women Reaching Women. Volunteer Coordina- 
tor’s Training Program. 

ED 239 013 
A Word Processing Data and Information Model 
for Program Management. 

ED 238 100 
Working for Equity. Finding Equity Issues in the 
Schools. 


ED 237 723 
Working with the Pregnant Teenager: A Guide 
— Educators. Program Aid Number 

ED 233 265 
Workshop Helper: Tips on How To Run a Suc- 
cessful Workshop. 

ED 235 395 
Writing Board Minutes. Importance of and 
Methods for. (Revised). 

ED 239 391 
Writing for New Readers: A Book on Follow-Up 
Books. Workshop. 


ED 239 821 


Publication Type Index 
tional Educa- 


Used by New York 
State] Two-Year College Staff in the Role of Fac- 
ulty Trainers. 
ED 233 778 
Writing Software for Education. 
ED 237 082 
Se Standards of Excellence for the Social 


ED 240 020 
Wyoming Vocational Education Special Needs 
Program Guidelines. 

ED 239 128 
You Can Do It! Vocational Education. Volume 1: 

Your Approach. 

ED 237 684 
You Can Do It! Vocational Education. Volume 2: 
Choosing Strategies that Are Right for You. 

ED 237 685 


ED 238 835 
Youth Participation in School and Public Librar- 
ies. 


Youth Participation in Health. 


ED 238 443 
You, Your Child, and Language: Activities for 
Language Development. Second Edition 

ED 236 897 
101 Ideas for Summer Youth Jobs. Tips on Orga- 
nizing and Running a Summer Youth Jobs Pro- 
gram. 

ED 239 019 
The 1983 Communication/Planning Guide and 
Calendar. 

ED 237 117 
1983-84 Student Handbook. 

ED 234 844 


(060) Historical Materials 


Academic Excellence and Public Service: A His- 
tory of University Extension in California. 
ED 239 531// 

Accreditation and Licensing: Origins and Cur- 
rent Status. 

ED 238 853 
The ACTFL Proficiency Guidelines: A Histori- 
cal Perspective. 

ED 238 265// 

Carl Campbell Brigham, the Native Intelligence 
Hypothesis, and the Scholastic Aptitude Test. 

ED 237 516 
Changing Conceptions of “Public” and “Private” 
in American Educational History. 

ED 237 406 
The Community College in the American Educa- 
tional System. 

ED 239 701 
Coordinating Australian University Develop- 
ment: A Study of the Australian Universities 
Commission, 1959-1970. University of Queens- 
land Press Scholars’ Library. 

ED 235 694 
A Cultural History of Education in the Arab 
World with Special Reference to the Arabian 
Gulf Region. 

ED 239 933 
The Decline and Fall of School Finance Reform 
in Illinois. A Study of the Politics of School Fi- 
nance: 1973 to 1983. 

ED 236 775 
The Destruction of an Undergraduate Library 
Science Instructional Program: A Case History. 

ED 235 817 
Historical and Contemporary Perspectives on 
Community College Student Services. 

ED 233 771 
History of the Balkans: Eighteenth and Nine- 
teenth Centuries. Volume 1. The Joint Commit- 
= on Eastern Europe Publications Series. No. 
12. 

ED 236 093 
History of the Balkans: Twentieth Century. Vol- 
ume 2. The Joint Committee on Eastern Europe 
Publication Series. No. 12. 

ED 236 094 
How the PhD Came to Britain. A Century of 
Struggle for Postgraduate Education. SRHE 
Monograph 54. 

ED 234 675 
The Impatient Press: Placing Black Newspapers 
in the Ideologies of Black Progress. 

ED 237 983 
The Land of the Yakimas. 





Publication Type Index 


ED 233 834 
Literacy in a Non-Literacy Milieu: The Indian 
Scenario. 

ED 238 087 
The Mishomis Book: The Voice of the Ojibway. 

ED 239 826// 

The National Laboratory on Early Childhood 
Education: A Model of Educational Research 
and Development. 

ED 234 717 
Placing Women’s History in the American His- 
tory Survey. 

ED 237 402 
Planning and Administration of National Liter- 
acy Programmes: The Indian Experience. 

ED 238 093 
The Polish Collection at the Alliance College — 
brary in Cambridge Springs, PA: The Origins of 
the Collection in 1950, Its Rapid Development in 
the 1970’s and the Introduction of the Online 
Computer Library Center (OCLC) in 1982. 

ED 235 823 
The Portable Practical Educational Preparation: 
The History of a Process, 1967-1981. 

ED 235 948 
Presidents and Publications A - Rural Educa- 
tion Association, 1908 to 1983. 

ED 238 664 
Report of the Commission on University Pur- 
pose. 

ED 233 615 
The Role of Education in the Information Soci- 
ety. 

ED 235 705 
Rural One-Room Schools of Mid-America. Re- 


ED 239 824 
Schools, Religion and Language among 
Catholics of St. Peter’s Colony, Saskatchewan 
1903-1918. 

ED 240 024 
A Short History of the Relationship Between the 
Educational Laboratories, the Research and De- 
velopment Centers, and the National Institute of 
Education. 

ED 234 725 
Student Deferment and the Selective Service 
College Qualification Test, 1951-1967. Research 
Memorandum. 

ED 238 352 
Two Decades of Experience with Educational 
R&D Centers. 

ED 234 723 
(070) Information Analyses - General 

The Academic Achievement of Young Ameri- 

cans. Fastback 196. 

ED 236 205 
Academic Debate Paradigms: An Examination 
from a Rules Perspective. 

ED 234 434 
Accommodating the Spectrum of Individual 
Abilities. Clearinghouse Publication 81. 

ED 236 879 
Accreditation and Licensing: Origins and Cur- 
rent Status. 

ED 238 853 
Accrediting Occupational Training Programs. In- 
formation Series No. 251. 

ED 233 132 
Action Research on Change in Schools: A Col- 
laborative Project. 

ED 235 192 
Advancing the Art of Inquiry in School Desegre- 
gation Research. 

ED 236 279 
AFT Educational Research and Dissemination 
Program. Final Report. 

ED 234 050 
Aging and Health-Changing Life-Styles. 

ED 239 187 
Algunos Criterios para Evaluar Programas de 
Educacion Superior a Nivel de Posgrado: El Caso 
Particular de la Administracion Publica (Some 
Criteria to Evaluate Higher Education Programs 
at the Graduate Level: The Special Case of Public 
Administration). 

ED 239 810 
Analogizing from Generative Linguistics to 
Composition. 

ED 236 672 
Analysis of Entry to Teaching Utilizing National 
Longitudinal Study Data. Preliminary Report. 


(070) Information mene - General 751 


ED 237 490 
An Analysis of Reports on the Status of Educa- 
tion in erica: Findings, Recommendations, 
and Implications. 

ED 240 182 
Analysis of Teacher-Directed Experimentation. 
Project No. 6169. 

ED 240 071 
Anatomy of Difference: Toward a Classification 
of Feminist Theory. 

ED 237 431 
Andragogy Locked-Up: The Enigma of Adult 
Education in Corrections. 

ED 237 667 
Annual State of the Art Report on Instructional 
Materials: Reading Textbook Programs. 1982-83 
School Year. 

ED 233 493// 

The Application of Social Ecological Principles 
to the Assessment of Inner-City Black Communi- 
ties. 

ED 240 191 
Applications of Low-Inference Observation in 
Teacher Education. 

ED 237 462// 

Applying Research to Teacher Education: The 
University of Utah’s Collaborative Approach. 
First Year Preliminary Report. 

ED 240 073 
Applying Text-Processing Principles to College 
Writing. 


ED 235 492 
Approaches to Identification of Gifted Minority 
Students. 


ED 234 578 
Approaches to Prevention and Prescription /Cog- 
nitive: Orthodoxy and the Part-Whole Paradox. 


ED 236 536 
Are American Schools Working? Disturbi 
Cost and Quality Trends. Policy Analysis No. 26. 
ED 235 885 
The Art of Applying the Science of Education. 
ED 240 094// 
The Art of Citizenship: Public Issue Forums. 
ED 237 771 
Asian- and Pacific-American Perspectives in Bi- 
lingual Education: Comparative Research. 
ED 239 011// 
Aspects of Adult Education. 
ED 237 634 
ing Children’s Speaking, Listening, and 
Writi kills. The Talking and Writing Series, 
K-12: Successful Classroom Practices. 
ED 233 380 
Assessing Recent Efforts to Reduce Student Be- 
havior Problems. 
ED 233 440 
Assessing the Impacts of Intergovernmental Eco- 
nomic Organizations: The Case of the World 
Bank and Nonformal Education. 
ED 235 987 
Assessment of Cognitive Skills in the USSR: His- 
torical Trends and Current Developments. 
ED 235 191 
As the Twig Is Bent: A Review of Research on 
the Consequences of Day Care with Implications 
for Caregiving. 
ED 238 594 
Attempts at Defining Interpersonal Competen- 
cies. 
ED 237 519 
Australian Aboriginal Unemployment: Is It a 
Case of Psychological Readiness or Racism? 
ED 237 587 
Automated Network Analysis: A Survey of Dif- 
ferent Approaches to the Analysis of Human 
Communication Relationships. 
ED 239 312 
Automaticity and Attentional Processes in Ag- 
ing. 


ED 239 153 
An Axiomatic Theory of Cognition and Writing. 

ED 233 353 
A Background Paper on Rural Education in the 
Province of Saskatchewan. 


A Balance Sheet for Educational Item 
ED 235 209 
Basic Skills in Defense. Professional Paper 3-82. 
ED 237 776 
Before “English Journal” There was “ i 
Journalism”: A Study of Methods of T 


ED 234 932 
Banking. 


English Presented in Educational Periodicals 
from 1886 to 1917. 
ED 233 338 

Behind “A Nation at Risk: The Imperative for 
Educational Reform.” 

ED 238 797 
Beyond the Computer: Reading as a Process of 
Intellectual Development. 

ED 236 555 


Bili sa ag Fact Sheets. Public Educa- 
tion tegies: Bilingual Education. Nos. 1-14, 
Sap leone: 1982. 

ED 233 607 
Bilingual Special Education: An Overview of Is- 
sues. Professional Papers. 

ED 238 232 
Biocybernetic Approach to the Analysis of a Lit- 
erary Text. 

ED 237 928 
Blacks and “Brown”: The Effects of School De- 
segregation on Black Students. 


ED 239 001 
Boards, Departments, Chiefs and State Educa- 
tion Policy. Issuegram 42. 


ED 234 516 
Booked for Teaching. 

ED 234 650 
Books and Reading in Bulgaria. Studies on Books 
and Reading No. 12. 

ED 234 349 


Books and 4 in Kenya. Studies on Books 
and Reading N 
ED 234 350 


Books and the Mass Media: Modes of Interaction 
in the USSR. Studies on Books and Reading No. 
10. 


ED 233 322 
Budget Cuts and Black Children: A Response to 
the President’s Budget for FY 1984. 

ED 234 884 
Canadian Families: Victims or Vehicles of Social 
Change. 


ED 234 926 
Career Decisions of Minority Students and En- 
trance to Graduate Management Programs. 
GMAC Research Report. 

ED 238 353 
Career Mag ~| Professors: A Cognitive Re- 
structuring M 

ED 238 319 


Cartesian Dualism and Physical Education: Epis- 
temological Incompatibility. 

ED 238 847 
Causal Attributions in Relationship Dysfunction: 
A Reexamination. 

ED 236 475 
Causal Inferences during Text Comprehension 
and Production. 

ED 234 341 
The Changing Nature of Assessment in Public 
Schools: Trends. 

ED 236 828 
Changing the Role of Adult Education Programs 
in Latin America. 

ED 235 093 
Chicanos in the California Community Colleges: 
Declining Basic Skills, Early High School Gradu- 
ation and the Decline of Quality High School 
Education. 

ED 233 848 
Children of Divorce in the Elementary School 
Classroom. 

ED 233 808 
Children & Race. 

ED 239 006// 

Children’s Participation in Divorce. Discussion 
Paper Number 10. 

ED 233 264 
Children’s Understanding of Television: Re- 
search on Attention and Comprehension. 

ED 237 203// 

China, A Country Study. Area Handbook Series. 
Third Edition. 

ED 233 947 
Choice of Friends over the Life Span: Develop- 
mental and Environmental Influences. Report 
No. 345. 

ED 239 149 
Choosing Human Resource Interventions: A Ty- 
pology Linking Country Conditions and Educa- 
tional Development Strategies. Draft Report for 
Discussion. 

ED 233 921 
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Citation Matrices of Selected Health Journals. 

ED 240 067 
The Classification of Art Slides: A Survey and 
Recommendations. 

ED 234 813 
Classroom Behavior Management: A Review of 
the Literature. Monograph No. 21. 

ED 236 839 
Classroom Management Guidelines for Teacher 
Education. 


ED 237 507 
Classrooms: Individuals or Behavior Settings? 
Monographs in Teaching and Learning. General 
Series, Number 1. 


ED 240 070 
Client Resources: Client Characteristics, Coping 
Skills, and Compliance. 

ED 239 171 


Client Self-Disciosure in Psychotherapy. 

ED 237 824 
The Clinical Model in Rehabilitation and Alter- 
natives. 

ED 239 086 
Clinical Preservice Teacher Education: Final Re- 
port of a Descriptive Study. Executive Summary. 
Clinical Teacher Education — Preservice Series. 

ED 240 101 
The Cognition/Affect Linkage and the Uncon- 
scious in Cognitive Therapy. 

ED 239 158 
Coherence and Connectedness in the Develop- 
ment of Discourse Production. 

ED 233 336 
Collective Bargaining Issues Continue. Issue- 
gram 3. 

ED 234 497 
Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Communicating with Children. 

ED 234 928 
Communication and the Dual-Career Couple: A 
Literature Assessment. 

ED 236 747 
Communication Networks: A Literature Review. 

ED 234 433 
Communication Policy and Theory: Current Per- 
spectives on Mass Communication Research. 

ED 235 522 
Communication Strategies for Developing Trust 
in the Salesperson/Prospect Exchange. 

ED 235 536 
Communication Training To Improve Teaching. 
An Educational Problem/Strategy Booklet. 

ED 236 114 
Communicative Competence: A Review of Ap- 

es. 

ED 238 048 
The Community College in the American Educa- 
tional System. 

ED 239 701 
A Comparative View of Approaches to Social 
Work Education in Argentina and the United 
States. Rough Draft. 

ED 237 375 
Comparing the Use of Research in Other Profes- 
sions with Research in Education. 
A Com f Bilingual Oral eunteat aes 

parison o e and 

Reading Skills among Limited English-Speaking 
Students from Spanish-Speaking Backgrounds. 
Monograph 2. 

ED 240 178 
Competency in Teaching. A Review of Compe- 
tency and Performance Based Staff Develop- 
ment. A Staff Development Publication. 

ED 234 211 
Compulsory Schooling and Nontraditional Edu- 
cation. Issuegram 12. 


ED 234 500 
Computer-Assisted Instruction in Reading and 
Language Arts. 


ED 237 967 
Computer Assisted Rehabilitation Service Deliv- 
ery. 

ED 237 743 
Computerization of the Newspaper in the 1980s. 

ED 234 392 
Computers and Mental Heaith Care Delivery. A 
Resource Guide to Federal Information. 

ED 237 072 
Computers in Education: A Practical Guide for 
the School Administrator. 


ED 238 189 
Computers in Education: Realizing the Potential. 
Report of a Research Conference, Pittsburgh, 
Pennsylvania, November 20-24, 1982. 
ED 235 784 
The Concept of Race in the History of Social 
Psychology. 
ED 239 147 
Conceptual Development and Curriculum 
Change: Or is it Rhetoric and Fantasy? 
ED 234 042 
Conceptual Level Match/Mismatch: Conse- 
quences for Clinical Teacher Education. 
ED 234 028 
The Condition of Teaching. A State By State 
Analysis. A Carnegie Foundation Technical Re- 
port. 
ED 238 869 
Context Effects in the Teaching-Learning Pro- 
cess. 
ED 237 460// 
The Context of Teaching and Learning. Report 
on the First Phase of the IEA Classroom Envi- 
ronment Study. ACER Research Monograph 
No. 21. 
ED 235 136 
The Context of Teaching and Learning: School 
Effects and Teacher Effects. 
ED 237 461// 
The Convergence Model of Communication. Pa- 
a 4 the East-West Communication Institute, 
0. 
ED 234 448 
Correlates of Physician’s Assistant Performance. 
ED 238 355 
Counseling a School Students for Their Indi- 
vidual Learning Styles 
ED 237 879 


Creating Field Research in the Lab: Simulation as 
Communicating and Organizing. 

ED 234 445 
Credentialling: A Protean Model from Other 
Professions. 

ED 238 852 
Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 

ED 237 857 
Crisis in Feminism: The United States and 
France. 

ED 240 007 
Criterion-Referenced Standard-Setting in Certi- 
fication and Licensure: Defining the Minimally 
Competent Candidate. 

ED 236 208 
Critical Thinking...Never Heard of It. 

ED 234 568 
The Cultural-Distance Approach: A Model for 
Analyzing Black-White Performance Differences 
on Measures of IQ. 

ED 240 192 
Cultural Pluralism, Physical Activity, and Youth 
Sports. 

ED 235 117 
Culture and the Attribution Process: Techniques 
for Tapping the Cognitive Bases of Culture. 

ED 235 527 
Culture-Shock and Reverse-Culture Shock: Im- 
plications for Juniors Abroad and Seniors at 
Home. 

ED 233 268 
The Current Status of Excellence in American 
Public Education. 

ED 238 095 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
Curriculum Change: Old Wine in New Bottles. 

ED 235 119 
Curriculum Development and Research. 

ED 240 090// 

Curriculum Efforts in Pre-Collegiate Global Per- 
spectives Education: An Analytical Review. 

ED 240 000 
The Cycle of Special Education Policy: Implica- 
tions for Policy Research. 

ED 238 199 
Dean’s Grant Projects: Challenge and Change in 
Teacher Education. 

ED 237 471 
Death Education in the Home and at School. 

ED 233 253 
Democracy in Evaluation: The Evolution of an 
Art-Science in Context. 

ED 240 093// 


Publication Type Index 


Demography and Disability: A Chartbook for 
Rehabilitation. 

ED 236 338 
Describing Cognitive Structure. 

ED 234 070 
Desegregation and Educational Productivity. Fi- 
nal Report. 

ED 239 002 
Developing a Justification for the Use of Film 
and Television in Education: Suggestions for a 
New Approach. 

ED 237 074 
Developing Effective Instructional Planning and 
Decision-Making Skills: Are We Training Teach- 
ers or Technicians? 

ED 240 105 
The Developmental Aspects of the Writing Pro- 
cesses of Young Children: A Review of Related 
Research. Instructional Research Laboratory 
Technical Series #R83003. 


ED 236 674 
Development Ethics and Funding Communica- 
tions Projects: Some Critical Reflections. 

ED 235 512 
The Development of Language and Literacy: Es- 
sential Knowledge for Effective Teaching and 
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Large Classes in All Disciplines. 


Federal Judge Rules Tem 
— Videotape Copies of 


ED 236 604 
For Effective School Leadership, K Your 
Management Team on the Right Track. The End- 
paper. 
ED 236 759 
Formal Reviews for Tenured Professors: Useful 
Spur or Orwellian Mistake? 
ED 236 954 
The Gifted, the Talented, and the Microcom- 
puter. 
ED 234 593 
Great Teaching Ideas: Writing To Learn. 
ED 237 996 
Guidelines for Off-Air Copying. 
ED 234 775 
A Guide to Selecting Educational Software. 
ED 234 774 
Half a Mind is a Terrible Thing to Waste. 
ED 238 422 
Highlights from Evaluation of EBCE. 
ED 233 465 
Highlights from Research on Effective Schools. 
from R h on Sch os 4 Clase. 
— ights from Research on ool ani 
r logy. 
Highlights from R h Staff Der = ea 
ts from Research on velopment 
for Effective Teaching. 
ED 238 $31 
es from Research on Teaching Self-Con: 


“i “i " é oe cae 
Highlights from Research on the Effects o' 
Coaching for Tests. 
ED 238 910 


Highlights of Research on Right and Left Hemi- 
spheres of the Brain. 

ED 234 478 
High Technology and Equal Educational Oppor- 
tunity. Parts I and II. 

ED 238 982 
“Hi. Your Kid Cut Class Today. At the Tone,...” 

ED 238 103 
Housing Hunters: An Orientation Session for 
Housing Seekers Off-Campus. 

ED 236 967 
Housing Trends and Higher Education. 

ED 236 962 
How Some Colleges and High Schools Are Al- 
teady Cooperating. 

ED 233 632 
How to Draw a Poem: Concrete Poetry in the 
Classroom. 


ED 239 297 
How To Give "Em What They Want: Assessment 
Basics for Commuters. 


ED 236 951 
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Idea Place: Early Grades. [Columns Scuenet 
from Seven Issues of 

tember to November 1982 and , olay to 
April-May 1983.] 


ED 233 970 
Ideas: Mercy College’s Sociology tt 
Tries New Ways to Select Textbooks. 

ED 236 966 
If You Would Preserve the it Team, 
You Must Pitch In and Do Your Part. The End- 
Paper. 


ED 236 765 
In Honor of Teaching. 


ED 236 949 
Integrating , ee mar na Writing Skills in the Ac- 


counting Curric 
ED 236 688 
The Interpersonal Communication Unit in the 
Secondary Speech Course: A Personal View. 
ED 233 420 
Interstate Compact on the Placement of Chil- 
dren: Standards for Foster Family Services Sys- 
tems Projects. Volume I: Narrative. Final Report. 
In Birthdays: A use ieamoaes 
vestigating Birthdays: 
Project. 


ED 236 701 
Kids Can’t Learn without Books. The Endpaper. 


ED 236 766 
Language Planning. 

ED 233 562 
Learning by Heart and by Habit. 

ED 238 295 


A Linguistic Apprenticeship in the Advanced 
Language Training Program. 

ED 234 597 

Enrollment Decline: Current Knowl- 

edge and Future Applications. 

ED 233 450 
The Marriott Secret: Put Your Staff First. The 
Endpaper. 

ED 236 764 
Mathematics and Global Perspectives: A Work- 
ing Team. 

ED 233 876 
My Sad Conclusion: Board Turnover Precludes 
Merit Pay for Administrators. The Endpaper. 

ED 236 760 
The National University Consortium: An Assess- 
ment. 

ED 236 957 
Natural Wonder Notebook. [Five Installments of 
a Monthly Column Appearing in Instructor Mag- 
azine, January-May 1983.] 

ED 236 110 
New England College Tries to Adjust to Fewer 
Students, Teachers, and Dollars. 

ED 236 956 
New Lamps for bea Realism & Surrealism in 
Foreign Language T 

ED 234 599 


Notable Children’s Trade Books in the Field of 
Social Studies. An Annotated Bibliography Com- 
piled from April Issues of The Journal “Social 
Education,” 1979-1983. 

ED 235 050 
Official Learning Center Contract for Gifted and 
Talented Education. 

ED 236 898 
On the Need for Separate Commuter Programs: 
San Diego State Looks at Its Students. 

ED 236 959 
[Patriotism and the American Flag. Articles 
Compiled from Nine Issues of “Instructor” and 
“Grade Teacher Magazines.] 

ED 239 931 
Peddling Programs: Getting the Message Across. 

ED 236 952 
Picked-Pict: A Multi-Purpose Echo Riddle. 

ED 234 604 
“A Plumbers’ Manual on General Education”: 
Must Reading for Curriculum Committees. 

ED 236 950 
Police Your Policies on Student Discipline. 

ED 236 790 
Private Company to Offer 170 Courses by Com- 
puter in “Electronic University.” 

ED 236 955 
Private-Sector Funding-Handle with Care! 

ED 236 778 
Project 60: Innovative Program for Older Stu- 
dents. 


ED 236 960 





760 (080) Journal Articles 

The Propaganda Game in the ESL Classroom. 

ED 234 608 
Providing Legal Services to Students Living Off 
Campus. 

ED 236 969 
Publicity Techniques. Publicity and Promotional 
Programming for the Evening Student. 

ED 236 968 
The Puzzle Design Activity. 
A Question of Style. 


Quick Reference: A Key to Co 


ED 236 118 
ED 236 601 


ED 234 336 
Recommendations to Congress and Their Ratio- 

nale: The Holtzman Project. 

ED 238 914 
Researcher Questions Use of Standardized Test 
Results. 

ED 237 582 
A Review of the Definition of Rural. 

ED 238 667 
Schools Can Improve: Local Strategies Need 
State Backing. 

ED 235 252 
School Systems and the Growing Minority. 

ED 236 772 
The Self Access Box for Classroom Use. 

ED 238 296 
Serving the Disabled College Student in Rural 
Institutions. 

ED 238 601 
Sharpen Your Skills: Foreign Language Braille. 


ED 239 481 
Sharpen Your Skills: Large Type. 

ED 239 479 
Sharpen Your Skills: Literary Braille. 


ED 238 243 
Sharpen Your Skills: Mathematics and Science 
Braille. 


ED 239 477 
Sharpen Your Skills: Music Braille. 
ED 239 478 
Sharpen Your Skills: Tactile Iustrating. 
ED 239 480 
Sharpen Your Skills: Tape Recording. 
ED 239 482 
Sharpen Your Skills: Textbook Format Braille. 
ED 238 244 
Songs in the Academic Classroom. 
ED 236 606 
Spirituality: An Affective Facet for Curriculum 
Consideration. 
ED 237 447 
States Move toward School Improvement. 
ED 235 251 
Story Starters and Group Writing Motivate Chil- 
dren To Write. 
ED 237 998 
Strategies for Oral Interaction and Learning. 
ED 234 603 
Student Performance Patterns Change. 
ED 234 098 
Study Surfaces Helpful Hints for Teachers. 
ED 233 971 
A Switch in Point of View. 
ED 236 599 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 
ED 238 975 
press: When You Need a Good Idea 
Overnight fan Bright Ide Ideas. [A Compilation of 
Issues of Instructor Maga- 
zine, } cng tno 1982 - May 1983.] 
, ED 238 821 
Teaching Pronunciation Communicatively. 
ED 234 602 
This Contest Can Give Recognition to Re- 
cord-Breaking Kids. Front Lines. 
ED 236 767 


This School Search Made a Point: We Care 
Enough To Get Tough with Kids. The Endpaper. 
5 ED 236 757 
Threading One’s Way Through the Geographic 

Region. 
ED 236 059 


ED 233 715 


Tips and Other Bright Ideas. 
Tips for Chairpersons. 


ED 236 970 
The Trouble with Bad News. 


ED 233 370 


UCLA Counseling Athletes on Careers After 
Their Glory Days Are Over. 

ED 233 631 
The UMaps Project: An Attempt to Communi- 
cate above Boundaries of Political and Organiza- 
tional Structures. 

ED 236 965 
Universities Moving to Raise Quality of Educa- 

Schools. 


tion 

ED 236 958 
Upgrading School Quality. 

ED 235 253 


Use Your Mailbox To Go Back to School. 


ED 236 948 


Using the (or Rolls Royce 


Language Laboratory 
Bumpers Make Very Good ‘Bartle Openers). 


ED 234 600 
[Valentine’s Day Activities Compiled from 
Eleven Years of Fi Issues of Instructor 
Magazine, 1973-1983.] 

_ ED 238 827 

Values Clarification Through Writing 

“ED 236 700 
A Way To Define. 

ED 236 608 
We Need This Master Teacher Program. The 
Endpaper. 

ED 236 758 
What? A Field Trip on the Playground? 

ED 237 250 
What Dictionary to Use? A Closer Look at the 
“Oxford Advanced Learner’s Dictionary,” the 
“Longman Dictionary of Contemporary En- 
glish” and the “Longman Lexicon of Contem- 
pory English.” 


ED 238 294 

What Is Social Studies? 
ED 236 060 
in a Letter of Recommendation? 
t You Don’t Say Matters Most. 
ED 236 953 
Who’s That Adolescent in Your Class?: Under- 
standing the Psychosocial World of the Adoles- 

cent. 


What to Sa’ 
Sometimes 


ED 234 601 
A Writing Contest? Why Bother. 


ED 236 702 
ED 236 605 


Writing for a Real Audience. 


Writing from Literature. 

ED 236 607 
Writing Software for Education. 

ED 237 082 
The 1983 Communication/Planning Guide and 
Calendar. 

ED 237 117 
= = Equitable Electronic Educational Excel- 
lence. 


ED 239 377 
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rials 


Accommodating the Spectrum of Individual 
Abilities. Clearinghouse Publication 81. 

ED 236 879 
Achieving Excellence. The Indiana State Board 
of Education 1984 Legislative Program. 

ED 239 764 
Administrative Team Contracts. The Adminis- 
_ Team Career Development Series, Book 


ED 239 384 
Administrator’s Handbook for Elementary, Mid- 
dle, Junior High and High Schools. Regulations 
and Criteria for Accrediting and Improving the 
Schools of Oklahoma. Bulletin No. 113-Y. 

ED 239 392 
Administrator Tenure Statutes and Other Legis- 
lative Protection of Position. 

ED 238 149 
Admission Standards: The Transition Process. 
Testimony to the National Commission on Ex- 
cellence in Education. (Public Hearing, Chicago, 
Illinois, June 23, 1982). 

ED 237 014 
Affirmative Action Plan. 

ED 239 394 
Alice in Debitland. 

ED 235 069 
Analogizing Teacher Evaluation Policies and 
Procedures with Case Law. 

ED 239 407 
An Analysis of the ECIA Chapter One Formula 


Publication Type Index 


for Alloca' Compensatory Education Grants 
to Local Baoncien Selected Moto- 
tora in Educational Policy Research, Number 


ED 235 574 
The Anatomy of Institutional jee ge cm for 
Higher Education Institutions Serving Students 
from Low-Income Backgrounds. Final Report. 

ED 238 322 
Annotated Code of age Education Article: 
Title 16, Community Colleges nee, bane 1] Code of 
Maryland R tions: Title 13C, State Board for 
Community eges. 

ED 234 862 
Application Level Protocol Development for Li- 
brary and Information Science Applications. Vol- 
ume 1: Service Definition. Volume 2: Protocol 
Specification. Report No. TG.1.5; TG.50. 

ED 238 430 
Approved Recommendations on Working Out 
= Standards of Library Service for the 


ED 238 431 
Balancing RIF & Affirmative Action: A Guide- 
book for Administrators. Draft. 

ED 239 383 
Basic Skills Assessment Program: Questions and 
Answers. 

ED 237 517 
Challenge Grant Amendments of 1983. Report 
to Accompany H.R. 2144. House of Representa- 
tives, Committee on Education and Labor, 
Ninety-Eighth Congress, First Session. 

ED 235 726 
Child Kidnaping. Oversight Hearing Inquiry into 
the Priorities and Practices of the f the FBI in Child 
Kidnaping Cases before the Subcommittee on Ju- 
venile Frustice of the Committee on the Judiciary, 
United States Senate, Ninety-Eighth Congress, 
First Session (February 2, 1983). 

ED 234 910 
Child Nutrition Programs: Description, ey 
Issues, and Options. Committee i 
Ninety-Eighth Congress, First Session. 

ED 235 916 
Child Pornography. Hearing on S. 2856, before 
the Subcommittee on Juvenile Justice of the 
Committee of the Judiciary, United States Sen- 
ate, Ninety-Seventh Congress, Second Session 
(December 10, 1982). 

ED 234 913 
Children and Television. Hearing Before the Sub- 
committee on Telecommunications, Consumer 
Protection, and Finance of the Committee on En- 
ergy and Commerce, House of Representatives, 
Ninety-Eighth Congress, First Session. Serial 
No. 98-3. 

ED 233 705 
China under the Four Modernizations: Part 1. 
Selected Papers Submitted to the Joint Economic 
Committee. of the United States, 
Ninety-Seventh Congress, Second Session. 

ED 235 107 
China under the Four Modernizations: Part 2. 
Selected Papers Submitted to the Joint Economic 
Committee. Congress of the United States, 
Ninety-Seventh Congress, Second Session. 

ED 235 108 
Collaborative Actions to Aid Students’ Transi- 
tion from High School to College. Testimony to 
the National Commission on Excellence in Edu- 
ET uae Hearing, Chicago, Illinois, June 

ED 237 011 
College Adinissions and the Transition to Post- 
secondary Education. Briefing Package. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 010 
Coliege Admissions and the Transition to Post- 
secondary Education. Testimony to the National 
Commission on Excellence in Education. (Public 
Hearing, Chicago, Illinois, June 23, 1982). 

ED 237 013 
Community Volunteer Service Act of 1983. 
Hearing before the Subcommittee on Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Eighth Congress, First Session on S. 1129. 

ED 236 411 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 1: Alabama - Illinois. Revised 
Edition 1981. 


ED 237 218 





Publication Type Index 


Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 2: Indiana - Nebraska. Revised 
Edition 1981. 

ED 237 219 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day 
Centers. Volume 3: Nevada - South Carolina. Re- 
vised Edition 1981. 

ED 237 220 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Day Care 
Centers. Volume 4: South Dakota - Wyoming. 
Revised Edition 1981. 

ED 237 221 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Family Day 
Care Homes. Volume 5: Alabama - Wyoming. 
Revised Edition 1981. 

ED 237 222 
Comparative Licensing Study: Profiles of State 
Day Care Licensing Requirements. Group Da 
Care Homes and Summary Tables. Volume 6. 
Revised Edition 1981. 

ED 237 223 
A Compilation of Federal Education Laws. Vol- 
ume III-Higher Education. As Amended 
through December 31, 1982. Prepared for the 
Use of the Committee on Education and Labor. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. 

ED 234 684 
A Compilation of State Statutes That Include Ed- 
ucation/Training Benefits for Senior Citizens. 

ED 236 365 
Cooperation among Ontario University Librar- 
ies. 


ED 233 744 
Corporal Punishment: An Overview. 

ED 233 478 
Curriculum and the Constitution. Issuegram 34. 

ED 234 515 
A Delicate Balance: Church, State, and the 
Schools. 


ED 236 780 
Department of Defense Dependents Schools 
Special Education Dispute Management System. 

ED 235 668 
The Development of the Missouri Documents 
Depository System: 1971-1977. 

ED 239 622 
A Digest of Ideas for Implementing the Manage- 
ment Team: Or, How We All Have Our Say If 
Not Always Our Way. 

ED 239 372 
Discipline. 

ED 236 522 
Discrimination in Public Employment: The 
Evolving Law. 

ED 233 498 
Draft Registration Implementation. Report To- 
gether with Dissenting Individual, Additional, 
and Separate Views. House of Representatives, 
Committee on Education and Labor, Ninety- 
eighth Congress, First Session. 

ED 235 727 
Drug Abuse in the High Schools (Ohio). Hearing 
before the Select Committee on Narcotics Abuse 
and Control. House of Representatives, Nine- 
ty-Seventh Congress, Second Session. 

ED 235 401 
Educating Students from Other Nations. Ameri- 
can Colleges and Universities in International 
Educational Exchange. 

ED 233 629// 

[Educational Reform and Discipline Policy Ad- 
vertisement.] 

ED 238 105 
Education and Work: The Role of Postsecondary 
Institutions. Statement to the National Commis- 
sion on Excellence in Education. (Public Hear- 
ing, Denver, Colorado, September 16, 1982). 

ED 237 034 
Education for a Productive Role in a Productive 
Society. Presentation to the National Commis- 
sion on Excellence in Education. (Public Hear- 
ing, Denver, Colorado, September 16, 1982). 

ED 237 033 
Education for a Productive Society. Remarks to 
the National Commission on Excellence in Edu- 
cation. (Public Hearing, Denver, Colorado, Sep- 
tember 16, 1982). 

ED 237 035 
Effects of Administration’s Fiscal Year 1984 
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Budget on Training and Employment Programs. 
Hearing before the Task Force on Education and 
Employment of the Committee on the Budget, 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. Serial No. TF4-2. 

ED 233 181 
Effects of the Administration’s Fiscal Year 1984 
Budget on Children and Youth. Hearing before 
the Task Force on Entitlements, Uncontrollables, 
and Indexing of the Committee <=. tne Budget. 
House of Representatives, ry ge Con- 
— Session (March 9, 1983). Serial No. 


ED 235 260 
Emergency Mathematics and Science Education 
Act. Report Together with Additional and Dis- 
senting Views. House of Representatives, 
Ninety-eighth Congress, First Session (February 
17, 1983). Rept. 98-6, Part 1. 

ED 237 336 
The Emergency Vietnam Veterans Jobs Training 
Act of 1983. Hearings before the Subcommittee 
on Education, Training and Employment of the 
Committee on Veterans’ Affairs. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion. 

ED 236 409 
The Equal Credit Opportunity Act... and Age. 

ED 235 065 
The Equal Credit Opportunity Act and Credit 
Rights in Housing. 

ED 235 066 
Expulsion and Handicapped Students. Technical 
Assistance Paper, No. 1. 

ED 234 527 
Extend the Vocational Education Act. Hearings 
before the Subcommittee on Elementary, Sec- 
ondary, and Vocational Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 14 (March 17, May 18, and June 
14, 1983). 

ED 237 769 
Fair Credit Billing. 

ED 235 074 
A Fair Tribunal: Governing Board Bias and the 
Power to Decide. 

ED 233 490 
Federal Job Training Partnership Act for Veter- 
ans. Hearing before a Subcommittee of the Com- 
mittee on Government Operations, House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 237 727 
Federal Judge Rules Temporary Educational Use 
po Videotape Copies of Copyrighted Works Ille- 
gal. 

ED 233 713 
Federal Litigation Arising from Personnel Prac- 
tices of Southern School Boards from 1970 
through 1981 in the Fifth Circuit Court of Ap- 
peals Area. 

ED 239 349 


Federal Recognition of the Rights of Minority 
Language Groups. 
ED 235 679 


Fiscal Year 1984 Budget. Hearings before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Eighth Congress, First 
Session on the Fiscal Year 1984 Budget (Febru- 
ary 23, 24, and 25, 1983). 

ED 238 615 
Florida State Board of Education Administrative 
Rules for the Operation of Florida’s Com- 
munity/Junior Colleges, Chapter 6A-14. 1982 
Edition. 

ED 237 132 
Foreign Language Assistance for National Secu- 
rity Act. Hearing on H. R. 2708 to Further the 
National Security and Improve the Economy of 
the United States by Providing Grants for the 
Improvement of Proficiency in Critical Lan- 
guages, for the Improvement of Elementary and 
oe Foreign e Instruction... be- 
fore the Subcommittee on Elementary, Second- 
ary,and Vocational Education of the Committee 
on Education and Labor. House of Representa- 
tives, Ninety-Eighth Congress, First Session. 

ED 235 683 
From School to College. Testimony to the Na- 
tional Commission on Excellence in Education. 
a2), Hearing, Chicago, Illinois, June 23, 

ED 237 012 


The Good Steward: A Guide to Theological 
School Trusteeship. 

ED 238 359 
Grandparents Rights. Report Together with Ad- 
ditional Views [To Accompany H. Con. Res. 45 
which on Feb. 7, 1983, Was Referred Jointly to 
the Committees on the Judiciary and Education 
and Laoor] from the Committee on Education 
and Labor. House of Representatives, 98th Con- 
gress, Ist Session, Rept. 98-61, Part 1. 

ED 237 202 
Grandparents: The Other Victims of Divorce and 
Custody Disputes. Hearing before the Subcom- 
mittee on Human Services of the Select Commit- 
tee on Aging. House of Representatives, 
Ninety-Seventh Congress, Second Session (De- 
cember 16, 1982). 

ED 236 515 
Guidelines for Fair Use of Copyrighted Materi- 
als. 


ED 238 384 
Guidelines for Local Educational Agencies for 
the Participation of Private School Students in 
ECIA, Chapter 1 Programs. 

ED 239 414 
Health Aspects of Adolescent Sex, 1982. Hearing 
before the Subcommittee on Aging, Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Senate, Nine- 
ty-Seventh Congress, Second Session on Exami- 
nation of the Alarming Increase in the Rate of 
Sexual Relations among Adolescents. 

ED 233 252 
Hearing on National Centers for Personal Com- 
puters in Education. Hearing before the Subcom- 
mittee on Elementary, Secondary and Vocational 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 1134 to Amend 
Title III of the Elementary and Secondary Edu- 
cation Act of 1965 to Provide for One or More 
National Centers for Personal Computers in Edu- 
cation. 


ED 238 393 
Hearing on the Equal Educational Opportunity 
Act of 1983, before the Subcommittee on Ele- 
mentary, Secondary, and Vocational Education 
of the Committee on Education and Labor. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session on H.R. 2397 (April 6, 1983). 

ED 240 212 
Hearings on Job Creation Proposals. Hearings 
before the Subcommittee on Employment Op- 
portunities of the Committee on Education and 
Labor, House of Representatives, Ninety-Eighth 
Congress, First Session on H.R. 116, H.R. 777, 
H.R. 1036, H.R. 1046, and H.R. 1060 (New 
York, New York, February 28; Washington, DC, 
March 3, 7, and 17, 1983). 

ED 237 767 
Hearings on Language and Literacy. Testimony 
Before The National Commission on Excellence 
in Education (Houston, Texas, April 1982). 

ED 237 031 
Hearings on Mathematics and Science Education 
(Part 2). Hearings Before the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session on H.R. 
30 To Provide Assistance to Improve Elemen- 
tary, Secondary and Postsecondary Education in 
Mathematics and Science, and for Other Pur- 
poses (January 26-28, 31, 1983). 

ED 233 888 
Hiring and Evaluation. 

ED 238 495 
Hiring Procedures. 

ED 238 110 
The Hispanic Population: A Demographic and 
Issue Profile. Hearings before the Subcommittee 
on Census and Population of the Committee on 
Post Office and Civil Service. House of R 
sentatives, Ninety-Eighth Congress, First 
sion (September 13-15, 1983). 

ED 240 211 
Hispanics Access to Higher Education. Hearing 
before the Committee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Seventh Con- 
gress, Second Session. 

ED 234 685 
How to File a Consumer Credit Complaint. 

ED 235 070 
If You Borrow to Buy Stock. 

ED 235 073 
An Illustrated Guide to Electrical Safety. Re- 





762 
vised 
Illustrative Bylaws for Independent 

ED 238 372 
The Impact of Reagan Economics on 


Aging 
Women: Oregon. Hearing before the Subcommit- 
tee on Retirement Income and Employment of 


ED 238 728 
Colleges. 


The Impact of Robotics on Employment. Hear- 
ing before the Subcommittee on Economic Goals 
and pe ania ey Policy of the Joint Eco- 

Committee, Congress of the United States, 
Ninety- Eighth Congress. First Session. 


ED 236 408 
Implementation of the Parental Kidnaping Pre- 
vention Act of 1980. Oversight Hearing before 
the Subcommittee on Crime of the Committee on 
the Judiciary, House of Representatives, Nine- 
ise Congress, First Session (September 
4, ‘ 


ED 234 911 
Improving ey in yoke Registra- 
ee General Accounting Of- 


ED 234 779 
Indian Education Act-Title IV. Hearing Before 
the Subcommittee on , Secondary 
and Vocational Education of the ittee on 
Education and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 

ED 239 817 
Indian Education Oversight. Hearing before the 
Select Committee on Indian Affairs, United 
States Senate, Ninety-Seventh Congress, Second 
Session on Oversight of Indian Education (May 
18-19, 1982). 

ED 237 285 
Infant Mortality. A Report Prepared by the Con- 

Research Service for the Use of the 

Subcommittee on Health and the Environment of 
the Committee on Energy and Commerce, U.S. 
House of Representatives, 98th Congress, Com- 
mittee Print 98-J. 

ED 234 914 
Information Technology for Agricultural Amer- 
ica. Prepared for the Subcommittee on Depart- 
ment Operations, Research and Foreign 
= 97th Congress, 2d Session. Commit- 
tee - 


ED 239 585 
Instructional Program Mandates: A Preliminary 
Report. 


ED 238 167 
The Interaction of Federal and Related State Ed- 
ucation Programs. Summary Report of a Con- 
gressionally Mandated Study. 

ED 233 479 
— Interaction of Federal and Related State Ed- 

ucation Programs. Volume I. 
ED 233 480 


The Interactions of Federal and Related State 
Education Programs. Volume II: State Case Stud- 
ies. 


ED 233 481 
Invitation to Submit for Adoption in California 
Basic Instructional : 


ED 239 417 

Job Forecasting. Hearings before the Subcommit- 

tee on Investigations and Oversight of the Com- 

—_ on Science = Ent U.S. House of 

epresentatives, Ninety- Congress, First 
Session (April 6-7, 1983). 

ED 235 358 

Joint 1 ns A cm Cooperation with Fed- 

Research Facilities. Hearing be- 

fore = Subcommittee on Investigations and 

Oversight of the Committee on Science _and 


Labor Outlook on Jobs & T: “4 yeep oars 
on raining. An 
of the Job Training Partnership Act of 1982. 
ED 239 122 
Law of the Sea, Resource Use, and International 
Understanding. 


La Béucators. Black Colleges and Deseg- 
wyers v. 

regation in Public Higher Education. Contribu- 
tions in American Studies, Number 61. 


(090) Legal/Legislative/Regulatory Materials 


= hand 616// 

A Legal Primer for Independent Sch: 
=z 236 803 
Schools. 


Legal Problems of Religious and Private 
ED 238 169 
A Legislative History of the Equal Rights 
Amendment in the United States Congress. 
ED 238 785 


Long-Term Special Institutional Agreements 
with the Seventeen Existi Laboratories and 
Centers. Final Version of ’s Administrative 
Policy and Procedures. 

ED 234 720 
Maryland Community Colleges Continuing Edu- 
cation Manual. 

ED 234 851 
Minimum Requirements for State Certificates. 

ED 236 129 
Minimum Standards for Instructional Programs, 
Faculty and Facilities. 

ED 234 864 


issing Children Act. (Report to Accompany 

H.R. 6976). House of tg ~ sg Nine- 

ty-Seventh Congress, Second Session. Report 
No. 97-820. 

ED 235 399 

Neighborhood Schools: The —_— Legal Re- 

—_ to Enrollment Decline and Desegrega- 


ED 233 451 

wengg Carolina School Law: The Principal’s 
ole. 

ED 233 468 
Oklahoma State Board of Education Policies and 
Procedures for Teacher Due Process Hearings. 
(Implementations of Senate Bill No. 249 and As 
Amended by Senate Bill No. 308). Revised. 

ED 239 393 
Online Database Retrieval Service: A Statement 
of Policy. 

ED 234 776 
An Opportunity for Excellence: The Mississippi 
Education Reform Act of 1982. A Report. 

ED 238 170 
Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Sev- 
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Selective Listing of Lower Division Undergradu- 
ate Courses Available for Lease or Purchase. 
Third Edition. 

ED 234 849 
Centering on a Quick Reference Resource Book- 
let _ New York City Teachers and Parents. Vol- 
ume I. 

ED 236 120 
The CFAE Casebook: A Cross Section of Corpo- 
tate Aid-to-Education Programs. 

ED 234 680 
Children in the UK: Signposts to Statistics. 

ED 235 875 
Communications Software for Microcomputers. 

ED 234 740 
A Compilation of Federal Education Laws. Vol- 
ume IlII-Higher Education. As Amended 





782 (132) Reference Materials - Directories/Catalogs 


through December 31, 1982. ——— 
Use of the Committee on Education and Labor. 
Sam af Raneeeataliees, Ninety-Eighth Con- 
gress, First Session. 

ED 234 684 


A Compilation of State Statutes That Include Ed- 
ucation/Training Benefits for Senior Citizens. 
ie 
Computer Software for — ter 
Applications [and] An 
ED 233 716 


Course Transfer Guide, 1983. University of Ne- 
vada System. 
ED 239 703 


Curricula for the Prevention of Sexual Abuse of 
Children and Youth. 
ED 239 778 


Dance Directory. Programs of Professional Prep- 
Colleges and Universities. 


ED 236 133 
Secondary 


ED 234 959 
Directory of or <a Curricule in the United 
States and Canada. 

ED 238 695 
Directory of ee Instruction Materials in 
Pennsylvania Lil 

ED 233 740 


A Directory of Secondary Summer Migrant Pro- 
grams. 


ED 234 958 
Directory of Theatre Programs. 
ED 233 418 


Early Adolescence: A Resource Directory. 

ED 236 273 
The Educational Administrator’s Survival Guide 
to Administrative Uses of Microcomputers. 

ED 234 745 
Environmental Education. Catalogue of Re- 
sources for Grades I to XII. 

ED 237 349 


Evaluating Children’s Learning Disabilities with 
an Apple II Personal Computer or Tempting 
Poor Learners with an Apple. 

ED 237 078 


Facts on Grants, 1982. A Report on Grant-Mak- 
ing. 


ED 235 707 
Free Universities and Learning Referral Centers, 
1981. 


ED 235 730 
Gifted Education Resources: A Bibliography. 

ED 233 561 
The Global Yellow Pages: A Resource Directory. 
Revised Edition. 

ED 237 424 
GODORT History and Procedural Manual. Re- 
vised and Enlarged. 

ED 237 095 
Guidebook to Hispanic Organizations and Infor- 
mation. 


ED 237 613 
Guide to Graduate Departments of Geography in 
the ees States and Canada 1983-1984. With 
1982 1983, _—— 


ED 238 779 
A Guide to National Organizations Engaged in 
State Youth Education and Employment Activi- 
ties. The State Youth Initiatives Project. Working 


Paper #1. 

ED 234 277 
Guide to Vocational Education Materials and 
Practices. 


ED 237 644 

Health Administration Education, 
1983-85. 

ED 238 309 

Higher Education Opportunities for Minorities 

_ Women. Annotated Selections, 1983 Edi- 


ED 239 555 
How Can We Help Students Prepare for Tomor- 
row? Student Performance in Califor- 
nia: A to Community Involvement. 

ED 239 759 
“How to” Connect Schools and Communities: A 
Resource Guide for New York City. 

ED 237 625 
How to Find Information on Educational and 
Psychological Tests at the Library of on 


ED 236 174 

How to Prepare for a Computer Search of ERIC: 

A Non-Technical Approach. Revised and Up- 
ted. 


ED 237 100 
An Information Index to Twenty Recent Second- 
ary Reading Textbooks. 

ED 239 202 


Initiatives in Technical and Further Education. 
Number 6. 
ED 236 402 
In Recognition of Culture: A Resource Guide for 
Adult Educators about Women of Color. 
‘ = ce 419 
Integrating Human Resources and Technology. 
of the Association for Institutional 
Research Forum (Toronto, Canada, May 23-26, 
1983). Association for Institutional Research 
1983-1984 Directory. 
ED 237 041 
AnI h Units in Pennsylvania, 
June 1983. cist ¥ Units and Index. 
ED 235 701 
L.LS.T.: Local Information Sources for Teachers 
- A Community Resource Guide for Consumer 
and Home Economics Education. 





ED 237 784 
Managerial Applications of the Microcomputer 
for Special Education Teachers. For Your Infor- 
mation. 
ED 236 900 
Media Resources: Secondary Art (8-12). 
ED 236 084 
Microcomputers in Education: A Handbook of 
Resources. 
ED 235 790 
MicroSIFT Courseware Evaluations (169-198). 
Set 9. Including Subject and Title Indexes Cover- 
ing Sets 1-9. 
239 606 
MicroSIFT Courseware Evaluations C8. 168). 
ED 234 772 
Multiculturalism Film and Video Catalogue- 
1982 = Repertoire des films et videos sur le mul- 
ticulturalisme—1982. 
ED 240 198 
National Clearinghouse on Transition from 
School. Abstracts [and Indexes: 1981-1983]. Vol. 
2. No. 4. 
ED 237 671 
National Clearinghouse on Transition from 
School Abstracts. Vol. 2. No. 3. 
ED 233 169 
NCATE Thirtieth Annual List of Accredited 
Programs. 1983-84. 
ED 238 857 
Nutrition Education for Preschoolers: A Re- 
source Guide for Use in the Child Care Food 
Program. 
ED 237 245 
The One Minute Computer Guide for Speciai 
Educators. A Selected Listing of Resources. 
ED 235 672 
Opportunities for Exploring Math/Science Ca- 
reers. Education, Business, Industry. 
ED 238 688 
Postsecondary Schools with Occupational Pro- 
grams. 
ED 236 407 
Presidents and Publications of the Rural Educa- 
tion Association, 1908 to 1983. 
ED 238 664 
Professional Preparation in Patient Education. 
ED 234 702 
Programs in Science for Minority Students, 
1960-1975. 
ED 239 851 
The Quest for Excellence. Annual Report of the 
Executive Director of the Commission on Higher 
Education. 
ED 234 681 
Register of Education and Training Activities in 
Librarianship, Information Science and Archives 
= Inventaire des activites de formation dans le 
domaine de ia bibliotheconomie, des sciences de 
Yinformation et de l’archivistique = Inventario 
de las actividades de formacion en la esfera de la 
bibliotecologia, las ciencias de la informacion y la 
archivologia. 
ED 238 427 
Resource Cottoges: Comprehensive Services for 
Handicapped Collabora- 
tion, Personnel Development, } Program Evalua- 





Publication Type Index 
Development and 

Edition. 
ED 235 647 


tion and Monitoring, P. 


Resource oe for Teachers of Severely 
Handicapped Students. Program Assistance Re- 
port Mo. 10. 

ED 236 855 
Resource Guide: Special Services and Aids for 
Disabled Students Attending Postsecondary Ed- 
ucation Institutions. Draft. 

ED 235 667 
A Resource Manual for the Demet and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-I: Computer Assisted In- 
struction and Support for the Handicapped. In- 
terim Report. 

ED 235 643 
Responding to Qualitative and Political Issues: 

of the Annual Forum of the Associa- 

tion of Institutional Research (Denver, Colorado, 
May 16-19, 1982). AIR Directory, 1982-83. 

ED 233 639 
Software Validation, Verification, and Testing 
Technique and Tool Reference Guide. Final Re- 


port. 

ED 233 688 
Sound and Video Recordings-E. S. Bird Library. 
Syracuse University Resources for Educators of 
Adults, MSS 23. Revised. 

ED 236 363 
The Sourcebook: A Directory of Resources for 
Small and Rural School Districts. 

ED 234 978 
Source Book for Health Education Materials and 
Community Resources. 

ED 235 292 
Sourcebook of Teaching Aids...Mostly Free. 
Posters & Pamphlets for Educators. 4th Edition. 

ED 234 825 
Special Education RRC Program Assistance 
Products Catalog: 1980-1983. 

ED 236 832 
The SpecialWare Directory: A Guide to Software 
Sources for Special Education. First Edition. 

ED 235 646 
Statistical Software Packages for the Microcom- 
puter. 

ED 235 782 
Summary of State-Administered Program Im- 
provement Projects in FY 1983. 

ED 239 092 
Technology, Innovation, and Regional Economic 
Development. Census of State Government 
Initiatives for High-Technology Industrial De- 
velopment. Background Paper. 

ED 235 344 
Training and Model Exchange Project, 1982- 
1983. 

ED 236 812 
Videotex Project Revi II. R h Report 
Prepared for OCLC. 





ED 237 065 
Vocational Assessment Handbook. 

ED 233 136 
Vocational-Career Assessment Instruments Ref- 
erence Handbook. 

ED 237 783 
Wheeling & Dealing: A Guide for Handicapped 
Consumers. 

ED 233 536 
Who’s Where in Recreation Education: A Direc- 
tory of Professional Preparation Curricula in 
Parks, Recreation, Leisure, and Related Areas. 

ED 236 132 


(133) Reference Materials - Geographic 


Climatic Concepts and Regions. 

ED 236 057 
Discovering the Multi-Factor Region. 

ED 236 058 
Earth-Sun Relationships: Latitude, Longitude 
and Time. 

ED 236 061 
Threading One’s Way Through the Geographic 
Region. 

ED 236 059 


(134) Reference Materials - Vocabularies/- 
Classifications 





Publication Type Index 


Bikol Dictionary. PALI Language Texts: Philip- 
pines. 

ED 239 483 
Educational Administration Terminology = Ter- 
minologie de !’Administration de l’Education = 
Terminologia de la Administracion de la Educa- 
cion. 

ED 234 792 
Emergency Victim Care. A Training Manual for 
Emergency Medical Technicians. Module 14. 
a. I: Communicating with Deaf and 
Hearing Impaired Patients. Appendix II: a 
Terminology Ap Appendix III: EMS 
Appendix Legislation (Ohio). cane < of 
Terms. Index. Revised. 

ED 239 067 


English-Vietnamese Scientific Terminology for 
High School and Junior College Students. k 
1: Mathematics = Danh Tu Khoa Hoc Anh Viet 
Danh Cho Hoc Sinh Trung Hoc Va Sinh Vien Dai 
Hoc So Cap. Quyen 1: Toan Hoc. Revised Edi- 
tion. 
ED 238 689 
English-Vietnamese Scientific Terminology for 
igh School and Junior College Students. 
2: = = Danh Tu Khoa Hoc Anh-Viet Danh 
Cho Hoc Sinh Trung Hoc Va Cac Sinh Vien 
Nam Thu Nhat Dai Hoc. Quyen 2: Vat Ly Hoc. 
ED 238 690 
English-Vietnamese Scientific Terminology for 
- School and Junior College Students. 
Daag ig eg = Danh Tu Khoa Hoc Anh-Viet 
oc Sinh Trung Hoc Va Sinh Vien 
ieee Thu Nhat Dai Hoc. Quyen 3: Dia Ly Hoc. 
ED 238 691 
English-Vietnamese Scientific Terminology for 
High School and Junior College Students. k 
4: Chemistry = Danh Tu Khoa Hoc Anh-Viet 
Danh Cho Hoc Sinh Trung Hoc Va Sinh Vien 
Nam Thu Nhat Dai Hoc. Quyen 4: Hoa Hoc. 
ED 238 692 
English-Vietnamese Scientific Terminology for 
High School and Junior College Students. Book 
5: Natural Science = Danh Tu Khoa Hoc 
Anh-Viet Danh Cho Hoc Sinh Trung Hoc Va 
Sinh Vien Nam Thu Nhat Dai Hoc. Quyen 5: 
Van Vat Hoc. 
ED 238 693 


Enaglish-Vietnamese Scientific Terminology for 
High School and Junior College Students. Book 
6: Government and History = Danh Tu Khoa 
Hoc Anh-Viet Danh Cho Hoc Sinh Trung Hoc 
Va Sinh Vien Nam Thu Nhat Dai Hoc. Quyen 6: 
To Chuc Chanh Quyen Va Su Hoc. 

ED 238 694 


Federal Reserve Glos’sa-ry. 
ED 235 067 


Glosario Bilingue De Terminos Matematicos: Es- - 


panol/Ingles = Bilingual Glossary of Mathemat- 
ical Terms: Spanish/English. 

ED 237 350 
Glosario de Tecnologia Educativa. Monografia 
No. 1 (Glossary of Educational Technology. 
Monograph No. 1). 

ED 234 769 
A Glossary of Initialisms, Terms, Acronyms, 
aa etc. 2nd ed. Publication No. 17 (Re- 


ED 237 086 
A Glossary of Literature and Composition. Re- 
vised Edition. 

ED 233 377 
A Guide for Surveying Archival and Records 
Management Systems and Services: A RAMP 
Study. 

ED 234 815 
High School English Curriculum Objectives. 

ED 236 682 
An Inventory of Research Units in Pennsylvania, 
June 1983. List of Units and Index. 

ED 235 701 
Keyword Thesaurus. A List of Terms and Codes 
to Identify Areas of Interest for Research and 
Other Types of Sponsored Programs. Keyword 
Thesaurus Project Update for New Participants. 

ED 237 087 
The Language of Energy: A Glossary of Words 
and Phrases Used in the Energy Industry. 

ED 233 908 
Management of Media in Hospital Libraries. 

ED 234 822 
Microcomputers in Vocational Education. 

ED 235 306 
The Primary Computer Dictionary. 


A Quick Ref Gieiaceinae Te he 
erence = 
nology for =e Teachers. E 


Information 
ED 233 485// 
Sensitivity and Special Populations Project Vid- 
eotape Programs: Trainer’s Manual. 
ED 233 503 
Special Needs in Education (E241): Guide to the 
Course [and] Glossary. 
ED 235 611 


(140) Reports - General 


Asian and Pacific American Education: Direc- 
tions for the 1980s. 

ED 238 974 
Availability and Utilization of Self-Learning Ma- 
terials in Continuing Education. Report on a 
Study. 

ED 237 693 
Backs against the Wall: Urban-Oriented Colleges 
and Universities and the Urban Poor and Disad- 
vantaged. 

ED 234 101// 

Beyond Articulation: A Report on Collaborative 
Professional Development. 

ED 233 599 


cc Renovation in ARL Libraries. SPEC Kit 


ED 235 835 
A Call to Action: An Address to the Tulsa Metro- 
politan Chamber of » A Response to 
the Report of the National Commission on Ex- 
cellence in Education: A Nation at Risk. 

ED 239 750 
The Career Intern Program: A Serious Solution 
to Youth Unemployment. A Decade of Differ- 
ence: 1972-1982. 

ED 236 256 
Caring for the Campus Physical Plant. 

ED 239 373 
Children’s Libraries Section. Libraries Serving 
the General Public Division. Papers. 

ED 239 638 
Communicating Counseling Research Using For- 
mal English and Computer Models. 

ED 233 280 
Comparison of Recommendations from Selected 
Education Reform Reports. 

ED 238 595 
A Conceptual and Methodological Framework 
for the Study of Family Interaction among the 
Elderly. 

ED 233 240 
Conceptualizing Supervision on a Developmen- 
tal Continuum. 

ED 236 501 
CORE Conditions for Student Organization De- 
velopment. 

ED 233 285 
The CORE Model to Student Organization De- 
velopment. 

ED 233 284 
Correlation of Quantitative Suspension Data; 
Case Studies of Outliers. 

ED 235 259 
Criminal Justice Information Policy. Privacy and 
Juvenile Justice Records. 

ED 237 857 
A Decent Home...A Report on the Continuing 
Failure of the Federal Government to Provide 
Equal Housing Opportunity. 

ED 235 255 


Desegregation in Massachusetts, 1983 Annual 


Report. 

ED 240 221 
Dollar Value of U. S. R&D Expenditures Over- 
seas Declined in 1982. 

ED 238 715 
Dynamics of Small Group Policy Bodies. 

ED 236 474 
The Educational Background of Limited English 
Proficient Students; Implications for the Arith- 
metic Classroom. 

ED 237 318 
Education and Economics, People’s Republic of 
China, 1983: Document of a Lecturer. 

ED 239 964 
Effectiveness of Alternative Desegregation Strat- 
egies: The Issue of Voluntary versus Mandatory 
Policies in Los Angeles. Part 1: 1979. Revised. 

ED 240 185 
Effective School Desegregation: Equity, Quality, 


(140) Reports - General 783 


and Feasibility. Sage Focus Editions 42 
ED 236 302// 
Effects of the Administration’s Fiscal Year 1984 
t on Children and Youth. Hearing before 
the Task Force on Entitlements, Uncontrollables, 
and Indexing of the Committee on the ao 


House of Representatives, Per hy 
iw First Session (March 9, 1983). 
ED 235 260 


——- Mathematics and Science Education 
port Together with Additional and Dis- 
cme ae House of ag 
inety-eighth Congress, First Session (February 

17, 1983). Rept. 98-6, Part 1. 
ED 237 336 


Emerging Directions: Student Development in 
the DCCCD. A Result of the Work of DCCCD 
Student Services Staff and Many Colleagues. 

ED 234 317 
Equal Opportunity in Presidential Appoint- 
ments. A Statement of the United States Com- 
mission on Civil Rights. 

ED 234 132 
Explanation and Analysis of the Job Training 
Partnership Act of 1982. 

ED 239 024 
Facilitating Instructional Use of Microcomputers 
in Small Schools. 

ED 235 936 
Federal Civil Rights Commitments: An Assess- 
ment of Enforcement Resources and Perfor- 
mance. United States Commission on Civil 
Rights Clearinghouse Publication 82. 

ED 240 214 
The Federal Law of Bilingual Education. 

ED 235 294 
Federal Support to Universities, Colleges, and 
Selected Nonprofit Institutions. Fiscal Year 
1981. A Report to the President and Congress. 
Final Report. 

ED 237 329 
The French Immersion Students in Europe: An 
Informal Report of the Experiences of Several 
Young Canadians. Research Report 80-08. 

ED 233 597 
Frontiers in Educational Computing. Association 
for Educational Data Systems Annual Conven- 
tion Proceedings (21st, Portland, Oregon, May 
9-13, 1983). 

ED 234 768 
Governors and New Economic Challenges. A 
Background Paper. 

ED 237 678 
The Hired Farm Working Force of 1981. 

ED 238 620 
Historical Aspects of Bilingualism in the United 
States. 

ED 235 293 
Idea Book: Meeting the Occupational Informa- 
tion Needs of Disadvantaged Youth. 

ED 237 595 
Immigration and California: Issues for the 1980s. 

ED 238 984 
Indochinese Refugee Experience. Refugees from 
Vietnam, Laos, and Cambodia in Nova Scotia. 

ED 240 186 
Innovations in Protective Services. Annual Re- 
Front September 1, 1982 through August 31, 
1983. 

ED 239 762 
Integration Does Work: The Springfield Story. 

ED 236 282 
The Px song one Research Forum in Informa- 
tion Science Proceedings (4th, Boras, Sweden, 
Seguabart 14-16, 1981). 

ED 237 085 
The Interrelationship of Pennsylvania’s Quality 
Goals of Education. 

ED 238 146 
Into the 80s: Our Schools and Their 

ED 238 129 
Juvenile Firesetter and School Arson Prevention 
Programs. 

pry roe 941 
Kaleidoscopes. Emerging Patterns esponse 
and Action in ECIA Case Studies of Chapter 2 in 
Selected States. 

ED 240 202 
A Legal and Historical Perspective on Suspen- 
sion and Its Effect on Inequality in Education. 

ED 235 258 
Library Theory and Research Section. Education 
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and Research Division. Papers. 
ED 239 634 


inking Employment Problems to Economic Sta- 
tan Bulletin 2169. 


ED 237 724 
Literacy and New York City’s High School Aged 
Youth. Final Report. 

ED 236 255 
Materials ie The Virtue of Necessity. 
Worldwatch Paper 56. 

ED 238 723 

pen Not es W. Scripps and the Penny 
Pacific Northwest. 

ED 233 368 
Minorities in Higher Education. Second Annual 
Status Report. 


ED 240 207 
Model Adult Protective Services Law. 
ED 239 180 
Modeling poe. Discharge and Placement De- 
cision Making: Whither the Elderly. 
ED 237 897 
Multicultural Education: Content, Materials, 
and Behaviors. A Series of Seminars 
Districts in the Metropolitan St. Louis 


ED 234 106 
Multidisciplinary Education: Core Competencies 
for Meeting the Needs of Youngsters with Dis- 


abilities. 

ED 233 518 
National Evaluation of the PUSH for Excellence 
Project. Final Report. 

ED 240 225 
National Libraries Section. General Research Li- 
braries Division. Papers. 

ED 239 635 
Needs Assessment in Counseling, Guidance, and 
Personnel Services. Searchlight Plus: Relevant 
Resources in High Interest Areas. No. 21+. 

ED 239 190 
New Research: Schools, Innovation 
Up Close, Improving Research Methods. 

ED 234 100 
Nuclear a Nuclear Weapons Proliferation, 
and the Arms Race. 

ED 233 911 
Nuclear Power: The Market Test. Worldwatch 
Paper 57. 


ED 237 331 

Nuclear Weapons and Nuclear War. Papers 

ie ay eg se an 

and Society of the American Physical Society, 
(Washington, D.C., April 1982). 

ED 233 910 


The Organizing of Parents to Support Bilingual 
Education. 


ED 235 296 
Pacific Telecommunications Council Confer- 
ence. Papers and Proceedings of a Conference 
(Honolulu, Hawaii, January 7-9, 1980). 

ED 233 671 
Participation in Postsecondary Education in 
New York State by Racial and Ethnic Categories. 

ED 238 998 
Physical Education and Related Services in the 
Future: Where Are We Going and What Will We 
Be Doing? 


ED 240 118 
cg ll 90s: Thrust for Quality in 
He Peer tion [and] Thrust for Quality in 


ED 239 749 
Professional Opportunities in the Mathematical 
Sciences. Eleventh Edition. A Report for Under- 
graduate Students of Mathematics. 
ow on m ED og 
Profiles lingual Education Programs. Final 
Report. 
ED 236 946 
Proposed Action Plan to Improve Elementary 
and Secondary Education Results in New York. 


ED 238 168 
M 


The 
a Case ‘Sody, Report Report of a Workshop on 
Modelling (Naples, Italy, March 


28-April 10, 1981). 


Comet tetend 


ED 233 893 
Directions for 


ED 240 196 


Rehabilitating the Industrially Disabled: Re- 
search Results and Counseling S 
ED 237 834 

A Report on Basic Skills Training. 

ED 237 590 
Report to the United States District Court, Dis- 
trict of Massachusetts, on Boston School Deseg- 
regation. Volume II. 

ED 236 278 
The Research System in the 1980’s. Public Policy 
Issues. 


ED 234 994 
Salaries of Scientists, Engineers and Technicians. 
A Summary of Salary Surveys. Eleventh Edition. 
ED 237 333// 
Schooling for Young Adolescents: A Key Time in 
Secondary Education. 
ED 237 589 
Schools of Progress: Where We Are and Where 
We're Going. An Open Letter to the People of 
Tulsa. 


ED 239 747 
School Uses of Microcomputers. Reports from a 
National Survey. Issue No. 2. 

ED 234 109 
Seeing Ourselves: Visualization in a Social Con- 
text. Readings from the Annual Conference of 
the International Visual Literacy Association 
(14th). 

ED 233 677 
The Self-Monitoring Negative Checklist: Pro- 
posal Writing Made Manageable. 

ED 234 408 


Serials Publications Section. Collections and Ser- 
vices Division. Papers. 
ED 239 632 
Shaping Counselor Education Programs in the 
Next Five Years: An Experimental Prototype for 
the Counselor of Tomorrow. Proceedings of the 
Flagship Conference of the Association for 
Counselor Education and Supervision, (Orlando, 
Florida, April 19-May 2, 1983). 
ED 237 867 
The Sky’s the Limit in Math-Related Careers. 
ED 233 899 
Social and Community Support Systems in His- 
panic Neighborhoods in New York City: A Pub- 
lic Policy Analysis. Mental Health Policy 
Monograph Series Number 3. 
ED 236 263 
Social Comparison and Education. 
ED 236 469 
sete OW -Ecological Approach to Supervision 
ED 233 292 
Status of Women in Kentucky State Agencies. 
Sixth Report. An Analysis of Employment Job 
Levels and Salaries as of November, 1982. Staff 
Report 83-6. 
ED 237 628 
Strategies for Promoting Health for Specific Pop- 
ulations. 
ED 234 133 
Strengthening the Government-University Part- 
nership in Science. 
ED 233 887// 
Subsidized Work Experience in the Private Sec- 
tor and Occupational Accessing: Strategies for 
Employing Disadvantaged Youth. Final Report. 
ED 240 188 
Supply and Demand for Scientists and Engineers. 
Second Edition. 
ED 239 849 
Symposium on Policy and Program Issues Re- 
lated to Child and Family Services to Black 
Americans. Volume I. Final Report. 
ED 235 264 
TABS: What Secondary Analysis Reveals about 
Minority Achievement. 
ED 238 975 
Test Scores in New Castle County, DE.—Before 
and After Busing. 
ED 236 260 
“There Is No Lil .-” A Report on Congres- 
sional Efforts to the Federal Courts and to 
Undermine the Brown Decision. 
ED 236 254 
Towards Excellence: Developing High Standards 
in Youth Programs. 
ED 240 187 
“Toward the Year 2000.” An Examination and 
Discussion of Critical Multicultural Education 
Issues and Strategies Related to Washington 


Publication Type Index 


State’s Preparation for Entry into the 21st Cen- 
tury and Its Increasing Multi-Ethnic Population. 


Antonio, Texas, January 12-14, 


ED 235 832 

Vocational Guidance Competencies for Teachers 
in CBVE Programs. Project No. DVE 9-2F21 
Seni July 1, 1978 to June 30, 1980. 


ED 236 452 
Women and Minorities in School Administra- 
tion: Strategies for Making a Difference. ERIC/- 
CUE Urban Diversity Series No. 85. 

ED 237 607 
Women’s Access to Agricultural Extension Ser- 
vices in Botswana. 

ED 233 873 
1982 Doctorate Production Stable in Science and 
Engineering Fields, But Down in Science and 
Mathematics Education. 

ED 238 722 
1984 Report on Trends and Issues in English: A 
Summary of Reports from the NCTE Commis- 
sions. 


ED 239 290 


(141) Reports - Descriptive 


Academic Advising in The College of Arts and 
Sciences at The University of Pittsburgh. A De- 
scriptive Report. 

ED 233 647 
Academic Competitions. 

ED 240 133 
Academic Decathlon. 

ED 240 131 
Academic Decathlon-San Diego County. 

ED 240 135 
Academic Library Service to Disabled Students: 
Today and Tomorrow. 

ED 235 653 
Academic Profile of 1983 Maryland College- 
Bound Seniors. 

ED 239 532 
Academic Program Review: The Driving Force 
Behind a Campus Master Plan. 

ED 238 351 
Accommodating Students with Learning Disabil- 
ities in College Health Education. Alternative 
Techniques for Teaching Health Education to 
Learning Disabled Students in the University. 

ED 234 556 
An Accountability Model for Teacher Educa- 
tion. 

ED 237 466// 

Accountability Structures in Managing State Ed- 
ucation Agency Competency Based Education 
Programs. 

ED 233 475 
Accreditation: 1982-83 Evaluation Report. 

ED 237 525 
The Achievements of the Uganda Diploma in 
Business Studies Course To Date. African Stud- 
ies in Curriculum Development & Evaluation. 
No. 42. 

ED 234 008 
Achieving Curriculum Alignment in Schools. 

ED 239 379 
Acquisition and Exchange Section. Collection 
and Services Division. Papers. 

ED 239 629 
The ACTFL Proficiency Guidelines: A Histori- 
cal Perspective. 

ED 238 265// 

Action for Excellence. A Comprehensive Plan to 
Improve Our Nation’s Schools. 

ED 235 588 
Action Research on Change in Schools: A Col- 
laborative Project. 

ED 235 192 
Actions of the International Environmental Edu- 
cation Programme 1975-1983. 

ED 237 322 
Action! Suspense! Culture! Insight! Reading Sto- 
= y- Classroom. Reading Education Report 

0. 4 

ED 237 929 
Adapting Tagmemic Theory for Early Entry 
Black Engineering Students at a Southern Uni- 
versity. 

ED 239 252 





Publication Type Index 


the Crisis in Precollegiate Mathemat- 
ics and Science Education. 
ED 235 998 
Administration in Higher Education: An Intern- 
ship Experience. 
ED 235 719 
The Administration of Sponsored Programs. 
Handbook for Developing and Managing Re- 
search Activities and Other Projects. 
ED 233 614// 
Administrative Libraries Section. Special Librar- 
ies Division. Papers. 
ED 239 650 
Adopt a School. 
ED 239 347 
<—-— Cuban Immigrant Project. Appendixes 


ED 235 364 
Adult Cuban Immigrant Project. Final Report. 
May, 1981 - June, 1983. 

ED 235 363 


Adult Illiteracy in Canada-A Challenge. Occa- 
sional Paper No. 42. 

ED 237 779 
Adult Learning Innovations: Vehicles for Social 
and Economic Progress. 

ED 235 388 
Advantages and Disadvantages of the Team = 
proach to Developing and Teaching an E.S 
Programme. 

ED 236 925 
An Affective Competency-Based Model for Ge- 
neric Teacher Training. 

ED 238 843 
Africa Section. Regional Activities Division. Pa- 
pers. 

ED 239 648 
An Aging Teacher Corps: How Should School 
Systems Respond? 

ED 235 553 
Ag in the Classroom-What’s Going on Around 
the Country. 

ED 234 279 
Alcohol/Drug Education Services in Treatment. 

ED 235 128 
The ALIS Online Circulation Control System of 
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ED 238 411 
The Measurement of Social Behavior of Infants 
and Toddlers in Groups. 

ED 237 186 
Measuring Attitudes toward Maies in Society. 

ED 233 287 
Michigan Educational Assessment Program Stu- 
dent ent Booklets for Career Develop- 
ment. Test Number 31, Grade 4. Test Number 
61, Grade 7. Test Number 62, Grade 7. Test 
Number 91, Grade 10. Test Number 92, Grade 
10. Test Number 93, Grade 10. 

ED 239 036 
Microcomputers: A Review of Federal Agency 
Experiences, Computer Science and Technology. 

ED 239 596 
Microcomputer Selection Guidelines for Admin- 
istrators. Operations Notebook No. 30. 

ED 238 412 
Microcomputers in the Schools. An Educator’s 
Guide. 


ED 237 081 
The Milani Comparetti Motor Development 
Screening Test. 
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ED 235 665 
The Multicultural Education QAT (Quick As- 
sessment Test). 

ED 240 216 
National Assessment of Educational Progress: 
Mathematics. Released Exercises from the 
1981-82 Assessment. 

ED 233 878 
Pr Survey on Drug Abuse: Main Findings 


ED 237 844 
~— Assessment Project: FY83 Reverification 
y 


ED 238 919 
Needs Assessment Study — Lae sae ——. 
the Maryland State Department of 


Services in 
Health and Mental ao hn 


ED 233 728 
Needs Assessment Study of Library Information 
Service for Asian American Community Mem- 
be-s in the United States. 

ED 240 189 
Networking among Gerontological and Geriatric 
Resource Centers: Summary of a Survey. 

ED 237 104 
Newspapers in New York. Recommendations for 
an Initial Statewide Plan of Data Collecting and 
Entry Prepared for the New York State Library. 

ED 238 442 
NMSU Foreign Student Perceptions: A Transac- 
tional Evaluation. 

ED 233 622 
Obtaining Training Stations. Module Number 3. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 145 
Office Occupations Performance Objectives and 
Assessments. 

ED 234 203 
One Year Later: A Follow-Up of the Harford 
Community College 1982 Graduates. 

ED 237 143 
Open Doors: 1981/82. Report on International 
Educational Exchange. 

ED 234 678 
Oral Communication Assessment Procedures 
and Instrument Development in Higher Educa- 
tion. A Report by the Subcommittee for Oral 
Communication ent in Higher Educa- 
tion. 

sai ED ae 721 

Oversight Hearing on Student Aid Forms. Hear- 
ing Before the Subcommittee on Postsecondary 
Education of the Committee on Education and 
Labor. House of Representatives, Ninety-Sev- 
enth Congress, Second Session. 

ED 235 766 
PACT: Perceptions of Apprenticeship Classroom 
Training. Handbook and Instrumentation. Michi- 
gan Community Colleges. 

ED 234 829 
Parallelogram Scaling of Binary Items. 

ED 238 924 
Parenting Stress Index: Manual, Administration 
Booklet, [and] Research Update. 

ED 238 896 
Perceptions of Self and Parents among College 
Students of Different Sexual Orientations. 

ED 235 444 
Perceptions of the Relation between Curriculum 
Theory and Practice: A Survey of ASCD Curric- 
ulum 

ED 233 488 
Perceptual Baseline Supervision: Beliefs / Practice 


cy. 

ED 233 248 
Performance Measures in Illinois Special Librar- 
ies. Illinois Library Statistical Report No. 8. 

ED 234 805 
PER (Prioritizing and Evaluating Recommenda- 
tions). 

ED 238 909 
Persistence and Achievement: A Profile of Grad- 
uates from The City University of New York. 

ED 237 002 
Pharmacy Education at U. T. Austin as Reported 
by Students of the College of Pharmacy, Fall Se- 
mester 1982. 

ED 237 049 
Placement and Follow-Up Report: Graduate Sur- 
vey Responses and State Defined Placement Sta- 
tus of Occupational Programs for the Academic 
Year 1981- $2. Research Report No. 83-36. 
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ED 239 678 

Placement Procedures and Counseling Students 
for Job Application. Module Number 4. Work 
Program Modules. Coordination 


ED 233 146 
nications 


icy and Practice in the Administration of For- 
prong oe egy tng Guidelines Series 7. 

ED 237 040 

Plans and Choices: Re- 


view of the and Design for Analysis of 
the Parents Data. 
ED 233 255 


Precision Teaching Project. Formative Evalua- 
tion. 


ED 237 061 
PREP: Review Extension Procedures 
Manual. Community Colleges. 

ED 234 827 
Presidential Search: A Guide to the Process of 
Selecting & Appointing College & University 
Presidents. 


ED 238 358 
pp me ee eagle een 
he yates A Computer As- 
sisted Drafting (( 
ED 234 842 
A Procedure to Evaluate Cognitive Require- 
ments of Beginning Reading Materials. 
ED 236 644 
a en tates eee Se 


and Instrumentation. tation. Michigan 
Seale Oa Colleges. 
ED 234 828 


Professional Preparation in Patient Education. 
ED 234 702 

pany rete oom Commuter Stu- 

dents: New Instruments, Methods, and Findings. 


ED 234 683 
Project PASS: 1982-83 Final Technical Report 
Appendixes). 


[and 
ED 235 232 


ED 237 399 
Assessment 


ED 235 425 
ED 238 190 


or TH Ss 


ED 236 652 
The Range and i of ’ Re- 
union Responses in Day 

ED 235 892 
Recommended Standards for Educational Li- 
brary Media Programs in Illinois. 

ED 237 105 
Red Cloud a ee ay or hag 
of the Test of i in Reading, a 
Competency Based Test of Reading Sil (nd 


ED 237 266 
Regional Occupational (ROP) Office 
Occupations Entry bee 7 tilly 

ED 237 817 
ordination Techniques Series. 

ED 233 154 


Se ome eS 
Relationships ummer 
ED 235 734 
and 


Religious Values Related to 
Mental Health. 


ED 239 137 
Report from the States, 1981-1983. White House 


Conference on Library and Information Services 
Follow-Up Inquiry. Committee Member Re- 


sponses. 
ED 238 436 
A — pe a Survey on Censorship in Public 
‘and High ' School Lineetion a Pub- 
lic Libraries 1 in Minnesota. 


ED 233 732 
A Report of Perceptions of Censorship of IMC 
Materials in 1982-83 from a State-Level Perspec- 
tive. 

ED 238 451 
Report of Results of Brookdale Community Col- 
lege High School Survey. 

ED 233 772 


— of the Evaluation of the President’s Of- 


ED 233 773 
Report of the Security on § at the University 
of Maryland at College Park. Executive Sum- 


mary. 

ED 238 367 
Report on Medical School Faculty Salaries, 
1980-81. 

ED 239 530 
Report on Medical School Faculty Salaries, 
1981-82. 

ED 239 529 
Report on Medical School Faculty Salaries, 
1982-83. 

ED 239 528 
Research in Effective Teaching of Writing, Phase 
I. Final Report. Volume I]-Appendices. Revised. 

ED 239 293 
Research on the Impact of a Computerized Cir- 
culation System on the Performance of a Large 
College Library. Final Report. 

ED 235 806 
Responsibilities of the Teacher-Coordinator and 
Training Sponsor in Providing On-the-Job Train- 
ing. Module Number 7. Work Experience Pro- 
gram Modules. Coordination Techniques Series. 

ED 233 149 
Retention of Minority Students: A Model Pro- 
gram Utilizing Creative Untapped Resources. 

ED 234 669 
Retirement Plans and Related Factors Among 
Faculty at COFHE Institutions. 

ED 233 645 
The Revalidation of an Instrument to Measure 
Zones of Indifference of Teachers to Directives 
Issued by Administrators. 

ED 240 166 


Review of State VR Agency Procedures for Case 
Flagging: A Assurance Activity. Appen- 
dix: Examples of State Quality Assurance and 
Case Flagging Instruments and Procedures. 
ED 235 316 
yg and Relationship Grid: Board/Superinten- 
t. 


ED 234 471 
Role Review Surveys: Public, Separate and Sec- 
School Teachers. Review and Evaluation 
Bulletins. Volume 4, Number 3. 1983. 
ED 236 148 
Scale for Evaluating Expository Writing 
(SEEW). 


ED 236 670 
Scale for Evaluating Narrative Writing (SENW). 

ED 236 653 
School District Survey of Academic Require- 
ments and Achievement. Fast Response Survey 
System, Early Release. 

ED 238 097 
School Subjects Attitude Scales. Administrator’s 
Manual: A Manual for Administration, Scoring 
and Interpretation. 

ED 236 185 
School Subjects Attitude Scales: General Infor- 
mation. A Brief Description cf the School Sub- 
jects Attitude Scales Intended for Educators 
Considering Use of This Instrument. 

ED 236 184 
The Science Teacher Inventory of Need (STIN). 

ED 238 721 
Scoring Writing with an Informative Aim. 

ED 236 638 
Self-Study Criteria for Governing Boards of 
Community Colleges. 

ED 239 689 
Self-Study Criteria for Governing Boards of In- 
dependent Colleges and Universities. Revised. 

ED 238 361 


Publication Type Index 


Self-Study Criteria for Governing Boards of Pu- 
bic Colleges and Universities. Revised. 
ED 238 362 
Self-Study Criteria for Governing Boards of Pub- 
lic Multicampus Higher Education Systems. 
ED 238 365 
tw d ~~ for Governing Boards of 


Theological Schools. 

ED 238 363 
Self-Study ty ~ State Postsecondary Edu- 
cation and Coordinating Boards. 

ED 238 364 
Serials Cancellation Project. Final Report. 

ED 238 452 
S-ESL Paes poe Test (The Standard En- 


Spoken English 
(The Stendent Tests rae B, c et iy and S-ESL Gr Grammar Te Test 
e Si 


aden Tart Fem Forms }, P4 B,C BC land] S-ESL 
Vocabulary Test (The Standard English as as a Sec- 
= Language Vocabulary Test), Forms O, A, B, 


ED 236 648 
Small Parts Assembler Work Sample. 

ED 236 432 
Smith/Palmer Figurative Language Interpreta- 


tion Test. 

ED 236 668 
Socioeconomic Origins and Educational Back- 
ground of an Entering Class at CUNY: A Com- 
parison of Regular and Special Program 
Enrollees. Fall 1980 Freshman Cohort Study: 
Report No. 1 

ED 234 701 


South Carolina Trade Examinations Handbook. 

ED 240 152 
The Southern Youth Study: 1966-1979. A Re- 
gional Survey of Young Adults from Rural Areas 
and Small Towns in the South. 

ED 239 833 
Special Education Program Evaluation: A Man- 
agement Tool. 

ED 235 627 
Spoon River College Student Retention Project. 

ED 237 119 
Standards of Performance for Community Based 
Educational Institutions: Quick Check of Institu- 
tional Performance. 

ED 235 861 
Standards of Performance for Community Based 
Educational Institutions: Self-Assessment Work- 


book. 

ED 235 862 
State of Washington Computer Use Survey. 

ED 238 401 
St. Mary’s University of San Antonio. 1982-1983 
Report of Student Retention Task Force. 

ED 234 689 
STORE (The Standard Test of Reading Effec- 
tiveness), Forms A, B, C 

ED 236 669 


ED 236 639 

Student Characteristics as Compared to the 

na Profile, 1982-1983. Volume XII, 
0.11. 


Story Preference Inventory. 


ED 234 837 
Student Employment Information Service. A Re- 
port to the Board of Directors. 

ED 238 334 
Student Housing Market Analysis: Ketchikan 
Community College. 

ED 239 670 
Student Involvement: A Survey of Counseling 
Psychology Training Programs. 

ED 237 853 


Student Learning Processes: How Poorly Pre- 
pared Students Succeed in College. 

ED 238 506 
Student Orientation to On-the-Job Training. 
Module Number 6. Work Experience Program 
Modules. Coordination Techniques Series. 

ED 233 148 
Student Perspectives on Liberal Learning at Al- 
verno College: Justifying Learning as Relevant to 
Performance in Personal and Professional Roles. 
Final Report, Research Report Number Seven. 

ED 239 563 
Student Quality in the Humanities: Opinions of 
Senior Academic Officials. Higher Education 
Panel Report Number 59. 

ED 239 576 


Student Quality in the Sciences and Engineering: 





Publication Type Index 


Opinions of Senior Academic Officials. Higher 
Education Panel Report Number 58. 

ED 239 575 
Students’ Cognitive Processes While Learning 
from Teaching. Final Report: Appendices. (Vol- 
ume Two). 

ED 237 498 
Students’ Knowledge of “Things That Go Bump 
in the Night.” 

ED 234 315 
A Study Concerning Perceptions of Public 
School Teachers and Principals Regarding Cur- 
riculum Issues in Middle Tennessee. 

ED 238 172 
Study of a a and Information Science Ada- 
demic Program Accredited by State (TEA), Re- 
gional (SACS), and National (NCATE) 
Accrediting Associations. 

ED 239 624 
A Study of Freshman Student Withdrawal at Sa- 
lem State College. 

ED 234 674 
Study of Functioning and Location of U.S. Citi- 
zen Foreign Medical Graduates within the U.S. 
Medical Care System. Final Report, Volumes I 
and Ii. 

ED 234 708 
A Study of Management Concerns in Human 
Services Organizations: Their Implications for 
Educational Programs. 

ED 233 650 
Study of Students Who Withdrew from Courses 
at the Hawthorne and Northeast Centers, 
1981-1982. Volume XII, No. 8. 

ED 233 765 
A Study of the Relation between Locus of Con- 
trol and Risk Taking for Graduate Students in 
Education. 

ED 233 246 
A Study of the Relationship of Vocational Educa- 
tion Systems to the Local Job Market for Individ- 
uals with Exceptional Needs. Employment and 
Training Opportunities for Handicapped Second- 
ary Students: A Special Study. 

ED 236 860 
A Study of the Roles and Missions of the Public 
Junior Colleges of the State of Mississippi. 

ED 235 863 
A Study of User Adaptation to an Interactive 
Information Retrieval System. Research Report. 

ED 235 807 
Summary Report, 1982. Doctorate Recipients 
from United States Universities. 

ED 234 682 
Support Services. Module Number 15. Work Ex- 
perience Program Modules. Coordination Tech- 
niques Series. 

ED 233 157 
Surveying Your Alumni: Guidelines and 22 Sam- 
ple Questionnaires. 

ED 234 659 
A Survey of Methods and Materials. 
ED 236 641 
Survey of Spring 1982 Graduating Seniors in the 
College of Engineering, University of California, 
Berkeley. 

ED 238 368 


Survey of Teaching Methods of Brookdale Com- 
munity College Full-Time Teaching Faculty. 

ED 237 145 
The Syntactic Proposition for Protocol Analysis. 

ED 236 636 
Systemic Evaluation. Methodology. 

ED 240 142 
Teacher Quality Assurance Program Manual. 

ED 238 164 
Teaching Both Sides of the Brain. Book I: Manual 
[and] Brain Hemisphere Activities. 

ED 239 961 
Teaching Techniques for the Languages of the 
Disciplines. An Instructional Manual. 

ED 234 653 
Teaching Writing Easily and Effectively to Get 
Results. Part II: The Evaluation Process. 

ED 233 372 
Techniques Landy Collecting Literacy Events from 


Young Chil 

ED 236 647 
Teenage Cigarette Smoking Self Test and Discus- 
sion Leader’s Guide. Guide. 

ED 234 301 
Telidon Distance Education Field Trial. Alberta 
Correspondence School Mechanics 12, Telidon 
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Project Evaluation. 

ED 234 761 
A Tentative Criterion-Referenced Test to Mea- 
sure Thinking Processes, Form A and B. 

ED 236 645 
Test of Individual Needs in Reading. Teacher’s 
Manual [and] John Bidwell and the Trail to Cali- 
fornia. Test. 

ED 237 267 
Test of Picture-Text Amalgams in Procedural 
Texts. 

ED 236 665 
Theory and Tests of a Cognitive Behavioral 
Model of Burnout. 

ED 235 437 
There Is No Gene for Good Teaching: A Hand- 
book on Lecturing for Medical Teachers. 

ED 233 624// 

Tracking Instructional Materials from Acquisi- 
tion to Use. A Qualitative Model for Desienting 
the Use of School Library Resources. 

ED 233 699 
Trainability Testing for Navy Selection and Clas- 
sification. 

ED 234 095 
Training Agreements. Module Number 5. Work 
Experience Program Modules. Coordination 
Techniques Series. 

ED 233 147 
Two Studies of Illinois Public Libraries: An Adult 
User Survey; and Fines, Fees and Charges Lev- 
ied. Illinois Library Statistical Report No. 7. 

ED 234 809 
Umpqua Community College: Its Economic Im- 
pact on Douglas County. 

ED 239 683 
The Use of the Computer in Louisiana Schools. 
Bulletin 1679. Revised. 

ED 234 764 
Using the Madonna College Library. A Self In- 
structional Library Orientation. 

ED 233 719 
Utilization of a Microcomputer in an Elementary 
School Learning Resource Centre. 

ED 239 601 
The Value of the Energy Data Base. 

ED 234 811 
Values of Cooperative Training. Module Number 
1. Work Experience Program Modules. Coordi- 
nation Techniques Series. 

ED 233 143 
Vermont State Colleges. Manual of Policy and 
Procedures. Exhibit I: Classification of Academic 
Degree Programs. Exhibit II: Criteria for Ap- 
proval of Academic Degree Programs. Exhibit 
Ill: Approval of New Academic Degree Pro- 
grams. 


ED 233 619 
Video Games: Competing with Machines. 

ED 234 765 
Vocational Appraisal System for Handicapped 
Students. 

ED 234 171 
Vocational Assessment. Module Number 14. 
Work Experience Program Modules. Coordina- 
tion Techniques Series. 

ED 233 156 
Vocational Student Organizations. Module 
Number 13. Work Experience Program Modules. 
Coordination Techniques Series. 

ED 233 155 
Waking and Dreaming Need Profiles: An Explor- 
atory Study of Adaptive Functioning. 

ED 237 888 

ED 236 633 


Which Factor, Teaching or Writing, Contributes 
More to Faculty Development? 


Walmsley CVC Patterns Test. 


ED 237 038 
Women in Higher Education Administration: A 
Brief Guide for Conference Planners. 

ED 235 711 
A Women’s College as an Agent of Socialization 
for Women’s Roles. 

ED 238 347 
Writing Center Tutorial Record Form (WCTRF). 

ED 236 631 
Year 12 Students’ Mathematical Performance on 
the 1980 and 1981 External Examinations. 
Mathematics Education Centre Report No. 25. 

ED 233 882 
The 1983 Research Report to the Texas Associa- 
tion of Junior and Community College Instruc- 


onal Administrators. Junior and Community 
College Research: Texas, 1982-1983. 


ED 234 838 


(170) Translations 


Para Cerrar la Brecha: Un Enfoque 
para la Educacion en Salud y Nutricion 
the Gap: A Participatory Approach to Health 
Nutrition Education). 
ED 239 831 
The University of the Air Foundation-The Aim 
of the Establishment of the University and Its 
Programme. NIER Occasional Paper 04/82. 
ED 237 063 
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ABC’s for Parents. A Guide to NYC Schools = 
es ee ae 


ED 240 184 
rey Cuban Immigrant Project. Appendixes 


ED 235 364 
Bikol Dictionary. PALI Language Texts: Philip- 
pines. 


ED 239 483 
The Development of Personality in Formal Edu- 
cation = El Desarrollo de la Personalidad en la 
Educacion Formal = Le Developpement de la 
Personnalite dans L’education Formelle. 

ED 237 185 
Do You Know a Child with a Handicap? Children 
with Handicaps Have a Right to an Education 
[and] Do You Know Someone with a Handicap? 
Individuals with Handicaps Have a Right to an 
Education = Conoce Usted a un Nino que Tiene 
Alguna Desventaja? Los Ninos con Desventajas 
Tienen Derecho a Recibir Educacion [and] 
Conoce Usted Alguna Persona que Tenga Alguna 
Desventaja? Las Personas Tienen Desven- 
tajas Tienen Derecho a Recibir Educacion. 

ED 236 906 
Drafting. A Bilingual Text = Dibujo Mecanico. 
Un Texto Bilingue. 

ED 235 299 
Educational Administration Terminology = Ter- 
minologie de !’ Administration de l’Education = 
Terminologia de la Administracion de la Educa- 


cion. 

ED 234 792 
Glosario Bilingue De Terminos Matematicos: Es- 
panol/Ingles = Bilingual Glossary of Mathemat- 
ical Terms: Spanish/English. 

ED 237 350 
Graphic Arts. A Bilingual Text = Artes Graficas. 
Un Texto Bilingue. 

ED 235 301 
A Handbook for Title I Migrant Parent Ad 
Councils: Understanding the System=Un Fol- 
leto Para los Concilios de Padres Titulo I Mi- 
grante: Entendiendo el Sistema. 

ED 238 640 
Industrial Crafts. A Bilingual Text = Trabajos 
Manuales Industriales. Un Texto Bilingue. 

bo 235 300 


ED. 235 972 
Logo and Von Neumann Ideas [and] Towards a 
Humanistic Use of Computers in Education = 
Hacia una insercion humanista de las com- 
putadoras en la educacion. 


Kinaalda: A Navajo Puberty Cerem 


me. be Ma 
pg Changes-A — of the Navajo Peop 
= Dinetahgi Lahgo Ah Dine Bahane. 
Fifth-Eighth Grade Navajo Bilingual Bicultural 
Social Studies Curriculum. 

ED 235 970 


Ontario Postsecon Enrolment Report, 
1977-81: Universities, Colleges of a. Arts 
and Technology, Other Postsecondary Ins _ 
tions = Rapport sur I’effectif des etablissemen 
postsecondaires de l'Ontario, 1977-1981: Unie 
versites, colleges d’arts appliques et de technolo- 
gie, et autres etablissements postsecondaires. 
ED 235 709 


Parental Involvement Component. Ysleta Equity 
Seekers (YES) Program. 
ED 234 199 


Parents Ask PACER = Los Padres Preguntan a 
PACER. 


ED 239 440 
Parent to Parent: Insider’s Guide for High School 
Parents = De Padre a Padre: Guia para Padres 
con Alumnos en la Escuela Superior. 
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ED 238 983 


= Inventaire des activites de formation dans le 
ee es Caen e 
l'information et de l’archi 
da on aothvidades do Sermacion on la cafera de ta 
bibliotecologia, las ciencias de la informacion y la 
archivologia. 

ED 238 427 


See them at tating = Revi- 
sion del aprender y del ensenar. 
ED 239 603 


Task Group on Computer/Communication Pro- 
tocols for Bibliographic Data Exchange. Interim 
Report = Groupe de Travail sur les Protocoles 
de Communication/Ordinateurs pour 1’Ex- 
change de Donnees Bibliographiques. Rapport 
d’Etape. May 1983. 
ED 237 109 





Together! A Newsletter for Parents and Pre- 
schoolers = Juntos! Una circular para los Padres 
Escolares. 


y los Pre- 
ED 239 476 
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5036491 ED234144 ED233190 ED233233 ED234216 
CE03649 


ED234145 ED233191 ED234158 ED236309 
CE036502 ED233138 ED233192 


ED234159 ED234217 
CE036522 ED233139 ED233193 ED234160 ED234218 
CE036539 ED235299 ED233194 


ED234161 ED234219 
CE036540 ED235300 ED233195 ED234162 ED234220 
CE036541 ED235301 ED233196 CE036818 ED234163 ED234221 


CE036546 ED237637 ED233197 CE036819 ED234164 ED234222 
CE036553 ED233140 CE036688 ED233198 CE036826 ED234165 CE036971 ED234223 





Clearinghouse Number/ED Number Cross Reference Index 


ED234224 CE037145 ED235345 CE037395 ED236350 CE037597 ED237673 
ED234225 ED235346 ED236351 ED237674 
ED234226 ED235347 ED236352 ED237675 
ED234227 ED235348 ED236353 ED237676 
ED234228 ED235349 ED236354 ED237677 
ED236310 ED237641 ED236355 ED237678 
ED234229 ED236316 ED236356 ED237679 
ED234230 ED235350 ED236357 ED237680 
ED235306 ED235351 ED236358 ED237681 
ED234231 ED235352 ED236359 ED237682 
ED234232 ED235353 ED236360 ED237683 
ED234233 ED235354 ED236361 
ED234234 ED235355 ED236362 
ED234235 ED236363 
ED234236 ED236364 
ED236311 ED236365 
ED235307 ED236366 
ED235308 ED236367 
ED235309 ED236368 
ED235310 ED236318 ED236369 
ED235311 ED239030 ED236370 
ED234237 ED235361 ED236371 
ED234238 ED236319 ED236372 
ED234239 ED236320 ED236373 ED237684 
ED234240 ED236374 ED237685 
ED234241 ED236375 ED237686 
ED234242 ED235362 ED236376 ED237687 
ED234243 ED239032 ED236377 ED237688 
ED234244 ED235363 ED236378 ED237689 
ED234245 ED235364 ED236379 ED237690 
ED234246 ED235365 ED236380 ED237691 
ED235366 ED236381 ED237692 
ED235367 ED236382 ED237693 
ED235368 ED236383 ED237694 
ED235369 ED236384 ED237695 
ED235370 ED236385 ED237696 
ED235371 ED236386 ED237697 
ED235372 ED236387 ED236433 
ED235373 ED237648 ED236434 
ED235374 ED237649 ED236435 
ED235375 ED236388 ED237698 
ED235376 ED236389 ED237699 
ED235377 ED236390 ED237700 
ED235378 ED236391 ED237701 
ED236312 ED237642 ED236392 ED237702 
ED235312 ED235379 ED237650 ED237703 
ED236313 ED239033 ED236393 ED237704 
ED23$314 ED239034 ED237551 ED237705 
ED234260 ED239035 ED236394 CE037708 ED237706 
ED234261 ED239036 ED236395 CE037709 ED237707 
ED235313 ED235380 ED236396 CE037710 ED237708 
ED235314 ED236322 ED236397 CE037711 ED237709 
ED235315 ED235381 ED236398 CE037712 ED237710 
ED235316 ED237643 ED236399 CE037713  ED237711 
ED235317 ED235382 CE037714 ED237712 
ED235318 ED236323 CE037715 ED237713 
ED235319 ED235383 CE037716 ED237714 
ED235320 ED235384 CE037717 + ED237715 
ED235321 ED235385 CE037718 ED237716 
ED235322 ED236324 ED237654 CE037719 ED237717 
ED235323 ED236325 ED237655 CE037721 ED237718 
ED234262 ED236326 ED237656 CE037722 ED237719 
ED234263 ED237644 ED237657 CE037723 ED237720 
ED234264 ED235386 ED237658 CE037724 ED237721 
ED234265 ED235387 ED237659 CE037725 ED237722 
ED234266 ED235388 ED237660 CE037729 + ED237723 
ED234267 ED235389 ED239037 CE037732 ED237724 
ED234268 ED235390 ED237661 CE037733 ED237725 
ED234269 ED235391 ED237662 CE037734 ED237726 
ED235324 ED235392 ED237663 CE037736 ED237727 
ED234270 ED235393 CE037737 ED237728 
ED234271 ED236327 CE037738 ED237729 
ED234272 ED236328 CE037739 ED237730 
ED235325 ED236329 CE037740 ED237731 
ED234273 ED236330 CE037741 ED237732 
ED235326 ED236331 CE037742 ED237733 
ED235327 ED236332 CE037744 ED237734 
ED237640 ED236333 CE037745 ED239038 
ED235328 ED237645 CE037746 ED237735 
ED235329 ED236334 CE037747 ED237736 
ED235330 ED236335 CE037748 ED237737 
ED235331 ED236336 CE037751 ED237738 
ED235332 ED236337 ED237739 
ED235333 ED236338 ED237740 
ED235334 ED237646 ED237666 ED237741 
ED235335 ED236339 ED236415 ED237742 
ED235336 ED236340 ED236416 ED237743 
ED235337 ED236341 ED236417 ED237744 
ED235338 ED236342 ED236418 ED237745 
ED235339 ED236343 ED236419 ED237746 
ED235340 ED236344 ED236420 ED237747 
ED235341 ED236345 ED237667 ED239039 
ED235342 ED236346 ED237668 ED237748 
ED239029 ED236347 ED237669 ED237749 
ED236315 ED236348 ED237670 ED237750 
ED235343 ED236349 ED237671 ED237751 
ED235344 ED237647 CE037593 ED237672 CE037789 ED237752 








Clearinghouse Number/ED Number Cross Reference Index 


CE037790 


ED237753 
ED237754 
ED237755 
ED237756 
ED237757 
ED237758 
ED237759 
ED237760 
ED237761 
ED237762 
ED237763 
ED237764 
ED237765 
ED237766 
ED237767 
ED237768 
ED237769 
ED237770 
ED237771 
ED237772 
ED239040 
ED237773 
ED239041 
ED239042 
ED239043 
ED237774 
ED237775 
ED237776 
ED237777 
ED237778 
ED237779 
ED237780 
ED237781 
ED237782 


ED239100 
ED239101 
ED239102 
ED239103 
ED239104 
ED239105 
ED239106 


CE038013 


CE80009 
CE800112 


CG016680 
CG016817 
CG016818 
CG016819 
CG016820 
CG016821 
CG016823 
CG016824 
CG016825 
CG016826 
CG016827 
CG016828 
CG016829 


ED239107 
ED239108 
ED239109 
ED239110 
ED239111 
ED239112 
ED239113 
ED239114 
ED239115 
ED239116 
ED239117 
ED239118 
ED239119 
ED239120 
ED233234 
ED233235 
ED233236 
ED237783 
ED237784 
ED233237 
ED234274 
ED233238 
ED234275 
ED236436 
ED236437 
ED237785 
ED233239 
ED234276 
ED234277 
ED234278 
ED234279 
ED234280 
ED235394 
ED236438 
ED235395 
ED236439 
ED235396 
ED236440 
ED237786 
ED237787 
ED237788 
ED237789 
ED237790 
ED237791 
ED237792 
ED237793 
ED237794 
ED237795 
ED237796 
ED237797 
ED237798 
ED237799 
ED237800 
ED237801 
ED237802 
ED237803 
ED237804 
ED237805 
ED237806 
ED237807 
ED237808 
ED237809 
ED237810 
ED237811 
ED237812 
ED237813 
ED237814 
ED237815 
ED239121 
ED237816 
ED239122 
ED239123 
ED239124 
ED239125 
ED237817 
ED239126 
ED239127 
ED237818 
ED239128 
ED239129 
ED239130 
ED239131 


ED233240 
ED233241 
ED233242 
ED233243 
ED233244 
ED233245 
ED233246 
ED233247 
ED233248 
ED233249 
ED233250 
ED233251 
ED233252 


CG016830 
CG016831 
CG016832 


CG016928 


ED233253 
ED233254 
ED233255 
ED233256 
ED233257 
ED233258 
ED233259 
ED233260 
ED233261 
ED233262 
ED233263 


ED233269 
ED233270 
ED233271 
ED233272 
ED233273 
ED233274 
ED233275 
ED233276 
ED233277 
ED233278 
ED233279 
ED233280 
ED233281 
ED233282 
ED233283 
ED233284 
ED233285 
ED233286 
ED233287 
ED233288 
ED233289 
ED233290 
ED233291 
ED233292 
ED233293 
ED233294 
ED233295 
ED234281 
ED234282 
ED234283 
ED234284 
ED234285 
ED234286 
ED234287 
ED234288 
ED234289 
ED234290 
ED234291 
ED234292 
ED234293 
ED234294 
ED234295 
ED234296 
ED234297 
ED234298 
ED234299 
ED234300 
ED234301 
ED234302 
ED234303 
ED234304 
ED234305 
ED234306 
ED234307 
ED234308 
ED234309 
ED234310 
ED234311 
ED234312 
ED234313 
ED234314 
ED234315 
ED234316 
ED234317 
ED234318 
ED234319 
ED234320 
ED234321 
ED234322 
ED234323 
ED234324 
ED234325 
ED234326 
ED234327 
ED234328 
ED234329 
ED234330 
ED234331 
ED234332 
ED234333 
ED235397 


CG016929 


CG017029 


ED234334 
ED234335 
ED235398 


ED235409 
ED235410 
ED235411 
ED235412 
ED235413 
ED235414 
ED235415 
ED235416 
ED235417 
ED235418 
ED235419 
ED235420 
ED235421 
ED235422 
ED235423 
ED235424 
ED235425 
ED235426 
ED235427 
ED235428 
ED235429 
ED235430 
ED235431 
ED235432 
ED235433 
ED235434 
ED235435 
ED235436 
ED235437 
ED235438 
ED235439 


ED235451 
ED235452 
ED235+53 


ED236479 





Clearinghouse Number/ED Number Cross Reference Index 


CG017129  ED237874 CG017231 ED239184 ED234350 
ED237875 ED239185 ED236537 
ED237876 ED239186 ED236538 
ED237877 ED239187 ED233325 
ED237878 ED239188 ED233326 
ED237879 ED239189 ED236539 
ED237880 ED239190 ED236540 
ED237881 ED239191 ED233327 
ED237882 ED239192 ED233328 
ED237883 ED239193 ED233329 
ED237884 ED235454 ED234351 
ED237885 ED237919 ED233330 
ED237886 ED234336 ED233331 
ED237887 ED235455 ED236541 
ED237888 ED235456 ED236542 
ED237889 ED235457 ED236543 
ED237890 ED239194 ED234352 
ED237891 ED239195 ED233332 
ED237892 ED239196 ED233333 
ED237893 ED236522 ED234353 
ED237894 ED235458 ED233334 
ED237895 ED236523 ED239202 
ED237896 ED236524 ED234354 
ED237897 ED237921 ED234355 
ED237898 ED239197 ED234356 
ED237899 ED237922 ED234357 
ED237900 ED237923 ED234358 
ED237901 ED239198 ED234359 
ED237902 ED239199 
BD237903 
Saaeerene ED233296 
ED237906 ED236525 
ED237907 ED233297 
ED237908 ED233298 
ED237909 ED234337 
ED237910 ED234338 ED234367 
ED237911 ED234339 ED234368// 
ED237912 ED236526 ED236545 
ED237913 ED236527 ED234369 
ED237914 ED236528 ED234370 
ED237915 ED236529 ED234371 
ED237916 ED236530 ED234372 
ED237820 ED237917 ED236531 ED234373 
ED237821 ED237918 ED236532 ED235464 
ED237822 ED239132 ED236533 ED234374 
ED237823 ED239133 ED236534 ED235465 
ED237824 ED239134 ED236535 ED234375 
ED237825 ED239135 ED239200 ED234376 
ED237826 ED239136 ED239201 ED235466// 
ED237827 ED239137 ED237924 ED235467 
ED237828 ED239138 ED237925 ED235468 
ED237829 ED239139 ED237926 ED236546 
ED237830 ED239140 ED237927 ED235469 
ED237831 ED239141 ED233299 ED235470 
ED237832 ED239142 ED233300 ED236547 
ED237833 ED239143 ED233301 ED235471 
ED237834 ED239144 ED233302 ED235472 
ED237835 ED239145 ED233303 ED235473 
ED237836 ED239146 ED235459 ED235474 
ED237837 ED239147 ED233304 ED236548 
ED237838 ED239148 ED233305 ED235475 
ED237839 ED239149 ED237928 ED235476 
ED237840 ED239150 ED235460 CS007334 ED236549 
ED237841 ED239151 ED233306 ED236550 
ED237842 ED239152 ED234340 ED236551 
ED237843 ED239153 ED233307 ED236552 
ED237844 ED239154 ED236536 ED236553 
ED237845 ED239155 ED233308 ED236554 
ED237846 ED239156 ED233309 ED236555 
ED237847 ED239157 ED233310 ED236556 
ED237848 ED239158 ED235461 ED236557 
ED237849 ED239159 ED233311 ED236558 
ED237850 ED239160 ED234341 ED236559 
ED237851 ED239161 ED234342 ED236560 
ED237852 ED239162 ED233312 ED236561 
ED237853 . ED239163 ED233313// ED236562 
ED237854 ED239164 ED233314 ED236563 
ED237855 ED239165 ED233315 ED236564 
ED237856 ED239166 ED233316 ED237929 
ED237857 ED239167 ED236565 
ED237858 ED239168 ED236566 
ED237859 ED239169 ED236567 


ED239170 ED236568 
ED239171 ED235463 ED236569 


ED239172 ED234345 ED236570 
ED239173 ED233318 ED236571 
ED239174 ED233319 ED236572 
ED239175 ED234346 ED236573 
ED239176 ED233320 ED236574 
ED239177 ED234347 ED237930 
ED239178 S007: ED233321 CS007364 ED236575 
ED239179 ED234348 ED236576 
ED239180 ED233322 ED236577 
ED239181 ED233323 ED236578 


‘ ED239182 ED233324 ED236579 
ED237873 ED239183 ED234349 ED237931 





Clearinghouse Number/ED Number Cross Reference Index 


CS207471 


ED236580 
ED237932 
ED239203 
ED239204 
ED239205 
ED239206 
ED239207 
ED239208 
ED239209 
ED239210 
ED239211 
ED239212 
ED239213 
ED239214 
ED239215 
ED239216 
ED239217 
ED239218 
ED237933 
ED236581 
ED237934 
ED237935 
ED237936 
ED237937 
ED237938 
ED237939 
ED237940 
ED237941 
ED237942 
ED237943 
ED237944 
ED237945 
ED237946 
ED237947 
ED237948 
ED237949 
ED239219 
ED237950 
ED237951 
ED237952 
ED237953 
ED239220 
ED237954 
ED237955 
ED237956 
ED237957 
ED237958 
ED237959 
ED237960 
ED237961 
ED237962 
ED237963 
ED237964 
ED239221 
ED239222 
ED237965 
ED237966 
ED237967 
ED237968 
ED237969 
ED237970 
ED237971 
ED239223 
ED237972 
ED239224 
ED237973 
ED239225 
ED239226 
ED239227 
ED239228 
ED239229 
ED239230 
ED239231 
ED239232 
ED239233 
ED239234 
ED239235 
ED239236 
ED239237 
ED239238 
ED239239 
ED239240 
ED239241 
ED239242 
ED239243 
ED239244 
ED239245 
ED239246 
ED239247 
ED233335 
ED233336 
ED234377 
ED235477 
ED234378 
ED235478 
ED234379 
ED235479 


CS207475 


ED233337 
ED233338 
ED235480 
ED234380 
ED239248 
ED235481 
ED235482 
ED233339 
ED233340 
ED233341 
ED235483 
ED235484 
ED236582 
ED236583 
ED233342 
ED233343 
ED234381 
ED234382 
ED235485 
ED235486 
ED235487 
ED236584 
ED236585 
ED236586 


ED236592 
ED236593 
ED236594 
ED236595 
ED236596 
ED236597 
ED236598 
ED237974 
ED236599 


ED239249 
ED233344 
ED235488 
ED234383 
ED233345 
ED234384 
ED237975 
ED233346 
ED233347 
ED233348 
ED236610 
ED237976 
ED233349 
ED233350 
ED237977 
ED233351 
ED235489 
ED233352 
ED233353 
ED237978 
ED233354 
ED239250 
ED235490 
ED236611 
ED234385 
ED236612 
ED237979 
ED233355 
ED235491 
ED234386 
ED234387 
ED233356 
ED233357 
ED234388 
ED233358 
ED236613 
ED236614 
ED234389 
ED235492 
ED235493 
ED235494 
ED236615 
ED233359 
ED236616 
ED234390 
ED234391 
ED237980 
ED233360 
ED235495 


CS207751 


ED236617 
ED233361 
ED234392 
ED237981 
ED233362 
ED234393 
ED237982 
ED234394 
ED237983 
ED233363 


ED233365 
ED234397 
ED233366 
ED233367 
ED233368 
ED233369 
ED233370 
ED233371 
ED233372 
ED233373 
ED233374 
ED234398 
ED233375 
ED233376 
ED233377 
ED233378 
ED233379 
ED233380 
ED233381 
ED233382 
ED233383 
ED233384 
ED233385 
ED233386 
ED233387 
ED233388 
ED233389 
ED233390 
ED233391 
ED233392 
ED234399 
ED233393 
ED233394 
ED233395 
ED233396 
ED235496 
ED234400 
ED233397 
ED233398 
ED237984 
ED235497 
ED234401 
ED236618 
ED234402 
ED237985 
ED234403 
ED234404 
ED234405 
ED237986 
ED237987 
ED237988 
ED236619 
ED234406 
ED234407 
ED234408 
ED233399 
ED234409 
ED234410 
ED234411 
ED234412// 
ED234413 
ED237989 
ED234414 
ED236620 
ED234415 
ED234416 
ED234417 
ED236621 
ED235498 
ED234418 
ED234419 
ED234420 
ED235499 


ED239251 
ED234423 
ED234424 
ED234425 
ED236623 
ED234426 


CS207885 


ED236624 


ED236655 
ED236656 
ED236657 
ED236658 
ED236659 


ED236667 
ED236668 
ED236669 
ED236670 
ED236671 
ED236672 
ED236673 
ED236674 
ED236675 
ED236676 
ED236677 
ED236678 
ED236679 


ED236684 
ED236685 
ED236686 
ED236687 
ED236688 
ED236689 
ED236690 
ED236691 
ED237990 
ED236692 
ED236693 
ED237991 
ED237992 
ED236694 
ED237993 
ED236695// 
ED236696 
ED236697 
ED237994 
ED239253 


ED236702 
ED237996 





Clearinghouse Number/ED Number Cross Reference Index 


ED237997 ED238030 ED235534 ED239320 
ED237998 ED236703 ED234457 ED238072 
ED239254 ED238031 ED236713 ED238073 
ED239255 ED238032 ED236714 ED238074 
ED239310 ED234458 ED238075 
ED239311 ED235535 ED238076 
ED235510 ED234459 ED238077 
ED235536 ED238078 
ED235537 ED238079 
ED235538 ED238080 
ED235539 ED238081 
ED236715 ED238082 
ED234460 ED239321 
ED234461 ED239322 
ED234462 ED238083 
ED238033 ED234463 ED239323 
ED233402 ED234464 ED239324 
ED233403 ED235540 ED239325 
ED235511 ED238036 ED239326 
ED235512 CS504409 ED238037 ED239327 
ED236705 ED236716 ED239328 
ED236706 ED236717 ED239329 
ED233404 ED238038 ED239330 
ED235513 ED238039 ED239331 
ED233405 ED236718 ED239332 
ED235514 ED236719 CS504527 ED239333 
EDassis EDaier 
ED235 21 
ED239259 ED236707 ED239315 EA014967  ED235541 
ED238020 ED235516 ED238040 EA015222 ED238084 
ED238021 ED233406 ED236722 EA015688 
ED238022 ED235517 ED236723 EA015727 
ED238023 ED234442 ED236724 EA015745 ED238085 
ED233407 ED236725 EA015749 ED238086 
ED238024 D2 
ED238025 ED235518 ED236726 EA015750 ED233433 
ED239260 ED234443 ED236727 EA015755_ ED238087 
ED239261 ED234444 ED236728 EA015756 ED238088 
ED239262 ED233408 ED236729 EA015757 ED238089 
ED239263 ED235519 ED236730 EA015758 ED238090 
ED239264// ED236708 ED236731 EA015759 ED238091 
ED239265// ED233409 ED236732 EA015760 ED238092 
ED239266// ED235520 ED236733 EA015761 ED238093 
ED239267// ED233410 ED236734 EA015763 ED238094 
ED239268// ED234445 ED236735 EA015765 ED238095 
ED239269// ED233411 ED236736 EA015766 ED238096 
ED239270// ED234446 ED236737 EA015767 ED238097 
ED239271// ED235521 ED236738 EA015768 ED238098 
ED239272// ED238034 ED236739 EA015770 ED238099 
ED239273// ED239312 ED236740 EA015771 ED238100 
ED239274// ED236709 ED236741 EA015774 ED238101 
ED239275// ED235522 ED236742 EA015847 ED234465 
ED239276// ED233412 ED236743 EA015848 ED234466 
ED239277// ED238035 ED236744 EA015849 ED234467 
ED239278// ED233413// ED236745 EA015850 ED234468 
ED239279// ED233414 ED236746 EA015851 ED234469 
ED239280// ED235523 ED236747 EA015856 ED233434 
ED239281// ED236710 ED236748 EA015857 ED233435 
ED239282// ED233415 ED238041 EA015858 ED233436 
ED239283// ED233416 ED236749 EA015859 ED233437 
ED239284// ED233417 ED239316 EA015860 ED233438 
ED239285// ED233418 ED238042 EA015861 ED233439 
ED239286// ED233419 ED238043 EA015862 ED233440 
ED239287// ED233420 ED238044 EA015863 ED233441 
ED239288// ED233421 ED236750 EA015864 ED233442 
ED239289// ED235524 ED236751 EA015865 ED233443 
ED239290 ED235525 ED238045 EA0i5866 ED233444 
ED238026// ED234447 ED238046 EA015867 ED233445 
ED238027// ED235526 ED238047 EA015868 ED233446 
ED239291 ED235527 ED238048 EA015869 ED233447 
ED239292 ED235528 ED238049 EA015870 ED233448 
ED239293 ED233422 ED238050 EA015871 ED233449 
ED238028 ED233423 ED238051 EA015872 ED233450 
ED239294 ED233424 ED238052 EA015873  ED233451 
ED238029 ED239313 ED238053 EA015874 ED233452 
ED239295 ED236711 ED238054 EA015875  ED233453 
ED239296 ED233425 ED238055 EA015876 ED233454 
ED239297 ED235529 ED238056 EA015877 ED233455 
ED239298 ED233426 ED236752 EA015878 ED233456 
ED234448 ED238057 EA015879 ED233457 
ED233427 ED236753 EA015880 ED233458 
ED234449 ED238058 EA015881 ED233459 
ED234450 ED238059 EA015882 ED233460 
ED233428 ED238060 EA015883 ED233461 
ED234451 ED238061 EA015884 ED233462 
ED236712 EA015885 ED236754 
ED235530 EA015894 ED234470 
ED235531 EA015912 ED233463 
ED233429 EA015913 ED233464 
ED239314 EA015914 ED236755 
ED234452 EA015919 ED238102 
ED234453 EA015920 ED234471 
ED235532 EA015921 ED234472 
ED234454 EA015922 ED233465 
ED234455 ED239317 EA015923 ED234473 
ED233430 ED239318 EA015924 ED234474 
ED235533 ED238071 EA015927 ED234475 
ED234456 


ED235509 ED239319 EA015930 ED234476 





Clearinghouse Number/ED Number Cross Reference Index 


EA015931 


EA015953 
EA015954 
EA015955 
EA015956 
EA015957 
EA0i5958 
EA015959 
EA015960 
EA015961 
EA015962 
EA015967 
EA015968 
EA015970 
EA015971 
EA015975 
EA015976 
EA015977 
EA015978 
EA015979 
EA015981 
EA015983 
EA015985 
EA015986 
EA015987 
EA015989 


ED234477 
ED234478 
ED234479 
ED235542 
ED239334 
ED235543 
ED235544 
ED235545 
ED235546 
ED235547 
ED235548 
ED235549 
ED235550 
ED236756 
ED236757 
ED236758 
ED236759 
ED236760 
ED236761 
ED236762 
ED236763 
ED236764 
ED236765 
ED236766 
ED236767 
ED236768 
ED236769 
ED236770 
ED239335 
ED238103 
ED238104 
ED239336 
ED238105 
ED239337 
ED239338 
ED239339 
ED239340 
ED238106 
ED239341 
ED238107 
ED238108 
ED239342 
ED239343 
ED239344 
ED239345 
ED239346 
ED239347 
ED234480 
ED234481 
ED233466 
ED233467 
ED233468 
ED233469 
ED233470 
ED233471 
ED233472 
ED233473 
ED233474 
ED233475 
ED233476 
ED233477 
ED233478 
ED233479 
ED233480 
ED233481 
ED233482// 
ED233483// 
ED233484// 
ED233485// 
ED233486 
ED233487 
ED233488 
ED233489 
ED233490 
ED233491 
ED234482 
ED233492 
ED233493// 
ED233494 
ED233495 
ED233496 
ED233497 
ED233498 
ED234483 
ED233499 
ED233500 
ED233501 
ED234484 
ED234485 
ED234486 
ED234487 
ED234488 
ED233502 
ED234489 
ED234490 
ED234491 
ED234492 


EA016080 
EA016081 
EA016082 
EA016083 


EA016i01 
EA016102 
EA016103 
EA016104 
EA016105 
EA016106 
EA016107 


EA016112 
EA016113 
EA016114 
EA016115 
EA016116 
EA016117 
EA016118 
EA016119 
EA016120 
EA016121 
EA016122 
EA016123 
EA016125 
EA016126 
EA016127 
EA016128 
EA016129 
EA016130 
EA016131 
EA016132 
EA016133 
EA016134 
EA016135 
EA016136 
EA016137 
EA016138 
EA016139 
EA016140 
EA016141 
EA016142 
EA016143 
EA016144 
EA016145 
EA016146 
EA016147 
EA016148 
EA016150 
EA016152 
EA016153 
EA016154 
EA016155 
EA016156 
EA016157 
EA016158 
EA016159 
EA016160 
EA016161 
EA016162 
EA016163 
EA016164 
EA016165 
EA016166 
EA016167 
EA016168 
EA016169 
EA016170 
EA016171 
EA016172 
EA016173 
EA016174 
EA016175 
EA016178 
EA016179 
EA016180 
EA016181 
EA016182 


ED234493 


ED234513 
ED234514 
ED234515 
ED234516 
ED234517 
ED234518 
ED234519 
ED234520 
ED235551 
ED234521 
ED235552 
ED235553 
ED235554 
ED235555 
ED235556 
ED235557 
ED235558 
ED235559 
ED235560 
ED235561 
ED235562 
ED235563 
ED235564 
ED235565 
ED235566 
ED235567 
ED235568 
ED235569 
ED235570 
ED235571 
ED235572 
ED235573 
ED235574 
ED235575 
ED235576 
ED236771// 
ED235577 
ED235578 
ED235579 
ED235580 
ED235581 
ED235582 
ED236772 
ED236773 
ED235583 
ED235584 
ED235585 
ED235586 
ED235587 
ED235588 
ED235589 
ED235590 
ED235591 
ED235592 
ED235593 
ED235594 
ED236774 
ED236775 
ED236776 
ED236777 
ED236778 
ED236779 
ED236780 
ED236781 
ED236782 
ED236783 
ED236784 
ED236785 
ED236786 
ED236787 
ED236788 
ED236789 
ED236790 
ED236791 
ED236792 
ED236793 
ED236794 


EA016183 
EA016185 
EA016186 
EA016187 
EA016188 
EA016189 
EA016190 
EA016191 
EA016192 
EA016194 
EA016195 
EA016196 
EA016197 
EA016198 


EA016204 
EA016205 
EA016206 
EA016207 
EA016208 
EA016209 
EA016210 
EA016211 
EA016212 
EA016213 
EA016214 
EA016215 
EA016216 
EA016217 
EA016218 
EA016219 
EA016220 
EA016221 
EA016222 
EA016223 
EA016224 
EA016226 
EA016227 
EA016228 
EA016229 
EA016231 
EA016232 
EA016233 
EA016234 
EA016235 
EA016236 
EA016237 
EA016238 
EA016239 
EA016240 
EA016241 
EA016242 
EA016243 
EA016244 
EA016245 
EA016246 
EA016247 
EA016249 
EA016250 
EA016251 
EA016252 
EA016253 
EA016254 
EA016255 
EA016256 
EA016257 
EA016258 
EA016259 
EA016261 


EA016266 
EA016267 
EA016268 
EA016269 
EA016270 
EA016271 
EA016272 
EA016273 
EA016274 
EA016275 
EA016276 
EA016277 
EA016279 
EA016280 


EA016285 
EA016286 
EA016287 


ED236795 
ED236796 
ED236797 
ED236798 
ED236799 
ED236800 
ED236801 
ED236802 
ED236803 


ED238112 
ED238113 
ED238114 
ED238115 
ED238116 
ED238117 
ED238118 
ED238119 
ED238120 
ED238121 
ED238122 
ED238123 
ED238124 
ED238125 
ED238126 
ED238127 
ED238128 
ED238129 
ED238130 
ED238131 
ED238132 
ED238133 
ED238134 
ED238135 
ED238136 
ED238137 
ED238138 
ED238139 
ED238140 
ED238141 
ED238142 
ED238143 
ED238144 
ED238145 
ED238146 
ED238147 
ED238148 
ED238149 
ED238150 
ED238151 
ED238152 
ED238153 
ED238154 
ED236811 
ED238155 
ED238156 
ED238157 
ED238158 
ED238159 
ED238160 
ED238161 
ED238162 
ED238163 
ED238164 
ED238165 
ED238166 
ED238167 
ED238168 
ED238169 
ED238170 
ED238171 
ED238172 
ED238173 
ED238174 
ED238175 
ED238176 
ED238177 
ED238178 
ED238179 
ED238180// 


ED238185 
ED238186 
ED238187 
ED238188 


EA016288 
EA016289 
EA016290 
EA016291 
EA016292 
EA016293 


EA016311 
EA016312 
EA016313 
EA016314 
EA016316 
EA016317 
EA016318 
EA016319 
EA016320 
EA016321 
EA016322 
EA016323 
EA016324 
EA016325 
EA016326 
EA016327 
EA016328 
EA016329 
EA016330 
EA016331 
EA016332 
EA016333 
EA016334 
EA016335 
EA016336 
EA016337 
EA016339 
EA016340 
EA016341 
EA016342 
EA016343 
EA016344 
EA016345 
EA016346 
EA016347 
EA016348 
EA016349 
EA016350 
EA016351 
EA016352 
EA016353 
EA016354 
EA016355 
EA016356 
EA016358 
EA016359 
EA016363 
EA016364 
EA016365 
EA016366 
EA016367 
EA016368 
EA016369 
EA016370 
EA016373 
EA016375 
EA016376 
EA016377 
EA016379 
EA016380 
EA016381 
EA016382 
EA016384 


EA016391 
EA016465 
EA016598 
EA016599 


EC151069 
EC152513 
EC152514 


ED238189 
ED238190 
ED238191 
ED238192 
ED239348 
ED238193 
ED238194 
ED238195 
ED238196 
ED238197 
ED238198 
ED238199 
ED238200 
ED239349 
ED238201 
ED238202 
ED238203 


ED238205 
ED239352 
ED239353 
ED239354 
ED239355 
ED239356 
ED239357 
ED239358 
ED239359 
ED239360 
ED239361 
ED239362 
ED239363 
ED239364 
ED239365 
ED239366 
ED239367 
ED239368 
ED239369 
ED239370 
ED239371 
ED239372 
ED239373 
ED239374 
ED239375 
ED239376 
ED239377 
ED239378 
ED239379 
ED239380 
ED239381 
ED239382 
ED239383 
ED239384 
ED239385 
ED239386 
ED239387 
ED239388 
ED239389 
ED239390 
ED239391 
ED239392 
ED239393 
ED239394 
ED239395 
ED239396 
ED239397 
ED239398 


ED239410 
ED239411 
ED239412 
ED239413 
ED239414 
ED239415 
ED239416 
ED239417 
ED239418 
ED239419// 
ED238206 
ED239420 
ED239421 


ED235595 
ED233503 
ED233504 





862 Clearinghouse Number/ED Number Cross Reference Index 


3 ED235596 EC160425 ED234558 EC160824 ED235665 EC161137 ED238221 
EC15253 ED234559 EC161138 ED238222 
EC161139 + ED238223 
EC161140 ED238224 
EC161141 ED238225 
ED235670 EC161142 ED238226 
ED236813 EC161143 ED238227 
ED236814 EC161144 ED238228 
ED236815 EC161145 ED238229 
ED236816 EC161146 ED238230 
ED236817 EC161147 ED238231 
ED234569 ED236818 EC161148 ED238232 
ED235603 ED236819 EC161149 ED236889 
ED234570 ED236820 EC161150 ED238233 
ED235604 ED236821 EC161151 ED238234 
ED234571 ED236822 EC161152 ED238235 
ED235605 ED236823 EC161153 ED238236 
ED233516 ED236824 EC161154 ED238237// 
ED233517 ED236825 EC161155 ED238238 
ED236826 EC161156 ED238239 
ED236827 EC161157 ED238240 
ED236828 EC161158 ED238241 
ED236829 EC161159 ED239422 
ED236830 ED239423// 
ED236831 
ED236832 
ED236833 
ED236834 
ED236835 
ED236836 
ED236837 
ED236838 ECi61168 
ED236839 EC161169 ED239432 
ED236840 EC161170 ED239433 
ED236841 EC161171 ED239434 
ED234587 ED236842 EC161172 ED239435 
ED235609! / ED236843 EC161173 ED239436 
ED235610// ED236844 EC161174 ED239437 
ED235611 ED236845 EC161175 ED239438 
EBD235612 ED236846 EC161176 ~ED239439 
ED235613 ED236847 EC161177 ED239440 
ED235614 EC160866 ED236848 EC161178 ED239441 
ED235615 ED236849 EC161179 + ED239442 
ED235616 EC160868 ED236850 EC161180 ED239443 
ED235617 ED236851 EC161181 ED239444 
ED235618 ED236852 EC161182 ED239445 
ED235619 ED236853 EC161183 ED239446 
ED235620 ED236854 EC161184 ED239447 
ED235621 ED236855 EC161185 ED239448 
ED235622 ED236856 EC161186 ED239449 
ED235623 ED236857 EC161187 ED239450 
ED235624 ED236858 EC161188 ED239451 
ED235625 ED236859 EC161189 ED239452 
ED235626 ED238207 EC161190 ED239453 
ED235627 ED236860 EC161191 ED239454 
ED235628 ED236861 EC161192 ED239455 
ED234588 ED236862 EC161193 ED239456 
ED233552 ED234589 ED236863 EC161194 ED239457 
ED233553 ED234590 ED236864 EC161195 ED239458 
ED233554 ED234591 ED236865 EC161196 ED239459 
ED233555 ED235629 ED236866 EC161197 ED239460 
ED233556 ED235630 ED236867 EC161198 ED239461 
ED233557 ED235631 ED236868 EC161199 ED239462 
ED235632 ED236869 EC161200 ED239463 
ED235633 ED236870 EC161801 ED239464 
ED235634 ED236871 EC161802 ED239465 
ED235635 ED236872 EC161803 ED239466 
ED235636 ED236873 EC161805 ED239467 
ED235637 ED236874 EC161806 ED239468 
ED235638 ED236875 EC161807 ED239469 
ED235639 ED236876 EC161808 ED239470 
ED235640 ED236877 EC161809 ED239471 
ED235641 ED236878 EC161811 ED239472 
ED235642 ED236879 EC161814 ED239473 
ED235643 ED235671 EC162179 ED239474 
ED235644 EC161101 ED236880 EC165102 ED233559 
ED235645 EC161102 ED236881 EC165104 ED234592 
ED235646 EC161103 ED236882 EC165105 ED233560 
ED235647 EC161104 ED236883 EC165106 ED233561 
ED235648 EC161105 ED236884 EC165107 ED234593 
ED235649 EC161106 ED236885 EC165108 ED234594 
ED235650 EC161107 ED236886 EC165109 ED234595 
ED235651 EC161108 ED236887 EC165110 ED234596 
ED235652 EC161109 ED236888 EC165111 ED236890 
ED235653 EC161124 ED238208 EC165112 ED236891 
ED236812 EC161125 ED238209 EC165113 ED235672 
ED235654 EC161126 ED238210 EC165114 ED235673 
ED235655 EC161127 ED238211 EC165115 ED236892 
ED235656 EC161128 ED238212 EC165116 ED236893 
ED235657 EC161129 ED238213 EC165117 ED236894 
ED235658 EC161130 ED238214 EC165118 ED236895 
ED235659 EC161131 ED238215 EC165119 ED235674 
ED235660 EC161132 ED238216 EC165120 ED236896 
ED235661 EC161133 ED238217 EC165121 ED236897 
ED235662 EC161134 ED238218 EC165123 ED236898 
ED235663 EC161135 ED238219 EC165124 ED236899 
ED235664 EC161136 ED238220 EC165125 ED236900 





Clearinghouse Number/ED Number Cross Reference Index 


EC165126 


EC165132 
EC165133 


EC165143 
EC165144 


ED236901 


ED238242 
ED236905 
ED236906 
ED236907 
ED239475 
ED239476 
ED239477 
ED239478 
ED239479 
ED239480 
ED239481 
ED239482 
ED238243 
ED238244 


ED239483 
ED239484 
ED239485 
ED233562 
ED234597 
ED234598 
ED234599 


ED233563 
ED233564/ / 
ED233565 
ED233566 
ED233567 
ED233568 
ED233569 
ED233570 
ED233571 
ED233572 
ED233573 
ED233574 
ED233575 
ED233576 
ED233577 
ED233578 
ED233579 
ED233580 
ED233581 
ED233582 
ED233583 
ED233584 
ED233585 
ED233586// 
ED233587 
ED233588 
ED236908 
ED233589 
ED233590 
ED233591 
ED233592 


ED233593 
ED233594 
ED233595 
ED233596 
ED233597 
ED233598 
ED233599 
ED233600 
ED233601 
ED235675 


ED234610 
ED234611 
ED234612 
ED234613 
ED234614 
ED234615 
ED234616 
ED234617 
ED234618 
ED234619 
ED234620 
ED234621 
ED234622 
ED234623 


FLO14114 


ED234624 


ED235676 
ED235677 
ED235678 
ED235679 
ED235680/ / 
ED234645 
ED234646 
ED235681 
ED236910 
ED235682 
ED235683 
ED235684 
ED236911 
ED235685 
ED235686 
ED235687 
ED235688 
ED235689 
ED236912 
ED235690 
ED235691 
ED235692 
ED233607 
ED233608 
ED234647 
ED233609 
ED233610 
ED238245 
ED236913 
ED239486 
ED236914 
ED236915 
ED236916 
ED236917 
ED236918 
ED236919 
ED236920 
ED236921 
ED238246 
ED236922 
ED236923 
ED236924 
ED236925 
ED236926 
ED236927 
ED236928 
ED236929 
ED236930 
ED236931 
ED236932// 
ED236933// 
ED236934 
ED236935 
ED236936 
ED236937 
ED236938 
ED236939 
ED236940 
ED236941 
ED236942 
ED238247 
ED238248 
ED238249 
ED238250 
ED238251 
ED238252 
ED238253 
ED238254 
ED238255 


ED238257 


FLO14115 


FL014222 


HEO14588 


ED239487 
ED238258 
ED238259// 
ED239488 
ED238260 
ED238261 
ED238262 
ED238263 
ED238264 
ED238265// 
ED238266// 
ED238267// 
ED238268// 
ED238269// 
ED238270// 
ED238271// 
ED238272 
ED238273// 
ED238274// 
ED238275// 
ED238276// 
ED238277// 
ED238278// 
ED238279// 
ED238280// 
ED238281// 
ED238282// 
ED238283// 
ED238284 
ED238285 
ED238286 
ED238287 
ED238288 
ED238289 
ED238290 
ED238291 
ED238292// 
ED238293 
ED238294 
ED238295 
ED238296 
ED238297 
ED238298 
ED238299 
ED239489 
ED238300 
ED238301 
ED239490 
ED239491 
ED239492 
ED238302 
ED238303 
ED239493 
ED239494 
ED239495 
ED239496 
ED239497 
ED239498 
ED239499 
ED239500 
ED239501 
ED239502// 
ED239503// 
ED239504 
ED239505 
ED239506 
ED239507 
ED239508 
ED239509 
ED239510 
ED239511 
ED239512 
ED239513 
ED239514 
ED239515 
ED239516 
ED239517 
ED239518 
ED239519 
ED239520 
ED239521 


ED233611 
ED235693 
ED233612 
ED233613 
ED233614// 
ED233615 
ED233616// 
ED233617 
ED233618// 
ED233619 
ED233620 


ED233623// 


ED233624// 
ED233625 
ED233626 
ED233627 
ED233628 
ED235694 
ED233629// 


ED235697 
ED235698 
ED236951 
ED236952 
ED236953 
ED236954 
ED236955 
ED236956 
ED236957 
ED236958 
ED236959 


ED233633 
ED233634 
ED233635 
ED233636 
ED233637 
ED233638 
ED233639 
ED233640 
ED233641 
ED233642 
ED233643 
ED233644 
ED233645 
ED233646 
ED235699 
ED234651 
ED234652 
ED233647 
ED233648 
ED233649 
ED233650 
ED233651 
ED233652 
ED233653// 
ED233654 
ED233655 
ED233656 
ED233657 
ED233658 
ED233659 
ED233660 
ED233661 
ED233662 
ED233663 





Clearinghouse Number/ED Number Cross Reference Index 


ED234730 HEO016797 ED237019 HEO16915 ED238375 
ED235720 ED237020 ED238376 
ED234731 ED237021 ED238377 
ED234732 ED237022 ED238378 
ED234733 ED237023 ED238379 
ED234734 ED237024 ED238380// 
ED235721 ED237025 ED238381// 
ED235722 ED237026 ED238382 
ED235723 ED237027 ED238383 
ED235724 ED237028 ED238384 
ED235725 ED237029 ED238385 
ED235726 ED237030 ED238386 
ED235727 6809 ED237031 ED238387 
ED235728 ED237032 ED238388 
ED235729 ED237033 ED238389 
ED234735// ED237034 ED238390 
ED235730 ED237035 ED239524 
ED235731 ED237036 ED239525 
ED236978// ED237037 ED239526 
ED235732 ED237038 ED239527 
ED235733 ED237039 ED239528 
ED235734 ED237040 ED239529 
ED235735 ED237041 ED239530 
ED235736 ED237042 ED239531// 
ED235737 ED237043 ED239532 
ED235738 ED237044 ED239533 
ED235739 ED237045 ED239534 
ED235740 ED237046 ED239535 
ED235741 ED237047 ED238391 
ED235742 ED237048 ED239536 
ED235743 ED237049 ED239537 
ED235744 ED237050 ED239538 
ED235745 ED238312 ED239539 
ED235746 ED238313 ED239540 
ED235747 ED239523 ED239541 
ED235748 ED238314// ED239542 
ED235749 ED238315 ED239543 
ED235750 ED238316 ED239544 
ED235751 ED238317 ED239545 
ED235752 ED238318 ED239546 
ED233670/ / ED235753 ED238319 ED239547 
ED234700 ED235754 ED238320 ED239548 
ED234701 ED236979 ED238321 ED239549 
ED234702 ED236980 ED238322 ED239550 
ED234703 ED236981 ED238323 ED239551 
ED234704 ED236982 ED238324 HE016976 ED239552 
ED234705 ED236983 ED238325 HE016977 ED239553 
ED236984 ED238326 HEO016978 ED239554 
ED236985 ED238327 HE016979 ED239555 


ED235755 ED238328 HEO016980 ED239556 
ED235756 ED238329 HEO16981 ED239557 
ED235757 ED238330 ED239558 


ED235758 ED238331 ED239559 
ED235759 ED238332 ED239560 
ED235760 ED238333 ED239561 
ED235761 ED238334 ED239552 
ED235762 ED238335 ED239563 
ED235702 ED235763 ED238336// ED239564 
ED235703 ED235764 ED238337 ED239565 
ED235704 ED235765 ED238338 ED239566 
ED235705 ED235766 ED238339 ED239567 
ED235706 ED235767 ED238340 ED239568 
ED238309 ED235768 ED238341 ED239569 
ED238310 ED236986 ED238342 ED239570 
ED235707 ED236987 ED238343 ED239571 
ED236973 ED236983 ED238344 ED239572 
ED235708 ED236989 ED238345 ED239573 
ED235709 ED238346 ED239574 
ED236974 ED238347 ED239575 
Hed spate oat 
238349 
ED235711 ED237051 et 
ED234715// 


ED238350 
ED236976/ / ED238351 TRO10641 =ED239578 
ED235712 


ED238352 TRO10647. + ED239579 
ED236977// ED238353 TRO10649 =ED239580 
ED235713 ED238354 IRO10678 ED239581 
ED235714 ED237000/ / ED238355 TRO10710 + ED233671 
ED235715 ED237001 ED238356 IR0O10737. §=ED233672 
ED235716 ED238311 ED238357 IRO10746 §=ED233673 
ED235717 ED237002 ED238358 IRO10749 + ED233674 
ED234716 ED237003 ED238359 TRO10750 §=©ED233675 
ED234717 ED237004 ED238360 IRO10752. ED233676 
ED234718 ED237005 HE016900 ED238361 IRO10766 ED233677 
ED234719 ED237006 ED238362 TRO10767 + ED233678 
ED234720 ED237007 ED238363 TRO10768 + ED233679 
ED234721 ED237008 ED238364 IR010770 + ED233680 
ED234722// ED237009 ED238365 TRO10771 ED233681 
ED234723 ED237010 ED238366 TRO10772. §=ED233682 
ED234724 ED237011 ED238367 IR0i0773 ED233683 
ED234725 ED237012 ED238368 TRO10774 =ED233684 
ED234726 ED237013 ED238369 IRO10775 ED233685 
ED234727 ED237014 ED238370 IR010776 ED233686 
ED234728 ED237015 ED238371 IRO10777. ~=©ED233687 
ED235718 ED237016 ED238372 IRO10778 ED233688 
ED235719 ED237017 ED238373 TRO10779 ~=ED233689 
ED234729 ED237018 HE016914 ED238374 IRO10780 ED233690 
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TRO10781 
1RO10782 


TROi0803 
TRO10804 
TRO10806 
TRO10807 
TRO10808 
TRO10809 
TRO10810 
TRO10811 
IRO10812 
TRO10813 
TRO10814 
TRO10815 
TRO10816 
TRO10817 
1TRO10818 
TRO10819 
TRO10820 
TRO10821 
TRO10822 
TRO10823 
TRO10824 
TRO10825 
TRO10826 
TRO10827 
TRO10828 
TRO10829 
TRO10830 
TRO10831 
TRO10833 
TRO10834 
TRO10835 
IRO10837 
TRO10838 
TRO10839 
TRO10840 
TRO10841 
TRO10842 
1TRO10843 
TRO10845 
TRO10846 
TRO10847 
TRO10849 
TRO10850 
TRO10851 
TRO10852 
TRO10853 
TRO10854 
TRO10855 
IRO10857 
TRO10858 
TRO10859 
TRO10860 
TRO10861 
TRO10863 
TRO10864 
TRO10865 
TRO10867 
TRO10868 
TRO10869 
TRO10871 
TRO10872 
IRO10873 
TRO10875 
TRO10876 
1IRO10877 
IRO10878 
IRO10879 
IRO10880 
TRO10881 
TRO10882 
TRO10883 
TRO10884 
TRO10885 
TRO10886 
1RO10887 


ED233691 
ED233692 
ED233693 
ED233694 
ED233695 
ED233696 
ED233697 
ED233698 
ED235769 
ED233699 
ED233700 
ED233701 
ED233702 
ED233703 
ED233704 
ED233705 
ED233706 
ED233707 
ED233708 
ED233709 
ED234736 
ED234737 
ED234738 
ED234739 
ED234740 
ED234741 
ED234742 
ED234743 
ED234744 
ED234745 
ED234746 
ED234747 
ED234748 
ED234749 
ED234750 
ED234751 
ED234752 
ED234753 
ED234754 
ED234755 
ED234756 
ED234757 
ED234758 
ED235770 
ED234759 
ED234760 
ED234761 
ED234762 
ED234763 
ED234764 
ED234765 
ED234766 
ED235771 
ED235772 
ED234767 
ED235773 
ED234768 
ED234769 
ED234770 
ED235774 
ED235775 
ED234771 
ED234772 
ED235776 
ED235777 
ED235778 
ED235779 
ED235780 
ED235781 
ED235782 
ED235783 
ED235784 
ED235785 
ED235786 
ED235787 
ED235788 
ED235789 
ED235790 
ED235791 
ED235792 
ED235793 
ED235794 
ED235795 
ED235796 
ED235797 
ED237052 
ED237053 
ED237054 
ED237055 
ED237056 
ED237057 
ED237058 
ED237059 
ED237060 
ED237061 
ED237062 
ED237063 


TRO10888 
TRO10890 
TRO10893 
TRO10894 
TRO10895 
IRO10897 
TRO10898 


TRO10952 
TRO10953 
TRO10954 
TRO10955 
TRO10956 
IRO10957 
TRO10958 
TRO10959 
TRO10960 
TRO10961 
TRO10962 
TRO10963 


TRO20061 


ED237064 
ED237065 
ED237066 
ED237067 
ED238392 
ED237068 
ED237069 
ED237070 
ED237071 
ED237072 
ED237073 
ED237074 
ED237075 
ED237076 
ED237077 
ED237078 
ED238393 
ED238394 
ED237079 
ED237080 
ED237081 
ED238395 
ED238396 
ED238397 
ED238398 
ED238399 
ED238400 
ED238401 
ED238402 
ED238403 
ED238404 
ED238405 
ED238406 
ED238407 
ED238408 
ED238409 
ED238410 
ED238411 
ED238412 
ED238413 
ED238414 
ED238415 
ED238416 
ED238417 
ED238418 
ED238419// 
ED238420 
ED238421 
ED239582 
ED239583 
ED239584 
ED239585 
ED239586 
ED239587 
ED239588 
ED239589 
ED239590 
ED239591 
ED239592 
ED239593 
ED239594 
ED239595 
ED239596 
ED239597 
ED239598 
ED239599 
ED239600 
ED239601 


ED233710 
ED233711 
ED233712 
ED233713 
ED237082 
ED234773 
ED233714 
ED233715 
ED233716 
ED233717 
ED238422 
ED234774 
ED234775 
ED235798 
ED237083 
ED237084 
ED238423 
ED238424 
ED238425 
ED239607 
ED239608 
ED238426 
ED239609 
ED239610 


TRO20062 


TR050370 
1R050371 
TRO50374 
TR050375 
TR0S0380 
TROS50381 
TRO50384 
TR0S0386 
TR050390 
TRO50391 
TRO50392 
TR0S0394 
TRO50395 


TRO50473 


ED239611 

ED239612 

ED239613 

ED239614 

ED233718 

ED233719 

ED233720 
ED233721 

ED233722 

ED233723 

ED233724 
ED233725 
ED233726 
ED233727 
ED233728 
ED233729 
ED233730 
ED234776 
ED233731 

ED233732 
ED233733 
ED233734 
ED233735 
ED233736 
ED233737 
ED233738 
ED233739 
ED233740 
ED233741 
ED233742 
ED233743 
ED233744 
ED234777 
ED234778 
ED234779 
ED234780 
ED234781 
ED234782 
ED234783 
ED234784 
ED234785 
ED234786 
ED234787 
ED234788 
ED234789 
ED234790 
ED234791 
ED234792 
ED234793 
ED234794 
ED234795 
ED234796 
ED235799 
ED234797 
ED234798 
ED235800 
ED234799 
ED234800 
ED234801 
ED234802 
ED234803 
ED234804 
ED234805 
ED234806 
ED234807 
ED234808 
ED234809 
ED234810 
ED234811 
ED234812 
ED234813 
ED234814 
ED234815 
ED234816 
ED234817 
ED234818 
ED234819 
ED235801 
ED234820 
ED234821 

ED234822 
ED235802 
ED235803 
ED235804 
ED235805 
ED235806 
ED234823 


ED235810 
ED235811 
ED235812 
ED235813 
ED235814 
ED235815 
ED235816 


TRO50523 
TROS0524 
TRO50525 
TRO50526 
TR050527 
TRO50528 
IRO50530 
TRO50531 
TRO50532 
TR050533 
TRO50535 
TRO50536 
IR050537 
TRO5S0538 
TRO50539 
TRO50540 
TRO50541 
IRO50542 
TRO50543 
TRO50544 
TRO50545 
TRO50547 
TRO50549 
TRO50550 
TRO50551 
TR050552 
TR050553 
TROSO554 
TRO50558 
TRO50559 
TRO50560 
TRO50561 
TR050562 
TR050563 
TR050564 
TROS0565 
TRO50566 
TRO50567 
TROS0568 
TRO50569 
IR050570 
TRO50571 

TRO50572 
TRO50573 
TRO50574 
TRO50575 
IR050576 
IR050577 

IR050578 

TRO50579 

TRO50580 

TRO50581 

TR05S0583 

TROS0584 

TRO50585 


ED235817 
ED235818 
ED235819 
ED235820 
ED235821 

ED235822 

ED235823 

ED235824 
ED235825 

ED235826 
ED235827 
ED235828 
ED235829 
ED235830 
ED235831 

ED235832 
ED235833 
ED235834 
ED235835 
ED235836 
ED235837 
ED235838 
ED235839 
ED237085 
ED237086 
ED237087 
ED237088 
ED237089 
ED237090 
ED238427 
ED237091 
ED237092 
ED237093 
ED237094 
ED233745 
ED237095 
ED237096 
ED237097 
ED237098 
ED237099 
ED237100 
ED237101 
ED237102 
ED237103 
ED237104 
ED237105 
ED237106 
ED237107 
ED237108 
ED237109 
ED237110 
£D237111 
ED237112 
ED237113 
ED237114 
ED237115 
ED237116 
ED234824 
ED235840 
ED238428 
ED238429 
ED238430 
ED238431 
ED238432 
ED238433 
ED238434 
ED238435 
ED238436 
ED238437 
ED238438 
ED238439 
ED238440 
ED238441 

ED238442 
ED238443 
ED238444 
ED238445 


ED238449 
ED238450 
ED239615 
ED238451 
ED238452 
ED239616 
ED238453 
ED238454 
ED239617 
ED239618 
ED239619 
ED239620 
ED239621 
ED239622 
ED239623 
ED239624 
ED239625 
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ED239626 ED234838 ED238506 
ED239627 


ED237155 
ED238471 
ED237156 
ED237157 
ED237158 
ED238472 
ED238473 
ED238474 
ED237159 
ED238475 
ED234866 
ED234867 
ED234868 
ED234869 
ED234870 
ED234871 'C840060 ED239685 
ED234872 ED239686 
ED234873 ED239687 
ED237160 IC840064 ED239688 
ED237161 ED239689 
ED237162 C840066 ED239690 
ED237163 ED239691 
ED237164 ED239692 
ED237165 ED239693 
ED237166 ED239694 
ED237167 ED239695 
ED237168 ED239696 


ED239697 
ED237117 ED235851 ED239698 


ED234825 ED235852 ED239699 
ED237118 ED235853 ED239700 
ED239658 ED235854 ED239701 
ED239659 ED235855 ED239702 
ED238455 ED235856 


ED239703 
ED239660 ED235857 ED239704 

ED235858 ED235870 ED239705 

ED235859 ED235871 ED239706 
ED235841 ED237122 ED234881 ED239707 
ED233747 ED238456 30830 ED234882 ED239708 
ED235842 ED235860 ED237169 ED238510 


ED233748 ED235861 ED237170 'C840804 ED238511 
ED233749 


ED235862 ED235872 ED239709 
ED233750 ED235863 


ED235873 ED239710 
ED239661 ED235864 ED235874 
ED235843 ED237123 


ED237171 
ED235844 ED237124 ED237172 ED237185 


ED233751 ED235865 ED237173 ED234883 
ED233752 ED237125// ED237174 ED233781 
ED235845 ED239662 ED237175 ED233782 
ED233753 ED235866 ED237176 ED233783 
ED233754 ED235867 ED237177 F ED233784 
ED233755 ED235868 ED237178 ED233785 
ED233756 ED235869 ED237179 ED233786 
ED235846 ED237126 ED237180 ED233787 
ED233757 ED237127 ED237181 ED233788 
ED233758 ED237128 ED237182 ED234884 
ED233759 ED237129 ED237183 ED237186 
ED237119 ED237130 ED237184 ED237187 
ED233760 ED237131 JC840001 ED238476 ED233789 
ED233761 ED237132 C840002 ED238477 ED233790 
ED233762 ED237133 ED238478 ED233791 
ED233763 ED237134 'C840004 ED238479 ED234885 
ED233764 ED238457 ED234886 
ED233765 ED237135 ED233792 
ED233766 ED237136 ED233793 
ED233767 


ED238458 'C840009 ED238512 
ED233768 ED237137 


ED238513 
ED233769 ED237138 ED238514 
ED234826 ED237139 ED238515 
ED233770 ED237140 


ED238516 
ED233771 ED237141 ED238517 
ED233772 ED239663 ED238518 
ED233773 ED237142 


ED238519 
ED233774 ED237143 ED238520 
ED233775 3JC840020 ED238521 
ED233776 ED238522 
ED233777 


ED238523 

ED233778 3C840023 ED238524 
ED238525 

ED238526 

ED237145 ED238527 

ED237146 ED238528 

ED237147 ED237188 


ED237148 ED238529 
ED237149 ED237189 


ED237150 ED238530 
ED237151 ED239711 
ED237152 ED239712 
ED237153 ED239713 

ED239714 


ED239715 
ED234837 ED238505 ED239716 
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PS013861 


ED239717 
ED239718 
ED239719 
ED239720 
ED239721 
ED239722 
ED239723 
ED239724 
ED239725 
ED239726 
ED239727 
ED239728 
ED239729 
ED239730 
ED239731 
ED239732 
ED239733 
ED239734 
ED239735 
ED239736 
ED239737 
ED233794 
ED235875 
ED234887 
ED234888 
ED233795 
ED234889 
ED233796 
ED234890 
ED233797 
ED234891 
ED234892 
ED237190 
ED235876 
ED233798 
ED233799 
ED233800 
ED233801 
ED233802 
ED233803// 
ED233804 
ED234893 
ED239738 
ED234894 
ED234895 
ED234896 
ED233805 
ED233806 
ED233807 
ED233808 
ED233809 
ED233810 
ED233811 
ED233812 
ED233813 
ED233814 
ED233815 
ED233816 
ED233817 
ED233818 
ED233819 
ED234897 
ED233820 
ED234898 
ED235877 
ED234899 
ED235878 
ED235879 
ED234900 
ED233821 
ED233822 
ED233823 
ED235880// 
ED234901 
ED233824 
ED233825 
ED235881 
ED235882 
ED234902 
ED234903 
ED234904 
ED234905 
ED234906 
ED235883 
ED234907 
ED234908 
ED239739 
ED234909 
ED238531 
ED234910 
ED234911 
ED234912 
ED234913 
ED234914 
ED238532 
ED234915 
ED237191// 


PS013863 


PS013932 
PS013933 
PS013934 
PS013935 
PS013936 
PS013937 
PS013938 
PS013939 
PS013940 
PS013941 
PS013942 
PS013943 
PS013944 
PS013945 
PS013946 
PS013947 
PS013948 
PS013949 


PS013970 


ED234916 
ED234917 
ED234918 
ED234919 
ED234920 
ED234921 
ED237192 
ED234922 
ED234923 
ED235884 
ED234924 
ED234925 
ED234926 


ED234929 
ED235885 
ED237193 
ED237194 
ED237195 
ED237196 
ED235886 
ED234930 
ED234931 
ED235887 
ED235888 
ED235889 
ED235890 
ED235891 
ED235892 
ED235893 
ED235894 
ED235895 
ED235896 
ED235897 
ED235898 
ED235899 
ED235900 
ED237197 
ED235901 
ED238533 
ED239740 
ED237198 
ED235902 
ED235903 
ED235904 
ED235905 
ED235906 
ED235907 
ED235908 
ED235909 
ED235910 
ED235911 
ED237199 
ED235912 
ED235913 
ED235914 
ED238534// 
ED238535 
ED235915 
ED235916 
ED235917 
ED235918 
ED237200 
ED238536 
ED238537 
ED235919 
ED235920 
ED237201 
ED235921 
ED235922 
ED235923 
ED237202 
ED239741 
ED237203// 
ED237204 
ED237205 
ED235924 
ED235925 
ED235926 
ED235927 
ED237206 
ED237207 
ED237208 
ED237209 
ED237210 
ED238538 
ED237211 
ED237212 
ED237213 
ED238539 
ED238540 
ED237214 
ED237215 
ED237216 
ED237217 
ED237218 


PS013971 


PS014108 


ED237219 
ED237220 
ED237221 
ED237222 
ED237223 
ED237224 
ED237225 
ED237226 
ED237227 
ED237228 
ED237229 
ED237230 
ED237231 
ED237232 
ED237233 
ED237234 
ED238541 
ED237235 
ED237236 
ED238542 
ED237237 
ED237238 
ED238543 
ED237239 
ED237240 
ED237241 
ED237242 
ED238544 
ED238545 
ED238546 
ED235928 
ED238547 
ED238548 
ED237243 
ED238549 
ED237244 
ED237245 
ED238550 
ED238551 
ED238552 
ED238553 
ED238554 
ED238555 
ED239742 
ED239743 
ED238556 
ED238557 
ED238558 
ED238559 
ED238560// 
ED237246 
ED238561 
ED239744 
ED239745 
ED238562 
ED239746 
ED238563 
ED238564 
ED238565 
ED238566 
ED238567 
ED238568 
ED238569 
ED238570 
ED238571 
ED239747 
ED238572 
ED239748 
ED238573 
ED238574 
ED238575 
ED238576 
ED238577 
ED238578 
ED238579 
ED238580 
ED238581 
ED238582 
ED238583 
ED238584 
ED238585 
ED239749 
ED238586 
ED238587 
ED238588 
ED239750 
ED238589 
ED239751 
ED239752 
ED239753 
ED239754 
ED239755 
ED239756 
ED239757 
ED239758 
ED239759 
ED239760 


PS014162 


RCO13208 


RCO14289 
RC014290 
RCO14291 
RCO14292 
RCO14293 
RCO14296 
RCO014297 


ED239761 


ED238591 
ED239767 
ED239768 
ED239769 
ED239770 
ED238592 
ED239771 
ED239772 
ED239773 
ED238593 
ED238594 
ED238595 
ED238596 
ED239774 
ED239775 
ED239776 
ED239777 
ED239778 
ED239779 
ED239780 


ED238597 
ED239781 
ED239782 
ED238598 
ED237247 
ED233826 
ED237248 
ED235929 
ED237249 
ED234932 
ED235930 
ED233827 
ED233828 
ED233829 
ED233830 
ED233831 
ED234933 
ED237250 
ED237251 
ED239783 
ED237252 
ED234934 
ED237253 
ED234935 
ED237254 
ED237255 
ED238599 
ED238600 
ED237256 
ED239784 
ED238601 
ED238602 
ED237257 
ED234936 
ED233832 
ED233833 
ED233834 
ED233835 
ED233836 
ED233837 
ED233838 
ED233839 
ED233840 
ED233841 
ED233842 


ED233851 
ED233852 
ED233853 
ED233854 
ED233855 
ED234938 
ED233856 


ED235931 
ED235932 
ED233859 
ED233860 
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RCO14298 + ED233861 RCO14398 ED235959 RCO14501 ED238632 SE041731 ED237310 
ED235960 ED238633 ED239837 
ED235961 ED238634 ED239838 
ED235962 ED238635 ED237311 
ED235963 ED239786 ED238670 
ED235964 ED238636 ED238671 
ED235965 ED237312 
ED235966 ED237313 
ED235967 ED238638 ED239839 
ED235968 ED238639 ED239840 
ED235969 ED238672 
ED235933 ED235979 ED238673 
ED235934 ED235971 ED238674 
ED233871 ED235972 
ED233872 ED235973 
ED233873 ED235974 ED238676 
ED234941 ED237263 ED239788 ED238677 
ED234942 ED237264 ED238646 ED239842 
ED234943 ED237265 ED238647 ED238678 
ED234944 ED235975 ED238648 ED238679 
ED233874 ED235976 ED239789 ED238680 
ED235935 ED235977 ED238649 ED239843 
ED234945 ED235978 ED238650 ED239844 
ED233875 ED235979 ED238651 ED238681 
ED238603 ED235980 ED238652 ED238682 
ED238604 ED235981 ED238653 ED239845 
ED238605 ED235982 ED238654 ED237314 
ED238606 ED237266 ED238655 ED233877 
ED238607 ED237267 ED238656 ED239846 
ED238608 ED237268 ED238657 ED234980 
ED238609 ED235983 ED238658 ED234981 
ED238610 ED235984 ED238659 ED233878 
ED237258 ED235985 ED239790 ED233879 
ED237259 ED237269 ED239791 ED233880 
ED237270 ED238660 ED233881 
ED237271 ED238661 ED233882 
ED237272 ED238662 ED233883 
ED237273 ED239792 ED233884 
ED235986 ED238663 ED233885 
ED235987 ED239794 ED233886 
ED235988 ED239795 ED233887// 
ED235989 ED238664 ED234982 
ED238614 ED238665 ED233888 
ED235990 ED239796 ED233889 
ED237274 ED239797 ED233890 
ED235991 ED239798 ED233891 
ED235992 ED239799 ED233892 
ED237275 ED238666 ED233893 
ED237276 ED238667 ED233894 
ED237277 ED239800 ED233895 
ED237278 ED239801 ED233896 
ED237279 ED239802 ED233897 
ED237280 ED239803 ED235996 
ED237281 ED239804 ED234983 
ED237282 ED239805 ED233898 
ED237283 ED239806 ED233899 
ED237284 ED239807 ED233900 
ED237261 ED238615 ED239808 ED23390i 
ED234967 ED237285 ED239809 ED233902 
ED237262 ED237286 £D239810 ED233903 
ED235936 ED237287 ED239811 ED233904 
ED235937 ED237288 ED239812 ED233905 
ED235938 ED237289 ‘ED239813 ED233906 
ED235939 ED238616 ED239814 ED233907 
ED235940 ED238617 ED239815 ED233908 
ED235941 ED238618 ED239816 ED234984 
ED235942 ED237290 ED239817 ED234985 
ED235943 ED237291 ED239818 ED234986 
ED238611 ED237292 ED239819 ED233909 
ED237293 ED239820 ED233910 
ED237294 ED239821 ED233911 
ED237295 ED239822 ED233912 
ED237296 ED239823 ED233913 
ED237297 ED239824 ED234987 
ED237298 ED239825 ED234988 
ED237299 ED239826// ED234989 
ED237300 ED239827 ED235997 
ED237301 ED239828 ED234990 
ED237302 ED239829 ED234991 
ED237303 ED239830 ED234992 
ED237304 ED239831 ED234993// 
eae ae Eis 
19 ED234! 
ED238620 a eee ED234996 
ED238621 ED234997 
ED238622 SE014738 ED237308 ED234998 
ED238623 SE037269 ED238668 ED234999 
ED237306 SE039724 ED238669 ED235000 
ED237307 SE041710 ED233876 ED235998 
ED238624 SE041711 ED234979 ED235001 
ED238625 S$E041712 ED235993 ED235999 
ED238626 SE041713 ED235994 
ED238627 $E041714 ED235995 
ED238628 SE041715 ED237309 
ED238629 SE041717 ED239834 
ED238630 SE041718 ED239835 
RCO14397 ED235958 ED238631 SE041730 ED239836 SE043174 





Clearinghouse Number/ED Number Cross Reference Index 


$E043175 


ED235007 
ED237315 


ED235012 
ED235013 
ED235014 
ED235015 
ED235016 
ED235017 
ED235018 
ED235019 
ED235020 
ED235021 
ED235022 
ED235023 
ED235024 
ED235025 
ED235026 
ED235027 
ED235028 
ED235029 
ED235030 


ED236032 
ED236033 
ED236034 
ED236035 
ED236036 
ED235031 
ED236037 
ED236038 
ED236039 
ED236040 
ED236041 
ED237316 
ED235032 
ED235033 
ED235034 
ED235035 
ED235036 
ED235037 
ED235038 
ED235039 


ED236053 
ED236054 
ED237317 


$E043743 
SE043744 
SE043745 
SE043746 


ED237318 
ED237319 
ED236055 
ED237320 
ED237321 
ED237322 
ED237323 
ED237324 
ED237325 
ED237326 
ED237327 
ED237328 
ED237329 
ED237330 
ED237331 
ED237332 
ED237333// 
ED237334 
ED237335 
ED237336 
ED237337 
ED237338 
ED238683 
ED238684 
ED237339 
ED238685 
ED238686 
ED238687 
ED237340 
ED237341 
ED237342 
ED237343// 
ED237344 
ED237345 
ED237346 
ED237347 
ED237348 
ED237349 
ED237350 
ED237351 
ED237352 
ED237353 
ED237354 
ED237355 
ED237356 
ED237357 
ED237358 
ED237359 
ED238688 
ED237360 
ED237361 
ED237362 
ED237363 
ED237364 
ED237365 
ED237366 
ED237367 
ED237368 
ED237369 
ED238689 
ED238690 
ED238691 
ED238692 
ED238693 
ED238694 
ED238695 
ED238696 
ED238697 
ED238698 
ED238699 
ED238700 
ED238701 
ED238702 
ED238703 
ED238704 
ED238705 
ED238706 
ED238707 
ED238708 
ED238709 
ED238710 
ED238711 
ED238712 
ED238713 
ED238714 
ED238715 
ED238716 
ED239847 
ED238717 
ED238718 
ED238719 
ED238720 
ED238721 
ED238722 
ED238723 
ED238724 
ED238725 


SE043747 


SE043831 
SE043832 
SE043833 
SE043834 
3E043835 
SE043836 
SE043837 


SE044145 


ED238726 
ED238727 
ED238728 


ED238732// 
ED238733 
ED238734 
ED239849 
ED239850 
ED239851 
ED239852 
ED238735 
ED238736 
ED238737 
ED239853 
ED239854 
ED239855 
ED239856 
ED239857 
ED239858 
ED239859 
ED239860 
ED238738 
ED239861 
ED239862 
ED239863 
ED239864// 
ED239865 
ED239866 
ED239867 
ED239868 
ED239869 
ED239870 
ED239871 
ED239872 
ED239873 
ED239874 
ED239875 
ED239876 
ED239877 
ED239878 
ED239879 
ED239880 
ED239881 
ED239882 
ED239883 
ED239884 
ED239885 
ED239886 
ED239887 
ED239888 
ED239889 
ED239890 
ED239891 
ED239892 
ED239893 
ED239894 
ED239895 
ED239896 
ED239897 
ED239898 
ED239899 
ED239900 
ED239901 
ED239902 
ED239903 
ED239904 
ED239905 
ED239906 
ED239907 
ED239908 
ED239909 
ED239910 
ED239911 
ED239912 
ED239913 
ED239914 
ED239915 
ED239916 
ED239917 
ED239918 
ED239919 
ED239920 
ED239921 
ED239922 
ED239923 
ED239924 
ED239925 
ED239926 
ED239927 
ED239928 
ED239929 


$0013482 


$0014955 
$0014956 
$0014957 
$0014958 
$0014959 
$0014960 
$0014961 
$0014962 
$0014963 


ED233914 
ED233915 


ED233916 
ED233917 
ED233918 
ED233919 
ED233920 
ED238739 
ED233921 
ED233922 
ED237370 
ED233923 
ED239931 
ED233924 
ED233925 
ED233926 
ED233927 
ED233928 
ED233929 
ED233930 
ED235049 
ED235050 
ED233931 
ED235051 
ED235052 


ED235070 
ED235071 
ED235072 
ED235073 


ED237371 
ED238740 
ED237372 
ED237373 
ED237374 
ED238741 
ED238742 
ED238743 
ED233932 
ED237375 
ED237376 
ED239932 
ED237377 
ED236063 
ED233933 
ED235075 
ED233934 
ED233935 
ED233936 
ED233937 
ED233938 
ED233939 
ED233940 
ED233941 
ED233942 
ED233943 


ED233946 
ED233947 
ED233948 
ED233949 
ED233950 
ED235076 
ED238744 
ED233951 
ED237378 
ED233952 
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ED233953 ED236096 $0015209 ED237442 ED238802 
ED233954 ED237391 ED237443 
ED233955 ED237392 ED238772 
ED237393 ED238773 
ED237394 ED238774 
ED237395 ED23994 
ED233958 
ED233959 
ED238748 
ED237397 
ED237398 


ED238805 
ED238749 ED238806 
ED238750 ED238807 
ED238751 ED238808 
ED238745 5 ED239935 ED238809 
ED238746 ED239936 ED238810 
ED238747 ED238752 ED238811 
ED233964 ED238753 ED238812 
ED235086 ED238754 ED238813 
ED237379 ED238755 ED238814 
ED238756 ED238815 
ED238757 ED238816 
ED238758 ED238817 
ED238759 ED238818 
ED239937 ED238819 
ED238760 ED240020 
ED238761 ED240021 
ED238762 ED240022 
ED236099 
ED237402 
ED236100 
ED236101 
ED237403 
ED236102 
ED237404 
ED237405 
ED239938 
ED237382 ED236103 
ED236066 ED236104 
ED236067 ED236105 
ED235100 ED236106 ED239983 
ED235101 ED236107 ED239984 
ED236068 ED236108 ED239985 
ED235102 ED237406 ED239986 
ED235103 ED237407 ED239987 
ED235104 ED239939 ED239988 
ED235105 ED239940 ED239989 
ED235106 ED237408 ED239990 
ED235107 ED237409 ED239991 
ED235108 ED237410 ED239992 
ED237383 ED237411 ED239993 
ED237412 ED239994 
ED237413 ED239995 
ED238763 ED239996 
ED237414 ED239997 80015437 ED240048 
ED235110 ED237415 ED239998 
ED235111 ED237416 ED238775 
ED235112 ED237417 ED238776 SP022419 ED236109 
ED237418 ED238777 ED233968 
ED237419 ED238778 ED235114 
ED237420 ED238779 ED233969 
ED237421 ED238780 ED237444 
ED237422 ED238781 ED237445 
ED237423 ED238782 ED237446 
ED237424 ED239999 ED238821 
ED237425 ED238783 ED233970 
ED237426 ED238784 ED235115 
ED237427 ED238785 ED236110 
ED237428 ED238786 ED233971 
ED237429 ED238787 ED233972 
ED237430 ED238788 ED233973 
ED237431 ED238789 ED233974 
ED235113 ED237432 ED238790 ED233975 
ED237385 ED237433 ED238791 ED233976 
ED236084 ED237434 ED238792 ED233977 
ED236085 ED237435 ED238793 ED233978 
ED237386 ED237436 ED238794 ED233979 
ED237387 ED237437 ED238795 ED233980 
ED237438 ED238796 ED233981 
ED237439 ED238797 ED233982 
ED238764 ED240000 ED235116 
ED238765 ED240001 ED236111 
ED238766 ED240002 ED236112 
ED237440 ED240003 ED236113 
ED238767 $0015 ED238798 ED236114 
ED238768 ED236115 
ED238769 ED236116 
ED238770 ED237447 
ED238771 SP022533 ED237448 
ED239941 SP022534 ED236117 
ED237441 SP022535 ED236118 
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SP022536 


ED237449 
ED238822 
ED240049 
ED236119 
ED237450 
ED238823 
ED236120 
ED237451 
ED237452 
ED240050 
ED238824 
ED238825 
ED238826 
ED240051 
ED237453 
ED238827 
ED240052 
ED240053 
ED237454 
ED240054 
ED240055 
ED240056 
ED240057 
ED238828 
ED240058 
ED240059 
ED238829 
ED240060 
ED238830 
ED238831 
ED240061 
ED240062 
ED240063 
ED237455 
ED237456// 
ED237457// 
ED237458// 
ED237459// 
ED237460// 
ED237461// 
ED237462// 
ED237463// 
ED237464// 
ED237465// 
ED237466// 
ED233983 
ED233984 
ED233985 
ED233986 
ED233987 
ED233988 
ED233989 
ED233990 
ED233991 
ED233992 
ED233993 
ED233994 
ED233995 
ED233996 
ED233997 
ED233998 
ED233999 
ED235117 
ED236121 


ED234010 
ED234011 
ED234012 
ED234013 
ED236122 
ED235118 
ED234014 
ED234015 
ED234016 
ED234017 
ED234018 


ED234030 


SP023152 


ED234031 


ED235119 
ED236123 


ED235120 
ED235121 
ED235122 
ED234047 
ED234048 
ED236124 
ED234049 
ED234050 
ED236125 
ED235123 
ED235124 
ED235125 
ED234051 
ED234052 
ED234053 
ED234054 
ED235126 
ED235127 
ED235128 
ED235129 
ED235130 
ED235131 
ED235132 
ED235133 
ED236126 
ED235134 
ED235135 
ED235136 
ED235137 
ED235138 
ED235139 
ED235140 
ED235141 
ED235142 
ED235143 
ED235144 
ED235145 
ED235146 
ED235147 
ED235148 
ED235149 
ED235150 
ED235151 
ED235152 
ED235153 
ED235154 
ED235155 
ED235156 
ED235157 
ED235158 
ED235159 
ED235160 
ED235161 
ED235162 
ED235163 
ED235164 
ED235165 
ED235166 
ED235167 
ED235168 
ED235169 


ED236128 
ED235170 
ED235171 
ED235172 
ED235173 
ED236129 
ED237468 
ED237469 
ED236130 
ED236131 
ED235174// 
ED238833 
ED237470 
ED236132 
ED236133 


SP023153 
SP023157 
SP023158 


ED235175 
ED236134 
ED236135 
ED236136 
ED236137// 
ED236138 
ED236139 
ED236140 
ED236141 
ED236142 
ED236143 
ED236144 
ED236145 
ED236146 
ED236147 
ED238834 
ED236148 
ED236149 
ED236150 
ED236151 
ED236152 
ED237471 
ED237472 
ED237473 
ED237474 
ED237475 
ED240064 
ED237476 
ED237477 
ED237478 
ED237479 
ED237480 
ED237481 
ED237482 
ED237483 
ED237484 
ED237485 
ED237486 
ED238835 
ED237487 
ED237488 
ED237489 
ED237490 
ED237491 
ED237492 
ED237493 
ED237494 
ED237495 
ED237496 
ED237497 
ED237498 
ED238836 
ED237499 
ED238837 


ED237501 
ED237502 
ED237503 
ED237504 
ED237505 
ED237506 
ED237507 
ED238838 
ED237508// 
ED237509 
ED238839 
ED238840 
ED238841 
ED240066 
ED237510 
ED238842 
ED238843 
ED238844 
ED238845 
ED238846 
ED238847 
ED238848 
ED240067 
ED238849 
ED238850 
ED238851 
ED238852 
ED238853 
ED238854 
ED238855 
ED238856 
ED238857 
ED240068 
ED238858 
ED238859 
ED238860 
ED238861 
ED238862 
ED236153 
ED238863 
ED238864 


ED238865// 
ED238866 
ED238867// 
ED240069 
ED240070 
ED238868 
ED238869 
ED238870 
ED238871 
ED238872 
ED238873 
ED238874 
ED238875 
ED238876 
ED238877// 
ED238878 
ED238879 


ED238881 
ED240078 
ED240079 
ED238882 


ED238883 
ED238884 
ED238885 
ED238886 
ED238887 
ED238888 
ED238889 


ED238891 
ED240087 
ED238892 


ED240121 


ED236154 
ED238893 
ED237511 
ED237512 
ED237513 
ED237514 
ED236155 
ED234055 
ED237515 
ED237516 
ED237517 
ED240122 
ED237518 
ED236156 
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ED235215 T™M830750 ED236228 TM832011 ED240131 
ED235216 ED236229 ED240132 
ED235217 ED236230 ED238906 
ED235218 ED236231 ED238907 
ED235219 ED236232 ED237580 
ED235220 ED236233 ED237581 
ED235221 ED237524 ED238908 
ED236167 ED236234 ED237582 
ED235222 ED237525 ED238909 
ED235223 ED237526 ED238910 
ED235224 ED236235 ED238911 
ED235225 ED237527 
ED235226 ED236236 
ED237523 T8307 ED236237 
ED235227 ED236238 ED238912 
ED235228 ED236239 ED238913 
ED236168 ED236240 ED238914 
ED235229 ED236241 ED238915 
ED235230 ED236242 ED238916 
ED235231 ED236243 ED238917 
ED235232 ED236244 ED238918 
ED236169 ED236245 ED238919 
ED236170 ED236246 ED238920 
ED235233 ED237528 ED238921 
ED235234 ED237529 ED240136 
ED236171 ED237530 ED238922 
ED235235 ED236247 ED238923 
ED235236 ED236248 ED238924 
ED235237 ED236249 ED238925 
ED235238 ED236250 ED240137 
ED236172 ED237531 ED240138 
ED235239 ED237532 ED238926 
ED235240 ED237533 ED238927 
ED235241 ED237534 ED240139 
ED236173 ED237535 ED238928 
ED235185 ED236174 ED238897 ED238929 
ED235186 ED235242 ED238898 ED240140 
ED235243 ED236251 ED238930 
ED235244 ED237536 ED238931 
ED236175 ED237537 ED238932 
ED235245 ED234097 ED238933 
ED235246 ED237538 ED238934 
ED236176 ED240126 ED238935 
ED236177 ED240127 ED238936 
ED236178 ED238899 ED238937 
ED236179 ED237539 ED238938 
ED236180 ED240128 ED238939 
ED235188 ED236181 ED237540 ED238940 
ED237522 ED236182 ED237541 ED238941 
ED234081 ED236183 ED237542 ED238942 
ED234082 ED236184 ED237543 ED238943 
ED234083 ED236185 ED237544 ED238944 
ED235189 ED236186 ED237545 ED238945 
ED236187 ED237546 ED240141 
ED236188 ED237547 ED238946 
ED235191 ED236189 ED237548 ED240142 
ED235192 ED236190 ED238900 ED238947 
ED236191 ED237549 ED240143 
ED236192 ED240129 ED240144 
ED236193 ED237550 TM840060 ED238948 
ED236194 ED237551 ED240145 
ED236195 ED237552 ED240146 
ED236196 ED237553 ED238949 
ED236197 ED237554 ED240147 
ED236198 ED237555 ED238950 
ED235197 ED236199 ED237556 ED240148 
ED235198 ED236200 ED237557 ED240149 
ED236201 ED237558 ED240150 
ED236202 ED237559 ED240151 
ED236203 ED237560 ED240152 
ED236204 ED237561 ED240153 
ED236205 ED237562 ED240154 
ED236206 ED2.-0130 ED240155 
ED236207 ED237563 ED240156 
ED238895 ED237564 ED240157 
ED236208 ED237565 ED240158 
ED236209 ED237566 ED240159 
ED240125 ED237567 ED240160 
ED236210 ED237568 


ED24016i 
ED236211 ED237569 ED240162 
ED236212 ED237570 ED240163 
ED236213 ED237571 


ED240164 
ED238896 ED237572 ED240165 
ED236214 ED237573 ED240166 


ED236215 ED237574 240167 
EDI36216 EDI37575 ED240168 
2. 

ED236218 ED237576 TM840125 ED240169 

ED236219 ED237577 

ED236220 ED237578 UD022824 ED234099 
ED236221 ED238902 ED237583 
ED236222 ED237579 ED234100 


ED236223 ED234101// 
ED236224 ED235247 


ED236225 ED234102 
ED236226 ED234103 
ED235214 ED236227 TM832007 ED236252 ED234104 





Clearinghouse Number/ED Number Cross Reference Index 


ED235248 UD023121 ED235271 UD023236 ED238975 

ED235249 ED235272 ED238976 

ED235250 ED235273 ED240178 

ED235251 ED235274 ED240179 

ED235252 ED235275 ED240180 

ED235253 ED235276 ED237614 

ED235254 ED235277 ED238977 

ED236253 ED235278 ED238978 

ED237584 ED235279 ED240181 

ED237585 ED235280 ED238979 

ED237586 ED235281 ED238980 

ED240170 ED235282 ED238981 

ED240171 ED235283 ED240182 

ED240172 ED235284 ED238982 

ED234105 ED237615 

ED234106 ED237616 

ED234107 ED235286 ED237617 

ED234108 ED235287 ED237618 

ED234109 ED236270 ED237619 

ED234110 ED235288 ED237620 

ED234111 ED235289 ED237621 

ED236254 ED236271 ED237622 

ED235255 ED235290 ED237623 

ED234112 ED235291 ED240183 

ED234113 ED236272 ED237624 

ED234114 ED236273 ED240184 

ED234115 ED235292 ED238983 

ED236255 ED235293 ED238984 

ED234116 ED235294 ED237625 

ED234117 ED235295 ED237626 

ED234118 ED235296 ED240185 

ED236256 ED236274 ED238985 

ED234119 ED236275 ED238986 

ED236257 ED236276 ED238987 

ED234120 ED236277 ED238988 

ED234121 ED236278 ED238989 

ED234122 ED237587 

ED234123 ED237588 

ED234124 ED236279 

ED234125 ED236280 

ED234126 ED236281 

ED234127 ED237589 

ED234128 ED236282 

ED234129 ED236283 

ED234130 ED240173// 

ED234131 ED240174// 

ED236258 ED236284 

ED236259 ED236285 

ED234132 ED236286 ED237627 

ED235256 ED236287 ED237628 

ED234133 ED236288 

ED234134 ED236289 

ED234135 ED236290 

ED236260 ED236291 

ED238951 ED236292 

ED238952 ED236293 

ED238953 ED236294 

ED238954 ED236295 

ED238955 ED236296 

ED238956 ED236297 

ED238957 ED236298 

ED238958 ED236299 

ED238959 ED236300 

ED238960 ED238970 

ED238961 ED236301 3 

ED238962 ED237590 ED240191 

ED238963 ED236302// ED240192 

ED238964 ED237591 ED240193 

ED238965 ED237592 

ED238966 ED237593 

ED238967 ED237594 

ED238968 ED237595 

ED234136// ED237596 

ED234137// ED238971 

ED235257 ED238972 

ED235258 ED237597 

ED235259 ED237598 

ED235260 ED237599 ED239011// 

ED235261 ED237600 ED240201 

ED235262 ED237601 ED240202 

ED235263 ED237602 ED240203 

ED236261 ED237603 ED240204 

ED236262 ED240175 ED240205 

ED236263 ED237604 ED240206 

ED238969 ED238973 ED240207 

ED236264 ED237605 ED240208 

ED236265 ED237606 ED240209// 

ED236266 ED237607 ED240210 

ED236267 ED238974 ED240211 

ED235264 ED237608 ED240212 

ED235265 ED237609 ED240213 

ED235266 ED237610 ED240214 

ED236268 ED237611 ED240215 

ED235267 ED237612 ED240216 

ED235268 ED240176 ED240217 

ED235269 ED237613 ED240218 
UD023120 ED235270 UD023235 ED240177 UD023395 ED240219 





THESAURUS ADDITIONS AND 


CHANGES 


The following additions and modifications have been made to the ERIC controlled vocabulary since October 1983. They are, 
therefore, not included in the 10th (1984) edition of the Thesaurus of ERIC Descriptors. 


ADAPTIVE TESTING Feb. 1984 
SN bing age py. heme sagem ed 
the examinee's ability as shown by responses to 


UF 


UF 


Computestond hein oie 

USE a a ; COM ASSISTED 
(Replaces *‘Computer Adaptive Testing’ as USE 
Reference) 

Conqueetind Tailored T 

USE ADAPTIVE TESTING; 
TESTING 


(Replaces *‘Computer Tailored Testing’ as USE 
Reference) 


ASSISTED 


SEL OCATED WORKERS Mar. 1984 
Workers who have lost their jobs because of eco- 
nomic and changes in a business or 
indestry. €.8., eae ae i increased 
competition, automation, or market fluctuations 
UF Disemployment 
Displaced Workers 
Y RETIREMENT Mar. 1984 
SN Withdrawal from one's occupation or career at an 
earlier age or time than is mandatory or customary 


EDUCATIONAL ASSESSMENT Jan. 1974 

SN_ (Scope Note Changed) Determining and interpreting 
the attainment of educational objectives (nationwide, 
statewide, or locally) for use in educational 
development, policy formation, and resource alloca- 
tion (note: do not confuse with **Educational Diag- 
nosis** or *“Testing**) 


Ute TECHNOLADICAL ADVANCEMENT 


SAREE 


MARITIME EDUCATION Feb. 1984 

SN ___Learning/ieaching activities concerned with build- 
ing, operating, and navigating boats, ships, and other 
floating structures, as well as related harbor and dock 
pce te 


MARXIAN ANALYSIS Mar. 1984 

SN Application of Marxist concepts, principles, and 
models in any field (e.g., educational or historical or 
literary criticism) 

UF Marxist Criticism 


MARXISM Mar. 1984 

SN Body of social, economic, and oe 6 —— 
originating with Karl Marx and Fnedrich Engels— 
distinguished by the labor theory of value, the princi- 
ples of dialectical materialism and economic deter- 
minism, and the doctrine of revolutionary change 
leading to a classless society 

UF _ Dialectical Materialism 


MONTE CARLO METHODS Mar. 1984 

SN __ Statistical simulation techniques using random num- 
bers to derive probabilistic approximations to the 
solutions of problems—used especially for complex 
problems with many variables or interrelationships 


NONTENURED FACULTY Feb. 1984 

SN Academic staff who have not received tenure (per- 
manence of position) at their school or institution— 
includes those awaiting tenured appointments and 
those who are ineligible for tenure 

UF Nontenured Teachers 
Untenured Faculty 


OCEANOGRAPHY Mar. 1980 
SN (Scope Note Changed) Science that deals with the 
oceans and other large bodies of water, including 
their exploration, preservation, use, and interactions 
with air, dry land, and all life forms 


ROBOTICS Mar. 1984 

SN Study, design, and use of robots, mechanical devices 
that can be programed to perform tasks of manipula- 
tion and locomotion under automatic control 

UF _ Industrial Robotics 
Robots 


=. mg INE MECHANICS Mar. 1984 
Assembly, operation, and repair of reciprocating in- 
ternal-combustion engines used on lawnmowers, 
garden tractors, chain saws, and other portable 
power equipment—small engines are generally air- 
cooled and under 20 horsepower 


UNDOCUMENTED IMMIGRANTS Feb. 1984 
SN __ Persons residing in a foreign country without proper 
authorization, having entered thai country by unlaw- 
ful means or having violated the provisions of their 
visas 
Alien Illegality 
Illegal Aliens 
Immigrant Illegality 


Undocumented Workers 
USE FOREIGN WORKERS; UNDOCUMENTED IM- 
MIGRANTS 





HOW TO ORDER ERIC DOCUMENTS 


ERIC © DOCUMENT REPRODUCTION SERVICE 
P.O. Box 190 ARLINGTON, VIRGINIA 22210 e (703) 841-1212 Dp RS 


OPERATED BY COMPUTER MICROFILM INTERNATIONAL CORP. 


IMPORTANT INSTRUCTIONS ome 


e ORDER BY ED NO. (6 digits) e ENCLOSE CHECK OR MONEY 
See Resources in Education ORDER 
(RIE) Payable to EDRS in US. 

© SPECIFY EITHER: Funds. Check must indicate 


: BILL TO: 
Microfiche (MF) Saute eames number of your 
or E 


Paper Copy (PC) OR ENCLOSE AUTHORIZED 
e ENTER UNIT PRICE ORIGINAL PURCHASE ORDER 
(See Below) e COMPLETE AND SIGN BELOW 


© INCLUDE SHIPPING CHARGES 
(See Charts Below) 





ORDER FORM 
































NO. OF COPIES 
MF PC 


ED NUMBER 





Date 








Signature 








Title 











UNIT PRICE SCHEDULE 








MICROFICHE (MF) 


NUMBER FICHE EACH ED # PRICE CODE 
1 to 5 (up to 480 pages) 
6 (481-576 pages 
7 (577-672 pages 
8 (673-768 pages) 
Each additional! 
microfiche (additional 96 pages) 


























PAPER COPY (PC) 
NUMBER PAGES EACH ED # PRICE CODE Price 

















TOTAL NO. OF PAGES SUBTOTAL 





VA RESIDENTS ADD 
TAX EXEMPT NO: 4% SALES TAX 





SHIPPING 
Each additional 
eamae DEPOSIT ACCT. NO. TOTAL 


























CHARTS FOR DETERMINING SHIPPING CHARGES 








ist CLASS POSTAGE FOR 
1-3 4-8 9-14 15-18 19-21 22-27 28-32 

Microfiche Microfiche Microfiche Microfiche Microfiche Microfiche Microfiche 
ONLY | ONLY ONLY ONLY ONLY ONLY ONLY 
$20. | $37 $.54 $.71 $.88 $1.05 $1.22 























U.P.S. CHARGES FOR 





33-75 MF 76-150 151-225 | 226-300 | 301-375 376-450 451-525 526-1500 


or 1-75 PC MF or PC MF or PC MF or PC | MF or PC MF or PC MF or PC MF or PC 
PAGES PAGES PAGES | PAGES | PAGES PAGES PAGES PAGES 
Not to Exceed |Not to Exceed|Not to Exceed Not to Exceed|Not to Exceed| Not.to Exceed |Not to Exceed] Not to Exceed 


$1.59 | $1.97 $236 | $2.74 $3.13 $3.51 $3.90 $4.28-$8.90 


NOTE-— Orders for 33 or more microfiche and all orders for paper copies (PC) will be shipped via United Parcel Service unless’ otherwise instructed. 


PLEASE DO NOT REMOVE. 
THIS FORM MAY BE PHOTOCOPIED OR ADDITIONAL COPIES OBTAINED FROM EDRS. 


1b | 2 Ibs je - 6s | =Oae 6 Ibs 7 Ibs 8 to 20 Ibs 
! 
| 
| 
| 
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GENERAL INFORMATION 


1. PRICE LIST 

The prices set forth herein may be changed without notice; however, any 
price change will be subject to the approval of the National Institute of 
Education Contracting Officer. 


2. PAYMENT 

The prices set forth herein do not include any sales, use, excise, or similar 

taxes which may apply to the sale of microfiche or hard copy to the 

Customer. The cost of such taxes, if any, shall be borne by the Customer. 
Payment shall be made net thirty (30) days from date of invoice. Payment 

shail be without expense to CMIC. 


3. REPRODUCTION 
Express permission to d ighted di t ided here- 
under must be obtained in aan the copyright holder noted on thetitle 


page of such copyrighted document. 


4. CONTINGENCIES 

CMIC shail not be liable to Customer or any other person for any failure or 
delay in the performance of any obligation if such failure of delay (a) is due to 
events beyond the control of CMIC including, but not limited to, fire, storm, 
flood, earthquake, explosion, accident, acts of the public enemy, strikes, 
lockouts, labor disputes, labor shortage, work stoppages, transportation 
embargoes or delays, failure or shortage of materials, supplies or machinery, 
acts of God, or acts or regulations or priorities of the federal, state, or 
local governments; (b) is due to failures of performance of subcontractors 
beyond CMIC’s control and without negligence on the part of CMIC; or (c) is 
due to erroneous or incomplete information furnished by Customer. 


5. LIABILITY 
CMIC’s liability, if any, arising hereunder shall not exceed restitution of 








in no event shall CMIC be liable for special, tial, or liquidated 
damages arising from the provision of services hereunder. 


6. WARRANTY 

CMIC MAKES NO WARRANTY, EXPRESS OR IMPLIED, AS TO ANY 
MATTER WHATSOEVER, INCLUDING ANY WARRANTY OF MERCHANT- 
ABILITY OR FITNESS FOR ANY PARTICULAR PURPOSE. 


7. QUALITY 

CMIC will replace products returned because of reproduction defects or 
incompleteness. The quality of the input document is not the responsibility of 
CMIC. Best available copy will be supplied. 


8. CHANGES 
No waiver, alteration, or modification of any of the provisions hereof shall be 
binding unless in writing and signed by an officer of CMIC. 


9. DEFAULT AND WAIVER 

a. If Customer fails with respect to this orany other agreement with CMIC to 
pay any invoice when due ort rdered, CMIC may 
without prejudice to other remedies defer ¢ any further shipments until 
the default is corrected, or cancel this Purchase Order. 

b. No course of conduct nor any delay of CMIC in exercising any right 
hereunder shall waive any rights of CMIC or modify this Agreement 


10. GOVERNING LAW 

This Agreement shall be trued to be bet, 
concerning its validity, construction, or perf 
laws of the State of New York 


11. DEPOSIT ACCOUNTS 

Customers who have a continuing need for ERIC documents may open a 
Deposit account by depositing a minimum of $200.00. Once a deposit 
account is opened, ERIC documents will be sent upon request, and the 
account charged for the actual cost and postage. A monthly statement of the 
account will be furnished. 


12. STANDING ORDER ACCOUNTS 

Customers who desire to receive microfiche copies of all ERIC reports 
announced in each issue of Resources in Education may d 

$2000.00 or submitting an executed purchase order. The cost of each issue 
and postage will be charged against the account A monthly statement of the 
account will be furnished. 


13. PAPER COPY (PC) 

A paper copy (PC) is xerographic reproduction, on paper, of the original 
document. Each paper copy has a Vellum Bristol cover to identify and protect 
the document. 


14. FOREIGN POSTAGE 

Postage for all countries other than the United States is based on the 
international Postal Rates in effect at the time the order is shipped. To 
determine postage ailow 75 microfiche or 75 (PC) pages per pound. 
Customers must specify the exact classification of mail desired, and include 
the postage for that classification with their order. Payment must be 
in United States funds. 








merchants. Any question 
ce shall be governed by the 








OTHER ERIC COLLECTIONS AVAILABLE FROM EDRS 


STANDING ORDERS 


Subscription orders of microfiche copies of all ERIC reports announced in each issue of 
Resources in Education average $160.00 per month. 


BACK COLLECTIONS (postage extra) 


Reports in Research in Education for 1966 and 1967 
Reports in Research in Education for 1968 
Reports in Research in Education for 1969 
Reports in Research in Education for 1970 
Reports in Research in Education for 1971 
Reports in Research in Education for 1972 
Reports in Research in Education for 1973 
Reports in Research in Education for 1974 
Reports in Resources in Education for 1975 
Reports in Resources in Education for 1976 
Reports in Resources in Education for 1977 
Reports in Resources in Education for 1978 
Reports in Resources in Education for 1979 
Reports in Resources in Education for 1980 
Reports in Resources in Education for 1981 
Reports in Resources in Education for 1982 


AIM/ARM MICROFICHE COLLECTIONS (postage extra) 
CLEARINGHOUSE MICROFICHE COLLECTIONS (postage extra) 


SPECIAL COLLECTIONS (postage extra) 


Office of Education Report 1956-65 


Pacesetters in Innovation, Fiscal Year 1966 

Pacesetters in Innovation, Fiscal Year 1967 

Pacesetters in Innovation, Fiscal Year 1968 

Selected Documents on the Disadvantaged 

Selected Documents in Higher Education 

Manpower Research: Inventory for Fiscal Year 1966 and 1967 
Manpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


SPECIAL PRODUCTS (postage included) 


Information Analysis Products Bibliography 1975-1977 
197 





Dialog Information Services, Inc. 


DIALORDER™ SERVICE 


SCOPE OF SERVICE 


EDRS supplies only the ED-numbered items in the ERIC database. ERIC ED-numbered documents 
have three levels of availability: 1) Document available in both microfiche (MF) and paper copy (PC) 
form, 2) Document available only in MF form, or 3) Document not available from EDRS. The prices 
and level are shown with each ED record in the ERIC database. 


-ORDER ERIC must include document form desired (MF or PC) as special instructions. 


The “ship to” and ‘‘bill to’ address will be supplied by DIALOG. Requests for an address other than 
those with your DIALOG account must be supplied as special instructions. EDRS service is 
worldwide. 


OPTIONS AVAILABLE 


Order is shipped 48 hours after receipt of order. Type of delivery should be requested, e.g., airmail, 
United Parcel Service, Federal Express, etc. All shipments are F.0.B. Arlington, Virginia. 


CHARGES AND TERMS 


Cost of document either in MF or PC is contained in ED record abstract data. Add $.50 per document 
ordered plus postage. Payment upon receipt of invoice in U.S. funds only. 


Deposit accounts desired. 


All postage charges are F.0.B. Arlington, Virginia, and will be billed on invoice. 


MISCELLANEOUS 


Supplier will retrieve orders daily from the DIALOG DIALORDER Service. No payments necessary to 
CCC. 


CONTACT 


Once an order has been retrieved by EDRS and a date and time appear in the .LIST TRANSMITTED 
column, al! questions concerning the order should be directed to: 


EDRS Telephone: 703/841-1212 
P.O. Box 190 
Arlington, VA 22210 


— see ordering procedures on verso — 


*Trademark Reg. U.S. Pat. & Trademark Office. 
ERIC-1 (November 1979) 
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Only ERIC report documents (i.e., ED numbered items only) are supplied by the ERIC Document 
Reproduction Service. To be sure that you are requesting only publications that are available from 
EDRS, the following procedures are recommended: 





— 7? BEGIN 1 
1nov79 20:12:12 User3476 
$0.13 0.005 Hrs File1* 
File1*:ERIC 66-79/SEPT 
Set Items Description (+ =OR;* =AND; — =NOT) 





+ ? KED156700; KED148885; KED148884; KED148880 
KEEP ED156700 
KEEP ED148885 
KEEP ED148884 
KEEP ED148880 


> ? TYPE 99/6/1-4 
99/6/1 


ED156700 
Declining Test Scores: a State Study. 


99/6/2 
ED148885 
List of Hypotheses Advanced to Explain the SAT Score Decline. 





Motivational Factors in the SAT Score Decline. 


99/6/4 

ED148880 
Distribution of SAT Scores to Colleges as an Indicator of 
Changes in the SAT Candidate Population. 


— > ? .Order ERIC (MF, 1 COPY EACH) 
0004 ITEMS IN ORDER 
ORDER SERIAL #00038 


2? LOGOFF 
inov79 20:16:17 User3476 
$1.75 0.070 Hrs File1* 


LOGOFF 20:16:21 





. BEGIN | in the ERIC file. 


. Enter accession numbers for which full document copies are requested; or perform search accord- 
ing to normal DIALOG procedures, KEEPing records in set 99 for order. Be sure to check first 
whether the document is available from EDRS. (This information is given in each ERIC ED- 
numbered record.) 


. TYPE set 99 in a short format to view for accuracy. Delete unwanted items using KEEP-EDnnnnnn 
if necessary. 


. Enter .ORDER ERIC (MF or PC) (number of copies) (special shipping instructions, if any). All ERIC 
orders must include an indication of MF or PC. 


ERIC-2 (November 1979) 





System Development Corporation (SDC) 


ORDER ERIC 


Reports from the Resources in Education (RIE) portion of the ERIC database, available from the ERIC Document 
Reproduction Service (EDRS), are available through the SDC Electronic Maildrop. The online ORDER ERIC 
Command can be used to order these documents. (Documents indexed in Current Index to Journals in Education 
(CIJE) can be ordered through University Microfilms. Se ORDER UMI.) 


Here are the important details for using ORDER ERIC: 


e@ Deposit Account. A deposit account is not required but users may establish one through EDRS 
at the address given below. 


e@ Ordering and Shipping Information. Include the following: 

— Deposit Account Number (if established) or 

— Billing information (if deposit account is not used): name, organization and complete ad- 
dress. 

— Ship to: same as billing information, or name, organization, and complete address. ERIC 
EDRS ships microfiche documents via airmail. Paper copies are shipped via United Parcel 
Service. If special shipping is required, indicate on one line, e.g., SHIP VIA: UPS BLUE 
LABEL. 


— Purchase Order Number (optional). Enter MY P.O. NUMBER IS: and the number. 


e@ Document Information. Include the following on one line: 
— Accession Number (ED Number) (see ORDER UMI for articles [EJ numbers] from CIJE). 
— Document form, i.e., MF for microfiche, HC for hard copy. 
— Number of copies. 


e Rates. Prices of documents are indicated in the Availability (AV) field of ERIC citations or unit 
records. 


EDRS checks its Electronic Maildrop each day and most orders are filled within 48 hours of receipt. 


The key contact for this service at ERIC is: 
ERIC Document Reproduction Service (EDRS) 
P.O. Box 190 
Arlington, VA 22210 
703/841-1212 


Procedure for Using ORDER ERIC 





USER: 
ORDER ERIC 


PROG: 
ENTER ORDER OR TYPE DONE 





USER: 
BILL AND SHIP TO: PROF. SAX 0- PHONE 


PROG: 
ENTER ORDER OR TYPE DONE 











JAZZTOWN COLLEGE OF MUSIC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
SSO0 TROMBONE LANE 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
JAZZTOWN, OH 48000 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDO4YS?798 1 COPY MF 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDOYS9?e 1 COPY HARDCOPY 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
DONE 


PROG: 
YOUR ORDER IS ACCEPTED. 6/26/79 2:17 PM {PACIFIC TIME} 




















Start Your Own 
Personal Library on Microfiche 


A small investment can provide you with your 
own personal library of over 1400 documents addressing 
the hottest topics in education over the past eight years. 
Each year you can add to this personal library (at 
minimal cost) an additional hundred plus documents to 
keep you current with developments in the field of 
education. 

Each year the 16 clearinghouses comprising the 
ERIC (Educational Resources Information Center) net- 
work publish information analysis products (IAP’s) 
which analyze and synthesize for practitioners the current 
thinking on high-interest topics of the day, as reflected 


in the education literature. These ILAP’s have been 
reproduced on microfiche, packaged in Mini-Files for 
easy retrieval and storage, and made available to edu- 
cators at an economical price. Included with each Mini- 
File is a publication that provides abstracts of all the 
IAP’s in that year’s Mini-File and a series of indexes for 
locating the IAP’s by subject, author, and institution. 

You can order all the LAP’s produced during a 
single year, (with the exception of those for 1975-1977, 
which have been combined in one Mini-File) or the 
complete set of six Mini-Files spanning the past eight 
years (1975-1982). 


From the 1982 Mini-File Collection, for example, read what the literature is saying about: 
© Collective Bargaining, Strikes, and Financial Costs in Public Education 


e Counseling for Stress Management 


e@ Recommended English Language Arts Curriculum Guides, K-12 

e Computer Literacy in Higher Education 

e Effects of Teacher Behavior on Preschool Children: A Review of Research 
e Career Education: Collaboration with the Private Sector 

e Calculators, Computers, and Classrooms 


e Error Correction Techniques for the 
e Student Alienation, Student Behavior, and the Urban Schools 

e Computer Systems for the Urban School Administrator: A Guide for Decision Making 
e Strategic Planning, Management, and Decision Making 

e Alternative Programs for Disruptive Youth 

e Lifelong Learning: Formal, Nonformal, Informal, and Self-Direcied 


Foreign Language Classroom 





ORDER FORM 





ERIC Document 
Reproduction Service (EDRS) 


MICROFICHE MINI-FILES 





P.O. Box 190, Arlington, VA 22210 
(703) 841-1212 Year(s) 


Mestlne | perletrus | MancPhes 
Microfiche F ni-Files 
Titles per Mini-File Ordered 





Operated by: Computer Microfilm 


1978 
1979 
1980 
1981 
1982 


International Corp. (CMIC) 1975-1977 574 $1 20.95 





211 43.45 
159 36.93 
176 39.05 
173 39.05 
181 39.05 























1975-1982 1474 250.00 


(Complete Collectiom (Special Reduced Price) 























Enclose check or money order 
Payable to EDRS or Computer Microfilm 
International Corp. (U.S. funds payable 
through a U.S. bank) 


or: 
Enclose authorized original purchase order 


*Prices include U.S. postage and handling. 





Ship To: 














Signature 


Title 














How To Order 
RESOURCES IN EDUCATION 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





RESOURCES IN EDUCATION, monthly abstract journal covering education documents 


Subscription (12 issues/year) 
Domestic: $95.00 
Foreign: $118.75 
Single Issue 


Domestic: $9.50 
Foreign: $11.90 


RESOURCES IN EDUCATION Semiannual lndexes: indexes documents in RIE by 
subject, author, institution, publication type, and clearinghouse number. 
Subscription (2 issues/year, January-June and July-December) 


Domestic: $29.00 
Foreign: $36.25 


Single Issue 
Domestic: $16.00 
Foreign: $20.00 


Note: Prices subject to change without notice 





Address inquiries about missing issues or other service problems to: 


Customer Service Section 
Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


Phone: (202) 275-3054 
Depository Libraries should contact: 


Library Program Service 
Phone: (703) 557-9026 








HAVE A COMPUTER? 
LOOK AT ERICTAPES! 


The Educational Resources Information 
Center (ERIC) data base is available on 
magnetic tape in a variety of options from 
ORI, Inc. Under special authorization from 
the National Institute of Education, U.S. 
Department of Education, these tapes are of- 
fered at unusually low cost to encourage the 
widest possible dissemination. 





The ERIC data base provides coverage of the 
significant literature in the field of educational 
resources. Report literature (announced in 
Resources in Education) is covered from 1966 to 
date, and journal article literature (announced in 
Current Index to Journals in Education) is covered 
from 1969. Monthly, quarterly, and annual updates 
are available for both RJE and CI/JE, so that the 
files may be kept current. 


The basic files are available in the ERIC (IBM 360 
OS) Format. These files include the complete 
resume, (document description, indexing, and ab- 
stract or annotation) of each document announced 
in the respective journal, in accession number 
order. A variety of peripheral files, including 








Postings Files (inverted subject and source indexes) 
and the Thesaurus (controlled indexing vocabulary) 
are also available on magnetic tape, and almost any 
segment of the master files is obtainable on Special 
Order. 


The files may be purchased individually or as a col- 
lection, and substantial discounts are available on 
annual subscriptions for updates. The files are writ- 
ten on new, high-quality, 9-track tapes (600-1200, 
or 2400-ft., as appropriate) at either 1600 or 800 
BPI and are guaranteed. Prices per tape reel start as 
low as $75. 


OO: ERICTOOLS 


NO COMPUTER? 


LOOK AT ERICTOOLS! 


For organizations without access to a computer,* 
ERICTOOLS provide manual multi-viewpoint ac- 
cess to the ERIC document collection. ERIC- 
TOOLS are a series of printed indexes, directories, 
and cross-reference !ists, distributed internally to 
components of the ERIC network. The Title Index 
provides access by document title. The Source 
Directory provides access to all organizational 
names used in the system, i.e., corporate authors 
and sponsoring agencies. Cross-reference lists lead 
the inquirer to the accession number (ED number) 
from: Report Number; Contract Number; and 
Clearinghouse Accession Number. 





The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $20 for some individual 
documents. 


*Many of these documents are also valuable tools for computer searchers. 





For additional information, complete and mail the reply form or call: ERICTAPES/ERICTOOLS 
ORL, Inc., 4833 Rugby Avenue, Suite 301, Bethesda, Maryland 20814, (301) 656-9723 


(RS 2 es ee es 2 0 Ss es 
PLEASE SEND ME INFORMATION ON THE ITEMS CHECKED BELOW 


ERICTAPES 


O REPORT RESUME LINEAR FILES (ERIC Format) Re- 
sources in Education (formerly Research In Education) (RIE) 


O JOURNAL RESUME LINEAR FILES (ERIC Format)Cur- 
rent Index to Journals in Education (CLJE) 

O PERIPHERAL FILES Postings Files (Descriptors, Identifiers, 
Sources): Thesaurus 

O SPECIAL ORDERS Back Files, Sequences, 
CH Collections, etc. 


ERICTOOLS 


O ERIC Network Working Documents 
Title Index, Sources, Indexes, Identifier Authority List, etc. 























Zip 





(Order forms will accompany all descriptive material) 








PRICE CODES 





PAPER COPY/HARD COPY | 
PRICE CODE PAGINATION 





1- 25 
26- 50 
51- 75 
76 - 100 
101 - 125 
126 - 150 
151 - 175 
176 - 200 
201 - 225 
226 - 250 
251 - 275 
276 - 300 
301 - 325 
326 - 350 
351 - 375 
376 - 400 
401 - 425 
426 - 450 
451 - 475 
476 - 500 
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ADD $1.75 FOR EACH ADDITIONAL 25 PAGES, OR FRACTION THEREOF 





MICROFICHE 


PRICE CODE PAGINATION NUMBER OF FICHE PRICE 


MF 1- 480 1-5 $ .97 
MF 481 - 576 6 1.17 
MF 577 - 672 7 1.37 
MF 673 - 768 8 1.57 
MF 769 - 864 9 1.77 
MF 865 - 960 10 1.97 















































ADD $0.20 FOR EACH ADDITIONAL MICROFICHE (1-96 PAGES) 











U.S. DEPARTMENT OF EDUCATION 
NATIONAL INSTITUTE OF EDUCATION 
EDUCATIONAL RESOURCES INFORMATION CENTER (ERIC) 


REPRODUCTION RELEASE (Specific Document) 


DOCUMENT IDENTIFICATION 





Title: 








Author(s): 
Corporate Source (if appropriate): 








Publication Date: 





. REPRODUCTION RELEASE 


In order to disseminate as widely as possible timely and significant materials of interest to the educational community, 
documents announced in the monthly abstract journal of the ERIC system, Resources in Education (RIE), are usually made 
available to users in microfiche and paper copy (or microfiche only) and sold through the ERIC Document Reproduction Ser- 
vice (EDRS). Credit is given to the source of each document, and, if reproduction release is granted, one of the following 
notices is affixed to the document. 


If permission is granted to reproduce the identified document, please CHECK ONE of the options and sign the release 
below. 








“PERMISSION TO REPRODUCE THIS (caidas TO REPRODUCE THIS 
MATERIAL HAS BEEN GRANTED BY MATERIAL IN MICROFICHE ONLY 


i i OR Microfiche HAS BEEN GRANTED BY 
CHECK Microfiche [PERSONAL NAME OR ORGANIZATION (4” x 6” film) 
HERE (4" x 6" film) 


ducti [PERSONAL NAME OR ORGANIZATION® 

reproduction 

and paper copy AS APPROPRIATE 
| Ss 

(8%2" x 11") only AS APPROPRIATE] 


reproduction 


























c THE EDUCATIONAL RESOURCES TO THE EDUCATIONAL RESOURCES 


INFORMATION CENTER (ERIC).” =i INFORMATION CENTER (ERIC).” 








Documents will be processed as indicated provided reproduction quality permits. If permission to reproduce is granted, but neither box is checked, 
will be p d in both microfiche and paper copy. 








“| hereby grant to the Educational Resources Information Center (ERIC) nonexclusive permission to reproduce this document as 
indicated above. Reproduction from the ERIC microfiche by persons other than ERIC employees and its system contractors requires 
permission from the copyright holder. Exception is made for non-profit reproduction of microfiche by libraries and other service 
agencies to satisfy information needs of educators in response to discrete inquiries.”’ 


Signature: Printed Name: 
Organization: 











Position: 
Address: ___ Tel. No.: 


Zip Code: Date: 





























DOCUMENT AVAILABILITY INFORMATION (Non-ERIC Source) 





If permission to reproduce is not granted to ERIC, or, if you wish ERIC to cite the availability of the document from 
another source, please provide the following information regarding the availability of the document. (ERIC will not an- 
nounce a document unless it is publicly available, and a dependable source can be specified. Contributors should also be 
aware that ERIC selection criteria are significantly more stringent for documents which cannot be made available through 
EDRS.) 





Publisher/Distributor: 
Address: 











Price Per Copy: Quantity Price: 
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ERIC Network Components 


There are currently sixteen (16) ERIC Clearinghouses, each responsible for a major area of the field 
of education. Clearinghouses acquire, select, catalog, abstract, and index the documents 
announced in Resources in Education (RIE). They also prepare interpretive summaries and an- 
notated bibliographies dealing with high interest topics and based on the documents analyzed for 
RIE; these information analysis products are also announced in Resources in Education. 


ERIC Clearinghouses: 


ADULT, CAREER, AND VOCATIONAL EDUCATION (CE) 
Ohio State University 

National Center for Research in Vocational Education 
1960 Kenny Rd. 

Columbus, Ohio 43210 

Telephone: (614) 486-3655 


COUNSELING AND PERSONNEL SERVICES (CG) 
University of Michigan 
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Introduction 


This volume cumulates the indexes that appeared in the monthly issues of Resources in Education from 
July through December 1984. This cumulation is intended to be a companion volume to the individual 
issues of Resources in Education, where the complete resumes of educational documents and their 
availability appear. It will be most useful to those who have access to copies of the monthly journal. 


The five indexes are arranged as follows: 


Subject 

Author 

Institution 

Publication Type 

Clearinghouse Accession Number/ED Number Cross Reference Index 


Each entry shows the title of the document and the ED number assigned to the complete resume when it 
was originally announced in Resources in Education. The searcher can use the number to locate a 


particular resume by referring to the ED number ranges that are displayed on the spine and title page of 
each monthly issue. 








Subject Index 


This index lists titles of documents under the major subject terms that have been assigned to characterize their 
contents. The subjects, which conform to those presented in the Thesaurus of ERIC Descriptors and the Identifier 
Authority List, are in word-by-word alphabetical order. 


As shown in the examples below, the accession number is displayed below and to the right of the document title. 
Additional information about the document can be found under that number in the resume section. 


The symbol // appearing after an accession number identifies a document that is not available from the ERIC 
Document Reproduction Service and that is not in the ERIC Microfiche Collection. 





Descriptor 
Title 


Microcomputers 


Public Education and Electronic Technologies. 
ED 226 725 





Accession 
Number 





identifier 
Title 





National Assessment of Educational Progress 


Reading, Science, and Mathematics Trends. A 
Closer Look. 





ED 227 159 Accession 





A Better Chance Inc 
Fighting Myths, Facing Problems, and Framing a 
New Reality. 
ED 243 983 
ABI INFORM 


Development and Implementation of a Hierarchi- 
cal Classification System for the ABI/INFORM 
Database. 

ED 245 703 
A Guide to Searching ONTAP ABI/INFORM. 

ED 245 691 
Using an Audio Cassette and Workbook for 
Group Training. 

ED 246 859 

Ability 

Differences among Ability Groups in Participa- 
tion in the Performing Arts at the High School 
Level. 

ED 247 215 
Hope for Late Bloomers: Another Look at the 
Primacy Effect in Ability Attribution. 

ED 245 154 

Ability Grouping 

Egalitarian versus Elitist Use of Ability Grouping. 

ED 245 821 
The Impact of Sex, Ability, and Item Type on 
Mathematics Performance. 

ED 245 935 
Mathematics Achievement Effects of Three Lev- 
els of Individualization: Whole Class, Ability 
Grouped, and Individualized Instruction. 

ED 242 559 


Ability Identification 
Identifying Mathematically Talented Sixth Grade 
Students in an Upper-Middle Income Commu- 
nity. 
ED 242 529 
Ability Parameters 
An Evaluation of One- and Three-Parameter Lo- 
gistic Tailored Testing Procedures for Use with 
Small Item Pools. 
ED 241 580 


Aboriginal People 
Youth Studies Bulletin. Vol. 3 No. 2. 
ED 244 080 


Abortions 
Study of Effort to Exclude Planned Parenthood 
from Participation in Combined Federal Cam- 
paign. Report Prepared by the Staff of the Sub- 
committee on Civil Service of the Committee on 
Post Office and Civil Service. House of Repre- 
sentatives, 98th Congress, lst Session. Committee 


Print No. 98-8. 
ED 241 131 


Absenteeism (Employee) 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. 
ED 247 037 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. Executive Summary. 
ED 247 038 


Abstract Reasoning 

Are Higher Level Questions Really Better? Work- 
ing Paper #3. 

ED 243 931 
Causal Structure Instruction and Story Compre- 
hension for Mildly Handicapped Children. 

ED 240 519 
Conceptualization, Abstract Skills and Reading 
Comprehension. 

ED 245 202 
Conditional Reasoning and Content Effects: A 
Developmental Analysis of Wason’s Selection 
Task. 

ED 246 649 
Danger: Work on Higher Levels. 

ED 243 944 
Depression and Abstract Problem Solving Abil- 
ity. 

ED 243 061 
The GRE Analytical Score as a Predictor for Ad- 
mission to Ph.D. Candidacy: A Two Year Study. 

ED 246 102 
Learning about Learning: Propositional Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 

ED 244 843 
Partial Acquisition of the Formal Operations. 

ED 242 745 
The Relative Effectiveness of Pictures versus 
Words in Conveying Abstract and Concrete 
Prose. 

ED 243 422 


Report of the Evaluation Meeting on the Carib- 
bean Information System (Port-of-Spain, Trini- 
dad and Tobago, July 6-8, 1983). 

ED 241 031 
Resources in Education (RIE). Volume 19, Num- 
ber 10 

ED 244 046 
Resources in Education (RIE). Volume 19, Num- 
ber 11 


ED 245 058 


Number 


Resources in Education (RIE). Volume 19, Num- 
ber 12. 

ED 246 175 
Resources in Education (RIE). Volume 19, Num- 
ber 7. 

ED 240 226 
Resources in Education (RIE). Volume 19, Num- 
ber 8 

ED 241 672 
Resources in Education (RIE). Volume 19, Num- 
ber 9. 

ED 242 861 


Academic Ability 

An Analysis of Time-Related Score Increments 
and/or Decrements for GRE Repeaters across 
Ability and Sex Groups. 

ED 241 564 
The Effects of Sex and Ability on Performance in 
Mathematics Skill Areas. 

ED 245 936 
Parental Attitude in the San Diego Area regarding 
Foreign Language Study at the Elementary 
School Level. 

ED 245 532 
Student Ability, Student Background, and Stu- 
dent Achievement: Another Look at Life in Effec- 
tive Schools. 

ED 243 985 


Academic Achievement 

The Academic and Social Consequences of Grade 
Retention: A Convergent Analysis. 

ED 247 033 
Academic Attributions for Success and Failure 
among Asian Americans. 

ED 246 145 
Academic Learning Time in the District of Co- 
lumbia Public Schools. 

ED 241 538 
Academic Performance of Howard Community 
College Students in Transfer Institutions: Prelimi- 
nary Findings. Research Report Number 37. 

ED 244 707 
The Academic Performance of Piedmont Virginia 
Community College Transfer Students at the Uni- 
versity of Virginia. Research Report 5-84. 

ED 246 943 
Achievement Results from Five Years of Man- 
dated School Improvement Planning. 

ED 245 324 
Adolescents Who Work: Effects on Work Values, 
Achievement, and Basic Living Skills. 

ED 242 938 
The Adult Student. Research Findings from the 
Wisconsin Assessment Center. Volume I. 

ED 241 733 





Academic Achievement 


An Analysis of Changes Across Time for Schools 
Participating in Educational Quality Assessment 
during 1978-81 and 1979-81. 

ED 243 946 
Assess Student Performance: Knowledge. Second 
Edition. Module D-2 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 


ED 240 313 
Attitudes and Performance in Guided-Design 
Training as a Function of Psychological Type. 

ED 244 867 
Attributions for School Achievement of Anglo 
and Native American Community College Stu- 
dents 

ED 247 075 
Baccalaureate Courses at Bakersfield College: 
Alive and Well in 1984...An Analysis of Enroll- 
ments, Persistence, Purpose and Performance. 

ED 245 776 
Carry-Over Effects of Focusing Postquestions 
Adjunct to Computer-Animated Graphics. 

ED 247 131 
A Causal Model of the Effects of Maternal Em- 
ployment on Adolescent Achievement. 

ED 243 933 
Children’s Social Comparison and Goal Setting in 
Achievement Contexts. 

ED 247 035 
Classroom Interventions Employed in Main- 
streaming. 

ED 244 481 
Class Size and Achievement among College Stu- 
dents. 


ED 245 589 
Cognitive and Physical Relationships in College 
Women and Men. 

ED 244 938 
Cognitive Style and Impressions of Student 
Achievement ‘n Secondary French Classes. 

ED 242 203 
A Comparison of Concrete and Formal Science 
Instruction upon Science Achievement and Rea- 
soning Ability of Sixth Grade Students. 

ED 244 797 
A Comparison of Medical Terminology Exam 
Scores of Students Studying by Computer with 
Students Studying by Slide-Tape. 

ED 244 825 
Computer-Managed Instruction: Individual Dif- 
ferences in Student Performance. 

ED 243 446 
Computer Science Literacy Training for Educa- 
tors: A Case Study. 

ED 245 675 
Conceptual Study of Students’ Sense of Efficacy. 
Final Report. 

ED 241 500 
Contingency Contracting in a Personalized Sys- 
tem of Instruction Class. 

ED 245 642 
Contributions to Achievement: The Role of Ex- 
pectations and Self-Efficacy in Students, Teach- 
ers, and Principals. 

ED 247 290 
Course Taking and Achievement: Findings and 
Implications for Curricular Policy. 

ED 245 414 
The Development of Sex-Related Differences in 
Achievement. 


ED 240 460 
The Disadvantaged Majority: Science Education 
for Women. AETS Outstanding Paper for 1983. 

ED 242 561 
Distance Education at Swedish Universities. An 
Evaluation of the Experimental Programme and a 
ee Study. Uppsala Studies in Education 


ED 243 458 
Educational Aspirations and Achievements of 
Rural and Small Town Mississippi Youth. Bulletin 
880. 


ED 247 049 

Educational Funding and Pupil Achievement: 
The Relationship between the Two Variables. Fi- 
nal Report. 

ED 242 085 
Educational Standards, Testing and Equality. 

ED 247 236 
Effective Management: Important Aspects and 
Impact on Achievement. 

ED 245 299 
Effectiveness of a Computerized Academic Alert 


System on Student Performance. 
ED 245 741 
Effective Schools: A Summary of Research. ERS 
Research Brief. 
ED 240 736// 
The Effect of a Developmental! Writing Course on 
Student Persistence and Achievement: A Re- 
search Report. 


ED 244 687 
The Effect of Basic Skills Assessment on Student 
Achievement and Persistence at Butte College: A 
Research Report. 

ED 244 686 
The Effect of School Size on Student Outcomes. 
Final Report. 

ED 245 382 
The Effect of the Single-Parent Family on Aca- 
demic Achievement. A Review of Related Litera- 
ture. 


ED 241 604 
Effects of Administrative Leadership on Student 
Achievement. 

ED 244 348 
Effects of Computer-Based Education on Ele- 
mentary School Pupils. 

ED 244 616 
Effects of Lab Instruction Emphasizing Process 
Skills on Achievement of College Students Hav- 
ing Different Cognitive Development Levels. 

ED 244 805 
Effects of Parenting and Home Environment on 
Student Achievement in Grades 3 to 5. 

ED 247 002 
The Effects of Talents Unlimited on Academic 
and Social Self-Concept. 

ED 247 007 
Effects of Two Interventive Approaches on the 
Academic Achievement of Nursing Students at a 
Traditional Black College. 

ED 245 595 
Egalitarian versus Elitist Use of Ability Grouping. 

ED 245 821 
An Evaluation of Minority and Female Perfor- 
mance in Army Rotary Wing Aviation Training. 
Volume II: Evaluation Report. Research Report 
1319. 

ED 242 923 
An Evaluation of the Holistic Approach to Im- 
proving Thinking. 

ED 242 759 
An Evaluation of the Napa County Office of Edu- 
cation’s Follow Through Staff Development Ef- 
fort to Increase Student Learning Time and 
Achievement. 

ED 245 303 
An Experimental Test for the Impact of the Give 
and Take’ Economics Series along Cognitive and 
Affective Dimensions. 

ED 246 003 
An Experimental Test of an Extended Discretion 
Laboratory Approach for University General Bi- 
ology. 

ED 245 929 
Factors Affecting the Underachievement of Aca- 
demically Able College Students. 

ED 240 921 
Factors Influencing Performance among Primary 
and Secondary School Pupils in Western Province 
of Kenya: A Policy Study. 

ED 242 620 
Factors in Mainstream Decision Making. [Final 
Report]. 

ED 246 638 
Faculty Renewal, Basic Learning Skills, and Stu- 
deat Success: An Overlooked Relationship? 

ED 244 651 
Fighting Myths, Facing Problems, and Framing a 
New Reality. 

ED 243 983 
The Fourth Revolution in Teaching: Meta-Analy- 
ses. 


ED 244 617 
Identification of Exemplary Teachers of LEP Stu- 
dents. 

ED 247 302 
Impact of School Grade-Organization Patterns on 
Seventh and Eighth Grade Students in K-8 and 
Junior High Schools. 

ED 245 346 
Implementation of Learning Groups in an Au- 
dio-Tutorial Biology Program. 

ED 246 932 
Improving Student Performance in California: 


Subject Index 


Analysis of First Year’s Education Legislation. 

ED 246 149 
Increasing the Duration and Intensity of Aca- 
demic Learning Time in Schools. 

ED 241 130 
The Influence of School Resources in Chile. Their 
Effect on Educational Achievement and Occupa- 
tional Attainment. World 3ank Staff Working Pa- 
pers Number 530. 

ED 240 251 
Inner-City Schools Can Make a Difference. 

ED 243 981 
In Summary: State Superintendent’s Fall Confer- 
ence for School District Administrators (Septem- 
ber 15-16, 1982). 

ED 242 043 
An Investigation of the Variation in Student 
Scores for Effective and Ineffective Schools. 

ED 243 963 
Investigations in Science Education. Volume 10, 
Number 1. 

ED 245 941 
Investment for American Leadership. 

ED 245 586 
Item Analysis and Report of Student Skills of Sec- 
ondary School Students. Technical Report #2, 
Public School Basic Skills Achievement Survey. 

ED 243 964 
Keynote Address of Senator Richard G. Lugar 
National Forum on Excellence in Education (In- 
dianspolis, Indiana, December 8, 1983). 

ED 243 574 
The Knox County Mathematics Basic Skills Im- 
provement Project, 1980-82 Report. 

ED 247 096 
Language and Literacy Learning in Bilingual In- 
struction: Preliminary Report. Descriptive Stud- 
ies—Asian, Spanish, Navajo. 

ED 245 571 
Language Proficiency and Academic Achieve- 
ment. Multilingual Matters 10. 

ED 240 882 
Learning Disabled Students and Computers: A 
Teacher’s Guide Book. 

ED 242 015 
Lowering Expectations: The Impact of Student 
Employment on Classroom Knowledge. Program 
Report 84-1. 

ED 242 941 
Measuring Educational Progress in the South: 
Student Achievement. 

ED 246 753 
The Minority Student in Public Schools: Foster- 
ing Academic Excellence. Office for Minority Ed- 
ucation Monograph Number Three. Proceedings 
of an Invitational Conference, ““What Can Public 
Schools Do to Foster Academic Excellence for 
Poor and Minority Students?” (May 1980). 

ED 243 978 
The Missing Evidence on Student Learning. 

ED 245 593 
Modeled Importance of Learning Strategies and 
Children’s Achievement Behaviors. 

ED 243 966 
A Model for a Magnet Program Which Promotes 
Both High Achievement and Voluntary Integra- 
tion. 

ED 244 041 
Monitoring the Performance of Groups of Formal 
and Concrete Cognitive Tendency Students Using 
an Intensive Time-Series Design. 

ED 243 671 
Motivating Students for Excellence. The Best of 
ERIC on Educational Management, Number 73. 

ED 243 170 
Multidimensional Self-Concepts; Relationships 
with Inferred Self-Concepts and Academic 
Achievement. 

ED 242 786 
National Association for Research in Science 
Teaching Annual Conference, Abstracts of Pres- 
ented Papers (57th, New Orleans, Louisiana, 
April 28-30, 1984). 

ED 241 302 
The Nature-Computer Camp. Final Evaluation 
Report, 1982-1983. E.C.I.A. Chapter 2. 

ED 241 262 

y Help-Seeking in 


NL 





} y and U 
Children. 
ED 247 013 
Non-Traditional Learning Study: Research Note. 
ED 243 556 
Nutrition and Learning: The Breakfast Role. 





Subject Index 


ED 241 463 
Outcome Evaluation of Selected Bilingual Class- 
rooms. 


ED 240 843 
Parent Involvement: A Review of Research and 
Principles of Successful Practice. 

ED 247 032 
Pennsylvania’s Public School Students: Caught in 
the Tide? 


ED 244 992 
Pennsylvania’s Public School Students: What Do 
They Know? What Do They Think? 

ED 244 993 
A Pilot Study on the Congruency of Locus of 
Control and Field Dependence as Related to 
Self-Esteem and Academic Achievement. 

ED 241 492 
Pilot Testing a Model of School Adjustment for 
Postsecondary Vocational Education Programs. 

ED 240 320 
Predicting Student Success from Non-Cognitive 
Variables. 

ED 243 970 
Presentational Behaviors and Student Perfor- 
mance. 


ED 242 640 
Princeton’s Formula for Academic Excellence. 

ED 246 548 
Project WILD Evaluation Final Report of Field 
Test. 


ED 245 890 
Race, Academic Achievement, and Self-Concept 
of Ability. AIR Annual 1984 Forum Paper. 

ED 246 773 
Raise Expectations to Achieve Excellence. 

ED 242 033 
A Regional Laboratory Works with Schools. 

ED 246 032 
Relationship between Classroom Absenteeism 
and Stress Risk/Buffer Factors, Depressogenic 
Attributional Style, Depression and Classroom 
Academic Performance. 


ED 240 474 
The Relationship of School District Size and Cost 
Factors to Achievement of Fourth and Eighth 
Grade Students. 

ED 242 072 
Relationships among Dimensions of Self-Attribu- 
tion, Dimensions of Self-Concept and Academic 
Achievements. 


ED 243 914 
Remedial Math and Language Arts Study: Effec- 
tiveness of Remedial Classes in a Rural Northern 
California Community College District. 

ED 241 091 
Resource Factors in Education and Quality Mea- 
sures. 

ED 243 233 
A Review of Transfer Student Activity among 
Georgia State University and Selected Institu- 
tions of the University System of Georgia. Institu- 
tional Research Report No. 84-8. 

ED 240 967 
The Role of Native Language Instruction in Bilin- 
gual Education. 

ED 241 621 
School Desegregation and Black Achievement. 

ED 241 671 
Schools Can and Do Make a Difference: Findings 
from the ETS Longitudinal Study of Young Chil- 
dren and Their First School Experiences. 

ED 243 984 
School Sector and Cognitive Performance: When 
Is a Little a Little. Report No. 350. 

ED 247 253 
Science Anxiety: An Investigation of Science 
Achievement, Sex and Grade Level Factors. 

ED 243 672 
Science at Age 13. Assessment of Performance 
Unit. Science Report for Teachers: 3. 

ED 243 712// 

Sense of Competence in Science as a Factor in the 
Career Decisions of Men and Women. 

ED 243 716 
Sex and Jurisdiction Differences in Achievement. 

ED 242 534 
Should Late Enrolling New Students Be Regis- 
tered for Classes? 

ED 243 537 
Social Comparison as a Vicarious Source of 
Self-Efficacy Information. 

ED 245 840 
Statewide Survey of Indian Education. Washing- 


ton State. 


ED 245 871 
Structured English Immersion for Hispanic Stu- 
dents in the U.S.: Findings from the Four- 
teen-Year Evaluation of the Uvalde, Texas, 
Program. 

ED 247 058 
Student Ability, Student Background, and Stu- 
dent Achievement: Another Look at Life in Effec- 
tive Schools. 

ED 243 985 
Student Academic Engagement Rates. Final Re- 
port. 

ED 241 599 
Student Achievement in High Technology Pro- 
grams—Community College vs. University Mathe- 
matical Preparation. AIR 1984 Annual Forum 
Paper. 

ED 246 787 
Student Achievement in Illinois: An Analysis of 
Student Progress. [Second Annual Illinois Stu- 
dent Achievement Report.] 

ED 247 263 
A Study of Compensatory and Elementary Edu- 
cation: The Sustaining Effects Study. Final Re- 
port. 

ED 246 991 
A Study of Families and Their Learning Environ- 
ments for Deaf Children. Final Report. 

ED 244 489 
A Study of French Second Language Programs: 
Student Attitudes, Achievement and Articulation 
between Elementary and Secondary Programs. 

ED 246 679 
A Study of Student Performance in the Learning 
Disabilities Program at Mt. San Antonio College. 
Learning Theory. 

ED 240 753 
Study Skills, Self-Concept and Academic 
Achievement for High School Students. 

ED 246 369 
Summary of an Investigation into the Relative 
Effects on Student Performance on a “Block” vs. 
a “Non-Block” Scheduled Developmental Semes- 
ter: Pretest-Posttest Control Group Design. 

ED 244 711 
Tales Out of School: Reports of East European 
Jewish Immigrants in New York City Schools, 
1893-1917. 

ED 245 009 
Teacher Competency as Determined by Student 
Achievement. 

ED 246 645 
Teaching Accounting through Innovative Tech- 
nological Means Chailenges the Gifted and Re- 
tains the Capable Student. 

ED 243 504 
Teaching a Traditional Course in a College and in 
an Urban Educational Setting: One Instructor’s 
History. 

ED 243 994 
Teaching Effectiveness: Research Findings and 
Policy Implications. 

ED 245 351 
The Teaching/Learning Process: State of the Sci- 
ence circa 1983. 

ED 245 305 
A Ten-Year Study on Quantity, Quality and Per- 
sonal Characteristics of Teacher Candidates. 

ED 243 863 
Testing a Model for Promoting Academic Success 
of Learning Disabled Students at the University 
Level. Final Report. 

ED 241 910 
Texas Public Schools: A Sampling of Excellence. 

ED 240 737 
Three-Year Planning Data-Base, 1982-83. Vol. II. 

ED 243 895 
Time and Learning in California Schools. 

ED 244 989 
Time as an Element of School Success. 

ED 246 028 
Time Management and Laboratory Scheduling at 
a Community College: Governance and Manage- 
ment. 

ED 247 094 
Time Today for Temorrow’s Future. 

ED 242 524 
Toward Excellence: Student and Teacher Behav- 
iors as Predictors of School Success. Research 
Summary Report. 

ED 242 704 
Toward Strategic Independence: Policy Consider- 
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ations for Enhancing School Effectiveness. 

ED 245 352 
Triangulation Approach to Research on Science 
Learning in the School Laboratory. 

ED 245 910 
Understanding Student Learning. 

ED 244 959 
The Use of First and Second Languages in Pri- 
mary Education: Selected Case Studies. World 
Bank Staff Working Paper No. 504. 

ED 241 147 
Values and Academic Achievement Among Rural 
Indian High School Students in North Dakota. 

ED 242 469 
Within-Variable, Between-Occasion Error Co- 
variances in Models of Educational Achievement. 

ED 247 276 


Academic Advising 
Academic Advising and the Nontraditional! Stu- 
dent: Collecting Planning, Management, and 
Marketing Information from Student Intake 
Forms. 


ED 242 247 
Academic Advising: The Pivotal Point. Proceed- 
ings of the National Conference on Academic Ad- 
vising. (Sth, Indianapolis, Indiana, October 11-14, 
1981). 


ED 245 577 
Breaking with Tradition: The Advisor as Change 
Agent. Proceedings of the National Conference 
on Academic Advising (6th, San Jose, California, 
October 10-13, 1982). 
ED 240 903 
Development of Oakton Community College’s 
Graduation/Registration/Advisement System 
(GRADS) and the Standards of Academic 
Progress (SOAP) Utilizing Computer Resources. 
ED 243 511 
Effectiveness of a Computerized Academic Alert 
System on Student Performance. 
ED 245 741 


Academic Aptitude 
A Study of Student Viewpoints and Reading 
Achievement. 
ED 244 240 
Academic Aspiration 
Alaska High School Seniors Survey Report, 
1983-1984. 
ED 245 874 
Educational Aspirations and Achievements of 
Rural and Small Town Mississippi Youth. Bulletin 


ED 247 049 
Educational Maturity, Race, and Student Persis- 
tence in College. AIR Annual 1984 Forum Paper. 

ED 246 783 
The Graduate Degree Aspirations of Ethnic Stu- 
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mercial Rabbit Production = Sa Kalusugan ng 
Bayan Rabbit Ang Alagaan. Appropriate Tech- 
nologies for Development. Reprint R-41. 

ED 241 783 
Grazing and Rangeland Development for Live- 
stock Production. A Handbook for Volunteers. 
Agriculture Technology for Developing 
Countries. Appropriate Technologies for Devel- 
opment. Reprint R-47. 

ED 241 785 
Practical Poultry Raising. Appropriate Technolo- 
gies for Development. Manual M-11. 

ED 241 771 
Small Scale Beekeeping. Appropriate Technolo- 
gies for Development. Manual M-17. 

ED 241 775 


Animal Traction 
Animal Traction. Appropriate Technologies for 
Development. Manual M-12. 
ED 241 772 


Animal Welfare 
Animals, Kids & Books: A Guide for Putting Hu- 
mane Books into the Hands of Children. 
ED 244 887 


Alaska Is Our Home-Book 2: A Natural Science 
Handbook for Alaskan Students. 

ED 247 067 
Animal Activities: A Handbook of Humane Edu- 
cation Ideas, Resources and Materials for Ele- 
mentary School Teachers. First Edition. 

ED 243 731 
Animals, Kids & Books: A Guide for Putting Hu- 
mane Books into the Hands of Children. 

ED 244 887 
A Balanced Marine Aquarium [and] The Biology 
of Marine Aquarium Fishes Collected in Monroe 
County, Florida. A Two-Paper NOAA Technical 
Memorandum. 

ED 247 108 
The Dawn Hancock Animal Farm. Farming Ex- 
periences for Children with Mental Handicaps. 

ED 240 821 
Diversity of Marine Animals. Man and the Gulf 
of Mexico Series. 

ED 245 924 
Florida’s Manatee. An Educator’s Guide. Third 
Edition Revised. 

ED 243 665 
Guidelines for Marine Biological Reference Col- 
a Unesco Reports in Marine Sciences, No. 
az 
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ED 241 306 
Gypsy Moth Workbook. 

ED 242 519 
Illinois Natural Heritage Conservation /Educa- 
tion Kit III. Special Theme: Prairie and Open 
Habitats Ecology and Management. 

ED 247 121 
Illinois Natural Heritage Conservation /Educa- 
tion Kit IV. Special Theme: Wetland Ecology and 
Management. 

ED 247 122 
Illinois Natural Heritage Conservation/Educa- 
tion Kit. Special Theme: “Remember These Pre- 
cious Few.” Illinois’ Endangered and Threatened 
Plants and Animals. 

ED 247 119 
Kindergarten Science Unit on Animals. 

ED 242 510 
Life Tracks Series. 

ED 247 106 
Marine Organisms in the Classroom. Project 
CAPE [Teaching Module] SC1. 

ED 243 727 
Marine Science Career Awareness, Grade Four. 
Revised. 

ED 242 539 
NAAHE Special Report: An Annotated Bibliog- 
raphy of Research Relevant to Humane Educa- 
tion. 

ED 247 114 
A Sea Creature Treasury. Project CAPE Teaching 
Module K-2b. 

ED 243 725 
Water World Creatures. Project CAPE Teaching 
Module K-2a. 

ED 243 724 


Animation 
Filmmaking with Kids. 


ED 241 009 
Simulated Three-Dimensional Computer Graph- 
ics Training Display for Air Weapons Controllers. 
Final Report. 


ED 246 866 


Annotated Bibliographies 
ERIC Clearinghouse Publications, 1983. An An- 
notated Bibliography of Information Analysis 
Products and Other Major Publications of the 
ERIC Clearinghouses, January-December 1983. 
ED 246 919 


Annual Reports 
ESEA Title I Grants to Local Education Agen- 
cies: A Summary of State Reports for 1979-80, 
1980-81, and 1981-82. 
ED 244 344 
A PERT/CPM of the Computer Assisted Com- 
pletion of The Ministry September Report. Re- 
search Report. 
ED 242 029 


Anorexia 
Approaches for Dealing with the Anorexic Infant 
and Toddler. 
ED 242 179 


Anorexia Nervosa 
Anorexia Nervosa—A Teacher’s Perspective. 
ED 245 502 
A Comparison of the Psychological Evaluation of 
Adolescents with Anorexia Nervosa and of Ado- 
lescents with Conduct Disorders. 
ED 243 050 


Anthologies 

Children’s Poetry: Writing as an Awakening. 

ED 244 261 
Holocaust and Genocide: A Search for Con- 
science. A Student Anthology. 

ED 241 452 

Anthropology : 

Anthropological Diplomacy: Case Studies in the 
Applications of Anthropology to International 
Relations. Studies in Third World Societies, Pub- 
lication Number Twenty-One. 

ED 245 965 
Anthropological Diplomacy: Issues and Princi- 
ples. Studies in Third World Societies, Publication 
Number Twenty. 

ED 241 393 
The Anthropology of Anthropologists. 

ED 243 746 
Communications and Conferencing Software for 
Anthropology. 
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ED 244 853 
Culture at a Distance: An Anthroliterary Ap- 
proach to Cross Cultural Education. 

ED 241 423 
Ethnography and Evaluation: The Goodness of 
Fit. Methodology Project. 

ED 243 912 
Missing the Forest for the Trees: Reconciling His- 
tory and Anthropology. Draft. 

ED 244 871 
Using Fiction to Teach Introductory Anthropol- 
ogy. 

ED 242 646 


NAAHE Special Report: An Annotated Bibliog- 
raphy of Research Relevant to Humane Educa- 
tion. 
ED 247 114 
Anticipation 
Observational Acquisition of Conservation after 
Modeled Imitation or Counter-Imitation. 
ED 245 797 
Antisocial Behavior 
Implementing a Theory in a Large-Scale Educa- 
tional Intervention. 
ED 246 105 
Introducing a Microcomputer to a Preschool 
Classroom: The Effects on Children’s Social In- 
teraction. 
ED 243 607 
Anxiety 
Computer Anxiety: Definition, Measurement, 
and Correlates. 
ED 246 085 
Emotional Energy among College Football Play- 
ers. 
ED 246 015 
An Empirical Evaluation of Ellis’ Rational Emo- 
tive Theory. 
ED 246 339 
Mother-Child Interactions during Medical Exam- 
inations. 
ED 241 162 
Nuclear War: Fears and Concerns of College Stu- 
dents. 
ED 245 979 
Providing Direct Instruction in the Language Arts 
Class. 


ED 246 387 
Shyness and Social Anxiety. 

: ; ED 243 033 
Social Anxiety and Performance in Ambiguous 
versus Structured Social Situations. 

; ED 241 883 
Social Anxiety and Reactions to Interpersonal 
Evaluative Information. 

ED 243 058 
Spontaneous Concern about Nuclear War by Col- 


lege Students. 
ED 245 980 


TV Crime News and Real-World Blues: A Pane) 
Study of Social Reality. 
ED 245 271 


Appalachia 
A Checklist and Purchase Guide for School and 
Community Libraries in Appalachia. Special Edi- 
hon. 
ED 242 484 
Is “Home” Still in the Hills? Staff Paper 153. 


ED 241 233 


ED 242 651 
Special Needs Families: Research Synopses. 


School-Family Relations Program. Final Report, 


December 1, 1982 through November 30, 1983. 
BD 245 VIS 
Variation and Change in G 


Communities: Appalachian English and Ozark 


English, 


People of the Appalachians. 





ED 246 682 
Applied Anthropology : 
‘The Problem of Recruiting and Retaining Teach- 


ers for Rural Areas: An Application of Anthropo- 
logical Concepts and Methods in a Department of 
Education, 
ED 243 640 
Applied Linguistics 
‘Teaching Literature Overseas. Languape-Based 
Approaches. ELT Documents 115. First Edition. 


ED 245 563// 
Applied Music 
Mastery Learning and Musical Performance 
Groups. 
ED 241 400 


Applied Sociology 
Applying Sociology to the Teaching of Applied 
Sociology. 
ED 241 425 
Apprenticeships 
Assisting Students in Accessing...Apprenticeship 
Programs. A Guide for the Apprenticeship School 
Linkage Program. 

ED 241 765 
Career Development Education in the Federal 
Republic of Germany. The Report of a Visiting 
Party. Studies in Vocational Education and Train- 
ing in the Federal Republic of Germany. Number 
Ten. 

ED 244 083 
Craft Apprenticeship in Europe. Comparative Pa- 
pers in Further Education. Number Five. 

ED 240 244 
Drywall Finishing Apprenticeship. Course Out- 
line (C-6). 

ED 246 303 
Drywall Finishing Manual. 

ED 246 302 
Experiments with the First Year of Apprentice- 
ships in the Federal Republic of Germany. The 
Report of a Visiting Party. Studies in Vocational 
Education and Training in the Federal Republic of 
Germany. Number Three Revised. 

ED 240 235 
Heavy Duty Mechanics Apprenticeship Training, 
Module One. Volume I. 

ED 246 299 
Heavy Duty Mechanics Apprenticeship Training, 
Module One. Volume II. 

ED 246 300 
National Apprenticeship and Training Standards 
for the CWA. Revised. 

ED 246 278 
The National Apprenticeship Program. Revised. 

ED 246 277 
One-Year Follow-Up of Apprentices in a 
Skilled-Trades Program. Technical Report 
1983-3. 

ED 242 766 
Oversight Hearings on the National Apprentice- 
ship Training Act. Hearings before the Subcom- 
mittee on Employment Opportunities of the 
Committee on Education and Labor, House of 
Representatives, Ninety-Eighth Congress, First 
Session (November 15, 17, 1983). 

ED 246 279 

Appropriate Technology 
Appropriate Technology Bibliography. 

ED 241 266 
hm Science Study Skills Program: People, Energy, 
and Appropriate Technology. Student Text. 

ED 241 352 
hm Science Study Skills Program: People, Energy, 
and Appropriate Technology. Teacher's Guide. 

ED 241 351 

Appropriate Technology Program KS 
UFM: A Community Learning Center. Agency 
Report [1982-83]. 
ED 245 854 


Dniversity for Man Annua) Report for 198). 
245 853 


Appropriateness Measurement 
Appropriateness Measurement with Polychoto- 
mous Item Response Models and Standardized 


Indices. Measurement Series, 84-1. 
ED 246 072 
Approval Needs 
Predicted Social Drinking and the Need for Social 


Approval. 
ED 246 329 


Aptitude 


Analyzing Aptitudes for Learning: Inductive Rea- 


soning. 
ED 243 7&1 


Cerebral L lities and Individualized Instruc- 


tion. Final Report. 
ED 243 445 
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Subject Index 


Analyzing Aptitudes for Learning: Inductive Rea- 
soning. 

ED 243 781 
Appropriateness Measurement with Aptitude 
Test Data and Estimated Parameters. 

ED 241 566 
Correlations of Aptitude Tests with High School 
Grades. Technical Report, 1983-4. 

ED 242 753 
Designing a Prospective Admissions Test for Pub- 
lic Relations Majors. 

ED 246 459 
Evaluation of the ASVAB 8/9/10 Clerical Com- 
posite for Predicting Training School Perfor- 
mance. Technical Report 594. 

ED 246 206 
Factor Structure of the Armed Services Voca- 
tional Aptitude Battery (ASVAB), Forms 8, 9, 
and 10: 1981 Army Applicant Sample. Technical 
Report 581. 

ED 246 100 
The Missing Evidence on Student Learning. 

ED 245 593 
Older and Younger Graduate Students: A Com- 
parison of Goals, Grades, and GRE Scores. 

ED 245 645 
One-Year Follow-Up of Apprentices in a 
Skilled-Trades Program. Technical Report 
1983-3. 

ED 242 766 
— of Success at Typing. Technical Report 

9. 


ED 242 926 
Preparing Black Students for the SAT-—Does It 
Make a Difference? An Evaluation Report of the 
NAACP Test Preparation Project. 

ED 247 350 
Race, Academic Achievement, and Self-Concept 
of Ability. AIR Annual 1984 Forum Paper. 

ED 246 773 
Review for Perceived Bias on ASVAB Forms 11, 
12, and 13. 

ED 241 550 


Aptitude Treatment Interaction 
Cerebral Lateralities and Individualized Instruc- 
tion. Final Report. 
ED 243 445 
Hemispheric Asymmetries and Cognitive Attri- 
butes. 
ED 246 066 


Aquaculture 
Freshwater Fish Pond Culture and Management. 
Appropriate Technologies for Development. 
Manual M-1B. 
ED 242 565 
Aquariums 
Aquatic Habitats, Level 4-9. 
ED 242 509 
A Balanced Marine Aquar*\m [and) The Biology 
of Marine Aquarium Fishes Collected in Monroe 
County, Florida. A Two-Paper NOAA Technical 
Memorandum. 
ED 247 108 
Marine Organisms in the Classroom. Project 


CAPE [Teaching Module) SC1. 
ED 243 727 


Starting and Maintaining a Marine Aquarium: 


4-H Members Guide fand| 4-H Member’s Project 


Record Book. 
ED 242 494 


Aquatic Exercises 
wim Free. A 10 Day Program of Aquatic Exer- 
cises Adapted from Life in the Waterworld. 


ED 24) 212)) 


Aquatic Organisms 
Aquatic Habitats, Level 4-9. 
ED 242 509 


Aquatics . 
Wet wv Safe, Water and Boating Safety. Grades 
4-6. 


ED 244 921 


Aral Bureau of Rducation for the Gulf 
Stati 
‘Arab Bureau of Education for the Gulf States: Its 
Role in the Development of Education. 
ED 244 965 


Arab States 


Dependence and Interdependence in Education 
in the Arab World in the Pre-Colonial, Colonial 





Subject Index 


Periods: the Historical Perspective. 
ED 244 861 
Nonformal Education in the Arab States: A Com- 
parative Analysis. 
ED 243 744 
University Studies in Adult Education in the Arab 
Countries (A Comparative Study). 
ED 240 231 
Arabian Gulf Region 
Arab Bureau of Education for the Gulf States: Its 
Role in the Development of Education. 
ED 244 965 
Arabic 


Evidence of Arabic Interference in Item Perfor- 
mance Data from the ALIGU Test. 


ED 243 303 
Arabs 


Arab American Residential Segregation: Differ- 
ences in Patterns. 


ED 243 991 
Nonformal Education in the Arab States: A Com- 
parative Analysis. 


ED 243 744 


Arbitration 
Negotiations ’84. 
ED 242 080 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-C: Mediation and Due Pro- 
cess Procedures. 
ED 244 414 
Vermont Surrogate Parent Program. Due Process 
Handbook. 
ED 246 563 


Archery 
Program Adaptations for Students in Four Se- 
lected Sports: Badminton, Golf, Archery, and 
Tennis. 


ED 242 129 
Architectural Drafting 


Architectural Drafting Curriculum Guide. Michi- 
gan Trade and Industrial Education. 
ED 242 901 


Archives 
Archival Services and the Concept of the User: A 
RAMP Study. 
ae ED 246 906 

Archiving Methodology. Volume II: Contractor’s 
Guide. 

ED 243 905 
Archiving Methodology. Volume III: Project- 
Level Documentation Standard. 

ED 243 906 
Archiving Methodology. Volume I: Proiect Offi- 
cer’s Guide. 

ED 243 904 
Archiving Methodology. Volume IV: File-Level 
Documentation Standard. 

ED 243 907 
Developing a Tradition: Documenting University 
& College Theatre History-Accessing and Pre- 
serving Materials. 

ED 240 651 
Development of Records Management and Ar- 
chives Services within United Nations Agencies: 
A RAMP Study with Guidelines. 

ED 245 679 
Forces and Sources: Beyond the Bookroom Wall. 

ED 240 554 
Guidelines for the Preparation of General Guides 
to National Archives: A RAMP Study. 

ED 241 040 
Library and Information Science and Archive Ad- 
ministration: A Guide to Building Up a Basic Col- 
lection for Library Schools. 

ED 245 706 


A Model Curriculum for the Training of Special- 
ists in Document Preservation and Restoration: A 
RAMP Study with Guidelines. 

ED 245 682 
Obstacles to the Access, Use and Transfer of {n- 
formation from Archives: A RAMP Study. 

ED 241 054 
The Preservation and Administration of Private 
Archives: A RAMP Study. 

ED 246 914 


Reproduction of Copyrighted Works by Educa- 
tors and Librarians. Circular R2). 
ED 244 642 


Researching Television News Archives. 

ED 245 263 
A Survey of Archives Relating to India and Lo- 
cated in Major Repositories in France and Great 
Britain. 

ED 241 064 
Toward a National Computerized Database for 
Moving Image Materials. 

ED 242 307 
Toward a Usable Past: Historical Records in the 
Empire State. A Report to the Governor and Citi- 
zens of New York. 


ED 243 759 


Archivists 


Archival Services and the Concept of the User: A 
RAMP Study. 


ED 246 906 


Area Studies 


Elementary Social Studies Curriculum Guide. 
Grade 6. World Cultures. 

ED 241 447 
Federal Support for Training Foreign Language 
and Area Specialists. The Education and Careers 
of FLAS Fellowship Recipients. 

ED 246 680 
Handbook on Australia. 

ED 243 763 
Internationalizing the Curriculum. 

ED 242 239 
People of the Appalachians. 

ED 242 651 
Public Law 480: Declining Prospects for the Con- 
tinued Support of Area Studies. 

ED 245 550 
The Soviet-Eastern European Research and 
Training Act of 1983. Hearing before the Subcom- 
mittee on Postsecondary Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 601. 

ED 243 389 
Third World Studies in Massachusetts Higher Ed- 
ucation. Academic Project 1980-81. Part I: Sur- 
vey—Central and Western Massachusetts. 

ED 246 735 
Third World Studies in Massachusetts Higher Ed- 
ucation. Academic Project 1981-1983. Part III: 
Analysis, Discussion and Proposal. 

ED 246 737 
Third World Studies in Massachusetts Higher Ed- 
ucation. Academic Project 1981-1983. Part II: 
Survey-Eastern Massachusetts and Boston. Sec- 
tion A: Colleges. Section B: Universities. 

ED 246 736 

Area Vocational Technical Schools 


Post-Secondary Vocational Education at Minne- 
sota’s Area Vocational-Technical Institutes. 


ED 242 876 


Argumentativeness 


An Examination of Biological and Psychological 
Gender Differences in Trait Argumentativeness. 
ED 243 163 


Aristotle 


Style in Rhetorical Context: Aristotle’s Four Vir- 
tues of Style and Stylistic Theory and Practice. 


ED 240 $73 


Teaching Public Speaking Using Aristotle’s 


“Rhetoric.” 
ED 246 502 


Arithmetic 


Arithmetic 400. A Computer Educational Pro- 
gram. 

ED 244 820 
Challenging Mathematics Problems for Fifth & 
Sixth Graders. 

ED 241 327 
Decimals: Climbing the Hills of Math Skills. Cali- 
fornia Demonstration Mathematics Program. 

ED 242 505 
Didactics as a Content-Orien ted Approach to Re- 
search on the Learning of Physics, Mathematics 
and Natural Language. 

ED 245 937 


Fractions: Climbing the Hills of Math Skills. Cali- 
fornia Demonstration Mathematics Program. 

ED 242 504 
Math Skills for Business. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 


ED 241 687 
“Math Starring the Dominoes”: Activities Using 
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Dominoes Designed to Reinforce Basic Facts and 
to Stimulate Strategic Thinking for Problem Solv- 
ing. (Grades 1-4.) Title I Elementary Mathemat- 
ics Program. 

ED 241 258 
Prealgebra Students’ Knowledge of Algebraic 
Tasks with Arithmetic Expressions. 

ED 247 147 
Strategies & Materials. Teaching Strategies: Title 
I Elementary Mathematics Program, 1978-79. 

ED 241 253 
Whole Numbers: Climbing the Hills of Math 
Skills. California Demonstration Mathematics 
Program. 

ED 242 503 


Arizona 

A Brief Review of Black Cowboys in the Territory 
of Arizona. 

ED 242 652 
Income and Expenditures of Arizona Postsecond- 
ary Students. 

ED 243 392 
Meeting the Needs of Rural Minorities: The New 
Mexico State University and University of Ari- 
zona FIPSE Project 1982-1984. 

ED 245 869 
Missions and Priorities of Arizona Universities: A 
Research Report. 

ED 246 715 
Survey of Free Enterprise/Economic Education 
Courses in Arizona High Schools. 

ED 242 639 
Teacher Testing as a Condition of Certification: 
Promises, Pitfalls, and Pratfalls. 

ED 242 713 

Arizona (Phoenix) 

A New Chapter: Elderly Urban Indians and Polit- 
ical Activism in Phoenix. 

ED 243 633 


Arizona State University 
American Indian Degree Holders Who Returz: to 
Their Home Communities to Teach. 
ED 243 620 


Arkansas 
Administrators’ Perceptions of Computer Usage 
in Education. 
ED 243 417 
Bessie the Builder, Queen Bessie: Profile of Bessie 
Boehm Moore, 1984. 
ED 242 645 


Arm Movements 
A Developmental Study of Static Postural Con- 
trol and Superimposed Arm Movements in Nor- 
mal and Slowly Developing Children. 
ED 247 219 


Armed Forces 
A Comprehensive Model for Assuring Quality in 
Off-Campus Programming. 

ED 240 898 

Drug and Alcohol Abuse Prevention Programs. 

Hearing before the Subcommittee on Manpower 

and Personnel and the Subcommittee on Pre- 

paredness of the Committee on Armed Services. 

United States Senate, Ninety-Eighth Congress, 
First Session. 

ED 246 367 

English Programs in the 

Army. 


Second-L 





ED 245 567 
Validation of the Military Entrance Physical 


Strength Capacity Test. Technical Report 610. 
ED 246 016 


Armed Services Vocational Aptitude Bat- 
tery 


Evaluation of the ASVAB 8/9/10 Clerical Com- 
posite for Predicting Training School Perfor- 


mance. Technical Report 594, 


ED 246 206 
Factor Structure of the Armed Services Voca- 


tional Aptitude Battery (ASVAB), Forms 8, 9, 
and \Q: 1981 Army Applicant Sample. Technica) 


Report 581. 
ED 246 100 
Review for Perceived Bias on ASV AB Forms 11, 
3 


12, and 13. 
ED 241 550 


Effects of Arm Ergometry Exercise on the Reac- 
tion, Movement and Response Times of the 
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Lower Extremities. 
ED 243 822 


A CAI Course on Constructing PLANIT Lessons: 
Development, Content, and Evaluation. Final Re- 
port. 

ED 244 591 
Demographic Projections to the Year 2000 of 
Limited English Proficient Hispanic Accessions 
in the U.S. Army. Research Report 1349. 

ED 244 040 
Description of an Introductory Learning Strate- 
gies Course for the Job Skills Educational Pro- 
gram. 

ED 244 108 
English-as-a-Second-Language Programs in the 
Army. 

ED 245 567 
Initial Training and Skill Remediation Materials 
for Performance-Based Assessment Technology 
4 - Precommissioning Level. Research Product 

ED 244 060 
Military, Biographical, and Demographic Corre- 
lates of Army Career Intentions. Technical Re- 
port 518. 

ED 241 792 
Validation of the Military Entrance Physical 
Strength Capacity Test. Technical Report 610. 

ED 246 016 

Arousal Patterns 

Arousal and Expression of Anger: A Function of 
Locus of Control? 


ED 245 169 


The Art Self-Concept Inventory: Development 
and Validation of a Scale to Measure Self-Concept 
in Art. 


ED 241 567 


Art Activities 
Art Activities for the ESL Classroom. 
ED 244 517 
Arts for Living: A Guide for Developing Career 
and Life Skills through the Arts. [Final Report]. 


ED 244 491 

Getting Off on the Right Foot in Elementary Art. 

; ED 241 379 

Increasing Career and Life Skills for Handicapped 

Youth through a Specialized Instructional Pro- 
gram in the Arts. Final Report. 

ED 244 490 

Integrated Arts for the Handicapped: A Work- 

shop for Teachers. 


ED 242 170 
Masks and Other Disguises. 


ED 241 419 
Medicine Wheels: The Art and Culture of the 
Plains Indian. An Interdisciplinary Unit for Sev- 
enth-Grade Students Involving Art, Social Stud- 
ies, [and] Mathematics. 
ED 245 849 
Visual Literacy: Perceiving and Creating (Work- 
ing Paper No. 1). 


J ED 242 638 
Working with Your Gifted Child at Home. 
ED 240 822 
Art Appreciation 
The Art Appreciation Component of Visual Liter- 
= Examples of Guided Approaches to Viewing 


‘ ED 245 953 
one Linking the Arts and Basic Curricu- 
um. 


ao ED 244 847 
Principles of Music and Painting. 
ED 241 115 
Art Criticism 
The Application of Questioning Strategy Re- 
search to Art Criticism Instruction. 
ED 243 787 
Art its 
A Critical Study of the Effectiveness of the Seven 
Christian Brothers’ College Art Departments in 
the United States. 
ED 243 383 
Art Education 
Access to Learning foi Handicapped Children. Fi- 
nal Report. 


ED 244 505 


The Application of Questioning Strategy Re- 
search to Art Criticism Instruction. 

ED 243 787 
The Arts—A Missing Link in the Basic Curricu- 
lum. A Process Manual to Integrate the Arts into 
the Elementary School Curriculum for Adminis- 
trators, Teachers and Community Members. 

ED 245 996 
The Arts in Liberal Education. 

ED 246 725 
A Case Study of an Art Curriculum and the Dy- 
namics of Perspectives. 

ED 242 647 
Connections: Linking the Arts and Basic Curricu- 
lum. 

ED 244 847 
A Critical Study of the Effectiveness of the Seven 
Christian Brothers’ College Art Departments in 
the United States. 

ED 243 383 
Curriculum Guide for Art in the Secondary 
Schools. 

ED 244 900 
Design for Visual Arts. 

ED 240 402 
Design Solutions: Supplement to the Curriculum 
Guide for Art in the Secondary Schools. Field 
Test. 

ED 244 901 
Drawings from Space. 

ED 241 378 
Getting Off on the Right Foot in Elementary Art. 

ED 241 379 
Gifted and Talented in the Visual Arts. 

ED 243 268 
Local School Boards and the Arts: A Call for 
Leadership. 

ED 242 615 
Model Sites/Special Projects Program Directory, 
1977-1982. 

ED 245 458 
M.O.R.E. (Museums and Other Resources for 
Education). 

ED 245 968 
NAIS Arts Planning Group Report. 

ED 244 877 
Oversight Hearing on Arts Education. Hearing 
Before the Subcommittee on Elementary, Sec- 
ondary, and Vocational Education of the Com- 
mittee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, Sec- 
ond Session (February 28, 1984). 

ED 247 210 
Using Art in an Integrated Primary Curriculum. 

ED 246 000 
Visual Literacy: Perceiving and Creating (Work- 
ing Paper No. 1). 

ED 242 638 
Working with Your Gifted Child at Home. 

ED 240 822 

Art History 

International Typography: From Abstract Art to 
American Graphics. 

ED 246 445 
Parley with the Past: Creative Alternative to Lec- 
ture. 

ED 241 118 
Through Women’s Eyes-Seeing Our World Anew 
[and] The Future for Women in the Arts and Hu- 
manities. 

ED 244 888 

Art Products 

The Appalachian Folk Craft Project for the Hand- 
icapped. Final Report [and] Portraits of Very Spe- 
cial Craftspeople in Kentucky. 

ED 240 770 
Native Americans: An Elementary Art Unit. 

ED 241 417 


Articulation (Education) 

Articulated, Performance-Based Instruction Ob- 

jectives Guide for Auto Body Repair. Develop- 

ment Period, July, 1983-June, 1984. Edition I. 
ED 246 265 

Articulated, Performance-Based Instruction Ob- 

jectives Guide for Electricity /Industrial Electric- 

a — Period, July, 1983-June, 1984. 

ition I. 


ED 246 264 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Masonry (Bricklaying). Devel- 
oping Period, July, 1983-June, 1984. Edition I. 
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ED 246 266 
Articulation Activity for Accounting Programs: 
Project Results and Descriptive Report. Final Re- 
port. 

ED 242 345 
Cooperative Agreements Study Report. 

ED 244 692 
Coordinating Curriculum in Two-Year Colleges 
with Baccalaureate Institutions. 

ED 246 926 
Co-ordination between Vocational Education & 
Vocational Training in Singapore. VITB Paper 
No. 2. 

ED 246 194 
Curriculum Articulation with Secondary Institu- 
tions. 

ED 241 108 
Educational Excellence for Iowa. Final Report of 
the Joint Committee on Instructional Develop- 
ment and Academic Articulation in lowa. 

ED 244 384 
Education for Technology Employment. Creating 
a Desirable Future-High Technology Education. 
Final Report 1983-84. 

ED 246 215 
An Emerging Technology Curriculum. A Model 
with Task Listings. 

ED 246 233 
Facilitating Students’ Progress from School to 
University: From Teacher Dependence to 
Self-Directed Learning. 

ED 246 671 
GAP: Gavilan Articulation Project. A 5-Year Re- 
view Project Submitted to Accrediting Commis- 
sion for Community and Junior Colleges. 

ED 244 674 
Increasing Articulation in the Secondary Schools 
through the University Structure. 

ED 245 128 
Internationalizing Curricula: Articulation be- 
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The “Safety Net” after Three Years: Income 
Maintenance and Redistribution Programs in the 
Regan Administration: Education. 

ED 244 396 


American Federation of Teachers, Wash- 
ington, D.C. 
Albert Shanker’s Address to the AFT Convention 
(1983). 
ED 245 801 
American Forestry Association, Washing- 
ton, DC. 
Gypsy Moth Workbook. 
ED 242 519 


American Friends Service Committee, New 
York, N.Y. Metropolitan Regional Office. 
Acculturation Difficulties of the Khmer in New 
York City. 
ED 245 029 
American Gas Association, Arlington, VA. 
Educational Services. 
Natural Gas Energy Educational Kit. 
ED 242 489 
What Is a Gas? A Find-Out Book: Demonstra- 
tions, Experiments, Ideas. 


ED 241 342 
American Historical Association, Washing- 
ton, D.C, 
This Constitution: A Bicentennial Chronicle. 
ED 243 761 


American Home Economics Association, 
Washington, D.C. 
Interrelationships between Work Life and Family 
Life. Proceedings, Silver Jubilee Conference, IIli- 
nois Teacher of Home Economics (Urbana, IIli- 
nois, April 18-21, 1982). 
ED 246 273 


American Inst. for Mental Studies, Vine- 
land, NJ. 
An Instructional Approach to Training Severely 
and Profoundly Retarded Persons in Vocational 
Settings. Final Report, 1982-83. 
ED 240 336 
American Institutes for Research in the 
Behavioral Sciences, Cambridge, Mass. 
The Development and Implementation of an 
Evaluation Project Management System for the 
Occupational! Education Programs of the Boston 
Public Schools. Final Report. 
ED 241 723 
American Institutes for Research in the 
Behavioral Sciences, Palo Alto, Calif. 
Females and Microcomputer Use in School: Some 
Insights into Traditional Patterns. 


ED 244 598 
Ideas for Reading and Writing Courseware: 
Needs and Development Opportunities for Edu- 
cational Computer Software in Reading, Writing, 
and Communication Skills. Executive Summary. 
ED 240 498 
Ideas for Reading and Writing Courseware: 
Needs and Development Opportunities for Edu- 
cational Computer Software-Reading, Writing, 
and Communication Skills. 
ED 240 499 
Listing of Issues in American Elementary and 
Secondary Education, 1979. Interim Report. 
ED 244 903 


American Institutes for Research, Wash- 
ington, D.C. 
English-as-a-Second-Language Programs in the 
Army. 
ED 245 567 


American Inst. of Physics, New York, 
N.Y. 
Physics Goes Public. 
ED 247 140 
Physics News in 1983. 
ED 247 139 
American Inst. of Physics, New York, 
N.Y. Manpower Statistics Div. 
1982 Salaries. Society Membership Survey. 
American Institute of Physics Report. 
ED 245 579 
1982-83 Survey of Physics and Astronomy Bach- 
elor’s Degree Recipients. 
ED 246 708 
American Library Association, Chicago, 
Th. 
Libraries and the Learning Society. Papers in Re- 
sponse to “A Nation at Risk.” 
ED 246 920 
Realities: Educational Reform in a Learning Soci- 
ety. A Statement by the American Library Asso- 
ciation Task Force on Excellence in Education. 
ED 246 915 
American Library Association, Washing- 
ton, D.C. 
Legislative Report of the ALA Washington Of- 
fice, January-June 1984. 
ED 246 911 


American Medical Association, Chicago, 
Il. 
Educational Indebtedness and the Career Choices 
of New Physicians. Report of the Board of Trust- 
ees. Report E (I-83). 
ED 242 233 


American Optometric Association, St. 

Louis, Mo. ; 
Meet Seymour Safely. Seymour Safely Activity 
Book I. 

ED 242 662 


American Physical Society, New York, 


Physics in Your Future. 
ED 241 298 


American Political Science Association, 
Washington, D.C. 
This Constitution: A Bicentennial Chronicle. 
ED 243 761 


American Printing House for the Blind, 
Louisville, Ky. 
The Development of Fundamental Skills in Tac- 
tile Graph Interpretation: A Program for Braille 
Readers. Final Report. 
ED 240 768 
American Psychiatric Association, Wash- 
ington, D.C. 
Psychosocial Aspects of Nuclear Developments. 
Task Force Report 20. 
ED 241 430 


American Psychologica! Association, 
Washington, D.C. 
Ethnic Minority Human Resourcs in Psychology 
Directory. 
ED 243 990 
Hispanic Women in Psychology: A Resource Di- 
rectory. Revised. 
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ED 241 670 
American Public Health Association, 
Washington, D.C. 
Community Health Education in Developing 
Countries. Appropriate Technologies for Devel- 
opment. Manual M- 
ED 243 819 
American River Coll., Sacramento, CA. 
Predicting English Writing Course Success with 
the Vocabulary and Usage Subtests of the De- 
scriptive Tests of Language Skills of the College 
Board. 
ED 243 535 
American School Counselor Association. 
Alexandria, VA. 
Increasing Articulation in the Secondary Schools 
through the University Structure. 
ED 245 128 
Americans for Indian Opportunity, Inc., 
Albuquerque, N. Mex. 
You Don’t Have to Be Poor to Be Indian: Read- 
ings in Resource Development. 
ED 241 189 
American Society for Engineering Educa- 
tion, Washington, D.C. 
A Response to Advancing Technologies. Reposi- 
tioning Engineering Education to Serve Ameri- 
ca’s Future. 
ED 243 698// 
The Teaching of Elementary Problem Solving in 
Engineering and Related Fields. 
ED 243 714 
American Society for Information Science, 
Washington, D.C. 
ISBN Expands to Micro Software. 
ED 240 997 


American Society for Training and Devel- 
it, Madison, Wis. 
Education Work Relations for the 80’s. An Invita- 
tional Forum for Senior Professionals (Leesburg, 
Virginia, December 13-15, 1981). 
ED 245 107 


American Society of Allied Health Profes- 
sions, Washington, D.C. 
Alliances in Health and Education for Disabled 
Children and Youth: Directions for the 80s. A 
Forum (Arlington, Virginia, March 25-27, 1982). 
ED 242 118 


American Speech-Language-Hearing Asso- 
ciation, Rockville, MD. 
Speech-Language Pathology and Audiology: An 
Educational Perspective for the Future. Final Re- 
port. 
ED 245 516 


American Telephone and Telegraph Co., 
New York, N.Y. 
Access to Information-Age Technologies: A Re- 
port on an Exploratory Project Examining the Is- 
sue of “Accessibility” for Handicapped and Older 
Persons to Emerging Information Technologies. 
ED 243 282 
American Univy., Washington, D.C. 
Custody Litigation: Interpreting Ideological Dis- 
course. 
ED 240 450 
Dimensions of Math Avoidance among American 
Indian Elementary School Students. Final Report. 
ED 244 748 
American Univ., Washington, D.C. 
Mid-Atlantic Center for Sex Equity. 
Color Our Children Carefully. A Guide to Equity 
and Excellence in Education. 
ED 244 Oli 
The Computer Explosion: Impli:ations for Edu- 
cational Equity. Resource Notebook. 
ED 244 013 
The Effective Principal: Achieving Equiy and 
Excellence in Schools. 

4 ED 244 009 
Increasing Participation of Minority and Cultur- 
ally Diverse Students in Gifted Programs. 

2 ED 244 610 
Screening Educational Equity: A Filmography. 

ED 244 012 


American Vocational Association, Arling- 
ton, VA. Agricultural Education Div. 
Terminology in Agricultural Education. Termi- 
nology of Importance to Professionals in Agricul- 
tural Education. 
ED 242 862 
American Vocational Association, Arling- 
ton, VA. Div. of Special Needs. 
Convention ’83. Program of the Annual National 
Vocational Special Needs Research Meeting (Ist, 
Anaheim, California, December 2, 1983). 
ED 241 745 


American Vocational Association, Inc., Ar- 
lington, Va. 
The Vocational Education Enterprise in 1980. A 
Statement Delivered before the House Subcom- 
mittee on Elementary, Secondary and Vocational 
Education. 
ED 245 091 
American Vocational Education Research 
Association, Washington, D. C. 
Vocational Education Research i in the 1980s. Pro- 
ceedings of a National Conference. 
ED 240 232 


Amityville Union Free School District 6, 
N.Y. 
Amityville: The First Half of the Twentieth Cen- 
tury. 
ED 245 950 
Amsterdam Univ. (Netherlands). 
Processes of Prejudice and the Roots of Racism: 
A Socio-Cognitive Approach. Prepublication/ 
Working Paper No. 3. 
ED 241 364 
Amt fuer Unterrichtsforschung und -pla- 
nung der Erziehungsdirektion des Kantons, 
Bern (Switzerland). 
Medien + Erziehung: Grundlagen, Ziele, Thesen 


(Media and Education: Foundations, Objectives, 
Philosophy). 


ED 242 293 
Anchorage Borough School District, 
Alas! 


ka. 
Alaskan Native Early School Leavers: A Study 
with Recommendations. 


ED 247 064 
Women: A Bibliography of Resources in the An- 
chorage School District. 


ED 243 791 
Anchorage Community College, Alaska. 
Why Program Review? 
ED 246 937 


Andrew W. Mellon Foundation, New 
York, N.Y. 

Classics and Women’s Studies. Working Paper 
No. 119. 

ED 244 892 
Interactive Phases of Curricular Re-Vision: A 
Feminist Perspective. Working Paper No. 124. 

ED 244 895 
Making High School Count: Report of the Ne- 
vada Joint Council on College Preparation, 1984. 

ED 246 721 
Putting Research to Work: Applied Research on 
Women. Working Paper No. 97. 

ED 244 894 
Thinking about Women = Rethinking Sociol- 
ogy. Working Paper No. 113. 

ED 244 891 
Treason Our Text: Feminist Challenges to the Lit- 
erary Canon. Working Paper No. 104. 

ED 245 959 
Two Studies: A Feminist Approach to Teaching 
Non-Traditional Students. Working Paper No. 
123. 


ED 244 893 


Anna Wilder Phelps Fund, Chicago, IL. 
Interactive Phases of Curricular Re-Vision: A 
Feminist Perspective. Working Paper No. 124. 

ED 244 895 


Anne Arundel Community Coll., Arnold, 
Md. 
The Remedial English Program [and] An Outline 
of the Compositional Skills Taught as a Contin- 
uum through English 111 and 112 [and] English 


Institution Index 


Division Policies for English 111 and 112. 
ED 241 090 


Appalachia Educational Lab., Charleston, 
W. Va. 
Evaluation of School-Home Communication 
Strategies. 
ED 244 376 
Research Within Reach: Science Education. A 
Research-Guided Response to the Concerns of 
Educators. 
ED 247 148 
Special Needs Families: Research Synopses. 
School-Family Relations Program. Final Report, 
December 1, 1982 through November 30, 1983. 
ED 245 175 
Study of R&D Strengths of AEL Member Institu- 
tions of Higher Education. 
ED 243 378 


Appalachia Intermediate Unit 8, Ebens- 
burg, Pa. 
Project Challenge: Teaching the Kindergarten 
Gifted Child. 
ED 243 298 


Applied Management Sciences, Inc., Silver 
Spring, Md. 
Development of Procedures for Generating Alter- 
native Allied Health Manpower Requirements 
and Supply Estimates. 
ED 240 316 
Income Verification Pilot Project (IVPP): Find- 
ings on School Meal Program Participation and 
Legislative Impact, 1981-82 School Year. 
ED 246 996 
Income Verification Pilot Project (IVPP): School 
Year 1981-82 In-House Audit Findings. Revised. 
ED 246 997 
Income Verification Pilot Project (IVPP): The 
Development of an Error-Prone Model for the 
School Meal Programs. Revised. 
ED 246 998 
Income Verification Pilot Project (Phase II): Re- 
sults of Quality Assurance Evaluation, 1982-83 
School Year. 
ED 246 999 
School-Age Day Care Study. Executive Sum- 
mary. 
ED 241 138 
School-Age Day Care Study. Final Report. 
ED 242 411 
Applied Science Associates, Inc., Pitts- 
burgh, Pa. 
Development and Validation of Individualized In- 
struction in Functional Basic Skills for the Army. 
ED 242 933 


Area Consortium on Training, Fremont, 
CA, 
Area Consortium on Training. “Training for 
Technology” Project, 1982-1983. Final Report. 
ED 241 674 


Area Education Agency 7, Cedar Falls, IA. 

Activities Using References. 

ED 240 559 
Aquatic Habitats, Level 4-9. 

ED 242 509 
The Beautiful Brain: A Unit for Grades 5-9 with 
Further Explorations for Gifted and Talented. 

ED 244 430 
Capitalization and Punctuation. 

ED 240 560 
Capsule Units for Guitar, Autoharp, Recorder. El- 
ementary General Music. 

ED 241 374 
Cardiovascular Disease and Cancer: Student 
Awareness Activities. 

ED 242 663 
Career Awareness: World of Work. 

ED 240 403 
Challenging Mathematics Problems for Fifth & 
Sixth Graders. 

ED 241 327 
The City: A Multidisciplinary Unit Exercising the 
Higher Level Thinking Skills of Analysis, Synthe- 
sis, and Evaluation. 

ED 241 377 
Creative Problem Solving and Thinking Strategies 
for the Gifted and Talented Student with Anno- 
tated Bibliography. 

ED 244 435 





Institution Index 


+ Writing for the Verbally Gifted: Senior 
igh. 


ED 244 432 
Design for Visual Arts. 

ED 240 402 
Developing Dictionary Skills. 

‘ ED 240 562 

Digging into Dinosaurs. 

ED 241 339 
Drama in Film and T.V. 

ED 240 998 
Drawings from Space. 

ED 241 378 
Getting Off on the Right Foot in Elementary Art. 

ED 241 379 
Group Discussion Topics. Revised Edition. 

: ED 242 598 
Incorporating the Miulticultural, Nonsexist 
Guidelines into the Language Arts Curriculum. 
Grades 9-12. 

ED 241 926 
Individualized Learning Package about Etching. 

ED 241 421 
Information About Indians of Iowa. 

ED 241 191 
In Jest: A Unit in Self-Awareness. 

ED 244 434 
The Introduction of Careers in the Intermediate 
Grades. 

ED 240 404 
Iowa History Past and Present. 

ED 241 373 
Language Arts Project: Radio Program Produc- 
tion. 

ED 241 924 
Learning How To Learn. A Learning Activity 
Packet. 

; ED 241 925 

Listening and Notetaking: Activity Guide. 

ED 240 567 
The Little Red Schoolhouse. A Guide for Teach- 
ers. 

ED 241 375 
Logic: A Unit for 4-8 Graders, Especially Gifted 
and Talented. 

ED 244 433 
Masks and Other Disguises. 

ED 241 419 
Mostly Plants. Individualized Biology Activities 
on: I. Investigating Bread Mold; II. Transpiration; 
Ill. Botany Project; IV. Collecting/Preserving/ 
Identifying Leaves; [and] V. Student Science Lab- 
oratory Write-Ups. 

’ ED 241 340 
Multicultural, Nonsexist Teaching Strategies: 
Creative Writing (K-6). 

ED 241 961 
Multicultural, Nonsexist Teaching Strategies: 
Grammar (K-6). 

: ED 241 962 
Multicultural, Nonsexist Teaching Strategies: 
Language Arts (K-6). 

ED 241 964 
Multicultural, Nonsexist Teaching Strategies: Lis- 
tening Skills (K-6). 

ED 241 963 
Multicultural, Nonsexist Teaching Strategies: 
Oral Language (K-6). 

, ED 241 965 
Multicultural, Nonsexist Teaching Strategies: 
Punctuation & Capitalization (K-6). 

; ED 241 966 
Multicultural, Nonsexist Teaching Strategies: 
Reference (K-6). 

ED 241 967 
Music Curriculum for Kindergarten. 
ED 241 418 
Music Literacy Skills and Musical Instruments 
You Can Make for Grades 1-6. 
! ED 241 380 
Native Americans: An Elementary Art Unit. 
ED 241 417 
Number Activities for Primary Grades. 
ED 241 338 
Nutrition. 
ED 241 471 
Poetry for Poetry Haters. 
ED 240 496 
Reasoning in an American Society: A Unit on 
Logic. 
, ED 241 422 
Using a Checking Account. Grades 6-12. 
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ED 241 815 
Using Reference Skills in Biography Writing. 

ED 240 561 
Vocabulary Study in an Individualized Reading 
Program. 

ED 240 558 
Weather in Your Life. 

ED 241 337 
What Do You Think Happened Next? Predicting 
Outcomes & Drawing Conclusions (Grades 4-8). 

ED 241 896 
World Literature for the Gifted. 

ED 244 431 
40 Communiques for Intermediate, Junior High, 
& Secondary Teachers. 

ED 241 420 

ARIN Adult Learning Center, Indiana, Pa. 

Learning with Pictures, Signs and Symbols (A 
Language Arts and Consumer Mathematics Cur- 
riculum for the 0-4 Level ABE Student). Final 
Report. 

ED 245 063 


Arizona Commission for Postsecondary 
Education, Phoenix. 
Income and Expenditures of Arizona Postsecond- 
ary Students. 
ED 243 392 


Arizona State Dept. of Education, Phoe- 
nix, 
American Indian Language Proficiency Assess- 
ment; Considerations and Resources. 
ED 242 487 
Information on Vietnamese: Education Curricu- 
lum and Grading System (For the Purpose of 
Placement in Schools). 
ED 240 829 
Survey of Free Enterprise/Economic Education 
Courses in Arizona High Schools. 
ED 242 639 


Arizona State Univ., Tempe. 
A Study of Relative Influence of Factors Underly- 
ing the Participation and Expectations of Minor- 
ity Handicapped Adolescents in School 
Activities. Final Report. 
ED 245 508 


Arizona State Univ., Tempe. Center for 
Indian Education. 
Trends in American Indian Education: A Synthe- 
sis and Bibliography of Selected ERIC Resources. 
ED 247 042 
Arizona State Univ., Tempe. Dept. of 
Higher and Adult Education. 
Missions and Priorities of Arizona Universities: A 
Research Report. 
ED 246 715 
Arizona Univ., Tucson. Agricultural Exper- 
iment Station. 
An Evaluation of a Welding Fumes Exhaust Sys- 
tem. Agricultural Experiment Station Research 
Report 284. 
ED 241 757 
Arizona Univ., Tucson. Coll. of Education. 
Nonbiased Assessment in Psychology and Educa- 
tion. Volumes I and II. [Final Report]. 
ED 246 637 
A Two-Year Case Study Observing the Develop- 
ment of Third and Fourth Grade Native Ameri- 
can Children’s Writing Processes. 
ED 241 240 


Arizona Univ., Tucson, Dept. of Psychol- 


ogy. 
How Experts and Nonexperts Operate Electronic 
Equipment from Instructions. Technical Report 
No. 14 
ED 241 720 


Arkansas State Dept. of Education, Little 
Rock. Div. of Vocational, Technical and 
Adult Education. 
Arkansas’ Curriculum Guide. Competency Based 
Computerized Accounting. 
ED 240 361 
Arkansas’ Curriculum Guide. Competency Based 
Shorthand. 
ED 240 363 
Arkansas’ Curriculum Guide. Competency Based 
Typewriting. 


ED 240 362 
Lignite Research Project. 

ED 244 158 
Promoting Vocational Education and Your Indi- 
vidual Program. 


ED 244 157 


Arkansas State Univ., State University. 
Coll. of Education. 
The Arkansas School Superintendent-1983. Re- 
search Bulletin. 
ED 245 344 
Arkansas Univ., Fayetteville. Arkansas Re- 
habilitation Research and Training Center. 
Employment Trends: 1984 and Beyond. Where 
the Jobs Will Be. 
ED 242 950 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Follow-up Pack- 
age. 
ED 241 764 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Participant’s Man- 
ual. 
ED 241 763 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Workshop Primer. 
ED 241 762 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. Trainer’s Manual. 
ED 241 761 
Projects with Industry: A Public/Private Partner- 
ship That Works. Report from the Study Group. 
Institute on Rehabilitation Issues (10th, St. Louis, 
Missouri, May 3i-June 2, 1983). 
ED 246 244 
Arkansas Univ., Fayetteville. Rehabilita- 
tion Research and Training Center. 
Access to Information-Age Technologies: A Re- 
port on an Exploratory Project Examining the Is- 
sue of “Accessibility” for Handicapped and Older 
Persons to Emerging Information Technologies. 
ED 243 282 
Employment Trends: 1984 and Beyond. Where 
the Jobs Will Be. 
ED 246 603 


Army Quartermaster School, Ft. Lee, Va. 
Nutrition and Menu Planning 9-3. Military Cur- 
riculum Materials for Vocational and Technical 
§ lucation. 


ED 240 367 


Army Research Inst. for the Behavioral 
and Social Sciences, Alexandria, Va. 

A CAI Course on Constructing PLANIT Lessons: 
Development, Content, and Evaluation. Final Re- 
port. 

ED 244 591 
A Cognitive Analysis of Armor Procedural Task 
Training. Technical Report 605. 

ED 241 798 
Colloquium on Selected Topics in Behavioral Sci- 
ence Basic Research. (Alexandria, Virginia, April 
23-25, 1980). 

ED 244 590 
Computer-Based Simulations for Maintenance 
Training: Current ARI Research. Technical Re- 
port 544. 

ED 244 614 
Cooperative Learning: Impact on Acquisition of 
Knowledge and Skills. Technical Report 586. 

ED 243 088 
Demographic Projections to the Year 2000 of 
Limited English Proficient Hispanic Accessions 
in the U.S. Army. Research Report 1349. 

ED 244 040 
The Development and Field 7 ":al of a System for 
Evaluating the Effectiveness and Efficiency of a 
Training Program. Research Report 1336. 

ED 242 924 
A Dyadic Interactive Approach to the Study of 
Leader Behavior. Technical Report 506. 

ED 241 791 
Effect of Computer-Presented Organizational/ 
Memory Aids on Problem Solving Behavior. 

ED 243 950 
An Elementary Approach to Thinking under Un- 
certainty: A Prototype Text. Technical Report 
577. 


ED 241 794 
An Evaluation of Minority and Female Perfor- 
mance in Army Rotary Wing Aviation Training. 
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Hr II: Evaluation Report. Research Report 

ED 242 923 
Evaluation of the ASVAB 8/9/10 Clerical Com- 
posite for Predicting Training School Perfor- 
mance. Technical Report 594. 

ED 246 206 
An Experimental Evaluation of Stress-Manage- 
ment Training for the Airborne Soldier. Technical 
Report 550. 

ED 242 928 
Factor Structure of the Armed Services Voca- 
tional Aptitude Battery (ASVAB), Forms 8, 9, 
and 10: 1981 Army Applicant Sample. Technical 
Report 581. 

ED 246 100 
Feedback Needs of Training Developers and 
Evaluators. Research Report 1351. 

ED 242 925 
A Guide to Implementation of Training Products. 
Research Report 1350. 

ED 245 089 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume II: Developer’s Guide. Techni- 
cal Report 579. 

ED 241 796 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume I: Technical Report. Technical 
Report 578. 

ED 241 795 
Initial Training and Skill Remediation Materials 
for Performance-Based Assessment Technology 
= _ Precommissioning Level. Research Product 

ED 244 060 
Instructional Systems Development Model for In- 
teractive Videodisc. Final Report. 

ED 244 581 
Interactive Videodisc Design and Production 
Workshop Guide. 

ED 244 580 
Leader Attributions and Leader Behavior: First 
Stage Testing of Theoretical Model. 

ED 243 248 
MAUD: An Interactive Computer Program for 
the Structuring, Decomposition, and Recomposi- 
tion of Preferences between Multiattributed Al- 
ternatives. Final Report. Technical Report 543. 

ED 244 605 
Military, Biographical, and Demographic Corre- 
lates of Army Career Intentions. Technical Re- 
port 518. 

ED 241 792 
A Multiple Influence Model of Leadership. 

ED 243 247 
Organizational and Systems Theory: An Inte- 
grated Review. Technical Report 595. 

ED 242 945 
— of Success at Typing. Technical Report 


. : ED 242 926 
Relationships among Organizational Attitudes, 
Work Environment, Satisfaction with Human Re- 
source Programs and Benefits, and Army Career 
Intentions. Technical Report 572. 

: . ED 242 930 
Specification of Training Simulator Fidelity: A 
Research Plan. Technical Report 558. 

, ED 241 793 
Structuring Decisions: The Role of Structuring 
Heuristics. Final Report. Technical Report 542. 

oe A ED 244 609 
Subjective Appraisal as a Feedback Tool. Techni- 
cal Report 604. 

eh ED 241 797 
Sufficiency in the Reporting of Research Results: 
Some Guidelines. Technical Report 559. 

Re ED 243 972 
aes Feedback Handbook. Research Product 

ra ED 242 922 
Training for Skill Qualification Testing. Technical 
Report 549. 

ae ED 242 927 
Validation of the Military Entrance Physical 
Strength Capacity Test. Technical Report 610. 

oti oa ED 246 016 
Validity of the Military Applicant Profile (MAP) 
for Predicting Early Attrition in Different Educa- 
a Age, and Racial Groups. Technical Report 


ED 242 929 
Army Research Inst. for the Behavioral 


and Social Sciences, Ari'ngton, Va. 


Annotated Bibliography of Literature on Social 

Indicators, Future Studies, and Policy Analysis. 

ED 243 800 

; aac ia ail Programs in the 
y. 


ED 245 567 
Research Needs for Human Factors. 


ED 243 682 


Army Training Support Center, Fort Eus- 
tis, Va. 
Development and Validation of Individualized In- 
struction in Functional Basic Skills for the Army. 
ED 242 933 


Arts, Education, and Americans, Inc., New 
York, N.Y. 
Local School Boards and the Arts: A Call for 
Leadership. 
ED 242 615 


Asian - South Pacific Bureau of Adult Ed- 
ucation. 
Women and Development. Courier No. 29. 
ED 240 277 


Aspen Inst. for Humanistic Studies, New 
York, N.Y. 
Hispanic-Americans and Education: Business- 
School-Community Partnerships to Prepare His- 
panic Youth for a More Demanding Economy. 
ED 241 626 
Hispanic-Americans and the Business Corpora- 
tion-Their Mutual Interests. 
ED 241 625 


Assembly on Literature for Adolescents, 
Athens, GA. 
The ALAN Review. Winter, 1984. 
ED 240 613 


Associated General Contractors of Amer- 
ica, Washington, D.C. 
Bricklaying Curriculum: Advanced Bricklaying 
Techniques. Instructional Materials. Revised. 
ED 246 247 
Bricklaying Curriculum: Basic Core. Instructional 
Materials. Revised. 
ED 246 245 
Bricklaying Curriculum: Principles of Bricklaying. 
Instructional Materials. Revised. 
ED 246 246 


Association for Childhood Education Inter- 
national, Washington, D.C. 
Bibliography...Books for Children. 1983 Edition. 
ED 245 259 


Association for Childhood Education Inter- 
national, Wheaton, MD. 
It’s Music! 
ED 244 881 
Association for Educational Communica- 
tions and Technology, Washington, D.C. 
The Status of Media Centers in Higher Education. 
ED 242 306 
Video as a Medium for Sharing Experience. Op- 
portunities to Learn No. 1. 
ED 246 890 


Association for Education in Journalism 
and Mass Communication. 
The Evangelical Origins of Mass Media in Amer- 
ica, 1815-1835. Journalism Monographs Number 
Eighty-Eight. 
ED 245 260 
A Frustrated Fourth Estate: Portugal’s Post-Rev- 
olutionary Mass Media. Journalism Monographs 
Number Eighty-Seven. 
ED 245 220 
The News as Environment. Journalism Mono- 
graphs Number Eighty-Five. 
ED 244 257 
The U. S. in Third World Communications: Latin 
America, 1900-1945. Journalism Monographs 
Number Eighty-Six. 
ED 241 929 


Association for Science Education, Cam- 
bridge (England). 
Science at Age 13. Assessment of Performance 
Unit. Science Report for Teachers: 3. 
ED 243 712// 


Institution Index 


Association for Supervision and Curricu- 


lum Development, Alexandria, Va. 

Circles of Learning. Cooperation in the Class- 
room. 

ED 241 516 
Differentiated Supervision. 

ED 245 401 
Power in Staff Development through Research on 
Training. 

ED 240 667 


Association for the Study of Higher Edu- 


cation, 
Academic Employment and Retrenchment: Judi- 
cial Review and Administrative Action. 
ASHE-ERIC Higher Education Research Report 
No. 8, 1983. 
ED 240 972 
Academic Workplace: New Demands, Height- 
ened Tensions. ASHE-ERIC Higher Education 
Research Report No. 10, 1983. 
ED 243 397 
Adult Learning: State Policies and Institutional 
Practices. ASHE-ERIC Higher Education Re- 
search Report No. i, 1984. 
ED 246 831 
ASHE Directory of Doctoral Dissertations. 
ED 240 937 
ASHE Reader in Organization and Governance 
in Higher Education. Revised Edition. 
ED 246 830// 
Burnout: The New Academic Disease. ASHE- 
ERIC Higher Education Research Report No. 9, 
1983. 
ED 242 255 
Higher Education Program Descriptions. 
ED 240 952 
Student Stress: Effects and Solutions. ASHE- 
ERIC Higher Education Research Report No. 2, 
1984. 
ED 246 832 
Association of American Colleges, Wash- 
ington, D.C. 
The Arts in Liberal Education. 
ED 246 725 
Exploring the Baccalaureate Degree: Eleven In- 
stitutions Report. 
ED 243 380 
Internationalizing the Curriculum. 
ED 242 239 
The New Scholarship on Women. 
ED 243 374 
Association of American Colleges, Wash- 
ington, D.C. Project on the Status and 
Education of Women. 
Academic Mentoring for Women Students and 
Faculty: A New Look at an Old Way to Get 
Ahead. 
ED 240 891 
On Campus with Women. [Fall 1983 and Winter 
1984}. 
ED 240 951 


Association of American Geographers, 
Washington, D.C. 
Her Space, Her Place: A Geography of Women. 
Resource Publications in Geography. 
ED 243 788 


Association of American Medical Colleges, 
Washington, D. C. 
Emerging Perspectives on the General Profes- 
sional Education of the Physician: Problems, Pri- 
orities, and Prospects. Reported to the Panel by 
the Medical Schools, Colleges, and Academic So- 
cieties. 
ED 240 919 
On the Status of Medical School Faculty and 
Clinical Research Manpower, 1968-1990. Na- 
tional Institutes of Health Program Evaluation 
Report. 
ED 243 356 


Association of American Publishers, New 
York, N.Y. 
How to Get the Most Out of Your College Educa- 
tion. 
ED 243 394 
How to Improve Your Reading Skills. 
ED 244 232 





Institution Index 


How to Prepare for and Take Examinations. 
ED 244 974 
How to Read Technical Textbooks. 


ED 243 075 
How to Succeed in College: A Guide for the 
Non-Traditional Student. 


ED 243 395 
How to Succeed in Your College Courses: A 
Guide for the ESL Student. 


ED 240 858 
Association of Black Admissions and Fi- 
nancial Aid Officers of the Ivy League and 
Sister Schools, Inc., Boston, MA. 
Unequalled Opportunities. A Guide for Minority 
Students and Parents to the Ivy League and Sister 
Schools. 
ED 247 366 
Association of California Community Coll. 
Administrators. 
The 1983 Coalinga Earthquakes and West Hills 
Community College: In Thirty Seconds You Can 
Lose Everything. Management Report, 1984-4/3. 
ED 243 527 


Association of California School Adminis- 
trators. 
Attracting and Maintaining a Quality Teaching 
Staff: A Synthesis of Research. 
ED 245 348 
Perspectives in ESL Literacy: The Neighborhood 
Centers Experience. An English as a Second Lan- 
guage Curriculum Guide Supplement. 


ED 244 113 
The Principal’s Role in Innovation and Change. 
ERIC Highlights for School Administrators. 


ED 240 732 
A Research Paper on Time on Task and the Ex- 
tended School Day/Year and Their Relationship 
to Improving Student Achievement. 


ED 245 347 
Association of California School Adminis- 
trators, Burlingame. Foundation for Educa- 
tional Administration. 
The Adult English as a Second Language Diag- 
nostic Reading Test. 
ED 240 830 
Association of Canadian Community Col- 
leges. 
General Education in Canada’s Community Col- 
leges and Institutes: Report of a National Survey. 
ED 244 684 
Association of Canadian Community Col- 
leges, Toronto, (Ontario). International 
Bureau. 
Report of Survey on English Language Training in 
Canadian Colleges. 
ED 246 964 
Association of Catholic Colleges and Uni- 
versities, Washington, D.C. 
Sponsorship/Partnership. 1984 Annual Meeting 
Papers. 
ED 242 244 
Association of Coll. and Research Librar- 
ies, Chicago, Ill. 
Collection Development Policies. College Library 
Information Packets. CLIP Note #2-81. 


ED 243 485 
Online Bibliographic Database Searching in Col- 
lege Libraries. CLIP Note #4-83. 


ED 243 488 
Association of Colleges and Schools of Ed- 
ucation in State Universities and 
Land-Grant Colleges. 
Sixth Annual Academic Production and Funding 
Study of Teacher Education Programs in Senior 


State Universities and Land-Grant Colleges, 
1982-1983. 


ED 243 347 
Association of Colleges of Applied Arts 
and Technology of Ontario, Willowdale. 
Strategies for the Eighties: The Colleges of Ap- 
plied Arts and Technology of Ontario. 
ED 245 719 
Association of Community Coll. Trustees, 
Annandale, Va. 
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Comparative Financial Statistics for Public Com- 
munity and Junior Colleges, 1981-82: An Experi- 
mental Study of 442 Institutions. 

ED 244 689 
Comparative Financial Statistics for Public Com- 
munity and Junior Colleges, 1982-83: An Experi- 
mental Study of 520 Institutions. 

ED 244 690 


Association of Independent Colleges and 
Universities of Massachusetts. 
Massachusetts Higher Education in the Eighties: 
Proposals for Development. A White Paper. The 
Alden Seminars. 
ED 246 701 


Association of Part-Time Professionals, 
McLean, VA. 
Part-Time Employment in America. Highlights of 
the First National Conference on Part-Time Em- 
ployment. 


ED 246 226 


Association of Research Libraries, Wash- 
ington, D.C. 
ARL Annual Salary Survey 1983. 
ED 242 331 
ARL Statistics, 1982-83. A Compilation of Statis- 
tics from the One Hundred and Seventeen Mem- 
bers of the Association of Research Libraries. 
ED 241 036 
Microform Sets in U.S. and Canadian Libraries. 
Report of a Survey on the Bibliographic Control 
of Microform Sets Conducted by the Association 
of Research Libraries Microform Project. 
ED 246 912 
Reproduction of Copyrighted Materials for Class- 
room Use. A Briefing Paper for Teaching Faculty 
and Administrators. 
ED 241 052 
The Sum of the Parts: Sharing the Responsibility 
for Bibliographic Control. Minutes of the Meeting 
of the Association of Research Libraries (103rd, 
Chapel Hill, North Carolina, October 19-20, 
1983). 
ED 244 630 
Association of Research Libraries, Wash- 
ington, D.C. Office of Management Stud- 
ies. 
The Assistant/Associate Director Position in 
ARL Libraries. SPEC Kit 103. 
ED 243 492 
Collection Analysis Project. The University of 
Michigan. Executive Summary. 
ED 243 493 
Collection Analysis Project: Wolfgram Memorial 
Library. Summary Findings and Recommenda- 
tions. 
ED 243 494 
Collection Security in ARL Libraries. SPEC Kit 
100. 


ED 241 016 
Copyright Policies in ARL Libraries. SPEC Kit 
102. 


ED 242 338 
Microcomputers in ARL Libraries. SPEC Kit 
104. 


ED 245 681 
Nonbibliographic Machine-Readable Data Bases 
in ARL Libraries. SPEC Kit 105. 

ED 245 696 
OMS Annual Report, 1983. 

ED 243 482 
Public Services in Research Libraries: A Self- 
Study. Final Report of the Study Team. 

ED 245 698 
Public Services Study Report. One of a Series of 
Self-Studies and Research Projects. 

ED 244 635 
Resource Notebook on Staff Development. 

ED 243 495 
User Studies in ARL Libraries. SPEC Kit 101. 

ED 241 065 


Association of Research Libraries, Wash- 
ington, D. C. Office of Univ. Library Man- 


agement Studies. 
Academic Library Development Program. Report 
of the Self-Study. 


ED 245 678 
Association of Teacher Educators, Reston, 
Va. 


The Continuous Process of School Improvement: 
Lessons Learned from the Past. 


ED 243 879 


Association of Teachers of Mathematics, 
Derby (England). 
A Summary of the Cockcroft Report “Mathemat- 
ics Counts.” 
ED 241 274 


Association of Teachers of Social Studies, 
New York, N.Y. 
Testing. 
ED 244 870 
Topic: Mastery Learning. 
ED 244 869 
Association of Universities and Colleges of 
Canada, Ottawa (Ontario). 
Some Questions of Balance: Human Resources, 
Higher Education and Canadian Studies. Volume 
Ill of “To Know Ourselves: The Report of the 
Commission on Canadian Studies”. 
ED 246 704 


Astronomical Society of the Pacific, San 
Francisco, CA. 
Quasara: Ancient, Awesome Violence. Exploring 
the Universe. 
ED 242 566 


Atlanta Partnership of Business & Educa- 
tion, Inc., GA. 
“A Community of Believers”: The Atlanta Part- 
nership of Business and Education, Inc. Second 
Anniversary Report. 
ED 242 632 
The Technology Program for the Atlanta Partner- 
ship of Business & Education, Inc. 
ED 240 365 


Atlanta Univ., GA. Graduate School of Ed- 
ucation. 
Final Report on a Program to Expand Research 
Participation of Faculty and Students at the At- 
lanta University Center. 
ED 240 963 


Auburn Univ., Ala. Cooperative Extension 
Service. 
Questions Industrial Prospects Most Often Ask 
about A Rural Community. Circular CRD-20. 
ED 247 074 


Austin Child Guidance and Evaluation 
Center, TX. 
Child Care Consortiums by Employers: Four In- 
terorganizational Issues to Consider When Devel- 
oping a Joint Project [Manual. and] Hospital 
Employee Child Care Project, Final Report (Janu- 
ary-March) and Executive Summary. 
ED 242 437 


Austin Coll., Sherman, Tex. 
Extended Teacher Education Programs: A Survey 
of Attitudes in Texas. 
ED 242 714 


Austin Independent School District, Tex. 

District Achievement Profiles, 1982-83. 

ED 247 311 
Your Child’s Scores in Basic Skills: lowa Tests of 
Basic Skills. AISD Kindergarten, School Year 
1981-82. AISD Elementary Schools, School Year 
1981-82. 

ED 242 734 
Your Scores in Basic Skills: lowa Tests of Basic 
Skills. AISD Junior High Schools, School Year 
1981-82. AISD Senior High Schools, School Year 
1981-82. 

ED 242 733 


Austin Independent School District, Tex. 
Office of Research and Evaluation. 
Desegregation and Dropping Out in One School 
District. 
ED 247 353 
Do We Fail Those We Fail? 
ED 247 295 
Holding Power of Ninth-Grade Courses. 
ED 241 595 
Identification of Exemplary Teachers of LEP Stu- 
dents. 
ED 247 302 
If It Is Broke, Fix It! (How to Make a Compensa- 
tory Program Work.) 
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ED 247 354 
Practice Makes Perfect? Skills Gained in Seven 
Years of Questionnaires. 

ED 246 128 
Retention and Promotion, 1982-83. Final Techni- 
cal Report. 

ED 247 310 
Same Bilingual Preschool Project, Different 
Gains; What Happened? 

ED 247 251 
whe Up Candidates for a New Achievement 

est. 

ED 247 257 
Texas Assessment of Basic Skills. Final Technical 
Report: Executive Summary. 

ED 242 729 
What We Know about Compensatory Education: 
A Compendium. What Does Work? What Does 
Not Work? What Role Does Evaluation Play? 

ED 241 600 
Youth Needs Survey: Fall 1983. 

ED 241 601 


Australian Capital Territory Schools Au- 
thority, Canberra. 
The Challenge of Change: A Review of High 
Schools in the ACT. 1. Report of the Review 
Committee. 
ED 240 675 
The Challenge of Change: A Review of High 
Schools in the ACT. 2. Critical Papers. 
ED 240 676 


Australian Coll. of Education, Carlton, 
Victoria. 
The Class of 1990: The Impact of Technological 
and Social Change on Schools. Proceedings of the 
Annual Conference of the Townsville Regional 
Group (5th, Townsville, Queensland, Australia, 
August 26-27, 1983). 
ED 243 467 
Australian Council for Educational Re- 
search, Hawthorn. 
Computing in Schools: An Australian Perspec- 
tive. Australian Education Review Number 21. 
ED 246 860 
Issues of the Eighties: Principals’ Perspectives and 


go Practices. ACER Research Monograph 
o. 22. 


ED 242 037 
Australian Dept. of Communications, Can- 
berra. 


Potential Use of the Australian Satellite Commu- 
nications System for School of the Air and En- 
hanced Educational Services. Report Prepared for 
the Commonwealth/State Advisory Committee 
on the Educational Use of Communications Tech- 
nology. 

ED 246 898 


Australian Dept. of Education, Canberra. 
Pre-School Education: A Review of Policy, Prac- 
tice and Research. 

ED 241 135 
Satellites, Telecommunications and Education: A 
Resource Guide for Australian Educators. 


ED 246 899 
Australian Education Research and Devel- 


opment Committee, Canberra. 
The Management and Education of Children with 
Spina Bifida and Hydrocephalus. 


ED 242 162 
Playground Game Characteristics of Brisbane Pri- 
mary School Children. 


ED 241 137 
Australian Inst. of Criminology. Criminol- 
ogy Research Council. 
Literacy and Learning-The Human Factor. A Re- 
port to the Criminology Research Council of the 
Australian Institute of Criminology on the Liter- 


acy Needs and Abilities of Prison Inmates [and] 
Appendices. 


ED 242 891 
Australian National Training Council, Can- 
berra. 


Job Relevant Programs and Career Structures for 
Training and Development Personnel. 


ED 246 178 
Australian National Univ., Canberra. Na- 
tional Clearinghouse for Youth Studies. 


Youth Studies Abstracts, Voi. 3 No. 1. 

ED 240 306 
Youth Studies Abstracts. Vol. 3 No. 2. 

ED 244 079 
Youth Studies Bulletin, Vol. 3 No. 1. 

ED 240 307 
Youth Studies Bulletin. Vol. 3 No. 2. 

ED 244 080 


Australian Schools Commission, Canberra. 
Classroom Disruption in Disadvantaged and 
Non-Disadvantaged N.S.W. Primary Schools. 
Mt. Druitt Longitudinal Study Report. 

ED 242 397 
P.C.A.P. Project Profiles and General Profiles. 
Queensland Priority Country Area Program- 
Evaluation Series. 

ED 242 454 
The ROCTAPUS Closed-Circuit Television Pro- 
gram Final Report. Priority Country Area Pro- 
gram Evaluation Series: Report No. 10. 

ED 242 453 


AVA, Inc., Denver, CO. 
State Support for Education, 1982-83. 
ED 240 914 
Theoretical Perspectives on Budget Reform. 
ASHE 1984 Annual Meeting Paper. 
ED 245 602 


Bakersfield City School District, Calif. 
Grow, Grow, Grow: Learn about Other Cultures. 
California Demonstration Program. Revised. 
ED 241 367 


Bakersfield Coll., Calif. 
Re-Entry Women and Part-Time Students: An 
Overview with Relevant Statistics. 
ED 246 970 
1984 Survey of Bakersfield College Radiologic 
Technician Graduates. 
ED 244 693 


Ball State Univ., Muncie, Ind. 
Why Women: Reflections on the Need to Empha- 
size Women in Teaching about Development. 
ED 245 998 


Bank of America NT & SA, San Fran- 
cisco, CA. 
A Guide to Checks and Checking. The CIRcular: 
Consumer Information Report 10. 
ED 241 822 
How to Balance Your Checkbook. The CIRcular: 
Consumer Information Report 1. 
ED 241 819 
Income Tax Organizer. The CIRcular: Consumer 
Information Report 9. 
ED 241 821 
Insuring Your Property. The CIRcular: Consumer 
Information Report 29. 
ED 241 829 
Managing Your Credit. The CIRcular: Consumer 
Information Report 18 
ED 241 824 
Money Management for Children and Parents. 
The CIRcular: Consumer Information Report 25. 
ED 241 827 
New Life for Old Houses. The CIRcular: Con- 
sumer Information Report 28. 
ED 241 828 
Personal Money Planner. The CIRcular: Con- 
sumer Information Report 14. 
ED 241 817 
Personal Record Keeping. The CIRcular: Con- 
sumer Information Report 21 
ED 241 825 
Solar Energy: Uses for Your Home. The CIRcu- 
lar: Consumer Information Report 15. 
ED 241 823 
Ways to Finance an Education. The CIRcular: 
Consumer Information Report 8. 
ED 241 820 
Ways to Save Your Money. The CIRcular: Con- 
sumer Information Report 2. 
ED 241 818 
What’s in Your Credit Report? The ClIRcular: 
Consumer Information Report 22. 
ED 241 826 
Basic Educational Skills Project, Oak 
Ridge, TN. 
ng Best of BES: Basic Educational Skills Materi- 
als. 
ED 245 780 
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An Early Childhood Program: A Continuing De- 
velopment Involving Many Changes. The Best of 
BES-Basic Educational Skills Project. 

ED 245 781 


Battelle Human Affairs Research Centers, 
Seattle, WA. 
An Analysis of the Content of Specialty Practices 
and Their Service Capacities. 
ED 242 270 


Bay Area and the World, San Francisco, 
CA, 
Beyond National Boundaries: An International 
Profile of the University of California, Berkeley. 
ED 240 896 
International Business Education in Bay Area 
Universities: Meeting the Challenge of Global 
Competition. 
ED 240 895 
International Youth Exchange Programs in the 
Bay Area 
ED 240 893 
The World’s Students in Bay Area Universities. 
ED 240 894 


Bay Area Global Education Program, 
Stanford, CA. 
Understanding Our Cultural Diversity: A Theme 
Guide to K-12 Curricular Resources, Activities, 
and Processes. 
ED 247 149 


Baylor Coll. of Medicine, Houston, Tex. 
Television Public Service Annoncements: Are 
They an Effective Channel for Communicating 
Health Information to Urban Mexican Ameri- 
cans? 

ED 245 865 
Vivir O Morir? The Effects of Radio on Health 
Education for Hispanics. 

ED 247 043 


Bay Shore School District, NY. Office of 
Instructional Services. 
Elementary Writing Program. 
ED 240 553 
Bay Shore Union Free School District, 
NY. 
Report and Recommendations of the Committee 
on the Full-Day Kindergarten. 
ED 243 597 


Beaverton School District 48, Oreg. 
Beaverton High School Staff Development 
Project: A Five-Year Study. Spring, 1984. 

ED 244 945 


Bellevue Public Schools, Wash. 
The Principal: Key to Change in the School. 
ED 244 725 


Bell (James) and Associates, Inc., Arling- 
ton, VA. 
Six-Month Evaluation of the Maryland Day Care 
Voucher Demonstration. [and] Code of Maryland 
Regulations 07.02.15: Annotated Code of Mary- 
land, Article 88A, Subsection 32D-32H, Family 
Day Care 
ED 245 844 


Bergen Community Coll., Paramus, N.J. 
Development and Field Test of Competency 
Based Instructional Material for a Career Mobil- 
ity Program for Licensed Practical Nurses. Final 
Report. 

ED 240 348 


Bergen County Vocational-Technical High 
School, Hackensack, N.J. 
Energy Conservation for Residential Dwellings. 
Course Syllabus. 
ED 240 341 
Energy Management Controls. Course Syllabus. 
ED 240 343 
Photo''oltaics and Wind Power Systems. Course 
Syllabus. 
ED 240 340 
Solar Systems and Energy Management Controls. 
Final Report, 1982-83. 
ED 240 339 
Solar Troubleshooting and Maintenance. Course 
Syllabus. 
ED 240 342 


Berman, Weiler Associates, Berkeley, CA. 
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Improving Student Performance in California: 
Analysis of First Year’s Education Legislation. 
ED 246 149 


Bernard Van Leer Foundation for Early 


Childhood Education (CECE), Kingston, 
Jamaica. 
Early Childhood Education: Functional Interac- 
tivity of Family-Community-School. 
ED 244 721 


Bernard Van Leer Foundation, The Hague 
(Netherlands). 
Classroom Disruption in Disadvantaged and 
Non-Disadvantaged N.S.W. Pri Schools. 
Mt. Druitt Longitudinal Study Report. 
ED 242 397 
Bilingual Education Service Center, Ar- 
lington Heights, Ill. Indochinese Center 
for Material Development and T 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Laotian. 
ED 246 686 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English- Vietnamese. 
ED 246 685 


Bilingual Vocational Education Project, 
Arlington Heights, Ill. 
Bilingual Vocational Staff Development Re- 
sources—A Selected Bibliography. 
ED 245 071 


Blackhawk Technical Inst., Janesville, 
Wis. 
Articulation Activity for Accounting Programs: 
Project Results and Descriptive Report. Final Re- 
port. 
ED 242 345 


Blanchard Memorial School, Boxborough, 
MA, 
The Human Health, Growth, and Development 
Curriculum. 
ED 247 220 


Blue Mountain Unified School District, 
Wells River, VT. 
Project GATE: Gifted and Talented Education, A 
Process Manual. 
ED 244 478 
B’nai B’rith, New York, N.Y. Anti-Defa- 
mation League. 
The Holocaust and Genocide: A Search for Con- 
science. A Curriculum Guide. 
ED 241 451 
Holocaust and Genocide: A Search for Con- 
science. A Student Anthology. 
ED 241 452 
Bolt, Beranek and Newman, Inc., Cam- 
bridge, Mass. 
Acquisition of Knowledge about Reading in the 
Preschool Period: An Update and Extension. 
Technical Report No. 318. 
ED 246 408 
Creating the Classroom’s Communicative Con- 
text: How Parents, Teachers, and Microcomput- 
ers Can Help. Reading Education Report No. 47. 
ED 240 509 
The Decoding Ability of Elementary School Stu- 
dents. Reading Education Report No. 49. 
ED 244 228 
Effects of Text Structure on Children’s Compre- 
hension of Expository Material. Technical Report 
No. 316. 
ED 246 398 
Eye Movement Control during Reading: The Ef- 
fect of Word Units. Technical Report No. 310. 
ED 240 531 
Inferential Reading Abilities of Mildly Retarded 
and Average Students. Technical Report No. 311. 
ED 240 537 
Intervention Procedures for Increasing Preschool 
Children’s Interest in and Knowledge about Read- 
ing. Technical Report No. 312. 
ED 244 222 
Learning Words from Context. Technical Report 
No. 319. 
ED 246 392 
Metaphor as Structure-Mapping: What Develops. 
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Technical Report No. 315. 

ED 245 197 
Producing “Considerate” Expository Text: or 
Easy Reading is Damned Hard Writing. Reading 
Education Report No. 46. 

ED 240 510 
QUILL Reading and Writing with a Microcom- 
puter. Reading Education Report No. 48. 

ED 240 516 
Reading Comprehension Instruction in Social 
Studies Programs or, On Making Mobiles Out of 
Soapsuds. Technical Report No. 309. 

ED 240 532 
Robot Plans and Human Plans: Implications for 
gma of Communication. Technical Report No. 


ED 244 253 
Some Remarks on How Words Mean. Technical 
Report No. 307. 

ED 240 506 
Testing the Metaphoric Competence of the 
Young Child: Paraphrase versus Enactment. 
Technical Report No. 313. 

ED 243 089 
What Did You Mean by That Question? A Taxon- 
omy of American History Questions. Technical 
Report No. 308. 

ED 240 511 


Border Coll. Consortium, Laredo, TX. 
Mathematics Education for Hispanic Students in 
the Border College Consortium. 


ED 242 451 


Boston Coll., Chestnut Hill. Affirmative 
Action Council. 
Career and Lifestyle Aspirations of Boston Col- 
lege Undergraduates. 
ED 242 226 


Boston Public Schools, MA. Dept. of Im- 
plementation. 
Student Assignment Information, 1984-1985. 
Boston Public Schools. 
ED 245 021 


Boston Public Schools, MA. Dept. of Stu- 
dent Support Services. 
Minority Parents and Special Education: Advo- 
cacy, Placement, Programs. 
ED 243 253 
Minority Students & Special Education: The Is- 
sues of Placement and Proportion. Model Pro- 
grams and Practical Approaches. Spring 
Conference. 
ED 243 254 


Boston Public Schools, Mass. 
Boston Public Schools Promotion Policy, Grades 


ED 245 006 


Boston Univ., MA. Center for Educational 
Development in Health. 
Diseno Sistematico de Proyectos: Manual para 
Voluntarios (Systematic Project Design: A Hand- 
book for Volunteers). Appropriate Technologies 
for Development. Fourth Edition. Reprint R-44B. 
ED 242 868 
Systematic Program Design: A Handbook for 
Volunteers. Appropriate Technologies for Devel- 
opment. Fourth Edition. Reprint R-44A. 
ED 242 867 
Boston Univ., MA. Graduate School. 
Words “Made-Up” by Children: An Analysis of 
Their Form and Communicative Effectiveness. 
ED 246 689 
Boston Univ., Mass. School of Education. 
Communicative Interaction in American Sign 
Language between Deaf Mothers and Their Deaf 
Children: A Psycholinguistic Analysis. 
ED 245 524 


Bowling Green State Univ., Ohio. Gradu- 
ate School. 
Teachers of the Behaviorally Disordered: Dis- 
crepancies between Training and Perceived 
Needs. 
ED 246 585 
Boys Town, Neb. 
Children and Television...A Primer for Parents 
[Revised]. 
ED 243 466 


Boys Town, NE. Communications and 
Public Service Div. 
Fs Parent’s Guide to Learning and School Prob- 
ems. 
ED 245 436 


Brandeis Univ., Waltham, MA. Center for 
Employment and Income Studies. 
An Introduction to Competency-Based Employ- 
ment and Training Programming for Youth under 
the Job Training Partnership Act. 
ED 246 229 


Brandeis Univ., Waltham, Mass. Florence 
Heller Graduate School for Advanced 
Studies in Social Welfare. 
Can Employer or Worker Subsidies Raise Youth 
Employment? An Evaluation of Two Financial 
Incentive Programs for Disadvantaged Youth. Fi- 
nal Report. 
ED 241 618 
The CETA Youth Employment Record. Repre- 
sentative Findings on the Effectiveness of Federal 
Strategies for Assisting Disadvantaged Youth. 
ED 241 619 
Brandywine School District, Claymont, 
DE. 


A High School Program in Human Ecology: 
Helping Everyone Live Productively. Student 
Handbook. 


ED 242 611 
A High School Program in Human Ecology: 
Helping Everyone Live Productively. Teacher 
Curriculum Handbook. Revised. 

ED 242 610 


Brazosport Independent School District, 
Freeport, Tex. 
Brazosport Independent School District Commu- 
nity Survey Summary. 
ED 242 009 


Brevard Community Coll., Cocoa, Fla. 

ABE Outreach: Teacher, Recruiter, Counselor. A 
Handbook for Adult Basic Education 
Teacher/Recruiter/Counselors. A Guide for Pro- 
gram Managers. Revised. 

ED 243 560 
Cooperative Agreements Study Report. 

ED 244 692 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level II 
Modules. 

ED 243 563 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level I 
Modules. 

ED 243 562 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Process 
Manual for Program Implementation. 

ED 246 939 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Volun- 
teer Sponsor’s Leader’s Guide. 

ED 243 561 


Brevard County School Board, Cocoa, Fila. 
Teaching about Ethics and the Environment. 
ED 244 840 


British Columbia Dept. of Education, Vic- 
toria. 

Aduit Basic Education Mathematics Curriculum 
Guide. 

ED 242 552 
Adult Basic Education Science Curriculum 
Guide. 

ED 242 557 
Boilermaking Manual. 

ED 246 301 
The Dacum Workshop. Dacum 2. 

ED 246 286 
Diamond Drilling Specification Manual and 
Course Outline. 

ED 246 289 
Drywall Finishing Apprenticeship. Course Out- 
line (C-6). 

ED 246 303 
From Objectives to Instruction. Dacum 4. 

ED 246 288 
From Skill Profile to Objectives. Dacum 3. 

ED 246 287 
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Front End Loader Operator. Open Pit Mining Job 
Training Series. 
ED 246 295 
—— Operator. Open Pit Mining Job Training 
ies. 


ED 246 294 
Haulage Truck Operator. Open Pit Mining Job 
Training Series. 

ED 246 296 
Heavy Duty Mechanics Apprenticeship Training, 
Module One. Volume I. 

ED 246 299 
Heavy Duty Mechanics Apprenticeship Training, 
Module One. Volume II. 

ED 246 300 
Heavy Duty Tireman. Open Pit Mining Job 
Training Series. 

ED 246 290 
Introduction to Dacum. Dacum 1. 

ED 246 285 
Medical Office Assistants’ Handbook. Second 
Edition. 

ED 246 284 
Plumbing. Manual of Instruction for the Plumbing 
Trade. [Revised Edition]. 

ED 246 304 
Rotary Drill Operator. Open Pit Mining Job 
Training Series. 

ED 246 291 
Rubber Tire Dozer Operator. Open Pit Mining 
Job Training Series. 

ED 246 297 
— Operator. Open Pit Mining Job Training 

Ties. 


ED 246 293 
Track Dozer Operator. Open Pit Mining Job 
Training Series. 
ED 246 292 
Travel Agent Course Outline. 
ED 246 298 
The Waiter and Waitress Training Manual. Re- 
vised Edition. 
ED 246 305 
British Columbia Dept. of Education, Vic- 
toria. Continuing Education Div. 
Adult Basic Education English and Communica- 
tions Curriculum Guide. Response Draft. 
ED 241 941 
British Columbia Dept. of Education, Vic- 
toria. Curriculum Dev 
Computer Awareness: An Introduction for 
Teachers. 
ED 242 309 
Drywall Finishing Manual. 


ED 246 302 
Performance One, Acting 11. Curriculum Guide 
& Resource Book. 


ED 244 313 
British Columbia Dept. of Education, Vic- 
toria. Div. of Continuing Education. 


Assessing English Skills: Reading. A Resource 
Book for Adult Basic Education. 


ED 241 916 
Assessing English Skills: Writing. A Resource 
Book for Adult Basic Education. 


; ED 241 956 
Reading Development: A Resource Book for 
Adult Basic Education. 


ED 241 914 
British Columbia Inst. of Technology, Bur- 
naby. Office of Institutional 


Planning. 
Perceptions of BCIT: A Synopsis of the 1984 
BCIT Market Research Project. 


ED 245 726 
1983 First Year Student Survey. 


ED 245 729 
1983 Outlook Report. 


ED 245 727 
1984 Outlook Report. 


ED 245 728 
British Columbia Teacher’s Federation, 
Vancouver. 


A Program S + quae Literacy: Early Steps in 
Learning to W: 


ED 244 511 
British Columbia Univ., Vancouver. Centre 
for Contin Education. 
Adult Education in Continental Europe: An An- 


notated Bibliography of English-language Materi- 
als 1980-1982. Monographs on Comparative and 
Area Studies in Adult Education. 

ED 241 756 
The Dacum Workshop. Dacum 2. 

ED 246 286 
From Objectives to Instruction. Dacum 4. 

ED 246 288 
From Skill Profile to Objectives. Dacum 3. 

ED 246 287 
Introduction to Dacum. Dacum 1. 

ED 246 285 


British London (England). 

Communication Games. ELT Guide 1. 

ED 245 556// 
Language Teaching Projects for the Third World. 
ELT Documents 116. 

ED 246 675// 
Mathematics Education. Anglo-Soviet Seminar 
(ist, Oxford, England, September 8-16, 1981). 

ED 242 540 

Oral Practice in the Language Laboratory. ELT 
Guide 3. 

ED 245 568// 
Simulations. ELT Guide 2. 

ED 245 557// 
Teaching Literature Overseas. Language-Based 
Approaches. ELT Documents 115. First Edition. 

ED 245 563// 
Video Applications in English Language Teach- 
ing. ELT Documents 114. First Edition. 

ED 245 564// 


British Council, London (England). En- 

glish Language and Literature Div. 

English Teaching Profile: Algeria. 
ED 243 324 


English Teaching Profile: Australia. 
ED 243 320 
English Teaching Profile: China. 
ED 240 854 
English Teaching Profile: Lesotho. 
ED 245 553 
Brookdale Community Coll., Lincroft, N.J. 
Media Specialists Evaluation System. 
ED 245 670 
A Partial Study of Research Needs at Brookdale 
Community College. 
ED 243 526 
Brookings Institution, Washington, D.C. 
Public Policy, Science, and Environmental Risk. 
Brookings Dialogues on Public Policy. 
ED 241 277 
Broward Community Coll., Fort Lauder- 
dale, Fla. 
The Community College and International Edu- 
cation: A Report of Progress. Volume II. 
ED 245 736 


Broward County Schools, Fort Lauderdale, 
Fla. 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-C: Mediation and Due Pro- 
cess Procedures. 
ED 244 414 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-F: Electronic Communica- 
tion Devices for Visually Impaired Students. 
ED 244 416 


Brunel Univ., Uxbridge (England). Brunel 
Inst. of Organisation and Social Science. 
MAUD: An Interactive Computer Program for 
the Structuring, Decomposition, and Recomposi- 
tion of Preferences between Multiattributed Al- 
ternatives. Final Report. Technical Report 543. 
ED 244 605 
Structuring Decisions: The Role of Structuring 
Heuristics. Final Report. Technical Report 542. 
ED 244 609 
Bryce 


Hospital, Tuscaloosa, AL. 
Adult Basic Education Curriculum Guide for 
ABE Programs Serving Psychiatrically Il] Adult 
Students. 


ED 244 155 
Buckeye Association of School Administra- 


Westerville, OH. 
Project Leadership. An Educational Improve- 
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ment Program. 

ED 241 991 

Bureau of Education for the Handicapped 
(DHEW/OE), Washington, D.C. 

A Comparison of Differential Treatment Ap- 
proaches for Impulsive Responding of Hyperac- 
tive Children at Two Age Levels. Final Report. 

ED 244 496 
Developmental Memory Span for Familiar Audi- 
tory Stimuli: Salience of the Perceptual Sign and 
the Linguistic Symbol. [Final Report]. 

ED 244 506 
Disability: The College’s Challenge. 

ED 244 449 
Evaluating the Effects of Implementing the Sys- 
tem of Multicultural Pluralistic Assessment. [Fi- 
nal Report]. 

ED 246 644 
The Home Stretch. 

ED 241 124 


Bureau of Education for the Handicapped 
(DHEW/OE), Washington, D.C. Div. of 
Innovation and Development. 
Language Development among Learning Dis- 
abled and Norma! Students at Intermediate and 
Secondary Age Levels. Final Report. 
ED 245 519 
Bureau of Labor Statistics (DOL), Wash- 
ington, D.C. 
National Survey of Professional Administrative, 
Technical, and Clerical Pay, March 1983. Bulletin 
2181. 
ED 246 205 
Bureau of Postsecondary Education 
(DHEW/OE), Washington, D.C. Div. of 
International Education. 
The People of South Asia [Grades K-2]. 
ED 242 649 
The People of South Asia [Grades 6-8]. 
ED 242 650 
People of the Appalachians. 
ED 242 651 
The People of West Africa. 
ED 243 749 


Bureau of the Census (DOC), Suitland, 
Md. 
Estimates of the Population of Puerto Rico and 
the Outlying Areas: 1970 to 1982. Current Popu- 
lation Reports. Population Estimates and Projec- 
tions. Series P-25, No. 943. 
ED 241 660 
Selected Characteristics of Persons in Engineer- 
ing: 197 
ED 247 084 
1982 Census of Governments. Volume 4: Govern- 
mental Finances; Number 1: Finances of Public 
School Systems. 
ED 245 384 
Bureau of the Census (DOC), Suitland, 
Mad. Population Div. 
America’s Black Population: 1970 to 1982. A Sta- 
tistical View. Special Publication PIO/POP-83-1. 
ED 244 002 
Characteristics of the Population below the Pov- 
erty Level: 1982. 
ED 244 005 
Child Care Arrangements of Working Mothers: 
June 1982. 
ED 245 831 
Earnings in 1981 of Married-Couple Families, by 
Selected Characteristics of Husbands and Wives. 
ED 242 946 
Household and Family Characteristics: March 
1983. 


ED 247 020 
Lifetime Earnings Estimates for Men and Women 
in the United States: 1979. 
ED 242 960 
Lifetime Work Experience and Its Effect on Earn- 
ings: Retrospective Data from the 1979 Income 
Survey Development Program. 
ED 246 202 
Selected Characteristics of Persons in Computer 
Specialties: 1978. 
ED 244 808 
Bureau of the Census, Washington, DC. 
Center for Demographic Studies. 
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American Women: Three Decades of Change. 
Special Demographic Analyses, CDS-80-8. 

ED 243 795 

Burlington School District, Vt. 

Burlington’s Making Special Friends Project: Vol- 
ume III. Implementation Guidelines and Inser- 
vice Training Manual. 

ED 242 114 
Burlington’s Making Special Friends Project: Vol- 
ume II. Model Overview. 

ED 242 113 
Burlington’s Making Special Friends Project: Vol- 
ume IV. Strategies for Implementing Model Com- 
ponents. 

ED 242 115 
Burlington’s Making Special Friends Project: Vol- 
ume V. Developing Community Resource and 
Accessibility Guides. 

ED 242 116 

Burton International School, Detroit, MI. 

The People of South Asia [Grades K-2]. 

ED 242 649 
The People of South Asia [Grades 6-8]. 

ED 242 650 
People of the Appalachians. 

ED 242 651 
The People of West Africa. 

ED 243 749 
Programming and Training for Small Farm Grain 
Storage. Appropriate Technologies for Develop- 
ment. Manual No. M-2B. 

ED 241 767 
Small Farm Grain Storage. Appropriate Technol- 
ogies for Development. Manual M-2. 

ED 241 766 


Business-Higher Education Forum, Wash- 
ington, D.C. 
Highlights of the Winter 1984 Meeting. Busi- 
ness-Higher Education Forum (Scottsdale, Ari- 
zona, January 26-28, 1984). 
ED 246 706 
Butler County Community Coll., El Do- 
rado, KS. 
Feasibility Study: A Gerontological Survey to De- 
termine Certification and Continuing Education 
Needs of Area Nursing Home Staff. 
ED 246 978 
Butte Coll., Oroville, CA. 
The Effect of a Developmental Writing Course on 


Student Persistence and Achievement: A Re- 
search Report. 


ED 244 687 
The Effect of Basic Skills Assessment on Student 
Achievement and Persistence at Butte College: A 
Research Report. 
ED 244 686 
Cajon Valley Union School District, El 
Cajon, Calif. 
It’s “Funner” to Be a Runner Physical Educa- 
tion/Classroom Program. 
ED 242 660 
Caldwell Community Coll. and Technical 
Inst., Lenoir, NC. Office of Research and 
Plannin 
Caldwell Community College and Technical In- 
Stitute 1982-1983 Fact Book. Fourth Edition. 
ED 242 361 


Calgary Society for Students with Learn- 
ing Difficulties (Alberta). 
The Evaluation of the Calgary Learning Centre. 
ED 246 575 
The Evaluation of the Calgary Learning Centre. 
Summary. 


ED 246 576 
Calgary Univ. (Alberta). Dept. of Curricu- 
lum and Instruction. 


Carry-Over Effects of Focusing Postquestions 
Adjunct to Computer-Animated Graphics. 
ED 247 131 

California Child Development Programs 
Advisory Committee, Sacramento. 

There Is a Choice: Choosing Good Infant and 

Child Day Care. Final Report and Executive 

Summary. 


ED 243 593 


California State Dept. of Education, 635 


California Commission of Teacher Creden- 


Sacramento. 
CBEST Performance in Relation to Personal 
Background Factors. 
ED 242 666 
California Community Colleges, Sacra- 
mento. Academic Senate. 
Academic Policies Leading the Way: Selected 
Resolutions and Position Papers, 1974-1983. 
ED 242 376 
Statement on Preparation in Natural Science Ex- 
pected of Entering College Freshmen. 
ED 242 375 
California Community Colleges, Sacra- 
mento. Board of Governors. 
California Community Colleges: Fiscal Data Ab- 
stract, 1982-83. 
ED 242 381 
California Community Colleges, Sacra- 
mento. Office of the Chancellor. 
Directory of California Community Colleges Ex- 
emplary Vocational Education Programs and Ma- 
terials for Special Population Students. 
ED 242 939 
EOPS Operational Program Review: Qualitative 
Evaluations, 1983-1984. Final Report. 
ED 246 951 
Expanding New Horizons Training Manual. 
ED 244 078 
A Follow-Up Study of Learning Disabled Pro- 
grams in California Community Colleges. 
ED 245 744 
Models of Strategic Planning in Community Col- 
leges. 
ED 242 360 
Vocational Education Management Study. Final 
Report, September 3-November 15, 1982. 
ED 242 970 


California Energy Extension Service, Sac- 
ramento. 
Energy Action in Schools. Animated Bibliogra- 
phy. A Sample of Energy Education Curriculum 
Materials. 
ED 242 490 
How to Motivate Staff and Students to Save En- 
ergy: A Guide to Methods and Techniques That 
Work. 
ED 242 605 
California Occupational Information Coor- 
dinating Committee, Sacramento. 
How to Develop and Use Labor Market Informa- 
tion in Local Occupational Program Planning. A 
Guide for Local Planners. 
ED 240 349 


California Polytechnic State Univ., San 
Luis Obispo. Library. 
Vitamin C: A Selective Bibliography. Second Edi- 
tion. Bibliography Series Eleven. 
ED 241 286 
California Roundtable, San Francisco. 
Improving Student Performance in California: 
Analysis of First Year’s Education Legislation. 
ED 246 149 


California School Boards Association, Sac- 
ramento. 
Business Education Partnerships: Gearing Up for 
Economic Survival. 
ED 242 003 


California State Dept. of Education, Sac- 
ramento. 
The Adult English as a Second Language Diag- 
nostic Reading Test. 
ED 240 830 
[California Mentor Teacher Program. Program 
Advisory.] 
ED 241 473 
CBEDS Data Users’ Guide (1983 Data). 
ED 240 668 
The Census and the Schools: Selected Statistics 
(1980). 
ED 244 385 
Computer Literacy in California Schools. 
ED 244 592 
Computer Literacy of California’s Sixth and 
Twelfth Grade Students. California Assessment 
Program. 


ED 245 658 

The Funnybone Family Saga. [Level 1, Books 1-5; 
Level 2, Books 6-10.] XYZ-Rated: For Adults 
Only. Basic Skills Series. 

ED 240 390 
Handbook for CBAE Staff Development. 

ED 244 159 
Improving the Human Environment of Schools: 
Facilitation. 

ED 246 529 
Jog America Read-A-Thon and TV Viewing Skills 
Packet. Books and Beyond. 

ED 241 927 
Learning About Social Behavior. Implementation 
Guide. 

ED 241 371 
Learning About Social Behavior. Individualized 
Instruction Supplement for Learning Disability 
Students. 

ED 241 372 
Making Mealtime a Happy Time for Preschool- 
ers: A Guide for Teachers. 1982 Edition. 

ED 241 122 
Project C.L.A.S.S.: Classroom Learning to Attain 
Social Skills. Teacher Handbook [and] Parent 
Guide [and] Facilitator Handbook. 

ED 242 601 
Project Workability Evaluation Report. 

ED 240 350 
Summary of SB 813 and Related Legislation: 
Hughes-Hart Educational Reform Act of 1983. 

ED 241 155 
Time and Learning in California Schools. 

ED 244 989 
Wet ’n’ Safe. Water and Boating Safety. Grades 
4-6. 


ED 244 921 
California State Dept. of Education, Sac- 
ramento. Curriculum Framework and In- 
structional Materials Unit. 
Instructional Materials Approved for Legal Com- 
pliance. 


ED 244 241 
Vietnamese Ethnic Awareness Unit. The Best of 
BES. 


ED 242 799 
California State Dept. of Education, Sac- 
ramento, Div. of Adult and Community 


Education. ; 
Competency Based Adult Education: A Process 
Model. 


ED 240 391 

Vocational English 1s a Second Language: A Part- 
nership with Industry. 

ED 241 804 

California State Dept. of Education, Sac- 
ramento. Div. of Special Education. 

Analysis of Private Agencies Serving Individuals 
with Exceptional Needs, Ages 3.0 to 4.9. 

ED 242 161 
Documentation of Model Programs for the Imple- 
mentation of Assembly Bill 777 (School-Based 
Program Coordination Act). 

ED 242 160 
Emotionally Disturbed Hearing-Impaired Stu- 
dents in California: Their Needs, Assessment Pro- 
cedures, and Current Program Effectiveness. 

ED 245 450 
Perceptual Assessment: Superstition or Truth. A 
Report to Implement Assembly Bill 933. 

ED 245 449 


California State Dept. of Education, Sac- 
ramento. Div. of Vocational Education. 
Learning to Do Math the Automotive Way. 
ED 244 092 
Learning to Do Math the Electronics Way. 
ED 244 101 
Learning to Do Math the Metalworking Way. 
ED 244 098 
Learning to Do Math the Woodworking Way. 
ED 244 095 
Learning to Read and Write the Automotive Way. 
ED 244 091 
Learning to Read and Write the Electronics Way. 
ED 244 100 
Learning to Read and Write the Metalworking 
Way. 
ED 244 097 
Learning to Read and Write the Woodworking 





636 California State Dept. of Education, 


Way. 

ED 244 094 
Learning to Verbally & Visually Communicate the 
Automotive Way. 

ED 244 093 
Learning to Verbally & Visually Communicate the 
Electronics Way. 

ED 244 102 
Learning to Verbally & Visually Communicate the 
Metalworking Way. 

ED 244 099 
Learning to Verbally & Visually Communicate the 
Woodworking Way. 

ED 244 096 
Quantitative Evaluation of 1981-1982 Vocational 
Education Programs. 


ED 241 724 


California State Dept. of Education, Sac- 
ramento. Office of Bilingual Bicultural Ed- 
ucation. 


Bilingual-Crosscultural Teacher Aides: A Re- 
source Guide. 

ED 243 318 
A Handbook for Teaching Portuguese-Speaking 
Students. 


ED 243 319 
Materials for Indochinese Students: An Anno- 
tated Bibliography. 
ED 243 997 
California State Dept. of Education, Sac- 
ramento. Office of Child Development. 
Child Development Program Guidelines, 1983 
Revision. 
ED 242 048 
California State Dept. of Education, Sac- 
ramento. Office of Staff Development. 
Implementation of Teacher Education and Com- 
puter Centers in California: Results of a First Year 
Descriptive Study. 
ED 243 831 
California State Dept. of Employment De- 
Ss ito. 
Project Workability Evaluation Report. 
ED 240 350 
California State Dept. of Health Services, 
Sacramento. Sani Engineering Branch. 
Water Treatment Plant Operation. Volume II. A 
Field Study Training Program. 
ED 242 518 


California State Dept. of Rehabilitation, 


ito. 
Project Workability Evaluation Report. 
ED 240 350 


California State Legislature, Sacramento. 
Assembly. 
Youth Crime and Juvenile Justice in California: A 
Report to the Legislature. 
ED 244 190 


California State Legislature, Sacramento. 
Senate Office of Research. 
The Neglected Branch: California Community 
Colleges. 
ED 243 506 
Who Is Watching Our Children? The Latchkey 
Child Phenomenon. 


ED 243 598 


California State Office ng Appropriate 
Technology, 
High Technology and High School. Preparing 
Students for California’s Changing Economy. A 
Perspective on the Issues. 
ED 244 599 
California State Postsecondary Education 
Sacramento. 
Education for California’s Changing Economy. 
Observations and Suggestions from Nineteen 
Leaders of California Government, Business, and 
Education. Commission Report 83-35. 
ED 245 088 
Evaluation of Community College Student Affir- 
mative Action Transition Projects: A Report to 
the Legislature in Response to Assembly Bill 1305 
(1981). Commission Report 83-36. 
ED 245 749 
Report on the California Mathematics Project. 


Commission Report 84-7. 

ED 245 930 
Update of Community College Transfer Student 
Statistics, Fall 1983. Commission Report 84-10. 

ED 242 356 
Views from the Field on Community College 
Transfer: Testimony to the Ad Hoc Committee on 
Community College Transfer of the California 
Postsecondary Education Commission. 

ED 244 669 
Views from the Field on Community College 
Transfer: Testimony to the Ad Hoc Committee on 
Community College Transfer of the California 
Postsecondary Education Commission. Supple- 
ment. 

ED 246 947 


California State Univ., Chico. 
CSU, Chico’s Inter-Library Loan Demonstration, 
December °80 - January °81. 
ED 241 039 


California State Univ., Long Beach. Office 

of the Chancellor. 

Ethnic Data and Higher Education: A Reference 
Guide for the California State University. A Stu- 
dent Affirmative Action Report. 

ED 243 610 

California State Univ., Long Beach. 

School of Education. 

Testing a Modei for Promoting Academic Success 
of Learning Disabled Students at the University 
Level. Final Report. 

ED 241 910 


California State Univ., Los Angeles. Dept. 
of industrial Studies. 

Learning to Do Math the Automotive Way. 

ED 244 092 
Learning to Do Math the Electronics Way. 

ED 244 101 
Learning to Do Math the Metalworking Way. 

ED 244 098 
Learning to Do Math the Woodworking Way. 

ED 244 095 
Learning to Read and Write the Automotive Way. 

ED 244 091 
Learning to Read and Write the Electronics Way. 

ED 244 100 
Learning to Read and Write the Metalworking 
Way. 

ED 244 097 
sam to Read and Write the Woodworking 

Way. 

ED 244 094 
Learning to Verbally & Visually Communicate the 
Automotive Way. 

ED 244 093 
Learning to Verbally & Visually Communicate the 
Electronics Way. 

ED 244 102 
Learning to Verbally & Visually Communicate the 
Metalworking Way. 

ED 244 099 
Learning to Verbally & Visually Communicate the 
Woodworking Way. 

ED 244 096 


California State Univ., Sacramento. Aca- 
demic Senate. 
Statement on Preparation in Natural Science Ex- 
pected of Entering College Freshmen. 
ED 242 375 
California State Univ., Sacramento. School 
of Engin 
Water Treatment Plant Operation. Volume II. A 
Field Study Training Program. 
ED 242 518 
California Univ., Berkeley. 
The Cooperative College Preparatory Program: A 
Comprehensive Model for School Change. An In- 
terim Report. 
ED 246 133 
California Univ., Berkeley. Center for the 
Study of Higher Education. 
Institutional Causes of Individual Irresponsibility. 
Part One. Occasional Paper #30. 
ED 243 500 
California Univ., Berkeley. Dept. of Edu- 
cation. 
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Learning about Learning: Classification Abilities. 
A Personal Workshop. Revised and Expanded 


Edition. 
ED 244 841 
Learning about Learning: Conservation Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 
ED 244 842 
Learning about Learning: Propositional Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 
ED 244 843 
California Univ., Berkeley. Graduate 
School of Education. 
The Good School of Education: Linking Knowl- 
edge, Teaching and Learning. A Report Prepared 
for the Education Review Committee, University 
of California Systemwide Administration. Re- 
vised. 
ED 246 011 
California Univ., Berkeley. Inst. of Gov- 
ernmental Studies. 
The Limited Utility of Vocational Education: Cal- 
ifornia Employers’ Views. 
ED 240 356 


California Univ., Berkeley. Lawrence Hall 
of Science. 
Fostering Equitable Consequences from Com- 
puter Learning Environments. 
ED 242 626 


California Univ., Berkeley. School of Edu- 
cation. 
Learning about Instruction: Teacher-Initiated 
Verbal Directions and Eliciting Questions. A Per- 
sonal Workshop. 
ED 246 012 
Teaching Writing K-8. 
ED 246 439 


California Univ., Berkeley. Teaching Inno- 
vation and Evaluation Services. 
Using Consultation to Improve Teaching. 
ED 242 271 


California Univ., Davis. Dept. of Applied 
Behavioral Sciences. 
Vocational Education Management Study. Final 
Report, September 3-Novembez ‘5. 1982. 
ED 242 970 


California Univ., Davis. Univ. Library. 
Appropriate Technology Bibliography. 
ED 241 266 
Vertical File Subject Headings KWIK List. 
ED 244 627 


California Univ., Irvine. 
The Intersegmental Conference: A Focus on the 
Community College Transfer Student; Report (Ir- 
vine, California, October 27, 1983) 
ED 243 524 
California Univ., La Jolla. Center for Hu- 
man Information Processing. 
Harmony Theory: Problem Solving, Parallel Cog- 
nitive Models, and Thermal Physics. 
ED 243 711 


California Univ., Livermore. Lawrence Liv- 
ermore Lab. 
Handbook for Spoken Mathematics: (Larry’s 
Speakeasy). 
ED 243 728// 
California Univ., Los Angeles. American 
Indian Studies Center. 
Kashaya Pomo Plants. 
ED 245 846 


California Univ., Los Angeles. Center for 


the Study of Evaluation. 

Assessing Students: Teachers’ Routine Practices 
and Reasoning. 

ED 242 742 
Defining School District Instructional Informa- 
tion Systems. Evaluation Systems Project. 

ED 242 108 
Ethnography and Evaluation: The Goodness of 
Fit. Methodology Project. 

ED 243 912 
Improving Instruction through the Management 
of Testing and Evaluation Activities: A Guide- 
book for School Districts. 
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" ED 243 246 
a the Mutual Needs of Research and Prac- 
tice: The Methodology Project Example. Draft. 

ED 244 984 
Systemic Evaluation. Methodology. 


ED 243 185 
Teachers and Testing: Implications from a Na- 
tional Study. Draft. 


ED 244 987 
California Univ., Los Angeles. Mental Re- 
tardation Research Center. 
Familial Social Support for Mildly Mentally Re- 
tarded Afro-Americans. 
ED 240 791 
California Univ., Los Angeles. Office of 
Academic Interinstitutional Programs. 
The Shortest Distance to Learning: A Guidebook 
to Writing across the Curriculum. 
ED 241 073 
California Univ., Los Angeles/Univ. of 
Southern California, Los Angeles. Long 
Term Care Gerontology Center 
Fear of Crime in the Elderly: Its Relation to Leav- 
ing One’s Abode, Self Reported Health and Sense 
of Personal Control. 
ED 244 196 
California Univ., Riverside. 
Contrastive Techniques of Training English 
Teachers to Become Writing Consultants. 


ED 240 602 
Multistage Path Models of Adolescent Alcohol 
and Drug Use: A Reanalysis. 

ED 246 377 
Sociocultural and Educational Assumptions in 
Follow Through Programs: A Need for Pragmatic 
Integration. 

ED 244 734 

California Univ., Riverside. Library. 

Public Services in Research Libraries: A Self- 
Study. Final Report of the Study Team. 

ED 245 698 
UCR Library Sign System Manual. 

ED 242 336 


California Univ., Sacramento. Academic 
Senate. 
Statement on Preparation in Natural Science Ex- 
pected of Entering College Freshmen. 
ED 242 375 
California Univ., San Diego. 
Report of the Workshop on Magnetic Information 
Technology - MINT (Washington, D.C., June 
22-24, 1983). 
ED 242 543 
California Univ., San Diego. Center for 
U.S.-Mexican Studies. 
America’s New Immigration Law: Origins, Ratio- 
nales, and Potential Consequences. Monograph 
Series 11. 
ED 244 769 
California Univ., San Diego, La Jolla. 
Inst. for Cognitive Science. 
Inductive Information Retrieval Using Parallel 
Distributed Computation. 


ED 245 694 
Software Engineering for User Interfaces. Techni- 
cal Report. 


ED 242 312 
User Centered System Design. Part II: Collected 
Papers from the UCSD HMi Project. 
ED 245 663 
California Univ., San Francisco. Div. of 
Family and Community Medicine. 
Predictors of Self-Assessed Health among Elderiy 
Post Hospitalization. 
ED 243 037 
California Univ., Santa Barbara. Dept. of 
Psychology. 
Sex Differences in Solving Story Problems: A 
Study of Strategies and Cognitive Processes. Final 
Report. 
ED 243 719 
California Univ., Santa Barbara. Graduate 
School of Education. 
Acquisition of Literacy Skills in First and Second 
Languages: Knowledge Utilization in Under- 


Catholic Univ. of America, Washington, D 637 


standing. Final Report. 


ED 240 857 
California Univ., Santa Barbara. Univer- 
sity Library. ’ ’ 
Chicanos: A Checklist of Current Materials, No. 
_— 1983 [and] No. 2, July-December 


ED 247 059 


Canada Coll., Redwood City, CA. 
Expanding New Horizons Training Manual. 
ED 244 078 
Canada Employment and Immigration 
Commission, Ottawa (Ontario). Employ- 
ment Support Services Branch. 
Employment Action Center’s Demonstration 
Older Worker Project. Operated June 1, 1983 
through November 31, 1983. Final Outcome Re- 
port. 
ED 246 255 
Employment Counselling Materials = Instru- 
ments de Counselling d’Emploi. 
ED 246 257 


Canada Studies Foundation, Toronto (On- 
tario). 
Building from Strength II. Teaching Canadian 
Geography General Level Curriculum. 
ED 245 990 
Canada in the International Economy: A Teach- 
ing Unit. 
ED 243 768 
Money, the Banking System and Monetary Policy 
in Canada: A Teaching Unit. 
ED 243 769 
Unemployment and Inflation in Canada: A 
Teaching Unit. 
ED 243 770 
a in the Canadian Economy: A Teaching 
nit. 
ED 243 767 


Canadian Association for Information Sci- 
ence, Ottawa (Ontario). 
(Networking + Integrating) * (Systems + Soci- 
ety). Proceedings of the Annual Canadian Confer- 
ence of Information Science (12th, Toronto, 
Ontario, May 14-16, 1984) = (Reseaux + Inte- 
gration) * (Systemes + Societe). Comptes rendus 
de la conference annuelle Canadienne des sci- 
ences de l'information (12th, Toronto, Ontario, 
14-16 mai, 1984). 
ED 244 636 
Canadian Association of Research Librar- 
ies, Montreal (Quebec). 
Research Libraries and Library Schools. Proceed- 
ings of a Meeting of the Canadian Association of 
Research Libraries and the Canadian Council of 
Library Schools (Saskatoon, Saskatchewan, Can- 
ada, June 9, 1982). 
ED 242 339 


Canadian Commission for UNESCO, Ot- 
tawa, (Ontario). 
Unesco and Environmental Education. Unesco 
Occasional Paper 31. 
ED 241 309 
Canadian Commission for Unesco, Ottawa 
(Ontario). Man and the Biosphere Pro- 
e. 
Communique: Special Issue on the International 
Network for Cooperation in Northern Science 
Created at a Meeting held in Edmontcen, Alberta 
(October 12-15, 1982). Summary of Discussions 
and Agreements Reached = Numero special sur 
le Reseau Scientifique Internationale pour le 
Nord cree a la reunion tenue a Edmonton, Alberta 
(du 12 au 15 octobre 1982). Resume des discus- 
sions et accords conclus. 
ED 242 546 
Communique: Special Issue on the International 
Scientific Conference and Exhibit and the 7th 
Session of the International Co-Ordinating Coun- 
cil for MAB (Paris, Sept. 22-Oct. 2, 1981) = 
Numero special sur la Conference Scientifique In- 
ternationale et Exposition et al 7e session du 
Counseil International de Coordination du MAB 
(Paris, du 22 Sept. au 2 Oct. 1981). 
ED 242 545 
Canadian Commission of Employment and 
Immigration, Ottawa (Ontario). 


Index of Free and Inexpensive Food and Nutri- 
tion Information Materials. 

ED 244 909 
Learning for Life. Overcoming the Separation of 
Work and Learning. The Report of the National 
Advisory Panel on Skill Development Leave to 
the Minister of Empioyment and Immigration. 

ED 241 718 


Canadian Education Association, Toronto 
(Ontario). 
School and the Workplace: The Need for Stronger 
Links. A CEA Report. 
ED 242 042// 


Canadian Mathematics Education Study 
Group. 
Proceedings of the 1983 Annual Meeting of the 
Canadian Mathematics Education Study Group 
(7th, Vancouver, British Columbia, June 8-12, 
1983). 
ED 243 653 
CARE, New York, NY. 
Confronting World Hunger. 
ED 247 172 


Carl and Lily Pforzheimer Foundation, 
Inc., New York, N.Y. 
State Boards of Education: Quality Leadership. 
ED 246 539 


Carl Sandburg Community Coll., Gales- 
burg, IL. 

Admiral Corporation and Carl Sandburg Commu- 

nity College Score through JTPA. 

ED 243 536 

Carnegie Corp. of New York, N.Y. 

Financing in a Period of Retrenchment: A Primer 

for Small Colleges. 


ED 240 954// 
School-Age Child Care: A Policy Report. 


ED 242 433 


Carnegie Foundation for the Advancement 
of Teaching, New York, N.Y. 
High School: A Report on Secondary Education 
in America. 
ED 242 227// 
Carnegie-Mellon Univ., Pittsburgh, Pa. 
A Cognitive Model of the Writing Process in 
Adults. Final Report. 
ED 240 608 
Report of the Workshop on Magnetic Information 
Technology - MINT (Washington, D.C., June 
22-24, 1983). 
ED 242 543 


Carnegie-Mellon Univ., Pittsburgh, Pa. 
Dept. of Psychology. 
Towards a General Scientific Reasoning Engine. 
ED 243 718 


Carnegie-Mellon Univ., Pittsburgh, PA. 
Robotics Inst. 
A Machine Learning Approach to Student Mod- 
eling. Technical Report No. 1. Annual Report, 
11/82-11/83. 
ED 246 110 
Case Study Inst., Washington, DC. 
Federal Support for Research on the Family: An 
American Political Quandary. Draft. 
ED 242 435 
Casper (City), WY. 
Casper Family Day Care Study. 
ED 243 570 
Catholic Social Services, Harrisburg, PA. 
Volunteer English as a Second Language Instruc- 
tional Program for Non-English Speaking Adults. 
Final Report. 
ED 245 090 
Catholic Univ. of America, Washington, 
DC. Dept. of Anthropology. 
Immigrants and Refugees in a Changing Nation: 
Research and Training. Proceedings of a Confer- 
ence Held at the Catholic University of America 
(Washington, District of Columbia, May 13-14, 
1982). 
ED 243 987 


Catholic Univ. of America, Washington, 
D.C. National Rehabilitation Information 
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Center. 
Computers in Vocational Rehabilitation: Current 
Trends and Future Applications. Rehabilitation 
Research Review 17. 
ED 246 574 


CAUSE, Boulder, Colo. 
Information Resources and the Individual. Pro- 
ceedings of the CAUSE National Conference 
(San Francisco, California, December 11-14, 
1983). 
ED 244 542 


CEMREL, Inc., St. Louis, Mo. 
Access to Learning for Handicapped Children. Fi- 
nal Report. 
ED 244 505 


CEMREL, Inc., St. Louis, Mo. R&D In- 
Service. 


terpretation , : 
The Annotated Bibliography on Reading. Second 
Annual Supplement. 
ED 240 490 
Elementary School Mathematics: Annotated Bib- 
liography. Second Annual Update. 
ED 241 251 


Center for Applied Linguistics, Washing- 


D.C. 

A Developmental Study of Black English-Phase 
I. Final Report. 

ED 245 555 
Language Diversity and Classroom Discourse. 

ED 246 692 
Papers and Studies in Contrastive Linguistics. 
Volume Eighteen. 

ED 246 690 
Pre-Employment Training Resource Manual. 
Volume 1. 

ED 246 669 
A Study of Language Attrition in Former U.S. 
Students of Japanese and Implications for Design 
of Curriculum and Teaching Materials. Final 
Project Report. 

ED 243 317 
Variation and Change in Geographically Isolated 
Communities: Appalachian English and Ozark 
English. 

ED 246 682 


Center for Applied Linguistics, Washing- 
ton, D.C. Language and Orientation Re- 
source Center. 
A Guide to Orientation Materials for Refugees 
and their Sponsors. A Selected, Annotated Bibli- 
ography Supplement. 
ED 246 673 


Center for Applied Linguistics, Washing- 
ton, DC. Language/Area Reference Center. 
List of Language Names. 
ED 243 326 
Center for Disease Control (DHHS/ 
PHS), Atlanta, Ga. 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Execu- 
tive Summary. 
ED 243 812 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Volume 
Ili: Curriculum Guide to Courses for Parents. 

: ED 243 814 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Volume 
I: Impact of Programs. 

: ED 243 811 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Volume 
IV: Curriculum Guide to Courses for Parents and 
Adolescents Together. 

; ED 243 815 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Volume II: Guide to 
Designing and Implementing Miultisession 
Courses. Final Report. 

‘ ED 243 813 
Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Volume V. National 
Catalog of Programs-1981. 

ED 243 816 


Center for Governmental Research, Inc., 
Rochester, NY. 
Determining the Economic Returns on Invest- 


ment in Selected Occupational Education Pro- 
grams: Executive Sr:nmary. 

ED 246 938 
Income Eligible Day Care Client Impact Survey: 
Effects of Cutting Day Care Subsidies to Low 
Income Families. 


ED 242 434 
Center for Hispanic Educational Leader- 
ship, Denver, CO. 
Equity, Excellence, Involvement, and Pluralism: 
A New Day for America’s Children. The National 
Hispanic Educational Platform. 


ED 244 004 
Center for Information on America, Wash- 
Conn. 


Lobbying: What Does It Consist of? Where Does 
It Fit into Our Process of Government? Grass 
Roots Guides on Democracy and Practical Poli- 
tics. Booklet No. 67. 

ED 247 179 
The United States Congress. What Is Its Process 
of Legislative Decision-Making? How Can You 
Assist in the Process? Grass Roots Guides on De- 
mocracy and Practical Politics. Booklet No. 66. 

ED 247 178 

Center for Leadership Development, Los 
Angeles, CA. 

Creating and Disseminating Knowledge for Edu- 
cational Reform: Policy Management of the Na- 
tional Institute of Education’s Regional 
Educational Laboratories and National Research 
and Development Centers. A Report to the Na- 
tional Council on Educational Research. [Execu- 
tive Summary and Final Report]. 

ED 243 225 


Center for Multicultural Awareness, Ar- 
lington, Va. 
Come Closer around the Fire. Using Tribal Leg- 
ends, Myths, and Stories in Preventing Drug 
Abuse. 
ED 241 192 


Center for National Policy, Washington, 
DC 


Jobs for the Future: Strategies in a New Frame- 
work. Alternatives for the 1980’s, No. 13. 


ED 245 095 


Center for Public Advocacy Research, 
New York, NY. 
Government Initiatives to Encourage Employ- 
er-Supported Child Care: The State and Local 
Perspective. 
ED 242 439 
Center for the Study of Community Col- 
leges, Los Angeles, Calif. 
Common Learning at Dallas. CSCC Bulletin, Is- 
sue 12, 1984. 
ED 246 983 
The Community College General Academic As- 
sessment: City Colleges of Chicago, 1984. 
ED 246 960 
The Community College General Academic As- 
sessment: Combined Districts, 1983-84. 
ED 246 959 
The Community College General Academic As- 
sessment: Los Angeles District, 1983. 
ED 243 554 
The Community College General Academic As- 
sessment: Miami-Dade Community College Dis- 
trict, 1983. 
ED 243 555 
The Community College General Academic As- 
sessment: St. Louis Community College, 1984. 
ED 246 958 
Defining the Associate Degree. 
ED 246 981 
Revitalizing the Liberal Arts in St. Louis. CSCC 
Bulletin, Issue 11, 1984. 
ED 246 982 
Trends in the Humanities in Two-Year Colleges: 
Final Report. 
ED 245 724 


Center for the Study of Social Policy, 
W: . 
Effective Policies in the Provision of Related Ser- 
vices. A Report of the Handicapped Public Policy 
Analysis Project. Volume 2. 
ED 245 468 


Institution Index 


Effective State Monitoring Policies (Quality 
Monitoring and Monitoring of State Operated 
Programs). A Report of the Handicapped Public 
Policy Analysis Project. Volume 4. 

ED 245 470 
Effective State Sirategies to Promote Interagency 
Collaboration. A Keport of the Handicapped Pub- 
lic Policy Analysis Project. Volume 1. 

ED 245 467 
Policies Which Address Out-of-District Place- 
ments and Assure Education in the Least Restric- 
tive Environment. A Report of the Handicapped 
Public Policy Analysis Project. Volume 3. 

ED 245 469 


Centers for Disease Control (DHHS/ 

PHS), Atlanta, GA. 

The Univers.ty of New Mexico Medical Center 
Library’s Health Information Services Outreach 
Program. 

ED 244 774 

Centraal Inst. voor Toetsonwikkeling, Arn- 

hem (Netherlands). 

The Effects of Video Materials on Student-Teach- 
ers’ Cognitions during Their Interactive Teaching. 
ED 243 840 

Central Ohio Technical Coll., Newark. 
Central Ohio Technical College Annual Plan, 
1983-1984: Academic Affairs. 

ED 241 082 

Central States S) Association. 

The “Scholar’s Anthology”: Televisual Studies. 
ED 245 284 

Central Univ. of Caracas (Venezuela). 

Inst. of Communication Research. 
Socio-Economic Aspects of National Communi- 
cation Systems: III. Radio Broadcasting in Vene- 
zuela. Communication and Society, 12. 

ED 243 459 


Central Virginia Community Coll., Lynch- 


_ Export Expansion Program Mono- 
graph: A Final Report. 
ED 244 708 
Centre for information on Language 
Teaching and Research, London (England). 
Minority Community Languages in School. 
NCLE (National Congress on Languages in Edu- 
cation) Papers and Reports 4. 
ED 240 881 
Teaching Languages to Adults. 
ED 242 210 
Using Authentic Resources in Teaching French. 
Teaching Languages, 4. 
ED 246 676 
Chadron State Coll., Nebr. 
Grandmothers, Mothers, and Daughters: Inter- 
generational Attitude Transference among Rural 
Women. 
ED 243 630 


Chanute AFB Technical Training Center, 


Sheet Metal Specialist 13-1. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 
ED 240 368 
Chapel Hill Training-Outreach Project, 
N.C, 
The Home Stretch. 
ED 241 124 
New Friends: JMainstreaming Activities to Help 
Young Childre: Understand and Accept Individ- 
ual Differences. 
ED 242 131 
A Planning Guide to the Preschool Curriculum: 
The Child, The Process, The Day. Revised Edi- 
tion. 
ED 241 127 
Charles County Board of Education, La 
Plata, MD. 
Project CAST. An Adventure in the World of 
Work. 
ED 240 824 


Charles County Board of Education, La 


Plata, MD. Office of Special Education. 
Career Development: Objectives Guide. Project 





Institution Index 


CAST. 


ED 242 143 
Gaining Information for Educational Program 
Planning: A Selection of Assessment Instruments. 
Project CAST. 

ED 242 139 
Health/Science: Objectives Guide. Project 
CAST. 


ED 242 144 
Language Arts: Objectives Guide. Project CAST. 

ED 242 145 
Math: Objectives Guide. Project CAST. 

ED 242 146 
Program Evaluation: A Sample Plan for Select 
Community-Based Career Education Programs. 
Project CAST. 

ED 242 140 
Project CAST. 

ED 242 142 
Project CAST Resource Person Handbook. 

ED 242 141 
Social Studies: Objectives Guide. Project CAST. 

ED 242 147 


Charles F. Kettering Foundation, Dayton, 
Ohio. 
Does Money Make a Difference in the Quality of 
High School Education? A Report by Twelve 
New Hampshire Citizens Based on Visits to Eight 
Public High Schools. 
ED 240 708 
A Query into the Quarter Century on the Interre- 
lationships of Food, People, Environment, Land 
and Climate. Output Report. 
ED 241 271 


Charles Stewart Mott Community Coll., 
Flint, Mich. 
Position Paper on International Studies Program 
at C. S. Mott Community College. 
ED 243 539 


Charleston County School District, North 
Charleston, S.C. 
Formatting Issues in Multiple Choice Tests. 
ED 243 954 


Charles Univ., Prague (Czechoslovakia). 
Central Library. 
Didactics of Biology. Selective Bibliography, 
1981. Part I [and] Part II. Information Bulletin. 
ED 244 793 


Chicago Board of Education, Ill. 
Cheerleading. A Handbook for Teacher-Spon- 
sors. 


ED 243 854 
Cooperative Health Occupations Assistant Pro- 
gram Core Curriculum, Westinghouse Vocational 
High School. Curriculum Guide for Grades 
Eleven and Twelve. 


ED 243 853 
Curriculum Guide for Art in the Secondary 
Schools. 


ED 244 900 
Design Solutions: Supplement to the Curriculum 
Guide for Art in the Secondary Schools. Field 
Test. 


ED 244 901 
Key Objectives for Reading, Polish and English. 
Primary Levels A-H. 


ED 241 642 

Supplement for Chinese-Speaking Students for 

— Guide in Reading. Level F. Working 
raft. 


ED 241 641 
Supplement for Curriculum Guide for Mathemat- 
ics: Spanish-Speaking Students, Grades 2-3 = 
Supplemento de la guia didactica de matematicas 
para los estudiantes de habla hispana, segundo y 
tercer grados. Field Test. 
ED 241 648 
Supplement for Curriculum Guide for Mathemat- 
ics: Spanish-Speaking Students, Grades 4-6 = 
Supplemento de la guia didactica de matematicas 
para los estudiantes de habla hispana, cuatro- 
sexto grados. Field Test. 
ED 241 649 
Supplement for Curriculum Guide for Mathemat- 
ics: Spanish-Speaking Students, Grades 7-8 = 
Supplemento de la guia didactica de matematicas 
para los estudiantes de habla hispana, septimo y 
octavo grados. Field Test. 


ED 241 650 


City Univ. of New York, N.Y. Hunter Coll 639 


Supplement for Curriculum Guide for Science: 
Lao-Speaking Students. Kindergarten-Grade 8. 
Working Draft. 

ED 241 640 
Supplement for Curriculum Guide for Science: 
Vietnamese-Speaking Students, Kindergarten- 
Upper Two. Field Test. 

ED 241 647 
Supplement for Curriculum Guide in Reading: 
— Students. Level J. Working 


ED 241 644 
Supplement for Curriculum Guide in Reading: 
Polish-Speaking Students. Level K. Working 
Draft. 

ED 241 643 
Supplement for Curriculum Guide in Reading: 
Polish-Speaking Students. Levels EF. Working 
Draft. 

ED 241 646 
Supplement for Curriculum Guide in Reading: 
Polish-Speaking Students. Levels GH. Working 
Draft. 

ED 241 645 
Supplement to the Curriculum Guide for Social 
Studies: Cambodian-Speaking Students. Kinder- 
garten-Grade Three. Working Draft. 

ED 241 639 
Supplement to the Curriculum Guide for Social 
Studies: Korean-Speaking Students. Kindergar- 
ten-Primary Three. Working Draft. 

ED 241 638 
Supplement to the Curriculum Guide for Social 
Studies: Vietnamese-Speaking Students. Kinder- 
garten-Primary Two. Working Draft. 

ED 241 637 
1982-83 Test Scores and Selected School Charac- 
teristics: Elementary Schools. 


ED 247 313 


Chicago Board of Education, Ill. Dept. of 
Curriculum. 
Chicago Public Schools Promotion Policy, K-32. 
ED 242 810 
The Greek Elementary School System. Curricu- 
lum Bulletin Number Twenty-Three. 


ED 243 992 


Chicago Board of Education, Ill. Dept. of 
Research and Evaluation. 
The Chicago Effective Schools Project. A Report 
of Evaluation Results—Fiscal 1983. Volume I. 
ED 242 822 
Chicago City Colleges, Ill. 
Academic Policy. 
ED 245 747 
Chicago Univ., Ill. 
Classroom Activity Structures in the Fifth Grade. 
Final Report. 
ED 242 412 
Money, Time and Learning. Final Report. 
ED 242 096 
Chicago Urban League, Ill. Dept. of Re- 
search, 


A Perspective on the Socio-Economic Status of 
Chicago-Area Blacks. 


ED 242 820 
Child Care Employee Project, Berkeley, 
CA, 
Fear and Loathing in the Child Care Center: It’s 
Staff Evaluation Time! 


ED 245 819 
Health and Safety Resources for Child Care 
Workers. 


ED 247 026 
Special Stresses of Infant Caregiving. CCEP 
Handout #17. 


ED 243 604 
Children’s Bureau (DHEW), Washington, 


ie. 
The Home Stretch. 


ED 241 124 
Children’s Bureau (DHHS/OHS), Wash- 
ington, DC. 
Suicide among American Indian Adolescents. 
Some Facts about the Rising Rate of Suicide 
among American Indian Adolescents; Informa- 
tion on Causes and Warning Signs; and Examples 
of Effective Efforts and Prevention Resources. 
Linkages for Indian Child Welfare Programs. 


ED 245 847 
CHP Interaaiional, Inc., Oak Park, IL. 
Basic Techniques of Blacksmithing: A Manual for 
Trainers. 
ED 241 755 
Improved Food Drying and Storage Training 
Manual. 


ED 242 920 
A Manual for Trainers of Small Scale Beekeeping 
Development Workers. 

ED 242 921 
Small Scale Charcoal Making: A Manual for 
Trainers. 

ED 243 687 


Chula Vista City School District, Calif. 
Opportunity Class. 
ED 240 483 
Church World Service, New York, NY. 
Making It on Their Own: From Refugee Sponsor- 
ship to Self-Sufficiency. 
ED 241 636 


Citizens’ Committee for Children of New 
York, N.Y. 
Rx for School Children. An Overview of School 
Health Programs in New York City and Recom- 
mendations for Change. 
ED 244 018 


Citizens Policy Center, Oakland, CA. 
Our Future at Stake: A Teenager’s Guide to Stop- 
ping the Nuclear Arms Race. 


ED 247 155 


City Coll. of San Francisco, Calif. 
Black and Latino Transfer Barriers at City College 
of San Francisco: A Pilot Study. 


ED 243 541 
City Univ. of New York, Brooklyn, NY. 
Brooklyn Coll. School of Education. : 
An Investigation of Van Hiele Levels of Thinking 
in Geometry among Sixth and Ninth Graders: 
Research Findings and Implications. 
ED 245 934 


City Univ. of New York, N.Y. Bernard 
Baruch Coll. National Center for the 
Study of Collective Bargaining in Higher 
Education and the Professions. 
Collective Bargaining in a Period of Retrench- 
ment. Proceedings of the Annual Conference of 
the National Center for the Study of Collective 
Bargaining in Higher Education and the Profes- 
sions (11th, New York, NY, April 1983). 
ED 243 353 
Directory of Faculty Contracts and Bargaining 
Agents in Institutions of Higher Education, Vol- 
ume 10. 
ED 243 390 
Tenure Rights in Higher Education in the Face of 
Financial Exigency: The Impact of Private Agree- 
ment, Coilective Bargaining, the AAUP, and the 
Courts. 
ED 246 740 
Unionization among College Faculty—1983. 
ED 243 352 


City Univ. of New York, N.Y. Center for 
Advanced Study in Education. 
Enhancing Vocational Opportunities for Handi- 
capped Youth at Two-Year Colieges through 
In-Service Training. 
ED 246 593 


City Univ. of New York, N.Y. Graduate 
School and Univ. Center. 
School Reform and Related Issues. Proceedings of 
the Conference of the University Urban Schools 
National Task Force (5th, Palm Beach, Florida, 
November 11-12, 1983). 
ED 242 811 
City Univ. of New York, N.Y. Hunter 
Coll. Special Education Development Cen- 
ter. 
Accepting Individual Differences: Overview. 
ED 245 418 
Hearing Impairment: Accepting Individual Dif- 
ferences [and] Can You Hear Me? 


ED 245 419 
Mental Retardation and Learning Disabilities: 
Accepting Individual Differences [and] Amy Can 
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ED 245 421 
Motor Impairment: Accepting Individual Differ- 
ences [and] I Knew I Could Do It. 

ED 245 420 
Visual Impairment: Accepting Individual Differ- 
ences. 

ED 245 422 


City Univ. of New York, N.Y. Office of 
Academic Affairs. 
Microcomputers and Basic Skills in College: Ap- 
plications in Reading, Writing, English as a Sec- 
ond Language, and Mathematics. 
ED 246 839 
Clark County School District, Las Vegas, 
Nev. 
The Dawn Hancock Animal Farm. Farming Ex- 
periences for Children with Mental Handicaps. 
ED 240 821 
Clemson Univ., S.C. 
Unified Database Development Program. Final 
Report. 
ED 243 465 
Clemson Univ., SC. Coll. of Education. 
NCAA Rule No. 48: A National Study of the 
Academic Implications for U.S. Secondary 
Schools. 
ED 240 692 
Cleveland Foundation, Ohio. 
Elementary Law-Related Education Program: 
1981-82 Evaluation Report. 
ED 242 731 
Cleveland Public Schools, Ohio. Dept. of 
Research, Development and Evaluation. 
Elementary Law-Related Education Program: 
1981-82 Evaiuation Report. 
ED 242 731 
Close Up Foundation, Arlington, VA. 
Close Up Special Focus: U.S.-Soviet Relations. 


ED 243 766 
Perspectives. 


ED 243 764 
Coachella Valley Unified School District, 


CA. 

Back Pack: Parent and Child Kits. Actividades 
para la Familia: Octubre. The Best of BES—Basic 
Educational Skills Materials. 

ED 242 384 
Math for Kindergarten: October. The Best of BES 
- Basic Educational Skills Materials. 

ED 242 5i1 
Mystery People, Prince Rabbit, and Other 
Projects by Student Aides. 

ED 242 385 


Coca-Cola USA, Atlanta, GA. 
Hispanic Business Agenda. 
ED 243 989 
College Entrance Examination Board, 
New York, N.Y. 
The Biolog:; Examinations of the College Board. 
1980-82. 
ED 242 495 
Characteristics and Career Choices of Adolescent 
Girls. College Board Report No. 83-3. 
ED 241 693 
The Chemistry Examinations of the College 
Board. 1980-82. 
ED 242 496 
Conducting Student Retention Studies. 
ED 246 815 
The Direct Assessment of Writing Skill: A Mea- 
7 Review. College Board Report No. 
ED 242 756 
The English Composition and Literature Exami- 
nations of the College Board, 1980-82. 
ED 240 577 


Higher Education in Rural America: Serving the 
Adult Learner. 


ED 245 868 
High School Graduates: Projections for the Fifty 
States (1982-2000). 

ED 240 912 
Independent Scholarship: Promise, Problems, and 
Prospects. 

ED 240 932 
The Mathematics Examinations of the College 
Board, 1981-83. 


ED 242 498 
The Physics Examinations of the College Board. 
1980-82. 

ED 242 497 
Predicting Predictability: The Influence of Stu- 
dent and Institutional Characteristics on the Pre- 
diction of Grades. College Board Report No. 83-5 

ED 242 794 
Student-Outcomes Questionnaires: An Imple- 
mentation Handbook. 2nd Edition. 

ED 246 814 
The Validity of the Descriptive Tests of Language 
Skills: Relationships to Direct Measures of Writ- 
ing Ability and to Grades in Introductory College 
English Courses. 

ED 241 589 

College Entrance Examination Board, 
Washington, D.C. 

Tax Breaks for College: Current and Proposed 
Tax Provisions That Help Families Meet College 
Costs. 

ED 242 240 


College Marie-Victorin, Montreal (Que- 
bec). 
Use of a Newspaper as a Distance Teaching Me- 
dium: A Case Study. 
ED 240 327 
College of Marin, Kentfield, Calif. 
A Model Re-Entry Program for Disadvantaged 
Women. May 1981-June 1982. 
ED 246 259 


College of St. Elizabeth, Convent Station, 


J. 
Project SAVE: Skills, Attitudes, Values, Essential 
for Employment. Final Report, 1982-83. 

ED 240 338 


College of St. Rose, Albany, N.Y. 
A Collaborative Preservice Program Involving 15 
Rural LEAs and The College of Saint Rose. 
ED 241 235 
Improving Service for Handicapped Students in 
Rural Areas: A Program. 
ED 243 624 


College of the Virgin Islands, St. Thomas. 
Caribbean Research Inst. 
Item Analysis and Report of Student Skills of Sec- 
ondary School Students. Technical Report #2, 
Public School Basic Skills Achievement Survey. 
ED 243 964 
College of William and Mary, Williams- 
burg, VA. Dept. of Anthropology. 
Anthropological Diplomacy: Case Studies in the 
Applications of Anthropology to International 
Relations. Studies in Third World Societies, Pub- 
lication Number Twenty-One. 
ED 245 965 
Anthropological Diplomacy: Issues and Princi- 
ples. Studies in Third World Societies, Publication 
Number Twenty. 
ED 241 393 
Image and Reality in African Interethnic Rela- 
tions: The Fulbe and Their Neighbors. Studies in 
Third World Societies, Publication Number 
Eleven. 
ED 241 392 
Colorado Coll., Colorado Springs. 
The Block Plan: A Preliminary Report on a 
Ten-Year Evaluation of the Colorado College 
Block Plan Format for Intensive Study. 
ED 246 739 


Colorado Outdoor Education Center, Inc., 
Florissant. 
Swim Free. A 10 Day Program of Aquatic Exer- 
cises Adapted from Life in the Waterworld. 
ED 241 212// 
Colorado Outward Bound School, Denver. 
Outward Bound as an Adjunct to Therapy. 
ED 241 204 


Colorado State Dept. of Education, Den- 
ver. 
Colorado Employability Skills Survey. Report of 
Results. 


ED 240 380 
Teacher’s Role: Identifying and Overcoming Sex 
Bias in Classroom Management. Participant 
Workbook. 


Institution Index 


ED 246 048 
Teacher’s Role: IDentifying and Overcoming Sex 
Bias in Classroom Management. Trainer Manual. 
ED 246 049 


Colorade State Dept. of Education, Den- 
ver. National Origin Desegregation 
Project (LAU). 
Earth Science. A Handbook for Laotian Speaking 
Students. 
ED 242 835 
Earth Science. A Handbook for Spanish Speaking 
Students. 
ED 242 847 
Earth Science. A Handbook for Vietnamese 
Speaking Studenis. 
ED 242 841 
Government of the People of the United States. A 
Handbook for Laotian Speaking Students. 
ED 242 832 
Government of the People of the United States. A 
Handbook for Spanish Speaking Students. 
ED 242 844 
Government of the People of the United States. A 
Handbook for Vietnamese Speaking Students. 
ED 242 838 
History of the People of the United States. A 
Handbook for Laotian Speaking Students. 
ED 242 833 
History of the People of the United States. A 
Handbook for Spanish Speaking Students. 
ED 242 845 
History of the People of the United States. A 
Handbook for Vietnamese Speaking Students. 
ED 242 839 
History of the People of the World. A Handbook 
for Laotian Speaking Students. 
ED 242 834 
History of the People of the World. A Handbook 
for Spanish Speaking Students. 
ED 242 846 
History of the People of the World. A Handbook 
for Vietnamese Speaking Students. 
ED 242 840 
Life Science. A Handbook for Laotian Speaking 
Students. 
ED 242 836 
Life Science. A Handbook for Spanish Speaking 
Students. 
ED 242 848 
Life Science. A Handbook for Vietnamese Speak- 
ing Students. 
ED 242 842 
Physical Science. A Handbook for Laotian Speak- 
ing Students. 
ED 242 837 
Physical Science. A Handbook for Spanish Speak- 
ing Students. 
ED 242 849 
Physical Science. A Handbook for Vietnamese 
Speaking Students. 
ED 242 843 
Police Science Program Survey: Research Note. 
ED 243 557 


Colorado State Dept. of Education, Den- 
ver. Planning and Evaluation Unit. 
Improving Science and Mathematics Education: 
Costs and Effectiveness. 


ED 241 265 
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and Transportation. 
Long-Range Goals in International Telecommu- 
nications and Information: An Outline for United 
States Policy. 
ED 244 604 


Congress of the U.S., Washington, D.C. 
Senate Committee on Finance. 
Tax Refund Offset Program for Delinquent Stu- 
dent Loans and Child Support Payments. Hearing 
before the Subcommittee on Oversight of the In- 
ternal Revenue Service of the Committee on Fi- 
nance. United States Senate, Ninety-Eighth 
Congress, First Session on S. 150. 
ED 245 144 


Congress of the U.S., Washington, D.C. 
Senate Committee on Governmental Af- 


Career Oriented Curriculum of the D.C. School 
System. Hearing before the Subcommittee on 
Governmental Efficiency and the District of Co- 
lumbia of the Committee on Governmental Af- 
fairs. United States Senate, Ninety-Eighth 
Congress, First Session. 

ED 241 658 


Congress of the U.S., Washington, D.C. 
Senate Committee on Labor and Human 


Resources. 

Access to Student Loans. Hearing before the Sub- 
committee on Education, Arts and Humanities of 
the Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session. 

ED 240 961 
Broken Families. Hearings before the Subcommit- 
tee on Family and Human Services of the Com- 
mittee on Labor and Human Resources. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion (March 22 and 24, 1983) on Oversight on the 
Breakdown of the Traditional Family Unit, Fo- 
cusing on the Effects of Divorce, Separation and 
Conflict within Marriage on Children and on 
Women and Men. 

ED 240 417 
Broken Families. Part 2. Hearings before the Sub- 
committee on Family and Human Services of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session on Oversight on the Breakdown of 
the Traditinal Family Unit, Focusing on the 
Causes and Implications for Society and the Role 
of Government in Helping Prevent the Breakup of 
Families (September 22 and October 4, 1983). 

ED 245 147 
Child Abuse Prevention and Treatment and 
Adoption Reform Act Amendments of 1983. 
Hearings before the Subcommittee on Family and 
Human Services of the Committee on Labor and 
Human Resources. United States Sentate, 
Ninety-Eighth Congress, First Session (April 6, 
11, and 14, 1983). 

ED 243 294 
Education of the Handicapped Act Amendments 
of 1983. 

ED 243 296 
Review of Mathematics and Science Education 
Programs, 1983. Hearing before the Committee 
on Labor and Human Resources. United States 
Senate, Ninety-Eighth Congress, First Session. 

ED 242 516 





phe Congress of the U.S., Washington, D.C. 


Secondary Market Activities of the Student Loan 
Marketing Association. Report to the Committee 
on Labor and Human Resources, United States 
Senate. 

ED 246 750 
Smoking Prevention Health and Education Act of 
1983. Hearings before the Committee on Labor 
and Human Resources. United States Senate, 
Ninety-Eighth Congress, First Session on S. 772 
to Promote Public Health by Improving Public 
Awareness of the Health Consequences of Smok- 
ing and to Increase the Effectiveness of Federal 
Health Officials in Investigating and Communi- 
cating to the Public Necessary Health Informa- 
pet and for Other Purposes (May 5 and 12, 
1983). 

ED 241 838 
Women in Transition, 1983. Hearing before the 
Committee on Labor and Human Resources, 
United States Senate, Ninety-Eighth Congress, 
First Session on Examination of Problems Faced 
by Women in Transition from Work without Pay 
to Economic Self-Sufficiency. 

ED 242 959 


Congress of the U.S., Washington, D.C. 
Senate Committee on the Judiciary. 

Annual Refugee Consultation. Hearing before the 
Subcommittee on Immigration and Refugee Pol- 
icy of the Committee on the Judiciary. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion, on Oversight Hearing to Review the 
Progress of this Year’s Refugee Resettlement Pro- 
gram, Focusing on the Consultation Process in 
Providing Asylum to Persons Fleeing Political 
Persecution. Serial No. J-98-69. 

ED 245 054 
The Collegiate Student-Athlete Protection Act of 
1983. Hearings before the Committee on the Judi- 
ciary. United States Senate, Ninety-Eighth Con- 
gress, First Session on S. 610. 

ED 240 962 
Deinstitutionalization of Juvenile Nonoffenders. 
Hearing before the Subcommittee on Juven‘‘e 
Justice of the Committee on the Judiciary. United 
States Senate, Ninety-Eighth Congress, First Ses- 
sion on S. 520. A Bill to Promote the Public Wel- 
fare by Protecting Dependent Children and 
Others from Institutional Abuse. Serial No. J- 
98-48. 

ED 245 176 
Gang Violence and Control. Hearings before the 
Subcommittee on Juvenile Justice of the Commit- 
tee on the Judiciary. United States Senate, 
Ninety-Eighth Congress, First Session on Gang 
Violence and Control in the Los Angeles and San 
Francisco Areas with a View to What Might Be 
Done by the Federal Government (Westwood, 
California, February 7, 1983 and San Francisco, 
California, February 9, 1983). 

ED 241 844 
Parental Kidnaping. Hearing before the Subcom- 
mittee on Juvenile Justice of the Committee on 
the Judiciary. United States Senate, Ninety- 
Eighth Congress, First Session to Examine Avail- 
able and Pro; Means to Resolve the Cases of 
Interstate and International Parental Kidnaping. 
Serial No. J-98-43. 

ED 245 145 


Summary of Hearings Held by the Senate Judi- 
ciary Subcommittee on Immigration and Refugee 
Policy, July 1981-April 1982. Prepared for the 
Subcommittee on Immigration and Refugee Pol- 
icy of the Committee on the Judiciary, United 
States Senate. 

ED 244 007 


Congress of the U.S., Washington, D.C. 
Senate Select Committee on Indian Af- 
fairs. 


Realinement of the Bureau of Indian Affairs. 
Hearing before the Select Committee on Indian 
Affairs. United States Senate, Ninety-Seventh 
Congress, Second Session. 

ED 241 225 


— of the U.S., Washington, D.C. 
Committee on Aging. 

= Night, Endless Mourning: Living with 
Alzheimer’s. Hearing before the Special Commit- 
tee on Aging. United States Senate, Ninety- 
Eighth Congress, First Session (New York, NY). 
S. Hrg. 98-410. 

ED 246 344 


Congress of the U.S., Washington, DC. 


Oversight on Migrant Education. Hearing before 
the Subcommittee on Elementary, Secondary, 
and Vocational Education, of the Committee on 
Education and Labor, House of Representatives, 
Ninety-Eighth Congress, First Session (February 
17, 1983). 
ED 241 221 
Connecticut Council for the Social Studies. 
China Curriculum for Secondary Schools. 
ED 243 803 
Connecticut Humanities Council, the State 
Committee of the National Endowment for 
the Humanities. 
China Curriculum for Secondary Schools. 
ED 243 803 


Connecticut State Board of Education, 
Hartford. 
The Report of the Teacher Competency Examina- 
tion Panel [and] Approval of the Teacher En- 
trance Examination Policy Recommendations. 
ED 246 007 
Connecticut State Board of Higher Educa- 
tion, Hartford. 
Admission Standards: National Trends in Public 
Higher Education. 
ED 240 931 
Degrees Conferred by Connecticut Institutions of 
Th Education, 1982-83. Research Report 
-1-84. 
ED 240 949 
Demographic Changes and Their Impact on En- 
roliment in Connecticut Higher Education: 1983 
to 2000. Report. 
ED 243 400 


Connecticut State Dept. of Education, 
Hartford. Bureau of Vocational Program 
Planning and Development. 
China Curriculum for Secondary Schools. 
ED 243 803 
Connecticut Univ., Storrs. 
An Analysis of the Relationship among Personal 
and Professional Variables and Perceived Stress of 
Mainstream and Special Educatign Teachers. Fi- 
nal Report. 
ED 244 486 
Parents as Teachers: Linguistic and Behavioral In- 
teractions of Middle-Class Mothers and Fathers 
and their Normally Developing and Developmen- 
tally Delayed Preschoolers during Teaching/ 
Learning Activities. Final Report. 
ED 240 771 
Connecticut Univ., Storrs. Thut (1.N.) 
World Education Center. 
Standardizing Behavioral Measuremenis across 
Cultures, Nations, and Time. World Education 
Monograph Series: Number One, 1983-1984. 
ED 242 768 


Conservation Foundation, Washington, 


= of 
State of the Environment: An Assessment at 
Mid-Decade. 


ED 247 141 


Consumer Product Safety Commission, 
Washington, D.C. 
School Science Laboratories. A Guide to Some 
Hazardous Substances. A Supplement to the Na- 
tional Institute for Occupational Safety and 
Health Manual of Safety and Health Hazards in 
the School Science Laboratory. 
ED 247 101 
Consumers Power Co., Jackson, Mich. 
A Study of Teachers’ and Principals’ Views of 
Sponsored Educational Materials That May Be 
Provided Schools by Consumers Power Com- 
pany. Part I: Lower Elementary (K-3) School 
Teachers. 
ED 242 413 
Cooperative Educational Service Agency 
12, Portage, Wis. 
Training Guide: Development and Implementa- 
tion of the Individual Service Plan in Head Start. 
ED 241 185 


Cooperative State Research Service 


« 
. 


Institution Index 
(DOA), Washington, D.C. 


Education in a Rural Environment: The 
Impact of Population and Economic Change on 
the Demand for and Costs of Public Education in 
Rural America. A Synthesis of Research Findings 
and zh Identification of Important Policy Issues. 
SRDC Synthesis-Bibliography Series 18. 

ED 241 210 
Factors That Influence the Career Choices of Ru- 
ral Minority Students. Research Bulletin No. 31. 

ED 242 805 
Kin Group Solidarity among the Aged. 

ED 243 006 
A Study of Group Dynamics and Problem Solving 
among Rurel Poor People: An Experiment in 
Community Participation. Foundations for 
Self-determination Research Bulletin No. 13. 

ED 242 448 


Coordinating Committee on Research in 
Vocational Education (ED), Washington, 
D.C. 
Vocational Education Research in the 1980s. Pro- 
ceedings of a National Conference. 
ED 240 232 
Cornell Univ., Ithaca, N.Y. 
Inpatient Family Intervention: A Preliminary Re- 
port on Six-Month Outcome. 
ED 245 151 


Cornell Univ., Ithaca, N.Y. Dept. of Edu- 
cation. ; 
Computer-Based Job Aiding: Problem Solving at 
Work. Technical Report No. 11. 
ED 244 613 


Corono-Norco Unified School District, 
Corono, CA. 
Communication Skills 8 (Non-Leveled Semester 
Class for All Eighth Graders). Persuasion Unit. 
ED 240 618 
Gifted and Talented Education: Elementary Cur- 
riculum Guide. 
ED 243 285 
Parent Handbook for G.A.T.E. Program. Pro- 
grams for Gifted & Talented Students. 
ED 243 287 
“The Play’s the Thing’-In Which One Finds 
Himself and Others. 
ED 240 619 
Procedures for Nominating Potential Candidates 
for GATE Program and Screening and Nominat- 
ing Form. 
ED 243 286 
Corporation for Public Broadcasting, New 
York, N.Y. 
First-Person America: Voices from the Thirties. A 
Teacher’s Guide. 
ED 247 173 
Corporation for Public Broadcasting, 
Washington, D.C. 
Designing and Producing Videotex Instruction. A 
Producer’s Handbook. 
ED 244 595 


A Review of Telecommunications Technologies 
and Public Broadcasting. 
ED 242 283 
Telecommunications and the Schools. A Report 
to the Corporation for Public Broadcasting. 
ED 245 668 
Y.E.S., Inc. Guidebook. A Youth Employment 
Skills Media and Outreach Project. 
ED 240 479 
Corpus Christi Independent School Dis- 
trict, Tex. 
Examination of Academic Characteristics of a 


Sample of Students Taking the 1983 Scholastic 
Aptitude Test. 


ED 242 743 


Cortland-Madison Board of Cooperative 
Educational Services, Cortland, N.Y. 
Social Studies: Local History. 
ED 241 370 
Student Teaching Packets: A Guide for Writing 
Remediation. Grade Level: Intermediate. 
ED 24u 568 
COSMOS Corp., Washington, DC. 
Community Participation in Urban Public 
Schools: Analyzing Effects of Magnet School Pro- 





Institution Index 


grams. 

ED 247 358 
Microcomputer Software in Special Education: 
Selection and Management. Information Product 
Number Two. Report to RRC’s. Microcomputer 
in the Schools—Implementation in Special Educa- 
tion. 

ED 242 121 


Council for Basic Education, Washington, 
D.C. 
Reiorming Science Education: The Search for a 
New Vision. Occasional Paper 33. 
ED 242 515 
Writing to Learn. Second Edition. 
ED 241 951 
Council for Cultural Cooperation, Stras- 
bourg (France). 
Adult Education Guidance and Counseiling Ser- 
vices in the United Kingdom. European Network 
of <nteraction Projects in Adult Education. 
ED 245 111 
Compendium of Information on Intercultural Ed- 
ucation Schemes in Europe. Education of Mi- 
grants’ Children. 
ED 247 061 
Computers in Swiss Secondary Education. 
ED 242 317 
Information, Guidance and Counselling in Adult 
Education. Report of the Seminar (Soest, Federal 
Republic of Germany, September 22-24, 1981). 
ED 245 106 
Migrant Culture in a Changing Society: Multicul- 
turui Europe by the Year 2000. Colloquy (Stras- 
bourg, France, January 18-20, 1983). The 
CDCC’s Project No. 7: “The Education and Cul- 
tural Development of Migrants.” 
ED 244 749 
The Secondary School and the Mass Media Sym- 
posium (Grenoble, France, June 29 - July 3, 
19€1). CDCC Project No. 1 “Preparation for 
Life.” 
ED 246 857 
The Training of Teachers of Gypsy Children. 
Council of Europe Teachers’ Seminar (20th Don- 
aueschingen, Federal Republic of Germany, June 
20-25, 1983). 
ED 247 060 
The Use of the Media at School to Prepare 
Youngsters for Life. 


ED 243 408 
Courcil for Educational Development and 
Research, Washington, D.C. 
bo Reality, High Tech Means Low Skills, Poor 
ay. 
ED 241 816 
Courcil for Educational Technology, Lon- 
don (England), 
Learner Flexibility Profiles. Coombe Lodge 
Working Paper. Information Bank Number 1612. 


ED 246 980 
Learning Materials for Open Learning in Further 
Education. Coombe Lodge Working Paper. Infor- 
mation Bank Number 1606. 

ED 246 979 
Microcomputer Materials from MEP. An Anno- 
tated Directory of Packages of Interest to Further 
Education. An Occasional Paper. 


ED 246 855 
Council for Financial Aid to Education, 
New York, N.Y. 


Encouraging Quality: A Role for Corporations in 
Educational Renewal. 
ED 240 910 


Council for Florida Libraries, Tallahassee, 
FL 


It’s OK to Get Smart with Us—We’re Your Public 
Library. A Statewide Multimedia Public Aware- 
ness Campaign. 
ED 242 340 
Council for the Advancement and Support 
of Education, Washington, D.C. 
Educational Fund Raising and the Law. 


ED 242 253 
New Sources of Revenue: An Ideabook. 


ED 242 254 
Council for the Advancement of Citizen- 
ship, Washington, DC. 


Curriculum Development Centre, Canberra 645 


{Jennings Randolph Forum (3rd, Washington, 
District of Columbia, May 20-22, 1984).] 
ED 247 191 
Council for the Advancement of Experien- 
tial Learning, Columbia, Md. 
Implementing Computer Assisted Career Guid- 
ance and Other Computer Applications for the 
Adult Learner. 
ED 245 182 
New Perspectives on Counseling Adult Learners. 
ED 245 181 


Council of Administrators of Special Edu- 
cation, Inc. 
—" and Model Exchange Project, 1983- 
1984. 


ED 246 599 


Council of Chief State School Officers, 
Washington, D.C. 
Humanities and State Education Agencies: Poli- 
cies, Perspectives and Prospects. 
ED 241 402 
A National Emergency in Teaching. A Report 
from the Council of Chief State School Officers. 
ED 242 659 
Title [IX and the Achievement of Equal Educa- 
tional Opportunity: A Legal Handbook. 
ED 243 222 


Council of Graduate Schools in the U.S., 
Washington, D.C. 


Annotated Bibliography of Graduate Education 
Commentary: 1978-1982. 


ED 240 900 
Council of Ontario Universities, Toronto. 
University Benefits Survey. Part II (Pensions). 


ED 243 345 
University Benefits Survey. Part 1 (All Benefits 
Excluding Pensions). 


ED 243 344 
Council of Ontario Universities, Toronto. 
Committee on Operating Grants. 
Brief to the Ontario Council on University Affairs 
on Operating Grant Requirements for 1985-86. 
ED 243 375 
Council of Outdoor Educators of Ontario. 
Interpretation Seminar Proceedings (Irondale, 
Ontario, Canada, September 21-23, 1983). 
ED 241 194 


Council of Outdoor Educators of Quebec, 
Montreal. 
Standards and Practices in Outdoor Activities. 
ED 242 457 


ED 242 456 


Council of State Science Supervisors, 
Washington, DC. 
School Science Laboratories. A Guide to Some 
Hazardous Sub to the Na- 
tional Institute for Seonpaues Safety and 


Health Manual of Safety and Health Hazards in 
the School Science Laboratory. 


Winter Workshop. 





ED 247 101 


Council — the Great City Schools, Wash- 
ington, 
ary ar Analysis of Technology in the Great 
Cities. 
ED 242 814 
Urban Education Studies, 1977-1980. Cross Dis- 
trict Analysis Report. Cross District Analysis of 
Issues and Factors Associated with System-Wide 
Improvement in City Public Schools. 
ED 241 610 


Council on Environmental Quality, Wash- 
ington, D.C. 
Corporate Use of Information regarding Natural 
Resources and Environmental Quality. 


ED 243 717 
Environmental Trends. 


ED 245 885 
Courcil on Library and Network Develop- 
ment, Madison, WI. 
A Response to Reports Seeking School Excel- 
lence from a School Library Media Perspective. 
ED 245 684 


Council on Library Resources, Inc., Wash- 


m, D.C. 
Rats Services and User Needs. Report of 
a Conference Sponsored by the Council on Li- 
brary Resources (Kansas City, Missouri, Decem- 
ber 14-16, 1983). 


ED 246 907 
Council on Library Resources, Inc. Twenty-Sev- 
enth Annual Report/ 1983. 

ED 243 477 
Detailed Data Analysis of the CLR Online Cata- 
log Project. A Final Report. 

ED 242 332 
Document Delivery in the United States. A Re- 
port. 

ED 244 626 
Federal Documents Use in the Research Library 
Setting. 

ED 245 689 
Predicting Academic Library Circulations: A 
Forecasting Methods Competition. 

ED 243 489 


Council on Postsecondary Accreditation, 
Washington, D.C. 
Accrediting Agencies’ Legal Responsibilities in 
Pursuit of the Public Interest. An Occasional Pa- 
per. 
ED 246 733 
A Guide to COPA Recognized Accrediting Asso- 
ciations, 1983. 
ED 246 728 
Toward Academic Quality Off-Campus: Monitor- 
ing Requirements of Institutional Accrediting 
Bodies and the States for Off-Campus, Military 
Base, and Study Abroad Programs. 
ED 246 729 


Council on the Continuing Education Unit, 
Silver Spring, Md. 
Enhancing Quality in Continuing Education. Pro- 
ceedings of the Annual Confexence of the Council 
on the Continuing Education Unit (5th, Dallas, 
Texas, June 9-10, 1983). 
ED 241 731 
Principles of Good Practice in Continuing Educa- 
tion. 
ED 241 730 
Proceedings: Annual Conference of the Council 
on the Continuing Education Unit (1st, Memphis, 
Tennessee, June 21-22, 1979). 
ED 246 230 
Standards of Practice in Continuing Education: A 
Status Study. Research Report: CCEU Project for 
the Development of Standards and Criteria for 
Good Practice in “ontinuing Education. 
ED 241 729 


CRC Systems, Inc., Fairfax, V. 
Guide to Software Conversion so [Fi- 
nal Report.] 
ED 243 460 


Creative Associates, Inc., Washington, 


Peace Corps Water/Sanitation Case Studies and 
Analyses. Appropriate Technologies for Develop- 
ment. Case Study CS-4. 

ED 243 659 


Com McCormick, and Paget, Inc., 
‘on, D.C. 
reaee Incentives: A Tool for Effective Manage- 
ment. 
ED 244 388 
CSR, Inc., Chicago, 
rm E sent 9 tare Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. 
ED 247 037 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. Executive Summary. 
ED 247 038 
Cumberland County Coll., Vineland, N.J. 
Entry Level Basic Skills for Vocational Educa- 
tion, 1981-82. Final Report. 
ED 241 722 


Curriculum Development Centre, Canberra 
(Australia). 
The Computer and Society: Our Servant-Our 
Master? A Unit of the Social Education Materials 
Project, “People and Change.” 
ED 241 431 
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Finding the Facts. Social Science Skills Book 2. 

ED 241 427 
Presenting Information. Social Science Skills 
Book 4. 

ED 241 429 
Social Survey. Social Science Skills Book 3. 

ED 241 428 
Teaching Social Science Skills. Social Science 
Skills Book 1. 

ED 241 426 


Cuyahoga Special Education Service Cen- 
ter, Maple Heights, OH. 
LD Discrepancy Formula: A Handbook. 
ED 243 279 
Ohio Guidelines for the Identification of Children 
with Specific Learning Disabilities (Including Dif- 
ferentiated Referral Procedures). 
ED 243 280 
Dade County Public Schools, Miami, Fla. 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-B: Evaluating the Non-En- 
glish Speaking Handicapped. 


World History. 


ED 244 413 


ED 242 614 
Danforth Foundation, St. Mo. 
Program Evaluation in Moral Education. 
ED 241 541 


Dare County Board of Education, Manteo, 
N.C, 
Early Maritime Cultures of North Carolina. 
Project CAPE Teaching Module 5-6c. 
ED 243 723 
A Guide to Field Trip Sites in Coastal North Car- 
olina. Project CAPE Teaching Module SC3a. 
ED 243 722 
Marine Organisms in the Classroom. Project 
CAPE [Teaching Module] SC1. 
ED 243 727 
A Sea Creature Treasury. Project CAPE Teaching 
Module K-2b. 
ED 243 725 
Wanchese Harbor-Community Development. 
Project CAPE Teaching Module SOC. 
ED 243 726 
Water World Creatures. Project CAPE Teaching 
Module K-2a. 


ED 243 724 
Darlington County School District, SC. 
Handbook for the Teaching of’ Beginning Adult 
Learners and/or Adults with Learning Problems. 
A Product Formulated for Staff Development of 
Adult Educators, Volunteer Tutors and Instruc- 
tional Aides. 
ED 244 112 
Dartmouth Coll., Hanover, N.H. 
Studying Vermont: Making Connections. Cal 
Coolidge’s Vermont: 1900-1930. 


ED 245 994 
Vermont Literature and Historical Fiction for El- 
ementary Students. 
ED 245 995 
Data Courier, Inc., Louisville, KY. 
A Guide to Searching ONTAP ABI/INFORM. 
ED 245 691 
Decision Research, Eugene, OR. 
An Elementary Approach to Thinking under Un- 
—— A Prototype Text. Technical Repert 
ED 241 794 
Defense Technical Information Center 
(DOD), VA, 
The Use and Value of Defense Technical Informa- 
tion Center Products and Services. 
ED 241 048 
DeKalb Community Coll., Clarkston, GA. 
DeKaib Area Vocational-Technical School. 
The DeKalb REM Test-SAT Replication Study. 
ED 244 666 
Delaware County Community Coll., Me- 
dia, Pa. 
Automated Manufacturing/Robotics Technol- 
ogy: Certificate and Associate Degree Programs. 
ED 244 675 


Delaware State Coll., Dover. 
Patterns of Hierarchy in Formal and Principled 
Moral Reasoning. 
ED 243 700 


Delaware Technical and Community Coll., 
Dover. Terry Campus. 
Curriculum Competencies, 1984. 
ED 245 750 


Delaware Technical and Community Coll., 
Wilmington. 
Faculty Growth through Industrial Training. 
ED 246 940 


Denver Univ., Colo. 
Educational Factors That Encourage Women to 
Pursue Pioneer Careers. 


ED 241 871 
Department of Agriculture, Washington, 


Assessing Pesticide Impact on Human Health in 
Nebraska: A Survey of Ambulance Services and 
Rescue Squads. Department Report No. 7. 

ED 241 696 
Bamboo as a Building Material. Peace Corps. Ap- 
propriate Technologies for Development. Reprint 

ED 242 878 
Behavior Individuality and the Development of 
Social Competence among Preschool Children. 

ED 246 994 
Nonmetropolitan Growth in the Late 1970’s: The 
End of the Turnaround? CDE Working Paper 
83-20. 

ED 242 806 
Understanding the Culture of Adults Returning to 
Higher Education: Barriers to Learning and Pre- 
ferred Learning Styles. 

ED 242 248 


Department of Agriculture, Washington, 
DC. Office of Governmental and Public 


Black Families. People on the Farm. 

ED 244 130 
Broiler Growers. People on the Farm. 

ED 244 126 
Dairying. People on the Farm. [Revised]. 

ED 244 129 
Growing Oranges. People on the Farm. 

ED 244 127 
Growing Vegetables. People on the Farm. 

ED 244 131 
Growing Wheat. People on the Farm. 

ED 244 128 
People on the Farm: A Teacher’s Guide. 

ED 244 124 
People on the Farm: Corn and Hog Farming. 

ED 244 125 
People on the Farm: Raising Beef Cattle. 

ED 244 132 
USDA Programs of Interest to American Indians. 
Revised. 

ED 242 482 
Visiting People on a Dairy Farm [and] Visiting 
People on a Dairy Farm: Teacher’s Guide. 

ED 244 123 

Department of Agriculture, Washington, 

DC. Office of Rural Development Policy. 
Working toward a National Rural Development 
Strategy: A Progress Report. 

ED 242 481 


Department of Agriculture, Washington, 
D.C. Science and Education Administra- 
tion. 
Evaluation of Economic and Social Consequences 
of Cooperative Extension Programs. 
ED 246 275 
Evaluation of Economic and Social Consequences 
of Cooperative Extension Programs. Appendix I. 
Citizen’s Review Panel Report on the USDA Ex- 
tension Evaluation. Historical Overview of Ex- 
tension. County Visits. 
ED 246 276 
Department of Commerce, Washington, 
D.C. 
Selected Characteristics of Persons in Computer 
Specialties: 1978. 
ED 244 808 
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t of Defense, Washington, D.C. 
A Cost Element Structure for Defense Training. 
Final Report. 

ED 242 301 
Executive Summary, DoDDS Comprehensive 
Study [of Dependents Schools]. 

ED 240 729 
Report of the Comprehensive Study of the De- 
partment of Defense Dependents Schools. 

ED 240 727 
Report on Future Factors Affecting the Depart- 
ment of Defense Dependents Schools. 

ED 240 728 
Report on Legislative and Funding Recommenda- 
tions, DoDDS Comprehensive Study [of Depen- 
dents Schools]. 


ED 240 730 


Department of Education, Kansas City, 
Mo. Regional Office 7. 
[Refugee Materials Center Bibliography]. 
ED 245 554 


Department of Education, Washington, 
DC 


American Indian Language Proficiency Assess- 
ment; Considerations and Resources. 

ED 242 487 
Analyses of Measures of Segregation and Deseg- 
regation. Final Report. 

ED 245 022 
Antecedents of Language Functioning in the 
Deaf: Implications for Early Intervention: Project 
Summary. 

ED 243 297 
The Arts-A Missing Link in the Basic Curricu- 
lum. A Process Manual to Integrate the Arts into 
the Elementary School Curriculum for Adminis- 
trators, Teachers and Community Members. 

ED 245 996 
Assess Student Performance: Attitudes. Second 
Edition. Module D-3 of Category D-Instructional 
Evaluation. Professional Teacher Education 
Module Series. 

ED 242 951 
Assess Student Performance: Knowledge. Second 
Edition. Module D-2 of Category D-Instructional 
Evaluation. Professionai Teacher Education 
Module Series. 

ED 240 313 
Assess the Progress of Exceptional Students. 
Module L-9 of Category L-Serving Students with 
Special/Exceptional Needs. Professional Teacher 
Education Module Series. 

ED 241 728 
The Best of Two Worlds: Bilingual-Bicultural Ed- 
ucation in the U.S. 

ED 243 316 
A Bibliography of Studies on Elementary and Sec- 
ondary Schooi Reading, English, and Mathemat- 
ics for American Indian Students. 

ED 247 050 
A Blueprint for Educational Excellence. A School 
Board Member’s Guide. 

ED 247 360 
Bushwick High School, “A Warm Welcome.” 
O.E.E. Evaluation Report, 1982-1983. 

ED 245 050 
Children’s World View: The Basis for Learning 
Activities. Responsive Multicultural Basic Skills 
Handbook for Teachers & Parents. 

ED 243 755 
Clara Barton High School Bilingual Program. 
O.E.E. Evaluation Report, 1982-1983. 
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ED 246 310 
The Family-Career Connection: A New Frame- 
work for Career Development. 

ED 246 307 
Human Resource Development: An Introduction. 
Overview: ERIC Digest No. 28. 

ED 240 398 
Job-Related Basic Skills: Cases and Conclusions. 

ED 246 312 
Part-Time Teachers in Adult and Vocational Edu- 
cation. Overview: ERIC Digest No. 30. 

ED 240 400 
Retirement Education Programs. Overview: 
ERIC Digest No. 29. 

ED 240 399 


ERIC Clearinghouse on Counseling and 
Personnel Services, Ann Arbor, Mich. 
Implementing Computer Assisted Career Guid- 
ance and Other Computer Applications for the 
Adult Learner. 
ED 245 182 
New Perspectives on Counseling Adult Learners. 
ED 245 181 
ERIC Clearinghouse on Educational Man- 
agement, Eugene, Oreg. 
Clinical Supervision. The Best of ERIC on Educa- 
tional Management, Number 72. 
ED 243 169 
Managing the Incompetent Teacher. ERIC/CEM 
School Management Digest Series, Number 29. 
ED 245 296 
Merit Pay for Teachers. The Best of ERIC on 
Educational Management, Number 74. 
ED 243 171 
Motivating Students for Excellence. The Best of 
ERIC on Educational Management, Number 73. 
ED 243 170 


ERIC Clearinghouse on Elementary and 
Early Childhood Education, Urbana, II. 

The Academic and Social Consequences of Grade 
Retention: A Convergent Analysis. 

ED 247 033 
Children’s Social Comparison and Goal Setting in 
Achievement Contexts. 

ED 247 035 
Cognitive Style and Children’s Learning: Individ- 
ual Variation in Cognitive Processes. 

ED 247 034 
Montessori and Regular Preschools: A Compari- 
son. 

ED 247 031 
Mother-Infant Interactions in Various Cultural 
Settings. 

ED 247 028 
Parent Involvement: A Review of Research and 
Principles of Successful Practice. 

ED 247 032 
Perspectives on Teacher Education: Some Rela- 
tions between Theory and Practice. 

ED 247 029 
Preschool Social Education Curricula in West 
Germany: The Situation-Oriented Approach. 

ED 247 030 
Trends in Early Childhood Education in the 
United Kingdom. 

ED 247 027 
What’s Happening in Elementary School Ciass- 
rooms? Research on Time Use, Classroom Opera- 
tions, and Activity Management. 

ED 247 036 


ERIC Clearinghouse on Handicapped and 
Gifted Children, Reston, Va. 
Enrichment through Creative Arts. 
ED 246 573 
Judicial Interpretation of the Education for All 
Handicapped Children Act. Special Education in 
America: Its Legal and Governmental Founda- 
tions Series. 
ED 244 406 
Proceedings of the National Conference on the 
Use of Microcomputers in Special Education 
(Hartford, Connecticut, March 10-12, 1983). 
ED 244 447 


ERIC Clearinghouse on Higher Education, 
Washington, D.C. 

Academic Employment and Retrenchment: Judi- 
cial Review and Administrative Action. 
ASHE-ERIC Higher Education Research Report 
No. 8, 1983. 

ED 240 972 
Academic Workplace: New Demands, Height- 
ened Tensions. ASHE-ERIC Higher Education 
Research Report No. 10, 1983. 

ED 243 397 
Adult Learning: State Policies and Institutional 
Practices. ASHE-ERIC Higher Education Re- 
search Report No. 1, 1984. 

ED 246 831 
Attitudes, Administrative Styles, and Outcomes. 

ED 240 940 
Burnout: The New Academic Disease. ASHE- 
ERIC Higher Education Research Report No. 9, 
1983. 

ED 242 255 
Development Programs for Academic Adminis- 
trators: Considerations and Outcomes. 

ED 244 576 
The Role and Effectiveness of Search Commit- 
tees. AAHE-ERIC/Higher Education Research 
Currents. 


ED 243 355 
Student Stress: Effects and Solutions. ASHE- 
ERIC Higher Education Research Report No. 2, 
1984. 


ED 246 832 
Teaching Problem-Solving: Implications from 
Cognitive Development Research. AAHE-ERIC 
Higher Education Research Currents. 

ED 240 918 


ERIC Clearinghouse on Languages and 
Linguistics, Washington, D.C. 
Computers and ESL. Language in Education: 
Theory and Practice, No. 56. 
ED 246 694 
Listening and Language Learning in ESL: Devel- 
oping Self-Study Activities for Listening Compre- 
hension Practice. Language in Education: Theory 
and Practice, No. 59. 
ED 246 697 
Training Translators and Conference Interpreters. 
Language in Education: Theory and Practice, No. 
58. 


ED 246 696 
Using Computers in Teaching Foreign Languages. 
Language in Education: Theory and Practice, No. 
57. 

ED 246 695 


ERIC Clearinghouse on Reading and Com- 
munication Skills, Urbana, Il. 


Applied Communication, Argumentation, and 
Debate: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
January through June 1984, (Vol. 44 Nos. 7 
through 12). 

ED 245 290 
Bilingual, Bicultural, and Bidialectal Studies Re- 
lated to Reading and Communication Skills: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” January 
through June 1984 (Vol. 44, Nos. 7 through 12). 

ED 245 270 
Business and Organizational Communication: 
Abstracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” January 
through June 1984 (Vol. 44, Nos. 7 through 12). 

ED 245 269 
Classic of the Month. [Columns Compiled from 
Three Issues of “Notes Plus,” September 1983 to 
January 1984.] 

ED 241 933 
Composing and Comprehending. 

ED 243 139 
English Language Arts Skills and Instruction: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” January 
through June 1984, (Vol. 44 Nos. 7 through 12). 

ED 245 273 
ERIC First Analysis: Welfare Reforms; 1984-85 
National High School Debate Resolutions. ~ 

ED 243 167 
Ideas from the Classroom. [Columns Compiled 
from Three Issues of “Notes Plus,” September 
1983 to January 1984.] 

ED 241 932 
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Interpersonal, am cage | and Small Group Com- 
munication: / | Dissertations 
Published in Tiiecmies Abstracts aa 
tional,” January through June 1984, (Vol. 44 Nos. 
7 through 12). 

ED 245 292 


Journalism and Journalism Education: Abstracts 
of Doctoral Dissertations Published in “Disserta- 
tion Abstracts International,” January through 
June 1984, (Vol. 44 Nos. 7 through 12). 

ED 246 453 
Language Use, Language Ability, and Language 


isserta- 


tions Published in “Dissertation “Abstracts Inter- 


national,” January through June 1984, (Vol. 44 
Nos. 7 through 12). 








ED 245 274 

Large Scale Assessment of Orel Communication 
Skills: Kindergarten through Grade 12. 

, i ED 245 293 

Literature, Literary Response, and the Teaching 

of Literature: Abstracts of Doctoral D Dissertations 


nterna- 


“Disserta 
tional,” January through Tune 1984, 4. (Vol, 44 Nos. 
‘) Yorongh VD). 
'D 245 275 


E. 
Mass Communication: Abstracts of Doctoral Dis- 


gertations Published in “Dissertation Abstracts 
International,” January through June 1984, (Vol. 


44 Nos. 7 through 12). 
BD 14 M1 


Reading Achievement: Characteristics Associ- 
ated with Success and Failure: Abstracts of Doc- 


fore Dissertations Published in “Dissertation 
Abstracts International,” a. through June 


1984, (Vol. 44 Nos. 
ED 245 216 
Reading and Study Skills and Instruction: College 


and Aduit- Abstracts of Doctoral Dissertations 


Published in “Dissertation Abstracts Interna- 
‘ional, January through June 1984, (Vol. 44 Nos. 


7 through 12). 
ED 245 205 
Reading and L Study Skills and Instruction: Pre- 


school and of Doctoral 
oe Published = “Dissertation Ab- 


stracts International,” January through June 
1984, (Vol. 44 Nos. 7 through 12). 





‘ vm ED 245 215 
Reading and Writing: Abstracts of Doctoral Dis- 
sertations Published in “Dissertation Abstracts 
International,” January through June 1984, (Vol. 
44 Nos. 7 through 12). 

ED 245 206 
Reading, Comprehension, and Memory Pro- 
cesses: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
January through June 1984, (Vol. 44 Nos. 7 
through 12). 


ED 245 214 
Reducing Writing Apprehension. 


ED 243 112 
R dial and Comp y Reading Instruc- 
tion: Abstracts of Doctoral "Gheamediees Pub- 
lished in “Dissertation Abstracts International,” 
January through June 1984, (Vol. 44 Nos. 7 
through 12). 

ED 245 213 


Rhetorical and Communication Theory: Ab- 
stracts of Doctoral Dissertations Published in 
“Dissertation Abstracts International,” January 
through June 1984, (Vol. 44 Nos. 7 through 12). 

ED 245 276 
Rhetoric and Public Address: Abstracts of Doc- 
toral Dissertations Published in “Dissertation Ab- 
Stracts International,” January through June 
1984, (Vol. 44 Nos. 7 through 12). 





ED 245 291 

Speech Communication Education and Class- 
room Interaction: Abstracts of Doctoral Disserta- 
tions Published in “Dissertation Absiracis 
International,” January through June 1984 (Vol. 
44 Nos. 7 through 12). 

ED 245 289 
Study Skills Handbook: A Guide for All Teachers. 

ED 245 198 
Teacher Characteristics and Teacher Education 
in Reading and English Language Arts Instruc- 
tion: Abstracts of Doctoral Dissertations Pub- 
lished in “Dissertation Abstracts International,” 
Jan through June 1984, (Vol. 44 Nos. 7 
thro 12). 

ED 245 212 
Teaching of Writing: Abstracts of Doctoral Dis- 


sertations Published in “Dissertation Abstracts 
International,” January through June 1984, (Vol. 
44 Nos. 7 through 12). 

ED 246 451 
Teaching Technical Writing in the Secondary 


School. 
ED 243 111 
Testing and Evaluation i in Reading and Comms 
Skills: 


tions Published in “Dissertation pn 
International,” January through June 1984, (Vol. 
44 Nos. 7 through 12). 

ED 245 207 


Theatre and Oral Interpretation: Abstracts of 
Doctoral Dissertations Published i in “Dissertation 


wary through June 
1984, (Vol. ‘44 ‘Nos. 7 trough n 12). 
ED 245 295 


Time for Writing in the Elementary School. 
ED 240 588 


Training Tutors for Writing Conferences. 


ED 240 589 


ED 246 At6 


Writin ip Assignment o! of i the. Month _JCclumns 
pi F from Three “Notes Plus,”” Sep- 


tember 1983 to Tanuaty “{o84 \ 








Writing about Literature. 


ED 241 931 
Abilities: Ab- 


stracts of Doctoral Dissertations Publisned in 


‘Dissertation Abstracts international,” January 
through June 1984, (Volt. 44 Nos. 7 through 12). 


ED 246 452 
Noung Adult Uteratare. [Cohamns Compiled 
from Two Issues of “Notes Plus,” September 1983 
and January 1984.] 


BD 241 991 


ERIC Clearinghouse on Rural Education 


and Small Schools, Las Cruces, N, Mex, 
Before Schoo) Starts: A Handbook for New Ele- 
mentary Rural/Small School Teachers. 
ED 245 850 
Furthering Nonforma) Adult Education in Rural 


America: The Rural Free University and Three 
Traditional Providers. 


ED 242 470 
Technological Tools for Rural Education. 

ED 245 851 
Trends in American Indian Education: A Synthe- 
sis and Bibliography of Selected ERIC Resources. 

ED 247 042 


ERIC Clearinghouse on Teacher Educa- 
tion, Washington, D.C. 
Using Research to Improve Teacher Education: 
The Nebraska Consortium. Teacher Education 
Monograph No. 1. 
ED 246 021 
ERIC Clearinghouse on Tests, Measure- 
ment, and Evaluation, Princeton, N..J. 
Reporting Test Scores to Different Audiences. 
ED 241 587 


ERIC Clearinghouse on Urban Education, 
New York, N.Y. 
Faculty Desegregation: The Law and Its Imple- 
mentation. ERIC/CUE Urban Diversity Series, 
Number 86. 
ED 241 662 
Microcomputers: Equity and Quality in Educa- 
tion for Urban Disadvantaged Students. 
ERIC/CUE Digest Number 19. 
ED 242 801 
Reforming Schools in the 1980s. A Critical Re- 
view of the National Reports. Urban Diversity 
Series, Number 87. 
ED 242 859 
A Review of the Major Current Reports on Sec- 
ondary Education. Urban Diversity Series Num- 
ber 88. 
ED 242 860 


ERIC Processing and Reference Facility, 


Md. 
ERIC Clearinghouse Publications, 1983. An An- 
notated Bibliography of Information Analysis 
Products and Other Major Publications of the 
ERIC Clearinghcuses, January-December 1983. 


ED 246 919 


Euclid City Schools, O 
Graded Course of oe Piinsesiies (K-12). 
ED 242 536 


Institution Index 


Graded Course of Study, Science (K-12). 
ED 242 530 
Social Studies Graded Course of Study: K-12. 
ED 243 752 
Eugene School District 4J, Oreg. 
Program and Functional/Vocational Curriculum 
pe Ay ove and Severely Handicapped Students in 
(Grades K through 
rosy 


ED 243 275 





European Association for Institutional Re- 
search, 


The University as an Open System. Proceedings 
of the Annual Forum of E 
Institutional Research (Sth, Sena The 


Netherlands, August 17- {9, 1983). 





ED 240 956 


European Information Center of the 


Charles Univ. for Further Faueation of 





Te Prague (C: 
Personality of Teacher in Advanced Socialist So- 
ery. Collection of Papers irom the Conference of 


Eduecatio: ts of Socialist Countries (3rd, War- 


wnalisi 
saw, Poland, June 1977). 
BD 146 WE 


Peeper and the Sci e of Ed: Proceed- 


(Prague, Czecho- 
diovan, “Oetaber 9, 1. 











ED 241 528 
Unity of the Initial and In-Service Training of 


Teachers, Further Education of Teachers, Collec 


tion of Papers, Reports and Reviews. Volume 3 
ED 241 527 


Yraluation Technologies, ine., Arlington, 


“A Growing Concern: How to Provide Services for 


Childten from Alcoholic Ramilies. 
ED 243 O55 


Evansville-Vanderburgh School Corp., Ind, 


A Longitudina) Study of the Effectiveness of 
Full-Day Kindergarten. 
ED 247 014 


Executive Office of the President, Wash- 
ington, DC, President’s Private Sector 
Survey on Cost Control. 
President’s Private Sector Survey on Cost Con- 
trol. Management Office Selected Issues, Volume 
VII: Information Gap in the Federal Government. 
ED 245 683 


Experiment in International Living, Bratt- 
leboro, VT. 
Opening Lines. A Competency-Based Curriculum 
in English as a Second Language. A Teacher’s 
Handbook. 
ED 245 119 
Shifting Gears. Hands-on Activities for Learning 
Workplace Skills and English as a Second Lan- 
guage. A Teacher’s Handbook. 
ED 245 120 


Extension Service (DOA), Washington, 
D.C, 
Isolation of Factors Related to Levels and Pat- 
terns of Living in Low-Income Areas of the Rural 
South. A Basebook. 
ED 247 078 


EXXON Corp., New York, N.Y. 
Science Education in the United States: Essential 
Steps for Achieving Fundamental Improvement. 
A Report on a Meeting of Educational Leaders 
Hosted by the Exxon Education Foundation 
(New York, New York, January 17-20, 1984). 
ED 247 104 


EXXON Education Foundation, New 
York, N.Y. 
America Has a New Urgency. 
ED 246 709 
The Black Experience. Proceedings of the Sympo- 
sium on Racial Justice and Education toward Ex- 
cellence: Education, Race and Justice (Albany, 
New York, February 1, 1984). 
ED 247 368 
The Self-Reliant Academic. 
ED 242 241// 
The Work of Community College Faculty: A 
Study through In-Depth Interviews. Final Report. 
ED 243 499 





Institution Index 


Fairfax County Office fur Children, Va. 
Fun for One: Faciliteing Solitary Play. 
ED 243 582 
Tell Me How You Feel...Creating an Awareness 
of Emotions ir. a Day Care Setting. 
ED 245 810 


Farallones ast, Rural Center, Occidental, 





A Mi 1 for 


ED 241 755 


Small Scale Charcoal Making: A Manual for 


Trainers. 
ED 243 687 
Far West Lab. for Educational Research 
and Development, San Francisco, Calif, 
Applying Effective Instruction Research n Findings 


in Teacher Ed: 
ED ; 246 037 
Applying Research to » Teacher Baucation: Over- 


view of Research 
Teacher Education. 








ED 2M 664 
Children’s World View: The Basis for Learning 
Activities. al Basic Skills 


Handbook for Teachers & Parents. 


ED 243 755 
Collaboration in Applying Research to Teacher 


Education, 





are, 244 934 


Limitations. 


il: The Software "Problem, Educational Brief. 


ED 244 593 
Critical T.V. Viewing Workshops for High School 


Teachers, Parents, and Community Leaders. 
‘Trainer's Manual, Volume 1. 
ED 244 584 


Critical T.V. Viewing Workshops for High School 


Teachers, Parents, and Community Leaders. 
[Trainer’s Manual], Volume II: Workshop Hand- 


outs. 

ED 244 585 
Mentors and Students in the Workplace. Work- 
place Mentorship. 





ED 246 181 
Mentorship: An Annotated Bibliography. 
ED 246 183 
Organizing and Managing the Classroom. The 
— Education Program Curriculum 
uide. 


ED 244 905 
aaa caaaa on Effective Schools. Education 
rief. 


ED 245 302 

Rainbow Shave Ice, Crackseed, and Other Ono 
Stuff. Sex Equity Goodies for the Classroom. 
EGO Project. Equal Goals in Occupations. 

ED 244 133 
Reading in the Responsive Education Program. 
Revised. 

ED 243 082 
Responsive Multicultural Basic Skills Handbook 
for Teachers and Parents: Overview. 

ED 243 756 
Teacher Career Ladders in Utah: Perspectives on 
Early Stages. 

ED 246 051 
Workplace Mentorship. Interviews on Workplace 
Mentorship: Background, Methodology and Data 
Analysis. 

ED 246 182 


Federal Aviation Administration (DOT), 
Washington, D.C. 
Careers in Airway Science. 
ED 247 126 
Guidelines for Federal Aviation Administration 
Regional Aviation Education Coordinators and 
Aviation Education Facilitators. 
ED 247 118 
Teachers’ Guide for Aviation Education. For Use 
in Grades Two through Six. Communication Arts, 
Science, Social Studies, Health, Career Educa- 
tion. 
ED 244 823 
Federal Aviation Administration (DOT). 
Washington, DC. Office of Aviation Pol- 


Aircraft Manufacturing Occupations. Aviation 
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Careers Series. 
ED 242 990 
Airline Careers. Aviation Careers Series. Revised. 


ED 242 991 
Airport Careers. Aviation Careers Series. Re- 
vised. 


ED 242 — 
Aviation Maintenance (Aircraft Mechanics & 


Aircraft & Instrument Repair Personnel). Avia- 
tion Careers Series. Revised. 


ED 242 988 


Flight Attendants. Aviation Careers Series. Re- 


ED 242 993 
Government, Including: Air Traffic Controllers, 


Aviation Safety Inspectors, Airspace Systems in- 


Spection Pilots, Accident Investigators, Electron- 
Aviation Careers Series, Revised. ¥ 





ED 242 992 
Pilots and Flight Engineers. Aviation Careers Se- 
nes. 


ED 242 987 


Federal Aviation Administration (DOT), 
Washington, 0.C. Office of General Avia 


tion. ¥ 
A Model A Curr 


High Schaal. 
ED 244 818 
Federal Emergency Management Agency, 
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to Escape 
Fires in Public Buildings: “A Review of Code Pro- 
Visions and Technical Literature. Fina) Report. 


ED 244 345 


Federal Reserve Bank of Boston, Mass, 
Boston Public Schools: Class of 1982. A Fol- 
low-Up Study. A Boston Compact Report. 

ED 245 O11 


The School-to-Work Transition of Inner-City 
Youth: A Case Study of Boston. 
ED 245 010 


Ferris State Coll., Big Rapids, Mi 
Marital Status and Life Satisfaction of Biack Men. 
ED 240 452 
Parental Role Satisfaction of Black Mothers. 
ED 242 829 
Field Foundation, New York, N.Y. 
A Policy Framework for Racial Justice. 
ED 247 330 
Fish and Wildlife Service (Dept. of Inte- 
rior), Washington, D.C. 
Education and Recreation Standards Handbook: I 
& R Programs—Outdoor Classrooms, Interpreta- 
tion, Recreation, Programs Information, Dedi- 
cated Areas. 
ED 247 103 
Education and Recreation Standards: I & R Pro- 
grams—Outdoor Classrooms, Interpretation, Rec- 
reation, Program Information, Dedicated Areas. 
ED 247 102 
A Report on Educational Opportunities, U.S. Fish 
and Wildlife Service to the House and Senate 
Committee on Appropriations, Subcommittees on 
Interior and Related Agencies. 
ED 244 786 


Flathead Culture Committee, St. Ignatius, 


A Brief History of the Flathead Tribes. 


ED 247 065 
Eagle Feathers, the Highest Honor. 


ED 247 066 
Flinders Univ. of South Australia, Bedford 
Park. Centre for Applied Social and Sur- 
vey Research. 
Constructing Questionnaires with Randomized 
Ordering and Sampling of Items: A Computer Im- 
plemented Method. CASSR Technical Paper Se- 
ties, No. 
ED 247 289 
Florida Audubon Society, Maitland. 
Fiorida’s Manatee. An Educator’s Guide. Third 
Edition Revised. 
ED 243 665 
Florida Educational Research and Devel- 
opment Council, Inc., Sanibel. 


The Basic Skills Instructional System: A Manual 
for Improving the Reading and Language Arts 
Skills of Low Achieving Students. 
ED 246 020 
Florida Keys Community Coll., Key West. 


A Comprehensive Postsecondary Education Mas- 
ter Plan for Florida Keys Community College. 


ED 241 072 
Florida Scheel I Boards Association. 


Study Report. 
ED 244 692 
a Solar Energy Center, Cape Canav- 


“Teaching about Ethics and the Environment. 


ED 244 840 
Florida State Advisory Council on Correc- 
Yional Fauecation, Tallahassee. 


Testing for Inmates of 


Flonda’ s State Correctional Institutions, 
ED 244 696 


Florida State Advisory Council on Voca- 
tional and Technical Raneation, Tallshas- 


see. 
Vocational Job Preparatory Student Placement 


and Ballon Up in Florida. A Gndy of he Bilec- 


tiveness ff Policies and Procedures Used for Vo- 








paratory Student Placement and 


Follow Uni in 1 Florida § ; Public Schoals. 
ED 242 865 
Florida State Dept. of Education, Talla- 


CLAST: College-Level Academic Skiils Test. 
Technical Report, 1982-33. 


ED 242 343 
CLAST: College Level Academic Skills Test. Test 
Administration Plan, 1983-84. 


ED 242 344 

Cooperative Agreements Study Report. 

ED 244 692 
Diagnostic and Assessment Testing for Inmates of 
Florida’s State Correctional Institutions. 

ED 244 696 
Florida CHOICES Counselor’s Manual 1983-84. 
ED 245 129 
Florida State Dept. of Education, Talla- 
hassee. Bureau of Adult/Community Edu- 
cation. 

Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level II 
Modules. 

ED 243 563 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level I 
Modules. 

ED 243 562 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Process 
Manual for Program Implementation. 

ED 246 939 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Volun- 
teer Sponsor’s Leader’s Guide. 

ED 243 561 

Florida State Dept. of Education, Talla- 

hassee. Bureau of Compensatory Educa- 

tion. 

Interstate Migrant Secondary Services Program: 
Florida Directory of Area & District Migrant Ad- 
ministrators, Superintendents, Principals & Coun- 
selors. 

ED 243 632 
Prevention of Discrimination in Selected Federal 
Block Grant Programs—Kansas. 

ED 243 234 

Florida State Dept. of Education, Talla- 

hassee. Bureau of Education for Excep- 

tional Students. 

Curriculum Planning Resource Manual for Devel- 
opmental Skills and Communication Skills. Hear- 
ing Impaired: Deaf and Hard of Hearing. Revised 
Edition. [A Resource Manual for the Deveiop- 
ment and Evaluation of Special Programs for Ex- 
ceptional Students, Volume V-A]. 

ED 244 423 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
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Students. Volume II-B: Mentally Handicapped. 
Third Revised Edition. 

ED 244 409 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume II-C: Speech and Language Im- 
paired. Revised. 

ED 244 410 
A Resource Manuai for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume II-G: Gifted. Revised. 

ED 244 411 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-B: Evaluating the Non-En- 
glish Speaking Handicapped. 

ED 244 413 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-C: Mediatiou and Due Pro- 
cess Procedures. 

ED 244 414 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-E: Alternative Communica- 
tion Systems for Non-Vocal Students. 

ED 244 415 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-F: Electronic Communica- 
tion Devices for Visually Impaired Students. 

ED 244 416 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-J: Interagency Service Plans 
for the Profoundly Mentally Handicapped. [Part 
1.] July 1, 1981-June 30, 1983. 

ED 244 417 
A Resource Manual for the Development and 
Evaluation of Special Pregrams for Exceptional 
Students. Volume III-J: Interagency Service Plans 
for the Profoundly Mentally Handicapped. Part 3: 
Partners in Planning-A Participant’s Manual, 
July 1, 1981-June 30, 1983. 


ED 244 419 
A Resource Manual for the Deveiopment and 


Evaluation of Special Programs for Exceptional 
Students. Volume III-J: Interagency Service Plans 
for the Profoundly Mentaily Handicapped. Part 2: 
Partners in Planning-A Trainer’s Guide, July 1, 
1981-June 30, 1983. 
ED 244 418 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume II-J: Occupational and Physical 
Therapy. 
ED 244 412 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume IV-B: A Training Manual for 
Teachers of the Homebound/Hospitalized Stu- 
dent. 
ED 244 421 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume IV-C: A Training Manual for 
the Development of a Home/School Information 
System. 
ED 244 422 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-B MODELL: Music or 
Drama to Enhance Language Learning. Revised. 
ED 244 424 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-D: Techniques of Precision 
Teaching. Part 1: Training Manual, Part 2: Math 
Basic Skills Curriculum, Part 3: Reading Basic 
Skills Curriculum. 
ED 244 425 
Training Manual for School Bus Drivers Trans- 
porting the Handicapped. [A Resource Manual 
for the Development and Evaluation of Special 
Programs for Exceptional Students, Volume 
IV-A]. 
ED 244 420 
Florida State Dept. of Education, Talla- 
hassee. Div. of Adult and Community Edu- 
cation. 
English as a Second Language—A Plan for Instruc- 
tion. A 310 Teacher Training Project 1981-1982. 
ED 244 114 


Learning Never Ends. A Handbook for Part-Time 
Teachers of Adult Basic Education. 

ED 244 149 
The Tribes Approach. A Resource Manual for Ed- 
ucators of Rural Adults. 


ED 246 212 


Florida State Dept. of Education, Talla- 
hassee. Div. of Public Schools. 
The Gifted and Talented Program Study. Division 
of Public Schools Analysis and Recommendations 
[and] Report of the Gifted and Talented Program 
Study. 
ED 246 604 
Florida State Dept. of Education, Talla- 
hassee. Div. of Vocational Education. 
Development of a Facility Determination Model 
for Competency-Based Vocational Education 
Programs in the State of Florida. Final Report. 
From July 1, 1980 to June 30, 1983. 

ED 245 079 
Identification of Strategies to Increase Retention 
of Disadvantaged Students in Nontraditional Pro- 
grams in Florida. Final Report from July 1, 1982 
to June 30, 1983. 

ED 245 083 
Identification of Strategies to Increase Retention 
of Disadvantaged Students in Nontraditional Pro- 
grams in Florida. Manual. 

ED 245 084 
implementation of Teleconference as an Inservice 
Delivery System for Change Agents in Vocational 
Education. Fina! Report from October, 1981 to 
June, 1982. 

ED 245 082 
User Networks to Support the Implementation of 
New Curriculum Products. 

ED 244 062 

Florida State Dept. of Education, Talla- 
hassee. Office of Environment Education. 
Teaching about Ethics and the Environment. 
ED 244 840 


Florida State Dept. of Education, Talla- 


hassee. Student Assessment Section. 
A Guide to Statewide Assessment Results, Octo- 
ber 1983. 
ED 241 582 


Florida State Dept. of Natural Resources, 
Tallahassee. 
Florida’s Manatee. An Educator’s Guide. Third 
Edition Revised. 
ED 243 665 


Florida State Postsecondary Education 

Commission, Tallahassee. 

Problems of the Rural Community Colleges in 
Florida in Providing Vocational Education (As 
Perceived by Administrators in Nine Community 
Colleges). 

ED 242 363 
A Study of Colleges of Education in Florida. Re- 
port and Recommendations of the Postsecondary 
Education Planning Commission. Prepared in Re- 
sponse to Appropriations Item 451 of the 1983 
General Appropriations Act (Chapter 83-300, 
Laws of Florida). Report 1. 

ED 242 716 

Florida State Univ., Tallahassee, FL. 

Dept. of Educational Leadership. 
Development of a Facility Determination Model 
for Competency-Based Vocational Education 
Programs in the State of Florida. Final Report. 
From July 1, 1980 to June 30, 1983. 

ED 245 079 
Identification of Strategies to Increase Retention 
of Disadvantaged Students in Nontraditional Pro- 
grams in Florida. Final Report from July 1, 1982 
to June 30, 1983. 

ED 245 083 
Identification of Strategies to Increase Retention 
of Disadvantaged Students in Nontraditional Pro- 
grams in Florida. Manual. 

ED 245 084 


Florida State Univ., Tallahassee. Inst. for 
Studies in Higher Education. 
Word Processing and Microcomputers in Small 
Two-Year Colleges: A National Study. 


ED 246 948 
Florida State Univ., Tallahassee. Program 
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Implementation of Teleconference as an Inservice 
Delivery System for Change Agents in Vocational 
Education. Final Report from October, 1981 to 
June, 1982. 


ED 245 082 


Florida Univ., Gainesville. Florida Cooper- 
ative Extension Service. 
Starting and Maintaining a Marine Aquarium: 
4-H Members Guide [and] 4-H Member’s Project 
Record Book. 
ED 242 494 


Florida Univ., Gainesville. Inst. of Higher 
Education. 
Criteria for the Institutional Evaluation of Com- 
munity College Staff Development Programs. 
ED 246 961 
Decision Making in Multi-Unit Institutions of 
Higher Education. 
ED 242 362 
Organization and Leadership of Two Year Col- 
leges: Preparing for the Eighties. Institute of 
Higher Education Topical Paper. 
ED 241 093 
Florida Univ., Gainesville. P. K. Yonge 
Lab. School. 
How to Write Your Own Curriculum Materials. 
Resource Monograph #25. 
ED 241 533 
Non-Sexist Elementary Education: A Research 
Report and Teacher’s Guide. Research Mono- 
graph No. 34. 
ED 244 001 
Food and Nutrition Service (DOA), Wash- 
ington, DC. Office of Analysis and Evalua- 
tion. 
Income Verification Pilot Project (IVPP): Find- 
ings on School Meal Program Participation and 
Legislative Impact, 1981-82 School Year. 
ED 246 996 
Income Verification Pilot Project (IVPP): School 
Year 1981-82 In-House Audit Findings. Revised. 
ED 246 997 
Income Verification Pilot Project (IVPP): The 
Development of an Error-Prone Model for the 
School Meal Programs. Revised. 
ED 246 998 
Income Verification Pilot Project (Phase II): Re- 
sults of Quality Assurance Evaluation, 1982-83 
School Year. 
ED 246 999 


For Character, Chicago, Chicago, IL. 
Chicago Area Award Winning Schools, 1982-83. 
ED 245 310 


Ford Foundation, New York, N.Y. 

America’s New Immigration Law: Origins, Ratio- 
nales, and Potential Consequences. Monograph 
Series 11. 

ED 244 769 
Assessment in the Service of Instruction. 

ED 243 891 
Changes & Challenges: City Schools in America. 
Thirteen Journalists Look at Our Nation’s 
Schools. 

ED 242 813 
City High Schools: A Recognition of Progress. A 
Ford Foundation Report. 

ED 246 165 
Civil Rights, Social Justice, and Black America. A 
Review of Past and Current Ford Foundation Ef- 
forts to Promote Racial Justice for Black Ameri- 
cans in Employment, Education, Housing, 
Political Participation, and Other Areas. Working 
Paper. 

ED 244 015 
Comparing and Predicting the College Perfor- 
mance of Black and White Students. ASHE 1984 
Annual Meeting Paper. 

ED 245 615 
Conflict in Higher Education: State Government 
Coordination versus Institutional Independence. 

ED 245 580// 

Correlates of Sex Role Attitudes among Black 
Men and Women: Data from a National Survey of 
Black Americans. 

ED 243 988 
The Effect of Pension Wealth on the Age of Re- 
tirement. 

ED 246 531 
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First-Person America: Voices from the Thirties. A 
Teacher’s Guide. 

ED 247 173 
Fondness and Frustration: The Impact of Ameri- 
can Higher Education on Foreign Students with 
Special Reference to the Case of Brazil. 

ED 246 710 
High School Program Seminar Report. 

ED 247 345 
Institutionalizing the School-to-Work Transition. 
[Final Report, Part II]. 

ED 246 140 
Local School Boards and the Arts: A Call for 
Leadership. 


ED 242 615 
Massachusetts Higher Education in the Eighties: 
Proposals for Development. A White Paper. The 
Alden Seminars. 

ED 246 701 
Mathematics Education for Hispanic Students in 
the Border College Consortium. 

ED 242 451 
Money, Time and Learning. Final Report. 

ED 242 096 
A Policy Framework for Racial Justice. 

ED 247 330 
A Practitioner’s Guide. Strategies, Programs, and 
Resources for Youth Employability Develop- 
ment. 

ED 244 006// 

Private Sector Initiative Program. Documenta- 
tion and Assessment of CETA Title VII Imple- 
mentation. Final Report. 

ED 243 975 
Public School Desegregation in the United States, 
1968-1980. 

ED 247 365 
The Refugee Health Care System: A Background 
Paper on Policies, Programs and Concerns. 

ED 246 135 
Resettlement of Khmer Refugees in the United 
States. 

ED 246 138 
Residence and Migration of College Students. 
Working Paper Series. 

ED 246 811 
School-Age Child Care: A Policy Report. 

ED 242 433 
School-Based Planning Manual. Part I: A 
Step-by-Step Planning Guide. 

ED 247 343 
School-Based Planning Manual. Part II: Supple- 
mentary Materials. 

ED 247 344 
State Enforcement of Civil Rights in Vocational 
Education: Partner or Stepchild? A Report on Im- 
plementation of Section IJ of the 1979 Vocational 
Education Guidelines by the Office for Civil 
Rights, U.S. Department of Education. 

ED 244 134 
A Survey of Policy Changes: Foreign Students in 
Public Institutions of Higher Education. 

ED 240 913 
Tax Breaks for College: Current and Proposed 
Fe Provisions That Help Families Meet College 

osts. 


ED 242 240 
Winter 1981 Study of Black Undergraduate Stu- 
dents Attending Predominantly White, State- 
Supported Universities. Preliminary Report. 
ED 241 620 
Fordham Univ., Bronx, N.Y. Hispanic Re- 
search Center. 
Conceptual Issues in the Study of Hispanic Delin- 
quency. 


ED 247 327 
Crime Rates among Hispanics, Blacks, and 
Whites in New York City. 


ED 247 328 
Exploratory Study on Delinquency and Delin- 
quency Avoidance in the South Bronx. 


ED 247 329 
Field Problems in the South Bronx. 


ED 246 131 
Foreign Service (Dept. of State), Washing- 
ton, D.C. Foreign Service Inst. 
List of Language Names. 
ED 243 326 
Forest Service (DOA), St. Paul, Minn. 


Forest Experiences of Fifth-Grade Chicago Pub- 
lic School Students. 


Further Education Staff Coll., Blagdon 657 


ED 241 276 
Forest Service (DOA), Upper Darby, Pa. 
Northeastern Forest Experiment Station. 
The 1980 National Outdoor Recreation Trends 
Symposium. Proceedings (Durham, New Hamp- 
shire, April 20-23, 1980). Volume I. General 
Technical Report NE-57. 
ED 244 957 
The 1980 National Outdoor Recreation Trends 
Symposium. Proceedings (Durham, New Hamp- 
shire, April 20-23, 1980). Volume II. General 
Technical Report NE-57. 
ED 244 958 
Forest Service (DOA), Washington, D.C. 
Gypsy Moth Workbook. 
ED 242 519 
Recreation Research Publications. Bibliography 
1961-1982. 


ED 246 014 
Fort Worth Independent School District, 
Tex. Dept. of Research and Evaluation. 
A Model for a Magnet Program Which Promotes 
Both High Achievement and Voluntary Integra- 
tion. 
ED 244 041 
Foundation for Child Development, New 
York, N.Y. 
Necessary and Unnecessary Help-Seeking in 
Children. 
ED 247 013 


Foundation for Human Service Studies, 
Inc., Chicago, IL. 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. 
ED 247 037 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. Executive Summary. 
ED 247 038 
Foundation for Science and the Handi- 
capped, Inc., Clarendon Hills, IL. 
Able Scientists-Disabled Persons. Biographical 


Sketches Illustrating Careers in the Sciences for 
Able Disabled Students. 


ED 244 833 
Frederick Community Coll., Md. 
Retention and Attrition of Students: A Status Re- 
port on Institutional Issues and Implications. 


ED 246 930 
Frederick County Board of Education, Md. 
Career Education [Planning Folder]. 


ED 240 392 
Next Steps: Making Career Plans. 


ED 240 393 
Freedom of Information Center, Columbia, 


Mo. 
Mobil’s Advertorials: A Case Study in Advocacy 
Ads. 


ED 246 468 
New FCC Goal in Ownership Regulation. 
ED 245 285 
Newspaper Uses of Satellite Technology. 
ED 240 607 
New Technology and Information Explosion. 
ED 240 647 
The United Church of Christ: Defending Access 
to Broadcasting. 
ED 246 493 
The U. S., Its Press, and the New World Informa- 
tion Order. Freedom of Information Center Re- 
port No. 488. 
ED 241 943 
War Coverage: The Case of the Falklands. 
ED 246 470 
Fremont Union High School District, Sun- 
nyvale, 


Calif. 
Vocational English as a Second Language: A Part- 
nership with Industry. 


ED 241 804 
Fresno County Dept. of Education, Fresno, 


Oral Language Continuum. 
ED 241 919 


Frisco Independent School District, Allen, 


A Framework for Educational Computer Usage. 


ED 246 879 


Fullerton Coll., CA. 
Evaluation of the Skills Prerequisite System at 
Fullerton College (A Two Year Follow-Up). 
ED 244 663 


Fullerton Union High School District, 


Economics and American Government: Senior 
Economic and Political Survival Project. 


ED 243 730 
Fund for Advancement of Camping, Chi- 


» IL. 

Whatever Happened to School Camping? An Oc- 
casional Paper. 

ED 244 764 

Fund for the Improvement of Postsecond- 
ary Education (ED), Washington, DC. 

Curriculum Units on Nonsexist Teaching. 

ED 243 806 
Independent Scholarship: Promise, Problems, and 
Prospects. 

ED 240 932 
Issues for an Evaluation of Freire-Inspired Pro- 
grams in the United States and Puerto Rico. 

ED 243 998 
A Learning Assistance Support System for the 
Washington Community College System. 

ED 246 942 
Models of Strategic Planning in Community Col- 
leges. 

ED 242 360 
Rural Free Universities: Extending the UFM 
Model. Final Report. 

ED 247 062 
Rural Postsecondary Education. Proceedings of 
the National Invitational Meeting (Kansas City, 
Kansas, June 29-July 1, 1981). 

ED 244 763 
Struggling to Be Free: The Story of Universidad 
Popular. 

ED 241 677 
Theoretical Perspectives on Budget Reform. 
ASHE 1984 Annual Meeting Paper. 

ED 245 602 


Furman Univ., Greenville, S.C. 
Cognitive and Physical Relationships in College 
Women and Men. 
ED 244 938 
Further Education Staff Coll., Blagdon 
(England). 
An American System of Staff Appraisal. Coombe 
Lodge Case Study. Information Bank Number 
1017. 
ED 246 935 
The Anglc-German Report on Curriculum Devel- 
opment for Vocational Education. Comparative 
Papers in Further Education. Number Two. 
ED 240 243 
Basic Full-Time Training in Business Studies and 
Languages. The Report of a Visiting Party. Stud- 
ies in Vocational Education and Training in the 
Federal Republic of Germany. Number Five. 
ED 240 237 
Career Development Education in the Federal 
Republic of Germany. The Report of a Visiting 
Party. Studies in Vocational Education and Train- 
ing in the Federal Republic of Germany. Number 
Ten. 
ED 244 083 
Craft Apprenticeship in Europe. Comparative Pa- 
pers in Further Education. Number Five. 
ED 240 244 
Education and Training for the Hairdressing In- 
dustry in the Federal Republic of Germany. The 
Report of a Visiting Party. Studies in Vocational 
Education and Training in the Federal Republic of 
Germany. Number Nine. 
ED 240 241 
Education and Training of Young Handicapped 
Adults in the Federal Republic of Germany. The 
Report of a Study Visit. Studies in Vocational Ed- 
ucation and Training in the Federal Republic of 
Germany. Number Six. 
ED 240 238 
Experiments with the First Year of Apprentice- 
ships in the Federal Republic of Germany. The 
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Report of a Visiting Pariy. Studies in Vocational 
Education and Training in the Federal Republic of 
Germany. Number Three Revised. 

ED 240 235 
Flexistudy: A Development at Barnet College. 
Coombe Lodge Case Study. Information Bank 
Number 1351. 

ED 246 963 
Further Education and Industrial Training in En- 
gland and Wales. Comparative Papers in Further 
Education, Number Twelve. 

ED 241 710 
The Industrial Tutor in the Federal Republic of 
Germany. The Report of a Visiting Party. Studies 
in Vocational Education and Training in the Fed- 
eral Republic of Germany. Number Four. 

ED 240 236 
Learner Flexibility Profiles. Coombe Lodge 
Working Paper. Information Bank Number 1612. 

ED 246 980 
Learning about the World of Work in the Federal 
Republic of Germany. A Collection of Papers. 
Studies in Vocational Education and Training in 
the Federal Republic of Germany. Number 
Seven. 

ED 240 239 
Learning Materials for Open Learning in Further 
Education. Coombe Lodge Working Paper. Infor- 
mation Bank Number 1606. 

ED 246 979 
Measures to Deal with Youth Unemployment in 
the Federal Republic of Germany. The Report of 
a Visiting Party. Studies in Vocational Education 
and Training in the Federal Republic of Germany. 
Number One Revised. 

ED 240 233 
Monitoring Student Progress and Publicising the 
Results. Information Bank Number 1270. 

ED 246 936 
Motivation and Career. Coombe Lodge Working 
Paper. Information Bank Number 1602. 

ED 246 241 
The Netherlands, 16-19 Education. Comparative 
Papers in Further Education. Number One. 

ED 240 242 
Open Systems in Further Education. 
Some ——- of Resource Management. Coombe 
—_ Working Paper. Information Bank Number 

ED 246 242 
Vocational Counselling and Guidance in the Fed- 
eral Republic of Germany. The Report of a Visit- 
ing Party. Studies in Vocational Education and 
Training in the Federal Republic of Germany. 
Number Two Revised. 

ED 240 234 
Vocational Education and Training for the Hotel 
and Catering Industry in the Federal Republic of 
Germany. Report of a Visiting Party. Studies in 
Vocational Education and Training in the Federal 
Republic of Germany. Number Eight. 

ED 240 240 
Vocational Education and Training in Sweden. 
Comparative Papers in Further Education. Num- 
ber Nine. 

ED 240 247 
Vocational Education and Training in the Federal 
Republic of Germany. Comparative Papers in 
Further Education. esher Ten. 

ED 240 248 
Vocational Education and Training in the Ger- 
man Democratic Republic. Comparative Papers 
in Further Education. Number Eleven. 

ED 240 249 
Vocational Education and Training in the Repub- 
lic of Ireland. Comparative Papers in Further Ed- 
ucation. Number Eight. 

ED 240 246 
Vocational Objectives within the US Educational 
System. Comparative Papers in Further Educa- 
tion. Number Six. 

ED 240 245 


Further Education Unit, London (En- 


Common Core-Teaching and . Guidance 
to Teachers and Tutors Involved in 17+ and 
Other Core Curricula. A Staff Development Pub- 
lication. 

ED 242 685 
Learner Flexibility Profiles. Coombe Lodge 
Working Paper. Information Bank Number 1612. 

ED 246 980 
Microcomputer Materials from MEP. An Anno- 


tated Directory of Packages of Interest to Further 
Education. An Occasional Paper. 

ED 246 855 
Robotic Arms. A Contribution to the Curriculum. 
An Occasional Paper. 

ED 246 240 
Supporting YTS. Second Edition. 

ED 245 122 
A Survey of IT Policy and of Current Practice in 
a Sample of Colleges. Information Technology in 
FE. An Occasional Paper. 

ED 246 868 

Gallaudet Coll., Washington, D.C. 

Secondary Programming: The Model Concept. 

ED 243 290 
A Study of Families and Their Learning Environ- 
ments for Deaf Children. Final Report. 

ED 244 489 


Gannett Foundation, Rochester, NY. 
Read All about It! Tutor Adults with Daily News- 
paper. Leader Handbook. 
ED 244 519 
Read All about It! Tutor Adults with Daily News- 
paper. Tutor Handbook. 
ED 244 518 


Garfield County School District, Pan- 


guitch, UT. ’ 
Multiple Option Instructional Program for Adult 
High School Completers. 


ED 244 072 


Gavilan Coll., Gilroy, Calif. 
16 Steps to Student % Program Accountability. 
ED 244 673 

Gaviian Joint Community Coll. District, 
Gilroy, CA. 
GAP, Gavilan Articulation Project. A 5-Year Re- 
view Project Submitted to Accrediting Commis- 
sion for Community and Junior Colleges. 

ED 244 674 


General Accounting Office, Washington, 
D.C, 
A Federal Administrator’s Perspectives on the 
Documentation of School Improvement Efforts. 
ED 243 587 
The Federal Role in Fostering University-Indus- 
try Cooperation. 
ED 246 746 
New Directions for Federal Programs to Aid 
Mathematics and Science Teaching. 
ED 241 300 
Participation in the National School Lunch Pro- 
gram. Report to the , Committee on Ag- 
riculture, Nutrition, and Forestry, United States 
Senate. 
ED 244 017 
Secondary Market Activities of the Student Loan 
Marketing Association. Report to the Committee 
on Labor and Human Resources, United States 
Senate. 
ED 246 750 
Studies of U.S. Universities’ Research Equipment 
Needs Inconclusive. 
ED 245 912 
Tuition Rates Charged Foreign Governmenis for 
Military Training Should Be Revised. 
ED 244 163 
VA Can Provide More Employment Assistance to 
Veterans Who Complete Its Vocational Rehabili- 
tation Program. 
ED 244 162 
General Accounting Office, Washington, 
D.C. Div. of Human Resources. 
Federally Supported Centers Provide Needed 
Services for Runaways and Homeless Youths. Re- 
port to the Chairman, Subcommittee on Human 
Resources, Committee on Education and Labor, 
House of Representatives. 
ED 243 024 


General Electric Foundation, Ossining, 
NY. 
Public Services in Research Libraries: A Self- 
Study. Final Report of the Study Team. 
ED 245 698 
Public Services Study Report. One of a Series of 
Self-Studies and Research Projects. 


ED 244 635 
General Services Administration, Wasbing- 
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ton, DC. Public Buildings Service 
Guidelines for Assessment and ‘Abatement of As- 
bestos-Containing Materials in Buildings. 
ED 244 350 


Geological Society of America, Boulder, 


Future Employment Opportunities in the Geolog- 
ical Sciences. 
ED 243 647 


Geological Survey (Dept. of Interior), Res- 
ton, Va. 
Collecting Rocks. 
ED 241 330 
Earthquakes. 
ED 241 329 
Elevations and Distances in the United States. 
ED 241 333 
Geologic Time. 
ED 241 335 
Geology of Caves. 
ED 241 334 
Geysers. 
ED 241 331 
Landforms of the United States. 
ED 241 332 
Why Is the Ocean Salty? 
ED 241 328 
George Gund Foundation, Cleveland, Ohio. 
Making It Happen: A Positive Guide to the Fu- 
ture. 


ED 247 192 
George Mason Univ., Fairfax, Va. 
Mainstreaming: A Concept in Faculty Prepara- 
tion (A Final Report). 
ED 242 670 


George Peabody Coll. for Teachers, Nash- 
ville, Tenn. 
Evaluation and Comparison: Social Learning Cur- 
riculum and Instrumental Enrichment. Final Re- 
port. 
ED 244 484 
Stress and Coping among Teachers: Experience in 
Search of Theory and Science. Final Report. 
ED 241 503 
George Washington Univ., Washington, 
D.C. 
Implementation of Nonvocal Communication 
Strategies with Severely Handicapped Preschool- 
ers. Final Report. 
ED 245 517 
George Washington Univ., Washington, 
DC. Center for Telecommunications Stud- 
ies. 
Issues in International Telecommunications Pol- 
icy: A Sourcebook. 
ED 242 292 
Georgia Inst. of Tech., Atlanta. School of 
Industrial and Systems Engineering. 
A Review of the Literature on Training Simula- 
tors: Transfer of Training and Simulator Fidelity. 
Technical Report No. 84-1. 
ED 246 864 
Georgia Southern Coll., Statesboro. 
Principals’ Perceptions of Their Role and the Per- 
ceived Effectiveness of Their Academic Prepara- 
tion for That Role. 
ED 242 710 


Georgia State Dept. of Education, Atlanta. 
Office of Instructional Services. 
Social Studies for Georgia Schools. Secondary 
Program. 
ED 247 212 


Georgia State Dept. of Education, Atlanta. 
Office of Planning and Development. 
Criteria for Approving Teacher Education Pro- 
grams in Georgia Institutions. 
ED 244 941 
Georgia State Univ., Atlanta. 
Centrality as a Prior Critcrion. 
ED 240 934 
Evaluative Criteria for College Reading-Study 
Research. College Reading and Learning Assist- 
ance Technical Report 84-02. 
ED 240 933 
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Georgia State Univ., Atlanta. Dept. of 
Early Childhood Education. 
A Comparison of Differential Treatment Ap- 
proaches for Impulsive Responding of Hyperac- 
tive Children at Two Age Levels. Final Report. 
ED 244 496 


Georgia State Univ., Atlanta. Office of In- 
stitutional Planning. 
A Review of Transfer Student Activity among 
Georgia State University and Selected Institu- 
tions of the University System of Georgia. Institu- 
tional Research Report No. 84-8. 
ED 240 967 
Georgia Univ., Athens. 
Children’s Social-Cognitive Play Behavior: The 
Effects of Age, Gender, and Activity Centers. 
ED 245 814 


Georgia Univ., Athens. Center for Counsel- 
ing & Testing. 
How to Fiunk Out: A Paradoxical Approach to 
Study Skills. 
ED 240 478 


Georgia Univ., Athens. Center for Eco- 
nomic Education. 
Global Economics for Middle and Secondary 
School Students. 
ED 245 987 


Georgia Univ., Athens. Cooperative Exten- 
sion Service. 
First Annual Early Childhood Institute: Institute 
Proceedings (Tifton, Georgia, September 18, 
1982). 
ED 241 141 


Georgia Univ., Athens. Dept. of Mathe- 
matics Education. 
Representations of Children’s Addition and Sub- 
traction Concepts. 
ED 243 705 


Georgia Univ., Athens. Inst. of Community 
and Area Development. 
Rural Education: A New Awareness. Proceedings 
of the Multi-State and Rural and Smail School 
—- (Tifton, Georgia, November 15-16, 
). 
ED 241 228 
Georgia Univ., Athens. Inst. of Higher Ed- 
ucation. 
Planning for a Statewide System of Public Higher 
Education: Fifty Years of Trial, Error, and Even- 
tual Success in Georgia. 


ED 245 638 
The Purpose and Functions of Faculty Evalua- 
tion. IHE Newsletter. 


ED 240 887 
Geraldine R. Dodge Foundaton, Morris- 
town, N.J. 
Writing to Learn. Second Edition. 
ED 241 951 
German Foundation for International De- 
velopmert, Bonn (West Germany). 
Planning and Organization of Literacy Cam- 
paigns, Programs and Projects. 
ED 240 302 
Glassboro State Coll., N.J. 
Educational and Career Services Community 
Outreach Program. Finai Report, 1982-83. 
ED 240 344 
Glendora Unified Schoo! District., CA. 
Learning About Social Behavior. Implementation 
Guide. 
ED 241 371 
Learning About Social Behavior. Individualized 


Instruction Supplement for Learning Disability 
Students. 


ED 241 372 
Global Education Associates, East Orange, 
N.J. 
Global Education Resource Guide. 
ED 247 207 
Global Horizons, The Center for Applied 
Ecosocial Studies, Plaistow, N.H. 
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Developing Global Perspectives about Interna- 
tional Relations among Proactive Action Students 
in Rural Schools. 

ED 243 622 
Developing Global Perspectives about Nuclear 
Arms Control among Proactive Action Students 
in Rural Schools: A Teacher’s Guide. 

ED 243 623 
The Global Citizenship Concept: Preparing Stu- 
dents for International Cooperation and Diverse 
Cuitural Experiencing through a Continuous-In- 
tegrated-Sequential Program of Awareness and 
Exposure to the Global Human Community (The 
Student). (The Teacher). 

ED 242 633 


Gloucester Community Education, VA. 
Bears and Butterflies: The Literacy Volunteers of 
Gloucester. Project POWER 1982-83. 
ED 244 075 
Gonzaga Univ., Spokane, Wash. 
Handbook: The Student Teaching Experience. 
ED 243 844 


Goteborg Univ., Molndal (Sweden). Dept. 
of Education. 
Conceptions of Statistical Relations within the 
Context o1 Thinking about Causal Relations. 
1984:03. 
ED 243 974 
In Focus: The Art of Knowing How to Nurse. 
ED 242 228 
The Role of Experience in Adult Thinking about 
Evidence for Causal Interpretations. 1984:02. 
ED 243 973 
Study Assistance and Degree Completion in 
Higher Education. 
ED 242 229 
Governor’s Commission on the Future of 
Higher Education in Michigan, Lansing. 
Agenda for Discussion: Midyear Progress Report 
of the Governor’s Commission on the Future of 
Higher Education in Michigan. 
ED 243 376 


Governor’s Employment and Training 
Council, Richmond, Va. 
Rural Success: Case Studies of Successful Em- 
ployment and Training Programs in the United 
States. 
ED 241 220 
Selected Technical Assistance Resource Agencies 
and an Annotated Bibliography for Rural Em- 
ployment and Training Practitioners in Virginia. 
ED 241 219 


Governor’s Employment and Training Of- 
fice, Madison, Wis. 
Basic Skills Improvement. A Handbook for Read- 
ing, Math, Writing, and Oral Communication. 
ED 241 699 
Improving Basic Skills: Volume I-A Collection of 
Wisconsin Programs for Improving the Basic 
Skills of Undereducated Youth and Adults. 
ED 241 700 
Improving Basic Skills: Volume II-A Collection 
of National Programs and Resources for Improv- 
ing the Basic Skills of Undereducated Youth and 
Adults. 
ED 241 701 
Improving Basic Skills: Volume III-A Collection 
of Programs and Resources Selected for the Gov- 
ernor’s Conference on Basic Skills (Madison, Wis- 
consin, December 1981). 
ED 241 702 


Graduate Managemert Admission Council, 
Princeton, NJ. 
Estimating the Relationship between Use of 
Test-Preparation Methods and Scores on the 
Graduate Management Admission Test. 
ED 243 900 


Graduate Record Examinations Board, 
Princeton, N.J. 
Admissions Test Scores as Predictors of Career 
Achievement in Psychology. 
ED 241 563 
An Analysis of Time-Related Score Increments 
and/or Decrements for GRE Repeaters across 
Ability and Sex Groups. 
ED 241 564 
An Annotated Bibliography of Studies of Test 
Speededness. 


ED 241 565 
Appropriateness Measurement with Aptitude 
Test Data and Estimated Parameters. 
ED 241 566 
Construct Validity of the GRE Aptitude Test 
across Populations-An Empirical Confirmatory 
Study. 
ED 241 539 
Content Representativeness of the Graduate Re- 
cord Examinations Advanced Tests in Chemistry, 
Computer Science, and Education. 
ED 241 571 
The Criterion Problem: What Measure of Success 
in Graduate Education? 
ED 241 568 
Development of an Inventory of Documented 
Accomplishments for Graduate Admissions. 
ED 241 569 
Effect of Increased Test-Taking Time on Test 
Scores by Ethnic Groups, Age, and Sex. 
ED 241 570 
An Exploratory Study of the Implications of Test 
Speededness. 
ED 241 560 
A Factor Analytic Investigation of Seven Experi- 
mental Analytical Item Types. 
ED 241 572 
A Factor Analytic Study of the Restructured 
GRE Aptitude Test. 
ED 241 573 
The Graduate Degree Aspirations of Ethnic Stu- 
dent Groups among GRE Test-Takers. 
ED 242 739 
GRE Candidates’ Perceptions of the Importance 
of Graduate Admission Factors. 
ED 243 909 
GRE Scores as Predictors of Career Achievement 
in History. 
ED 241 574 
Ill-Structured Problems as Multiple-Choice 
Items. 
ED 243 893 
Implicit Guessing Strategies of GRE-Aptitude 
Examinees Classified by Ethnic Group and Sex. 
ED 242 740 
Older and Younger Graduate Students: A Com- 
parison of Goals, Grades, and GRE Scores. 
ED 245 645 
Older Students and the GRE Aptitude Test. 
ED 243 898 
Relationship of the Figure Location Test to 
Choice of Graduate Major. 
ED 242 741 
Greater Erie Community Action Commit- 
tee, PA. 
How to Get to School from Your House. The Best 
of BES-Basic Educational Skills Materials. 


ED 242 383 
Vietnamese Ethnic Awareness Unit. The Best of 
BES. 


ED 242 799 
Greater Minneapolis Day Care Associa- 
tion, MN. 
Caring for Special Children: Independent Study 
Course for Child Caregivers. 
ED 241 134 
Greater New York Fund, N.Y. 
Government Initiatives to Encourage Employ- 
er-Supported Child Care: The State and Local 
Perspective. 


ED 242 439 
Greater Washington Educational Telecom- 
munications Association, Inc., Arlington, 


Va. 
SPACES. A Teacher’s Guide. 


ED 245 662 


Greenfield Union Elementary School Dis- 
trict, Bakersfield, CA. 
Activities in Awareness. Greenfield Express 
Management System. 
ED 240 482 
The Constitution. GEMS: Greenfield Express 
Management System. Revised Edition. 
ED 242 571 
Finding Your Way Around. Greenfield Express 
Management System. Revised Edition. 
ED 241 376 
Getting the Dictionary Habit. Greenfield Express 
Management System Revised. 





Greenfield Union Elementary School 


ED 240 564 


Articulated, Performance-Rased Instruction Ob- 
jectives Guide for Auto Body Repair. Develop- 
ment Period, July, 1983-June, 1984. Edition I. 

ED 246 265 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Electricity /Industrial Electric- 
ity. Development Period, July, 1983—June, 1984. 
Edition I. 

ED 246 264 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Masonry (Bricklaying). Devel- 
oping Period, July, 1983-June, 1984. Edition I. 

ED 246 266 


Greenville Technical Coll., S.C. 

Articulated, Performance-Based Instruction Ob- 
jectives Guide for Auto Body Repair. Develop- 
ment Period, July, 1983-June, 1984. Edition I. 

ED 246 265 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Electricity /Industrial Electric- 
ity. Development Period, July, 1983—June, 1984. 
Edition I. 

ED 246 264 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Masonry (Bricklaying). Devel- 
oping Period, July, 1983-June, 1984. Edition I. 

ED 246 266 
High Technology Training at Greenville Techni- 
cal College. 


ED 242 380 
Greystone Psychiatric Hospital, NJ. 
Educational Model to Facilitate Deinstitutionali- 
zation and the Assumption of the Normal Societal 
Role of Worker for Emotionally Disabled Citi- 
zens. Final Report 1982-83. 
ED 240 325 
Grolier Inc., Danbury, CT. 
The Grolier Survey: What Parents Believe about 
Education. 
ED 241 196 
Guam Univ., Mangilao. Coll. of education. 
Proceedings of the Annual Symposium on Read- 
ing Education (4th, Mangilao, Guam, November 
9, 1983). 
ED 246 386 


Guelph Univ. (Ontario). Dept. of Geogra- 


y. 
Public Input into Planning for Municipal Service 
Provision: A Method and Case Study. Studies in 
Kural Adjustment. Report No. 14. 
ED 241 208 
Gulf Coast Community Coll., Panama 
City, Fla. 
An Analysis of the Cost Efficiency of the 
Math-Science Division Instructional Personnel at 
Gulf Coast Community College. 
ED 242 352 
Hagerstown Junior Coll., Md. 
Part-Time Faculty Handbook. Revised Edition. 
ED 241 107 
Hamilton Township Schools, NJ. 
Sociology. Grades 11 & 12. Revised. 
ED 245 962 
Hampshire Educational Collaborative, 
Northampton, MA. 
Helping Teachers Become Computer Literate: A 


BASIC Approach. [Third Edition] Inservice Se- 
ries No. 7 


ED 246 842 
Hampshire Educational Collaborative, 





Dev Curriculum. Inservice 
Series No. 17. 


ED 241 316 
a to Microcomputers. Inservice Series 
o. 16. 


ED 241 315 
Hansen (Shirley J.) Associates, Inc., Lake 
Jackson, TX. 


School Finance and Energy through the Year 
2000. 


ED 244 401 


State Hospital, PA. 
Survival Skills Curriculum in Language Arts for 
0-4 Level Adult Basic Education Student. 
ED 244 152 


Harris (Louis) and Associates, Inc., New 
York, N.Y. 
The American Teacher. The Metropolitan Life 
Survey. 
ED 247 230 


Hartford Univ., West Hartford, Conn. 
A Report of the Distinguished Citizens Task 
Force on Quality Teaching. 
ED 244 718 


Haskins Labs., New Haven, Conn. 
Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for Its Investigation, 
and Practical Applications, October 1-December 
31, 1983. 
ED 241 973 
Hawaii Advisory Committee to the U.S. 
Commission on Civil rights. 
Policy vs. Results: Affirmative Action in the 
Hawaii Department of Education. 
ED 244 353 
Hawaii State Dept. of Education, Hono- 
lulu. Office of Instructional Services. 
Driver Education Program. Administrative and 
Curriculum Guide. 
ED 246 274 
Hawaii School Library Programs: A Guide for 
Management and Services. 
ED 241 041 
Health Education Instructional Guide (K-6). 
ED 242 703 
Promising and Successful Programs and practices 
in Schools with intermediate Grade Levels: Pro- 
grams, Projects & Activities. Information & Dis- 
semination Series 18. 
ED 245 313 


Hawaii State Dept. of Education, Hono- 
lulu. Office of the Director for Vocational 
Education. 
Alternative Strategies to Improve and Expand the 
Delivery of Vocational Education in Small, Rural, 
and/or Isolated Secondary Schools in Hawaii. 
ED 244 073 
Equal Goals in Occupations: Some Outcomes and 
Implications of the EGO Project for Secondary 
Vocational Education in Hawaii (1978-1982). 
ED 244 156 
Rainbow Shave Ice, Crackseed, and Other Ono 
Stuff. Sex Equity Goodies for the Classroom. 
EGO Project. Equal Goals in Occupations. 
ED 244 133 
Hawaii Univ., Honolulu. 
The Selection of Intervention Priorities in Educa- 
tional Programming of Severely Handicapped 
Preschool Children with Multiple Behavioral 
Problems. Final Report. 
ED 240 765 
Hawaii Univ., Honolulu. East-West Cen- 
ter. 
A False Fertility Transition: The Case of Ameri- 
can Blacks. Papers of the East-West Population 
Institute, No. 90. 
ED 242 816 
Hawaii Univ., Manoa. Coll. of Education. 
Autonomy and Accountability at the University 
of Hawaii: A Review of the Significance and Im- 
plementation, 1978 Constitutional Amendment. 
Higher Education Policy Study No. 2. 


ED 240 968 
Head Start of the Lehigh Valley, Bethle- 
hem, PA. 
SIMPAR: A Parenting Simulation Game. 
ED 242 392 
Health Insurance Association of America, 
Washington, D.C. 
Personal Finance in America’s Schools Today. 
ED 243 765 
Health Resources Administration 
(DHEW/PHS), Bethesda, Md. Bureau of 
Health Manpower. 
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A Report to the President & Congress on the Sta- 
tus of Health Professions Personnel in the United 
States. 
ED 242 257 
The Target Income Hypothesis and Related Is- 
sues in Health Manpower Policy. 
ED 242 268 
Health Resources Administration 
(DHHS/PHS), Hyattsville, Md. 
National Workshop on Nutrition Education in 
Health Professions Schools (Washington, DC, 
September 30 - October 1, 1981). 
ED 241 301 


Health Resources Administration 
(DHHS/PHS), Hyattsville, Md. Bureau 
of Health Professions. 
Development of Procedures for Generating Alter- 
native Allied Health Manpower Requirements 
and Supply Estimates. 
ED 240 316 
Diffusion and the Changing Geographic Distribu- 
tion of Primary Care Physicians. 
ED 242 261 
National Sample Survey of Registered Nurses II. 
Status of Nurses: November 1980. 
ED 240 319 
A Report to Congress on the Evaluation of Health 
Manpower Shortage Area Criteria. 
ED 241 346 


Health Resources Administration 
(DHHS/PHS), Hyattsville, MD. Div. of 
Health Professions Analysis. 
Educational Statistics for Selaced Health Occu- 
pations. 
ED 242 266 
Evaluation of Health Manpower Shortage Area 
Criteria. 
ED 242 269 
The Health Professions Requirements Model: 
Structure and Application. 
ED 242 267 
Minorities & Women in the Health Fields, 1982 
Edition. 
ED 242 259 
Supply and Characteristics of Selected Health 
Personnel. 
ED 242 258 
Health Rescurces Administration 
(DHHS/PHS), Hyattsville, Md. Div. of 
Medicine. 
Potential Impact of increased Numbers of Physi- 
cians upon Physician Behavior, Access to, and 
Cost of, Medical Care. Executive Summary. 
ED 242 272 
Potential Impact of Increased Numbers of Physi- 
cians upon Physician Behavior, Access to, and 
Cost of, Medical Care. Final Report. 
ED 242 273 
Report to Congress on Physician Exchange Visi- 
tor Programs. 
ED 243 349 
Health Resources Administration 
(DHHS/PHS), Hyattsville, Md. Div. of 
Nursin; 
Nurse Supply, Distribution and Requirements. 
3rd Report to the Congress. Nurse Training Act 
of 1975. 
ED 240 317 
RN Baccalaureate Education: A Process-Product 
Evaluation, 1979-1983. Final Report. 
ED 243 373 


Health Resources Administration 
(DHHS/PHS), Hyattsville Md. Office of 
Graduate Medical Education. 
An Analysis of the Content of Specialty Practices 
and Their Service Capacities. 
ED 242 270 
Physician Requirements-1990. For Allergy. 
ED 242 262 
Physician Requirements-1990. For Cardiology. 
ED 242 265 
Physician Requirements-1990. For Nephrology. 
ED 242 263 
Physician Requirements-i990. For Pediatrics. 
ED 242 264 


Health Resources and Services Adminis- 
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tration (DHHS/PHS), Rockville, MD. 
Office for Maternal and Child Health Ser- 
vices. 
Prenatal Care. 
ED 247 017 


Heart Butte School District #1, MT. 
“The Story of Running Eagle” and “The Cause of 
Things.” 
ED 245 861 
Hebrew Univ. of Jerusalem (Israel). 
Triangulation Approach to Research on Science 
Learning in the School Laboratory. 
ED 245 910 
Hebrew Univ. of Jerusalem (Israel). 
School of Education. 
The Organization of Education and Social Rela- 
tions in Three Vocational Schools (Miftanim) for 
Elementary School Drop-Outs. 
ED 241 603 
Help the Aged, Toronto (Ontario). 
A Teacher’s Resource Guide on Aging. 
ED 244 849 


Henry C. Frick Educational Commission, 
Pittsburgh, Pa. 
A Guide for Improving School Communications 
for Administrators, Parents, Teachers and Stu- 
dents. 
ED 242 019 
Heritage Foundation, Washington, D.C. 
The Model U.N. Program: Teaching Unreality. A 
United Nations Assessment Project Study. The 
Heritage Foundation Backgrounder No. 282. 
ED 244 845 
Higher Education Research and Develop- 
ment Society of Australasia, Sydney. (Aus- 
tralia). 
Higher Education Research & Development, Vol- 
ume 2, Number 1, 1983. 
ED 240 897 
Higher Education Research & Development, Vol- 
ume 2, Number 2, 1983. 
ED 243 388 
Tertiary Education in the Eighties: Paths to Re- 
ward and Growth. Research and Development in 
Higher Education, Volume 6. 
ED 240 911 


Highline Community Coll., Midway, 
Wash. 
Computerized Legal Research. Final Report. 
ED 242 872 


Hofstra Univ., Hempstead, NY. Project on 
Alternatives in Education. 
The Current Status of Schools of Choice in Public 
Secondary Education: Alternatives, Options, 
Magnets. 
ED 242 055 
Directory: Public Secondary Alternative Schools 
in the United States and Several Canadian Prov- 
inces. 
ED 242 054 
Hollidaysburg Area School District, PA. 
Project Challenge: Teaching the Kindergarten 
Gifted Child. 
ED 243 298 
Holy Family Coll., Philadelphia, PA. 
Free-Loan Media for French: A Teacher’s Guide. 
ED 246 977 
Home and School Inst., Washington, D.C. 
Focus for Educational Reform: Building a 
Home-School Infrastructure. 
ED 241 172 
Senior Strategies: The STEP (Students, Teachers, 
Elderly, Parents, Student Achievement) Program. 
Teaching and Learning across the Generations. 
Easy, Systematic Activities for Teachers, Volun- 
teers, and Families about Money, Jobs, Health, 
Friends. 
ED 244 884 
Honeywell, Inc., Minneapolis, Minn. Sys- 
tems and Research Center. 
Specification of Training Simulator Fidelity: A 
Research Plan. Technical Report 558. 
ED 241 793 


Houston Community Coll. System, TX. 


Illinois State Advisory Council on Adult 661 


Adult and Continuing Education Div. 
The ESL Refugee Program: A Nuts and Bolts Pre- 
sentation. 
ED 240 389 


Houston Independent School District, 
Tex. 

Computer Mathematics 1A. Curriculum Bulletin 
Number 82CBM32. 

ED 243 651 
Computer Mathematics 1B. Curriculum Bulletin 
Number 82CBM33. 

ED 243 652 
Earth Science, Grade 8. Part 1. Curriculum Bulle- 
tin Number 81CBMS8. 

ED 242 555 
Earth Science, Grade 8. Part 2. Curriculum Bulle- 
tin Number 81CBM63. 

ED 242 556 
Life Science, Grade Seven, Middle Schools. Cur- 
riculum Bulletin Number 80CBM49. 

ED 242 554 
Pre-Algebra. Grade 7A-B. Curriculum Bulletin 
82CBM34. 

ED 243 650 
QIE Coordinators Quality Assurance Program 
[Manual]. 

ED 240 745 
Special Education Developmental Mathematics. 
Grades 6, 7, and 8. 

ED 241 336 
Special Education Team Member Quality Assur- 
ance Program [Manual]. 

ED 240 746 
Vocational Assessment and Programming for 
Handicapped Students: A Team Effort in Hous- 
ton Independent Schcol District. 


ED 244 407 


Howard Community Coll., Columbia, MD. 
Office of Research and Planning. 
Academic Performance of Howard Community 
College Students in Transfer Institutions: Prelimi- 
nary Findings. Research Report Number 37. 
ED 244 707 
Analysis of Spring 1984 Enrollment. Research 
Report Number 35. 
ED 244 706 
Follow-Up of 1978 Entrants. Research Report 
Number 32. 
ED 244 705 
Follow-Up of 1982 Graduates. Research Report 
Number 38. 
ED 245 761 


Howard Univ., Washington, D.C. Inst. for 
Urban Affairs and Research. 
Help-Seeking Behavior among a Diverse Sample 
of Black Men and Women. 
ED 247 349 


Howard Univ., Washington, D.C. School 
of Education. 
Preparing Black Students for the SAT-—Does It 
Make a Difference? An Evaluation Report of the 
NAACP Test Preparation Project. 
ED 247 350 


Human Resources Research Organization, 
Alexandria, Va. 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume II: Developer’s Guide. Techni- 
cal Report 579. 
ED 241 796 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume I: Technical Report. Technical 
Report 578. 
ED 241 795 
Humberside Coll. of Higher Education, 
Hull (England). 
Parental Involvement Project. McMillan Nursery 
School. 
ED 243 564 


Hungarian National Commission for 

UNESCO, Budapest. 
Report on the International Conference on Tech- 
nology in the Service of Teacher Training (with 
Special Regard to the Use of Video Techniques in 
Pre-Service Training) (Szombathely, Hungary, 
October 5-10, 1981). Organized with the Support 
of Unesco. 


ED 240 976 


Huron Inst., Cambridge, Mass. 
Three Versions of Follow Through: An Analysis 
of Yield. 
ED 244 732 
Idaho State Dept. of Education, Boise. 
A Report to the Idaho State Board of Education 
from the Commission on Excellence in Educa- 
tion. 
ED 245 361 
Idaho State Univ., Pocatello. 
Utah Paiute Tribal Restoration. 
ED 243 637 
Idaho Univ., Moscow. Coll. of Education. 
Teaching Students with Special Needs in Second- 
ary and Vocational Programs: Classroom, Build- 
ing, Equipment and Instructional Modifications 
and Adaptations. Working Paper Series. 
ED 242 915 


Illinois Association of School Boards, 
Springfield. 
Illinois Teacher Salary Schedule and Policy 
Study, 1983-1984. 
ED 243 827 


Illinois Association of Teachers of English, 
Urbana. 
Roadblocks to Excellence: English Teachers 
Speak Out! Opinions from: Classroom Teachers, 
Past Presidents of NCTE, President of IATE, 
Chairperson of SLATE, Department Chairper- 
sons. 
ED 240 601 


Illinois Commission on Children, Spring- 
field. 
Committee on Emotionally Disturbed Children. 
ED 246 608 
Illinois Conference on Children’s Priorities for the 
*80’s: Working Documents. 
ED 245 823 
Report of the Committee for Parenting Education 
in Illinois. 
ED 242 978 
Report of the Youth Employment Committee. 
ED 242 979 
Illinois Community Coll. Board, Spring- 
field. 
Report on Enrollment Trends in Illinois Public 
Community Colleges. 
ED 241 100 


Illinois Council for the Gifted, Boling- 
brook. 
Gifted Ideas. A Resource Guide for Teachers with 
Gifted Students. #5 of a Series. 
ED 240 808 
Parenting Your Gifted Child. #4 of a Series. 
ED 240 809 
Parents, Power, Politics and Your Gifted Child. 
An Organizing Manual. 
ED 240 810 
State Gifted Advocacy. A Guide for Parents, 
Teachers, and Coordinators. 
ED 240 807 
Illinois Eastern Community Colleges, Ol- 
ney. Office of Research and Development. 
Full-Time Student Enrollment by College and 
High School of Graduation; A Ten Year Report. 
ED 241 081 
Illinois Education Association, Springfield. 


Illinois Teacher Salary Schedule end Policy 
Study, 1983-1984. 


ED 243 827 


Illinois School Problems Commission, 
Springfield. 
Financial Problems of Central City School Dis- 
tricts in Illinois: An Analysis of Changes in Se- 
lected Fiscal Variables and Policy Implications of 
Those Changes. 
ED 245 311 


Illinois State Advisory Council on Adult, 
Vocational and Technical Education, 
Springfield. . 
Community Colleges. Public Hearings. Special 
Report. 
ED 245 070 
Corrections Education. Public Hearings. Special 
Report. 
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ED 245 069 
Education for Employment Policy Study. Public 
Hearings. Special Report. 

ED 245 068 


Iilinois State Archives, Springfield. 
Windows to the Past: A Selection of Illinois 

County Records from 1818 to 1880. 
ED 243 754 


Illinois State Board of Education, Spring- 
field. 
Computer-Based Foreign Language Instruction in 
Illinois Schools: A Review of Literature, Some 
Preliminary Observations, and Recommendations 
for Consideration by the Illinois State Board of 
Education. 
ED 240 832 
Effective Schools Resources. 
ED 243 189 
Financial Aids to Illinois Students, 1983-84. 
ED 245 652 
Handbook for Class I County School District 
Treasurers. 
ED 243 252 
Illinois Natural Heritage Conservation/Educa- 
tion Kit III. Special Theme: Prairie and Open 
Habitats Ecology and Management. 
ED 247 121 
Illinois Natural Heritage Conservation/Educa- 
tion Kit II. Special Theme: Forest Ecology and 
Management. 
ED 247 120 
Illinois Natural Heritage Conservation/Educa- 
tion Kit IV. Special Theme: Wetland Ecology and 
Management. 
ED 247 122 
Illinois Natural Heritage Conservation/Educa- 
tion Kit. Special Theme: “Remember These Pre- 
cious Few.” Illinois’ Endangered and Threatened 
Plants and Animals. 
ED 247 119 
Policy and Guidelines for Registration and Rec- 
ognition of Nonpublic Elementary and Secondary 
Schools. 
ED 244 355 
School Desegregation Requirements under the 
School Code of Illinois. 
ED 244 027 
School Social Work. Pupil Personnel Services 
Recommended Practices and Procedures Manual 
Series. 
ED 240 413 
Summary of the 1982 Mathematics Results of the 
Illinois Inventory of Educational Progress. 
ED 247 088 
Illinois State Board of Education, Spring- 
field. Dept. of Adult, Vocational and Tech- 
nical Education. 
Bilingual Vocational Staff Development Re- 
sources—A Selected Bibliography. 
ED 245 071 
Child Development. A Learning Guide. 
ED 242 869 
Community College Linkages: Impact of the 
DAVTE Special Needs Addendum on the Deliv- 
me of Support Services at the Community Col- 
lege. 
ED 246 234 
Defense Contracting and Vocational Education in 
Illinois. 
ED 242 981 
Education for Technology Employment. Creating 
a Desirable Future-High Technology Education. 
Final Report 1983-84. 
ED 246 215 
An Emerging Technology Curriculum. A Model 
with Task Listings. 
ED 246 233 
Identification and Infusion of Economic Literacy 
Concepts into Vocational Education Programs. 
Final Report. 
ED 240 352 
Illinois Education for Technology Employment 
Project. 
ED 246 237 
Indicators of Effective Programming for School to 
Work Transition Skills among Dropouts. 
ED 246 235 
Industry-Education Collaboration for Special 
Needs Youth and Adults. 
ED 241 719 
Medical Assisting. A Learning Guide. 


ED 242 870 
MICRO-VERS. Microcomputer Software for the 
Vocational Education Reporting System. User’s 
-— and Reference Manual. Version 1.0 Apple 


ED 240 354 
MICRO-VERS. Micro-computer Software for the 
Vocational Education Reporting System. User’s 
Guide and Reference Manual. Version 2.0 Apple 
Il. 


ED 240 355 
A Study of Cooperation/Collaboration among 
Employment Training Systems in Illinois. Final 
Report of the Project Designing and Implement- 
ing a Plan for the Collaboration, Cooperation, and 
Coordination of the Providers of Employment 
Training. 
ED 241 679 
A Study of the Status of Career Development 
Courses in High Schools in Illinois. 
ED 246 236 
Working at Saving Time in Education: An Inno- 
vative Vocational Education Delivery System. Fi- 
nal Report. 
ED 240 353 
Illinois State Board of Education, Spring- 
field, Dept. of Planning, Research and 
Evaluation. 
Illinois Teacher Salary Schedule and Policy 
Study, 1983-1984. 
ED 243 827 
Illinois State Board of Education, Spring- 
field. Div. of Specialized Education Ser- 
vices. 
Pennsylvania Dissemination Capacity Building 
Project. State Dissemination Grants Program-Fi- 
nal Project Report. 
ED 244 320 
Illinois State Board of Education, Spring- 
field. Evaluation and Assessment Section. 
Student Achievement in Illinois: An Analysis of 
Student Progress. [Second Annual Illinois Stu- 
dent Achievement Report.] 
ED 247 263 


Illinois State Board of Higher Education, 
Springfield. 
Faculty Development: A Study of Constraints 
and Opportunities for Faculties and Institutions of 
Higher Education. 
ED 243 365 
Illinois State Council on Nutrition, 
Springfieid. 
Illinois State Council on Nutrition Legislative Re- 
port 1982. Annual Report. 
ED 244 914 
Nutrition Education in Illinois. A Report on Leg- 
islative Hearings Held by the Illinois State Coun- 
cil on Nutrition. 
ED 244 913 
Nutrition Services in Illinois. Feeding Programs 
and Nutrition Education. 
ED 244 911 
Report on Nutrition and Teenage Pregnancy 
Hearings. 
ED 244 912 
Illinois State Dept. of Commerce and 
Community Affairs, Springfield. 
Industry-Education Collaboration for Special 
Needs Youth and Adults. 
ED 241 719 


Illinois State Dept. of Conservation, 
Springfield. 
Illinois Natural Heritage Conservation/Educa- 
tion Kit III. Special Theme: Prairie and Open 
Habitats Ecology and Management. 
ED 247 121 
Illinois Natural Heritage Conservation/Educa- 
tion Kit II. Special Theme: Forest Ecology and 
Management. 
ED 247 120 
Illinois Natural Heritage Conservation/Educa- 
tion Kit IV. Special Theme: Wetland Ecology and 
Management. 
ED 247 122 
Illinois Natural Heritage Conservation/Educa- 
tion Kit. Special Theme: “(Remember These Pre- 
cious Few.” Illinois’ Endangered and Threatened 
Plants and Animals. 
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ED 247 119 


Illinois State Dept. of Mental Health and 
Developmental Disabilities, Springfield. 
Effect of Object Preference on Sign = 
by Severely and Profoundly Retarded Children: 
Pilot Study. 
ED 246 597 
Family Reactions to Institutional Closure. 
ED 241 864 


Illinois State Library, Springfield. 
Attitudes about OCLC in Small and Medium- 
Sized Libraries. Illinois Valley Library System 
OCLC Experimental Project. Report No. 4. 
ED 241 055 
Cataloging Before and After OCLC. Illinois Val- 
ley Library System OCLC Experimental Project. 
Report No. 3. 
ED 241 011 
Illinois Library Statistical Report No. 13. 
ED 245 680 
OCLC Use by Library Clusters. Illinois Valley 
Library System OCLC Experimental Project Re- 
port No. 5. 
ED 241 063 
Report of an Adult Patron Survey in a Sample of 
Illinois Public Libraries in Spring 1983 end Sub- 
ject Index to Illinois Library Statistical Report, 
Nos. 1-12. 
ED 241 047 
Illinois State Occupational Information 
Coordinating Committee, Springfield. 
Defense Contracting and Vocational Education in 
Illinois. 
ED 242 981 
Illinois State Office of Education, Chicago. 
Dept. of Bilingual Bicultural Education. 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Sysiems. English-Laotian. 
ED 246 686 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Vietnamese. 
ED 246 685 


Illinois State Univ., Normal. 

Indicators of Effective Programming for School to 
Work Transition Skills among Dropouts. 

ED 246 235 
New Beginnings for Excellence in Illinois Educa- 
tion. Proceedings of the Presidents’ Conference 
on Excellence in Illinois Education. 

ED 243 817 
A Study of the Status of Career Development 
Courses in High Schools in Illinois. 

ED 246 236 


Illinois State Univ., Normal. Center for 
the Study of Educational Finance. 
Financial Problems of Central City School Dis- 
tricts in Illinois: An Analysis of Changes in Se- 
lected Fiscal Variables and Policy Implications of 
Those Changes. 
ED 245 311 
Proposal for a Venture Capital Grant: A Program- 
matic Approach to Excellence in Illinois Public 
Schools. 
ED 245 312 


Illinois Univ., Chicago. Inst. for the Study 
of Developmental Disabilities. 
Family Reactions to Institutional Closure. 
ED 241 864 
Iinois Univ., Urbana. 
Appropriateness Measurement with Polychoto- 
mous Item Response Models and Standardized 
Indices. Measurement Series, 84-1. 
ED 246 072 


Illinois Univ., Urbana. Center for Instruc- 
tional Research and Curriculum Evalua- 
tion. 
National Sex Equity Demonstration Project. 
Broward County Schools, Florida, and the Uni- 
versity of Miami, 1980-1983. Final Evaluation 
Report. Executive Summary [and] Executive 
Summary Follow-Up. 
ED 246 099 
Illinois Univ., Urbana. Center for the 


Study of Reading. 
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Acquisition of Knowledge about Reading in the 
Preschool Period: An Update and Extension. 
Technical Report No. 318. 

ED 246 408 
Creating the Classroom’s Communicative Con- 
text: How Parents, Teachers, and Microcomput- 
ers Can Help. Reading Education Report No. 47. 

ED 240 509 
The Decoding Ability of Elementary School Stu- 
dents. Reading Education Report No. 49. 

ED 244 228 
Effects of Text Structure on Children’s Compre- 
hension of Expository Material. Technical Report 
No. 316. 

ED 246 398 
Eye Movement Control during Reading: The Ef- 
fect of Word Units. Technical Report No. 310. 

ED 240 531 
Inferential Reading Abilities of Mildly Retarded 
and Average Students. Technical Report No. 311. 

ED 240 537 
Intervention Procedures for Increasing Preschool 
Children’s Interest in and Knowledge about Read- 
ing. Technical Report No. 312. 

ED 244 222 
emg Words from Context. Technical Report 

0. : 

ED 246 392 
Metaphor as Structure-Mapping: What Develops. 
Technical Report No. 315. 

ED 245 197 
Producing “Considerate” Expository Text: or 
Easy Reading is Damned Hard Writing. Reading 
Education Report No. 46. 

ED 240 510 
QUILL Reading and Writing with a Microcom- 
puter. Reading Education Report No. 48. 

ED 240 516 
Reading Comprehension Instruction in Social 
Studies Programs or, On Making Mobiles Out of 
Soapsuds. Technical Report No. 309. 

ED 240 532 
Robot Plans and Human Plans: Implications for 
= of Communication. Technical Report No. 

4. 


ED 244 253 
Some Remarks on How Words Mean. Technical 
Report No. 307. 

‘ ED 240 506 
Testing the Metaphoric Competence of the 
Young Child: Paraphrase versus Enactment. 
Technical Report No. 313. 

ED 243 089 
What Did You Mean by That Question? A Taxon- 
omy of American History Questions. Technical 
Report No. 308. 

ED 240 511 


Illinois Univ., Urbana. Coll. of Education. 
The Development of Behavioral Synchrony in So- 
cial Communication: The Exceptional Infant. Fi- 
nal Report. 

ED 240 769 


Illinois Univ., Urbana. Computer-Based 
Education Research Lab. 
Dimensionality, Scoring and Related Problems in 
Adaptive Testing. Part I. Final Report. 
ED 243 929 
A Probabilistic Model for Diagnosing Misconcep- 
tions by a Pattern Classification Approach. 


ED 243 969 
Illinois Univ., Urbana. Cooperative Exten- 
sion Service. 
Extension Faculty Development through Gradu- 
ate Level Education. Proceedings. North Central 
Regional Staff Development Workshop (St. 
Charles, Illinois, August 8-10, 1983). 
ED 242 957 


Hllinois Univ., Urbana. Dept. of Vocational 
and Technical Education. 
A Study of Cooperation/Collaboration among 
Employment Training Systems in Illinois. Final 
Report of the Project Designing and Implement- 
ing a Plan for the Collaboration, Cooperation, and 
Coordination of the Providers of Employment 
Training. 
ED 241 679 


Illinois Univ., Urbana. Div. of Home Eco- 
nomics Education. 
Interrelationships between Work Life and Family 
Life. Proceedings, Silver Jubilee Conference, Illi- 
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nois Teacher of Home Economics (Urbana, IIli- 
nois, April 18-21, 1982). 

ED 246 273 

Illinois Univ., Urbana. Graduate School of 
Library and Information Science. 

A Dialogue on the Subject Catalogue. J. M. Per- 
reault: “A Representative of the New Left in 
American Subject Cataloguing.” A Review Essay 
on Sanford Berman’s “The Joy of Cataloging” 
with Response by Sanford Berman. Occasional 
Paper Number 161. 

ED 241 020 
New Approaches to the Measurement of Public 
Library Use by Individual Patrons. Occasional Pa- 
per Number 162. 

ED 241 024 
Report of an Adult Patron Survey in a Sample of 
Illinois Public Libraries in Spring 1983 and Sub- 
ject Index to Illinois Library Statistical Report, 
Nos. 1-12. 

ED 241 047 
The User Friendliness of the Library Catalog. Oc- 
casional Papers Number 163. 

ED 242 328 


Illinois Univ., Urbana. Language Learning 
Lab. 
Computer-Based Foreign Language Instruction in 
Illinois Schools: A Review of Literature, Some 
Preliminary Observations, and Recommendations 
for Consideration by the Illinois State Board of 
Education. 
ED 240 832 


Illinois Univ., Urbana. Library Research 
Center. 
Illinois Library Statistical Report No. 13. 
ED 245 680 
Illinois Valley Library System, Pekin. 
Attitudes about OCLC in Small and Medium- 
Sized Libraries. Illinois Valley Library System 
OCLC Experimental Project. Report No. 4 
ED 241 055 
Cataloging Before and After OCLC. Illinois Val- 
ley Library System OCLC Experimental Project. 
Report No. 3. 
ED 241 011 
OCLC Use by Library Clusters. Illinois Valley 
Library System OCLC Experimental Project Re- 
port No. 5. 
ED 241 063 
Impact on Hunger, New York, NY. 
World Hunger: Learning to Meet the Challenge. 
ED 245 984 


I. M. Reading, Vancouver (British Colum- 
bia). 
A Program to Foster Literacy: Early Steps in 
Learning to Write. 
ED 244 51i 


Indian Affiliates Inc., Orem, UT. 
Computer-Aided Instruction In Education Basics 
for Indian Students. Final Report, Phase I (1 Oc- 
tober 1982 - 30 June 1983). 

ED 247 054 
Computer-Aided Instruction in Education Basics 
for Indian Students. Proceedings of the Indian 
= Conference (Orem, Utah, June 28-30, 
1984). 


ED 247 053 


Indiana State Advisory Council on Voca- 
tional Education, Indianapolis. 
Relevance, Understanding, Reason—A Chance for 
Everybody. 
ED 245 125 
Indiana State Board of Vocational and 
Technical Education, Indianapolis. 
Target: Employment. A Resource Guide to 
Job-Seeking and Job-Retention Materials. 
ED 242 896 
Tool and Task Analysis Guide for Vocatic:-al 
Welding (150 Tasks). Performance Based Voca- 
tional Education. 
ED 246 lb4 


Indiana State Dept. of Commerce, Indian- 
apolis. Div. of Energy Policy. 
Energy and Economics for the Middle Grades. 
Unit II. Lessons and Activities for the Middle 
Grades. 


ED 245 889 


Indiana State Dept. of Public Instruction, 
Div. of Curriculum. 
Energy and Economics for the Middle Grades. 
Unit II. Lessons and Activities for the Middle 
Grades. 
ED 245 889 
Indiana State Library, Indianapolis. 
An Evaluation of the Indiana Network of Cooper- 
ative Services: Final Report. 
ED 242 282 


Indiana State Univ., Terre Haute. Curricu- 
lum Research and Development Center. 
Reading: The Core of Learning. Proceedings of 
the Annual Reading Conference (13th, Terre 
Haute, Indiana, June 16-17, 1983). 
ED 241 903 
Toward a Rationale for a Supervisory Model of 
Instruction in Multicultural Student Populations 
or Sweathogs Won’t Bite. 
ED 246 005 


Indiana State Univ., Terre Haute. Indiana 
Association for Supervision and Curricu- 
lum Development. 
Using Microcomputers in Schools: Some Initial 
Considerations. 
ED 243 452 


Indiana State Univ., Terre Haute. Library. 
School Law: A Selected Bibliography to Re- 
sources. Revised. 

ED 243 202 


Indiana State Univ., Terre Haute. School 
of Education. 
Using Microcomputers in Schools: Some Initial 
Considerations. 
ED 243 452 


Indiana Univ., Bloomington. 
Student Discipline: Legal, Empirical, and Educa- 
tional Perspectives. 
ED 247 363 
Indiana Univ., Bloomington. Center for 
Innovation in Teaching the Handicapped. 
The Development and Validation of an Instru- 
ment to Assess Resource Teachers’ Knowledge, 
Perceptions, and Attitudes toward Consultation. 
Final Report. 
ED 244 495 
Evaluating and Providing Feedback on the Effec- 
tiveness of Instruction for Handicapped Children 
Integrated in Inner-City Secondary Schools. Final 
Report. 
ED 246 595 
Evaluating the Effects of Implementing the Sys- 
tem of Multicultural Pluralistic Assessment. [Fi- 
nal Report]. 
ED 246 644 
Indiana Univ., Bloomington. Dept. of 
School Administration. 
A Desk Reference Manual on Special Education 
for School Principals. 
ED 244 429 


Indiana Univ., Bloomington. Dept. of Vo- 
cational Education. 
Development of Paper Presentations for Conven- 
tion Programs. Technical Report. 
ED 241 714 


Indiana Uniy., Bloomington. Developmen- 
tal Training Center. 
Individualized Education Programs: A Naturalis- 
tic Study of the Match between Intent and Prac- 
tice. Final Report. 
ED 245 511 


Indiana Univ., Bloomington. Office of 
School le 
Beyond School Desegregation: A Study of Stu- 
dent Perceptions and Needs in Six Suburban 
Township School Districts in Marion County, In- 
diana, Year Two. A Research Report. 
ED 247 324 
STAR I (Summer Training Achieves Results). Fi- 
nal Evaluation Report. 
ED 247 361 


Indiana Univ., Bloomington. School of Ed- 
ucation. 
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Philosophical Studies in Education. Proceedings 
of the Annual Meeting of the Ohio Valley Philos- 
ophy of Education Society (Cincinnati, Ohio, No- 
vember 19-20, 1982). 

ED 245 993 


iter. 
Recent Books in U.S. History: An Annotated Bib- 
liography. 
ED 245 969 


Indiana Univ., Bloomington. Vocational 
Education 


Target: Employment. A Resource Guide to 
Job-Seeking and Job-Retention Materials. 
ED 242 896 


Indiana Univ., Indianapolis. Center for 
Urban and Multicultural Education. 
Beyond School Desegregation: A Study of Stu- 
dent Perceptions and Needs in Six Suburban 
Township School Districts in Marion County, In- 
diana, Year Two. A Research Report. 
ED 247 324 
STAR I (Summer Training Achieves Results). Fi- 
nal Evaluation Report. 
ED 247 361 
Indiana Univ.—Purdue Univ. at Indianap- 
olis, Columbus, IN. Columbus Campus. 
The Demand for Associate Degree Nursing Edu- 
cation in Central Indiana: A Study of the Per- 
sonal, Academic, and Professional Characteristics 
of Licensed Practical Nurses. 
ED 246 931 
Indianhead Vocational, Technical and 
Adult Education District, Shell Lake, Wis. 
Employer Needs Survey Report: A Report on 
Employer Needs and Thoughts about Programs, 
Courses and Services. 
ED 242 346 
Indian Hills Community Coll., Ottumwa, 
Iowa. 
A Vocational Articulation Model for lowa-Sec- 
ondary through Post-Secondary. Final Report. 
ED 246 965 


ED 246 9466 


Vocational Outreach Program. 


Informatics, Inc., Rockville, Md. 
Growth of Arts and Cultura) Organizations in the 
Decade of the 1910's. Final Report. 


ED 241 398 
Target: Alcohol Abuse in the Hard-to-Reach 


Work Force. ideas and Resources for Responding 
to Problems of the Hard-to-Reach Work Force. 


ED 246 365 


Information and Documentation Centre 
for the Geography of the Netherlands, 
Utrecht. 
LD.G. Bulletin 1982/83. 
ED 241 416 


Information Systems Consultants, Inc., 
Washington, DC. 
Document Delivery in the United States. A Re- 
port. 
ED 244 626 
Inforonics, Littleton, Mass. 
Data Input for Publishers. State-of-the-Art Re- 
port. 
ED 244 594 
Inglewood Unified School District, Calif. 
on H.O.P.E. (Helping Others Pursue Educa- 
tion 
ED 240 484 
Inner London Education Authority (En- 
gland). 
Atomic Structure. Independent Learning Project 
for Advanced Chemistry (ILPAC). Unit $2. 


ED 245 898// 
Bonding and Structure. Independent Learning 
— for Advanced Chemistry (ILPAC). Unit 


ED 245 900// 
Chemical Energetics. Independent Learning 
oe for Advanced Chemistry (ILPAC). Unit 


ED 245 899// 


Equilibrium II: Acids and Bases. Independent 
Learning Project for Advanced Chemistry (IL- 
PAC). Unit P3. 


ED 245 903// 
Equilibrium I: Principles. Independent Learning 
Project for Advanced Chemistry (ILPAC). Unit 
P2. 


ED 245 902// 
The Gaseous State. Independent Learning Project 
for Advanced Chemistry (ILPAC). Unit P1. 

ED 245 901// 
The Halogens. Independent Learning Project for 
Advanced Chemistry (ILPAC). Unit 12. 

ED 245 906// 
Hydrocarbons. Independent Learning Project for 
Advanced Chemistry (ILPAC). Unit O1. 

ED 245 904// 
Independent Learning Project for Advanced 
Chemistry (ILPAC). Teachers’ and Technicians’ 
Notes for First Year Units. 

ED 245 896// 
The Mole. Independent Learning Project for Ad- 
vanced Chemistry (ILPAC). Unit S1. 

ED 245 897// 
s-Block Elements. Independent Learning Project 
for Advanced Chemistry (ILPAC). Unit I1. 

ED 245 905// 


Institute for Career and Leisure Develop- 
ment, Washington, DC. 
Research Integration Project: Recreation and Lei- 
sure Education for Special Populations. Final Re- 
port. 
ED 245 503 
Institute for Defense Analysis, Arlington, 
Va. 
A Cost Element Structure for Defense Training. 
Final Report. 
ED 242 301 


Institute for Educational Leadership, 


Washington, D.C. 


Challenges of Emerging Leadership: Community 
Based Independent Living Programs and The Dis- 
ability Rights Movement. Final Report. 


ED 245 423 
Changes & Challenges: City Schools in America. 
Thirteen Journalists Look at Our Nation’s 
Schools. 

ED 242 3)3 

Institute for Social Analysis, Reston, VA. 

Evaluation of the Urban Crime Prevention Pro- 
gram. Executive Summary. 

ED 244 028 


Institute of Education (Singapore). 
Student-Teachers’ Backgrounds and Motives for 
Teaching: A 1968-1981 Comparison. IE Occa- 
siona) Paper No. 1). 

ED 242 676 


Institute of Family Studies, Melbourne 
(Australia). 
Children in Stepfamilies: Their Legal and Family 
Status. Institute of Family Studies Policy Back- 
ground Paper No. 4 

ED 245 827 
Early Childhood Services. 

ED 245 828 
Education for Family Life: A Survey of Available 
Programs and Their Evaluation. Occasional Paper 
Number 4. 

ED 245 829 
The Impact of Work on Family Functioning: A 
“oes of the Literature. Occasional Paper Num- 

f 

ED 245 825 
Services to Families, with Many a Slip. Institute 
7 Family Studies Policy Background Paper [No. 


ED 245 824 
Institute of Gerontology, Ann Arbor, 


Old at 40: Women in the Workplace. 
ED 246 258 


Institute of International Education, New 
York, N.Y. 
Fondness and Frustration: The Impact of Ameri- 
can Higher Education on Foreign Students with 
Special Reference to the Case of Brazil. 
ED 246 710 


Institution Index 


The ITT International Fellowship Program: An 
Assessment after Ten Years. ITE Research Report 
Number Four. 

ED 245 635 
A Survey of Policy Changes: Foreign Students in 
Public Institutions of Higher Education. 

ED 240 913 


Institute of Lifetime Learning, Washing- 
ton, D.C. 
Training Older Persons for Employment. The Job 
Training Partnership Act. 
ED 244 059 


Institute of Medicine (NAS), Washington, 
D.C. 
High Schools and the Changing Workplace. The 
Employers’ View. Report of the Panel on Second- 
ary School Education for the Changing Work- 
place. 
ED 244 081 
Nursing and Nursing Education: Public Policies 
and Private Actions. 
ED 246 720 
Personnel Needs and Training for Biomedical and 
Behavioral Research. The 1983 Report of the 
Committee on National Needs for Biomedical 
and Behavioral Research Personnel. 
ED 241 264 
Institute of Migration, Turku, (Finland). 
Scandinavian Emigration to Australia and New 
Zealand Project. Proceedings of a Symposium 
(Turku, Finland, February 17-19, 1982). Migra- 
tion Studies C7. 
ED 247 369 
Institutional Development and Economic 
Affairs Service, Inc. Nederland, CO. 
“A Sense of Pride.” Establishing a Foxfire 
Adapted Model of Experientially Based Career 
Education for Handicapped Youth. Final Report. 
ED 244 504 


Instructional Development and Evaluation 


Associates, Inc., Berkeley, Mich. 
A Seedy of of the Significant Factors That Affect the 
Job Placement Rates of Students Who Have Com- 
pleted a HERO Program. 
ED 240 328 


A Study of the Significant Factors That Affect the 


Job Placement Rates of Students Who Have Com- 
pleted a HERO Program. Year Summary Report. 


ED 240 330 
A Study of the Significant Factors That Affect the 


Job Placement Rates of Students Who Have Com- 
pieted a HERO Program. Year 2 Report. 


ED 240 329 
InterAmerica Research Associates, Ros- 
slyn, Va. 


Aa Ethnographic/Socioli inguistic Approach to 
Profi y / Multilingual 
Matters 8. 





ED 240 839 
Values and Minorities: An Annotated Bibliogra- 


phy. 
ED 247 352 
Intercultural Development Research Asso- 
ciation, San Antonio, Tex. 
Parental Attitudes toward Language Learning 
and Bilingual Education. 
ED 245 019 
The Role of Native Language Instruction in Bilin- 
gual Education. 
ED 241 621 
Interface, Inc., New York, N.Y. 
Education Budget Options, Fiscal Year 1985. 
ED 245 317 
Rebuilding Our Schools: Management of the New 
York City Board of Education Division of School 
Buildings’ Repair Program. 
ED 245 316 
International Association for the Evalua- 
tion of Educational Achievement, Welling- 
ton (New Zealand). 
Second Study of Mathematics. Bulletin No. 4. 
ED 244 822 


International Atomic Energy Agency, Vi- 
enna (Austria). 
Laboratory Training Manual on the Use of Nu- 
clear Techniques in Pesticide Research. Technical 





Institution Index 


Reports Series No. 225. 
ED 244 782// 


International Baccalaureate North Amer- 
ica, Inc., New York, NY. 
Focus & Higher Standards for Secondary Schools. 
ED 240 731 
International Business Machines Corp., 
Gaithersburg, Md. Federal Systems Div. 
The IBM Project to Train the Handicapped. 
ED 241 681 
International Center for Research on 
Women, Washington, D.C. 
National, Institutional, and Household Factors 
Affecting Young Girls’ School Attendance in De- 
veloping Societies. 
ED 246 121 
International Communication Association. 
Communication Yearbook 7. Annual Review. 
ED 241 972// 


International Council for Adult Education, 
Toronto (Ontario). 
Adult Education in Continental Europe: An An- 
notated Bibliography of English-language Materi- 
als 1980-1982. Monographs on Comparative and 
Area Studies in Adult Education. 
ED 241 756 
International Council for Computers in 
Education, Eugene, Oreg. 
Computer Metaphors: Approaches to Computer 
Literacy for Educators. 
ED 240 704 
Computers in Composition Instruction. 
ED 240 702 
Evaluator’s Guide for Microcomputer-Based In- 
structional Packages. Revised. 
ED 240 699 
Introduction to Computers in Education for Ele- 
mentary and Middle School Teachers. 
ED 240 706 


An Introduction to Computing: Content for a 
High School Course. 


ED 240 701 


Learning Disabled Students and Computers: A 


Teacher’s Guide Book. 
ED 242 O15 
Parent’s Guide to Computers in Education. 
ED 240 707 
Precollege Computer Literacy: A Personal Com- 
puting Approach. Second Edition. 
sa _ ED 240 703 
School Administrator’s Introduction to instruc 
tiona) Use of Computers. 
ED 240 700 
Teacher's Guide to Computers in the Elementary 
School. Revised. 
ED 240 705 


International Council on Archives, Paris 
(France). 
The Preservation and Administration of Private 
Archives: A RAMP Study. 
ED 246 914 


International Council on Education for 
Teaching, Washington, D.C. 
The Redesign of Teacher Education for the 
Twenty-First Century. International Perspectives 
on the Preparation of Educational Personnel. Se- 


lected Papers from the Thirtieth Anniversary 
World Assembly of the International Council of 
Education for Teaching (Washington, DC, July 
11-15, 1983). 


ED 241 536 
International Development Research Cen- 
tre, Ottawa (Ontario). 
Educational Financing in Developing Countries: 
Research Findings and Contemporary Issues. 
ED 241 989// 
International Extension Coll., Cambridge 
(England). 
Administration of Distance-Teaching Institu- 
tions. A Manual. 
ED 246 892 
Administration of Distance-Teaching Institu- 
tions. Case Studies. 
ED 246 891 
The Cost of Distance Education. IEC Broad- 
sheets on Distance Learning No. 17. 
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ED 246 893 
The Lesotho Distance Teaching Centre: Five 
Years’ Learning. IEC Broadsheets on Distance 
Learning No. 16. 

ED 245 660 
Practical Research in Distance Teaching: A 
Handbook for Developing Countries. 

ED 246 894 
Secondary Education at a Distance. IEC Broad- 
sheets on Distance Learning No. 12. 

ED 246 895 
Wniting for Distance Education. A Manual for 
Writers of Distance Teaching Texts and Indepen- 
dent Study Materials. 

ED 246 896 
Writing for Distance Education. Samples Booklet. 

ED 246 897 

International Federation of Library Asso- 
ciations, The Hague (Netherlands). 

Better Journals for the Library Profession. Report 
on a Seminar. (Montreal, Quebec, Canada, 30-31 
August 1982). 


ED 244 647 


International Food Policy Research Inst., 
Washington, DC. 
Confronting World Hunger. 
ED 247 172 


International Group for the Psychology of 
Mathematics Education. 
Proceedings of the International Conference of 
the International Group for the Psychology of 
Mathematics Education (7th, Jerusalem, Israel, 
July 24-29, 1983). 
ED 241 295 
International Information Centre for Ter- 
minology, Vienna (Austria). 


International Bibliography of Computer-Assisted 


Terminology. 
ED 246 846 
International Inst. for Adult Literacy 
Methods, Teheran (Iran), 


Literacy, Adult Education, & Social Sciences: A 
Bibliography List, Vol. 1. No. 1, Jan. 1982-Sep. 
1983. 


EBD 244 255 

Literacy, Adult Education, & Social Sciences: A 
Bibliography List, Vol. 1, No. 2, Oct.-Dec. 1983. 
ED 144 256 

International Reading A iation, New- 


ark, Del, 
Guidelines for Reviewing Reading Program Eval- 


uations. 

ED 241 907 
How Car. ] Prepare My Young Child for Reading? 
An IRA Micromonograph. 

ED 241 906 


Promoting Reading Comprehension. 
ED 244 225 
Reading: A Research Retrospective, 1881-1941. 
ED 241 908 
Responding to “A Nation at Risk”: Appraisal and 
Policy Guidelines. 





ED 240 525 
Study Skills Handbook: A Guide for All Teachers. 


ED 245 198 
Summary of Investigations Relating to Reading, 
July 1, 1982 to June 30, 1983. 


ED 244 252 


International Statistical Inst., Voorburg 
(Netherlands). 
Family Size Preferences in Europe and USA: Ulti- 
mate Expected Number of Children. Comparative 
Studies Number 26: ECE Analyses of Surveys in 
Europe and USA. 


ED 244 850 
International Trade Administration 
(DOC), Washington, DC. 


The Computer Industry. High Technology Indus- 
tries: Profiles and Outlooks. 


ED 245 894 
International Union of Biological Sci- 
ences. Commission for Biological Educa- 
tion. 


Research in Community-Based Biological Educa- 
tion. 4 Case-Studies. 


ED 247 125 


International Visual Literacy Association, 
Bloomington, IN. 
Visual Literacy-Enhancing Human Potential. 
Readings from the 15th Annual Conference of the 
International Visual Literacy Association. 
ED 246 843 
Interwest Applied Research, Inc., 
Portland, OR. 
Assessment Reports 1-7: An Update on the 
Alaska Assessment Program. 
ED 242 736 
Iowa Advisory Committee to the United 
States Commission on Civil Rights. 
Federal Civil Rights Enforcement Efforts in 
Mid-America. A Report. 
ED 243 235 
Towa Association for Supervision and Cur- 
riculum Development. 
Guide for School Evaluation Based on “A Nation 
at Risk...The Imperative for Educational Re- 
form.” 
ED 242 023 
Iowa School Psychologists Association. 
Iowa School Psychologist’s Association: Inter- 
vention 1981. 
ED 240 777 


Iowa State Board of Regents, Des Moines, 
Educational Excellence for lowa. Final Report of 
the Joint Committee on Instructional Develop- 
ment and Academic Articulation in lowa. 

ED 244 384 

Iowa State Dept. of Public Instruction, 

Des Moines. ' 
Educational Excellence for Iowa. Final Report of 
the Joint Committee on Instructional Develop- 
ment and Academic Articulation in Lowa. 

ED 244 384 
Planning the School Library Media Center Bud- 


get. 

ED 242 324 
Providing School Students, Staff, and Parents 
with Access to Vendors of Goods and Services. A 
Mode) Policy and Rules, with Comments. 

ED 243 218 
Survey of the Status of Materials Selection Poli- 


cies in lowa Public Schoo) Districts in 1983 and 
Comparisons with Status in 1979. Based on a 


Study Sponsored by State of lowa Department of 
Public Instruction and Department of Library Sci- 


ence, University of Northern Iowa. 


ED 242 327 


A Vocational Articulation Mode) for lowa-Sec- 
ondary through Post-Secondary. Final Report. 


ED 246 965 


Iowa State Dept. of Public Instruction, 

Des Moines. Div. of Adult Education. 
Continued Development and Dissemination of 
Materials for Serving Senior Adults. FY ’83 310 
Project Final Report. 

ED 246 231 

Iowa State Dept. of Public Instruction, 

Des Moines. Div. of Pupil Personnel Ser- 

vices. a 
Communicating Psychological Information in 
Writing. 

ED 240 775 


Iowa State Dept. of Public instruction, 
Des Moines. Div. of Special Education. 
Autism: Model Projects. lowa Monograph. 
ED 240 778 
A Mental Disabilities Curriculum Framework. 
ED 245 441 
Project A.M.E.S. (Actualization of Mainstream 
Exnerience Skills). Volume IV, 1982-83. 
ED 244 471 
Project SISS: Social Skills Program. Draft 
ED 240 751 


Towa State Dept. of Public Instruction, 

Des Moines. School Psychological Ser- 

vices. ‘ 
Assessment and Planning with Low Incidence 
Populations: A Functional and Chronological Age 
Appropriate Approach for School Psychologists. 
ED 240 774 
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Designing, Monitoring, and Implementing Behav- 
ioral Interventions with the Severely and Pro- 
foundly Handicapped. 

ED 240 772 
Guidelines for the School Psychologist: The Diag- 
nostic Process in Mathematics, Spelling, and 
Written Expression. 

ED 240 776 
Performance Analysis and the Generalization 
Problem. 

ED 240 773 
S. EX. and the School Psychologist. School Ex- 
perimentation and the Scliool Psychologist. 

ED 240 420 


Towa State Univ. of Science and Technol- 
ogy, Ames. Library. 
Administrative Review at the Iowa State Univer- 
sity Library Technical Services Division: A Case 
Study. 
ED 241 035 
Continuing Education for the Personnel of Small 
Public Libraries: Program Development at the 
lowa State University Library and Its Collection 
Development/Technical Services Course. 
ED 241 038 
Iowa State Univ. of Science and Technol- 
ogy, Ames. Research Inst. for Studies in 
Education. 
Instructional Computing: A Needs Assessment of 
Iowa K-12 Teachers and Administrators. 
ED 244 623 
Iowa Univ., Iowa City. Center for Educa- 
tional Experimentation, Development, and 
Evaluation. 
Needs and Development Opportunities for Edu- 
cational Software for Foreign Language Instruc- 
tion in Schools. Executive Summary. 
ED 242 204 


Iowa Univ., Iowa City. Evaluation and Ex- 
amination Service. 
Choice of Variables and Gender Differentiated 
Prediction within Selected Academic Programs. 
Research Report #105. 
ED 241 549 
Iowa Univ., Iowa City. Inst. for School 
Executives. 
Melding Excellence and Equity. 
ED 240 741 
A Proposed State of Purpose for Public Educa- 
tion. 
ED 240 740 
Irvine Unified School District, Calif. 
GOAL: Guidance Opportunities for Affective 
Learning (K-6). 
ED 244 426 
Irving Unified School District, CA. Guid- 
ance Projects Office. 
— Promoting Learning & Understanding of 
elf. 
ED 240 487 
STAGES: Education for Families in Transition. 


ED 240 486 
STAR: Social Thinking and Reasoning. 


ED 240 485 
Isothermal Community Coll., Spindale, 
NC, 
Teaching Accounting through Innovative Tech- 


nological Means Challenges the Gifted and Re- 
tains the Capable Student. 


ED 243 504 
ITT Educational Services, Inc., Indianap- 
olis, IN. 
America at Work: The Management Perspective 
On Training for Business. 


ED 246 190 
Jackson County Education Service Dis- 
trict, Medford, 
= Day Week: An Alternative School Cal- 
endar. 


ED 245 345 
James A. Garfield Local Board of Educa- 


ion, Garrettsville, Ohio. 
Garfield Computer Survey-1983. 


ED 243 461 


James Madison Univ., Harrisonburg, VA. 
Social Science Research Center. 
Critical Research Issues in Postsecondary Educa- 
tion in the 1980s. 
ED 242 252 


Japan English Forensics Association, To- 


kyo. 
Forensic Journal, Volume VI, January 1984. 
ED 246 509 


Japanese National Commission for 

UNESCO, Tokyo. 
Research and Educational Reform: Problems and 
Issues, and Strategies for Resolving Them. Report 
of a Regional Workshop (November 4-17, 1982). 

ED 242 570 

Scanning the New Horizons: Essays on the Prepa- 
ration of Educational Research Personnel in Asia 
and the Pacific. 


ED 242 569 
Japan - U.S. Friendship Commission, 
Washington, D.C. 
A Study of Language Attrition in Former U.S. 
Students of Japanese and Implications for Design 
of Curriculum and Teaching Materials. Final 
Project Report. 
ED 243 317 


Jefferson County Public Schools, Lake- 
wood, Colo. 
Student Travel: Policies - Regulations - Exhibits. 
ED 245 531 


Jefferson County Public Schools, Louis- 
ville, Ky. 
A Proposal to Establish Demonstration Schools 
and the Identification, Training and Utilization of 
Master/Mentor and Master Teacher: A Joint 
School District and University of Louisville 
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A Multidisciplinary Research Team Approach to 
Computer-Aided Drafting (CAD) System Selec- 
tion. Final Report. 
ED 246 280 


Literacy Volunteers of America, Inc., Syr- 


acuse, NY. 
Read All about It! Tutor Adults with Daily News- 
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ED 244 519 
Read All about It! Tutor Adults with Daily News- 
paper. Tutor Handbook. 
ED 244 518 
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trict, Santa Fe Springs, CA. 
Painting the Outside of the Entire School. 
ED 240 734 


London Univ. (England). Inst. of Educa- 
tion. 
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Provision of Economics in the Business Education 

Council National Awards Curriculum, and the 
Demand for Economics Understanding by Indus- 
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ED 242 635 


Lord Fairfax Community Coll., Middle- 
town, Va. 
Community College Business & Industry Educa- 
tional Partnerships: An Essential Industrial De- 
velopment Linkage. 
ED 244 709 


Los Angeles Community Coll. District, 
Calif 


Educational Needs, Goals, and Resources: Plan- 
ning Issues for the Los Angeles Community Col- 
leges, 1984-89. 

ED 245 766 
The Intersegmental Conference: A Focus on the 
Community College Transfer Student; Report (Ir- 
vine, California, October 27, 1983). 

ED 243 524 
The Shortest Distance to Learning: A Guidebook 
to Writing across the Curriculum. 

ED 241 073 


Los Angeles County Superintendent of 
Schools, Calif. 
Materiais for Indochinese Students: An Anno- 
tated Bibliography. 
ED 243 997 
Nutrition Education and Gerontology Services 
Project. 
ED 243 837 
Public Education...A Sound Investment in Amer- 
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ED 241 990 
Los Angeles Unified School District, Calif. 
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ED 242 025 
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riculum for Secondary Schools. A California State 
Demonstration Program. Second Edition. 
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Los Angeles Unified School District, Calif. 
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Do High Quality Children’s Centers Share Char- 
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Four High Quality Children’s Centers. Evaluation 
Report No. 438. 

ED 245 799 
Integration Evaluation Reports: Appendix A. 
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ED 246 143 
Integration Evaluation Reports: Executive Sum- 
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ED 246 144 
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ED 246 141 


Los Medanos Coll., Pittsburg, Calif. 

General Education Course Outlines: Tiers I, II, III 
of the Los Medanos College General Education 
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National Endowment for the Humanities for a 
Project Entitled: An Implementation Project to 
Complete the Integration of an Interdisciplinary 
General Education Model Predicated on Certain 
Humanistic Assumptions. 

ED 241 070 


Los Rios Community Coll. District, Sacra- 
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Follow-Up of Occupational Education Students: 
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ED 241 099 
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Rouge. 
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Report. 
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Sex Stereotyping and Sex Bias: A Study of Educa- 
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ED 242 982 
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Childhood. 
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Sex Stereotyping and Sex Bias: A Study of Educa- 
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ED 241 465 
Lowell Univ., Mass. 
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Lower Columbia Coll., Longview, Wash. 
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ED 242 956 
Lowry (James H.), and Assoc., Washing- 
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Community Participation in Urban Public 
Schools: Analyzing Effects of Magnet School Pro- 
grams. 
ED 247 358 


Loyola Marymount Univ., Los Angeles, 
Cc. 


‘A. 
Interlibrary Loan Policy and Procedures. 
ED 246 910 
Loyola Univ., New Orleans, LA, Loyola 
Center for Educational Improvement. 


Mastery Learning: A —-- Bibliogra- 
phy. Fall 1982; Vol. 1, No. 2 


ED 242 071// 
Lutheran Social Mission Society, Philadel- 
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A Curriculum in Employment: Women and the 
World of Work. 
ED 246 214 
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Center for Community Studies. 
— Study for the Center for the Performing 
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Macquarie Univ., North Ryde (Australia). 
School of Education. 
Classroom Disruption in Disadvantage and 
Non-Disadvantaged N.S.W. Primary Schools. 
Mt. Druitt Longitudinal Study Report. 
ED 242 397 
Classroom Management. 
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Systems, Inc., Silver Spring, Md. 
Job Service Referral and Placement Follow-Up 
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and Design. Final Report. Executive Summary. 
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ing Instruction to Ensure the Active Par- 
ticipation of Severely Multihandicapped Stu- 
dents. 
ED 242 151 
Investigating Skill Transfer from a Domestic 
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verely Handicapped Students. 
ED 242 157 
Planning and Implementing the Transitions of Se- 
verely Handicapped Students from School to 
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ED 242 154 
The Relative Effectiveness of One-to-One versus 
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Severely Multihandicapped Students. 
ED 242 152 
Strategies for Developing and Implementing Lon- 
gitudinal and Comprehensive Curricular Content 
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ED 242 158 
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ED 245 456 
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ED 242 150 
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Utilizing Adaptive Devices with Severely Handi- 
capped Students. 
ED 242 155 
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dents? 
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Madonna Coll., Livonia, Mich. 
Aging and Mental Health Certificate Program. Fi- 
nal Report 1979-1983. 
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Maharaja Sayajirao Univ. of Baroda (In- 
dia). 
Human Development, Marriage and Family Rela- 
tions. Volume I: Compendium of Researches— 
1963-1981. 
ED 241 125 


Mailman Center for Child Development, 
Miami, Fla. 
The Relationship between Sensorimotor Devel- 
opment and Communication in the Young Se- 
verely Handicapped Child. Final Report. 
ED 246 636 
Maine State Dept. of Educational and 
Cultural Services, Augusta. Bureau of Vo- 
cational Education. 
Maine’s Exemplary Project in Entrepreneurship 
Education. An Experimental Pilot Program in Vo- 
cational Education Conducted at Two Sites on 
Two Levels. 
ED 246 213 
Maine Univ., Orono. 
The Many Faces of Ephraim: In Search of A 
Functional Typology of Rural Areas. 
ED 242 459 
Maine Univ., Orono. Coll. of Education. 
The ABC’s of Energy. 
ED 242 520 
Do You Know Our Marine Algae? A Marine Edu- 
cation Infusion Unit. 
ED 241 261 
Do You Know Our Marine Fish? A Marine Edu- 
cation Infusion Unit. 
ED 241 260 


Management Analysis Center, Inc., Palo 
Alto, Calif. 
Special Education Planning Process and Projec- 
tion Manual. Final Report, Phases III, IV, V. [and} 
Special Education Planning Model User Guide. 
ED 244 497 


Management Resource Associates, Whit- 
tier, CA. 
Analysis of Private Agencies Serving Individuals 
with Exceptional Needs, Ages 3.0 to 4.9. 





Institution Index 
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Manchester Univ., (England). Dept. of 
Psychology and Education. 
Microprocessors in Education Research Project. 
Final Report. 
ED 244 814 


Manitoba Dept. of Education, Winnipeg. 
How to Write Educational Programs for Telidon. 
A Self Instructional Manual. 

ED 244 601 

Manpower Administration (DOL), Wash- 

ington, D.C. Job Corps. 

Approach to Geographical Distribution of Voca- 
tional Training and Training Delivery Methods. 
Job Corps Vocational Education Offerings Re- 
view. Documentation Report No. 6. 

ED 244 089 
Assessing Training Requirements for High De- 
mand Occupations Suitable for Job Corps. Job 
Corps Vocational Education Offerings Review. 
Documentation Report No. 3. 

ED 244 086 
Assessment of the Relative Effectiveness of Job 
Corps Current Training Occupations. Job Corps 
Vocational Offerings Review. Documentation 
Report No. 5. 

ED 244 088 
Continuation of Vocational Education Offerings 
Review Activity. Job Corps Vocational Education 
Offerings Review. Documentation Report No. 7. 

ED 244 090 
Cost Analysis. Job Corps Vocational Education 
Offerings Review. Documentation Report No. 4. 

ED 244 087 
Identification of High Growth Occupations. Job 
Corps Vocational Education Offerings Review. 
Documentation Report No. 2. 

ED 244 085 
Job Corps Vocational Education Offerings Re- 
view. Executive Summary. 

ED 244 142 
Job Corps Vocational Offerings Review. Final Re- 
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Vocational Education Offerings and Outcomes, 
FY 1982. Job Corps Vocational Education Offer- 
ings Review. Documentation Report No. 1. 

ED 244 084 

Maple Woods Community Coll., Kansas 

City, Mo. 

A Study to Identify Competencies Performed by 
Patient Advocate/Representatives in the Health 
Care Setting. Final Report. 

ED 246 282 

Maricopa County Community Services, 

Phoenix, AZ. 

Yaqui Parent Education Demonstration Project. 
Final Report. 
ED 244 771 


Market Dimensions Inc., Arlington, VA. 
Descriptive Analysis of the OSE Marketing Pro- 
gram: Final Report [and] Executive Summary. 

ED 243 281 

Maryland Committee for Children, Inc., 

Baltimore. 

Care of Infants in Groups: A Resource Paper. 
ED 247 006 


Maryland State Board for Community 
Colleges, Annapolis. 
The Improvement of Occupational Education in 
Maryland: A Progress Report, Fiscal Year 1983. 
ED 241 086 
Maryland Community Colleges 1983 Program 
Evaluations. 
ED 243 531 
State Plan for Community Colleges in Maryland. 
ED 245 739 


Maryland State Board for Higher Educa- 
tion, Annapolis. 
Enrollment of Maryland Residents in Maryland 
Institutions of Higher Education, Fall 1982. Post- 
secondary Education Daia Reports. 
ED 246 717 
Follow-Up Survey of the 1981 Bachelor’s Degree 
Recipients from Maryland Public Institutions. 


ED 240 960 
Maryland Statewide Plan for Postsecondary Edu- 
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cation. Fifth Annual Review. 

ED 240 970 
Out-of-State Institutions of Higher Education 
Operating in the State of Maryland. Academic 
Year 1983-1984. Postsecondary Education Re- 
search Reports. [Fifth Annual Report]. 

. ED 246 716 

The Utility of HEGIS Data in Making Institu- 
tional Comparisons. Postsecondary Education 
Research Reports. 

ED 240 959 


Maryland State Dept. of Education, 
Baltimore. 
Chesapeake Bay: Introduction to an Ecosystem. 
ED 247 110 
Effective Score Reporting of Non-Norm-Refer- 
enced Assessment. 
ED 247 235 
Impact of Instructional Improvement: A State- 
wide Program. 
ED 243 230 
Next Steps: Making Career Plans. 
ED 240 393 
Teachers as Instructional Leaders. 
ED 242 699 


Maryland State Dept. of Education, 
Baltimore. Div. of Compensatory, Urban, 
and Supplementary Programs. 
An Assessment of the Impact of Inservices Con- 
ducted by the Early Childhood Branch (CUSP, 
MSDE) 1982-83. 
ED 243 596 


Maryland State Dept. of Education, 
Baltimore. Div. of Instruction. 
Assisting Students in Accessing...Apprenticeship 
Programs. A Guide for the Apprenticeship School 
Linkage Program. 
ED 241 765 
The Worksite Supervisor. 
ED 241 754 
Maryland State Dept. of Education, 
Baltimore. Div. of Vocational-Technical 
Education. 
The Improvement of Occupational Education in 
Maryland: A Progress Report, Fiscal Year 1983. 
ED 241 086 


Maryland State Dept. of Human Re- 
sources, Baltimore. 
Six-Month Evaluation of the Maryland Day Care 
Voucher Demonstration. [and] Code of Maryland 
Regulations 07.02.15: Annotated Code of Mary- 
land, Article 88A, Subsection 32D-32H, Family 
Day Care. 
ED 245 844 
Maryland State Planning Council on De- 
velopmental Disabilities, Baltimore. 
A Reader’s Guide for Parents of Children with 
Mental, Physical, or Emotional Disabilities. An 
Update. 
ED 240 780 


Maryland Univ., College Park. Center for 
Educational Research and Development. 
A Longitudinal Study of Teacher Education Cur- 
riculum: A First Year Report Using Quantitative 
and Qualitative Methods. 
ED 243 847 
A Microcomputer Network for Preservice and In- 
service Teacher Education. 


ED 243 836 


Maryland Univ., College Park. Coll. of 
Education. 
Personnel to Educate the Handicapped in Amer- 
ica: Supply and Demand from a Programmatic 
Viewpoint. 
ED 244 428 


Maryland Univ., College Park, Graduate 
School. 
Stress Management, Support and Resource 
Groups for Graduate Students. 
ED 240 426 
Massachusetts Board of Library Commis- 
sioners, Boston. 


Automated Resource Sharing in Massachusetts: 
A Plan. 


ED 243 479 


Massachusetts Inst. of Tech., Cambridge. 
Div. for Study and Research in Education. 
Assessment in the Service of Instruction. 
ED 243 891 


Massachusetts State Dept. of Education, 
Boston. 
The Development and Implementation of an 
Evaluation Project Management System for the 
Occupational Education Programs of the Boston 
Public Schools. Final Report. 
ED 241 723 
Minority Students & Special Education: The Is- 
sues of Placement and Proportion. Model Pro- 
grams and Practical Approaches. Spring 
Conference. 
ED 243 254 
What Can Schools Do? Report to the Massa- 
chusetts Board of Education on the Role of 
Schools in Preparing Youth for Employment. 
ED 246 168 


Massachusetts State Dept. of Education, 
Boston. Bureau of Student, Community 
and Adult Services. 
Community-Based Networking-A Boston China- 
town Perspective. 
ED 244 074 


Massachusetts State Dept. of Education, 
Boston. Commonwealth Inservice Inst. 
Case Studies of 14 Staff Inservice Projects in Mas- 
sachusetts School Districts. 
ED 243 869 
Characteristics of Successful Staff Inservice 
Training. 
ED 243 867 
The Knowledge Use Process and Staff Inservice 
Efforts in Education. 
ED 243 868 
Staff, School and Workshop Characteristics Af- 
fecting Continued Use and Adaptation of Knowl- 
edge: A Follow-Up Study. 
ED 243 872 
Staff, School, and Workshop Influences on 
Knowledge Acquisition, Use, and Impact from 
Staff Inservice Efforts. 
ED 243 866 
Staff, School, and Workshop Influences on 
Knowledge Use in Educational Improvement Ef- 
forts. 
ED 243 870 
Using Research to Enhance Staff Development: A 
Collaboration between a State Education Agency 
and an Independent Research Organization. 
ED 243 871 
Massachusetts State Dept. of Education, 
Quincy. Bureau of Student, Community 
and Adult Services. 
Creating School-Business Partnerships. 
ED 243 567 


Massachusetts Univ., Amherst. Center for 
International Education. 
Women in Development: An Alternative Analy- 
sis. 
ED 244 883 
Massachusetts Univ., Amherst. Dept. of 
Physics and Astronomy. 
Identifying Learning Handicaps of Coliege Age 
Spanish-Speaking Bilingual Students Majoring in 
Technical Subjects. Bilingual Research Project. 
ED 241 278 
Massachusetts Univ., Amherst. School of 
Education. 
The Work of Community College Faculty: A 
Study through In-Depth Interviews. Final Report. 
ED 243 499 
Massachusetts Univ., Boston. 


Freshman Experiences at the University of Mas- 
sachusetts at Boston. 
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Massachusetts Univ., Boston. Center for 
Studies in Policy and Public Interest. 
Massachusetts Higher Education in the Eighties: 


Proposals for Development. A White Paper. The 
Alden Seminars. 
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Mathematical Association of America, 
Berkeley, Calif. Committee on the Under- 
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Recommendations on the Mathematical Prepara- 
tion of Teachers. CUPM Panei on Teacher Train- 
ing. MAA Notes, Number 2. 
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Mathematica Policy Research, Princeton, 
NJ. 
Evaluation of Health Manpower Shortage Area 
Criteria. 
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Evaluation of the Economic Impact of the Job 
Corps Program. Third Follow-up Report. 
ED 241 725 


MATHTECH, Inc., Bethesda, Md. 

Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Execu- 
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Teaching Parents to Be the Primary Sexuality Ed- 
ucators of Their Children. Final Report. Volume 
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Teaching Parents to Be the Primary Sexuality Ed- 
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Teaching Parents to Be the Primary Sexuality Ed- 
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Teaching Parents to Be the Primary Sexuality Ed- 
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Matthews (Joseph R.) and Associates, 
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Detailed Data Analysis of the CLR Online Cata- 
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search, Munich (West Germany). 

The Effects of Intelligence, Self-Concept, and At- 


tributional Style on Metamemory and Memory 
Behavior: A Developmental Study. Paper 1. 


ED 243 940 
MDC, Inc., Chapel Hill, N.C. 
Institutionalizing the Schooi-to-Work Transition. 
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Effective Score Reporting of Non-Norm-Refer- 
enced Assessment. 
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; ED 245 248 
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ED 246 419 
Memphis State Univ., Tenn. 
The Effect of Weight Training on the Self-Con- 
cept of Male Undergraduates. 
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Memphis State Univ., Tenn. Coll. of Edu- 
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Meeting Their Needs: Provision of Services to the 
Severely Emotionally Disturbed and Autistic. 
Conference Proceedings (Memphis, Tennessee, 
April 27-28, 1983). 
ED 244 450 
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NJ. Office of Institutional Research. 
Course Completion Rates: Volume and Efficiency 
Measures, and Grade Distributions, 1982-1983. 
Technical Report 84-03. 
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Four Years Later: Class of 1978. Technical Re- 
port 83-06. 
ED 241 102 
Four Years Later: Class of 1979. Technical Re- 
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ED 245 732 
One Year Later, 1982: A Survey of Mercer Grad- 
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One Year Later, 1983: A Survey of Mercer Grad- 
uates of FY 1982. Technical Report 84-05. 
ED 245 733 
Profile of Entering Students: A Comparison of 
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Technical Report 84-02. 
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Merrimack Education Center, Chelmsford, 
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Computer Program. 
ED 242 059 
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pletion of The Ministry September Report. Re- 
search Report. 
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Metrotec Research Associates, Washing- 
ton, D.C. 
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Effectiveness of a Computerized Academic Alert 
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Michigan State Board of Education, Lan- 


Detter Education for Michigan Citizens: A Blue- 
print for Action. 
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New York State Education Dept. Albany. 
Office for the Education of Children with 
Handicapping Conditions. 
Knowing about Special Education to Help You 
Help Your Child = Informez-Vous sur |’Educa- 
tion Speciale pour Pouvoir Aider Votre Enfant. 
ED 245 417 
— the Speech-Impaired Child in New York 
tate. 


ED 244 403 
New York State Education Dept., Albany. 





Institution Index 


Office of Occupational and Continuing Ed- 
ucation. 
Enhancing Vocational Opportunities for Handi- 
capped Youth at Two-Year Colleges through 
In-Service Training. 
ED 246 593 


New York State Education Dept., Albany. 
Student Affairs Task Force. 
School Activities: A Program to Enhance the Cur- 
riculum. 
ED 240 679 
New York State Library, Albany. 
Idea Exchange: Suggestions to Help Librarians 
Celebrate the Bicentennial of the Board of Re- 
gents of the University of the State of New York. 
ED 243 487 
Institution Libraries Statistics / 1982-83. 
ED 241 022 


New York State Library, Albany. Legisla- 
tive and Government Services. 
Library Research Guides: Where to Begin. A Se- 
lected, Annotated Bibliography, B-82. 
ED 245 695 
New York State Office of Mental Retar- 
dation and Developmental Disabilities, Al- 
bany. dureau of Program Research and 
Planning. 
Staffing in Residential Programs: A Report on 
Staffing Ratios in Large State-Operated Residen- 
tial Facilities for Mentally Retarded Persons in 
the United States. Revised. 
ED 242 168 
New York Univ., N.Y. 
Longitudinal Latent Variable Models of Social 
Support and Depressive Symptomatology in Col- 
lege Students. 
ED 246 327 


New York Univ., NY. Inst. for Economic 
Analysis, 
The Impacts of Automation on Employment, 
1963-2000. Final Report. 
ED 241 743 


New Zealand Library Association, Wel- 
lington. 
Resource Sharing: A Necessity for the ’80s. 
ED 241 032 
Nicholls State Univ., Thibodaux, La. 
Effects of Sexist Communication Patterns on Ca- 
reer Choices. Vocational Education Research 
Project. 
ED 242 983 


Northampton County Area Community 
Coll., Bethlehem, Pa. 
Unemployed Tuition Waiver Project Conducted 
in the College’s Service Area of Lehigh Valley, 
Pennsylvania during the Fall 1983 Semester and 
the Spring 1984 Semester. 
ED 246 260 
North Arlington School District, NJ. 
Project Lead the Way (PL 94-482). Career Guid- 
ance Summer Workshop. 
ED 241 692 


North Carolina State Advisory Council on 
Education, Raleigh. 
Retraining of the Unemployed in North Carolina: 
A Progress Report. 


ED 244 691 


North Carolina State Board of Education, 
Raleigh. 
Sick Leave and Substitute Teacher Regulations. 
ED 245 306 


North Carolina State Competency Testing 
Commission, Raleigh. 
Steps for the Remediation of Writing. 
ED 244 271 


North Carolina State Dept. of Public In- 
struction, Raleigh. 
Advisory List of Instructional Media. Health, 
Physical Education, Safety, and Sports. 
ED 244 919 
Curriculum Study: Language Arts, English K-12. 
A Report from the Language Arts/English K-12 
Curriculum Study Committee to the North Caro- 
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lina State Board of Education. 

ED 244 270 
North Carolina Science Teacher Profile. Grades 
7-12. 1982-83. 


ED 244 800 
North Carolina State Dept. of Public In- 
struction, Raleigh. Div. of Educational 
Media. 
Advisory List of Instructional Media: Communi- 
cation Skills; Languages; Activity Cards. 
ED 244 267 
Advisory List of Instructional Media: Fairy Tales 
and Folklore. 
ED 244 269 
Advisory List of Instructional Media: Fiction. 
ED 244 268 


North Carolina State Dept. of Public In- 
struction, Raleigh. Div. of Media Evalua- 
tion Service. 
Advisory List of Instructional Media for the 
Study of North Carolina. 
ED 243 805 


North Carolina State Occupational Infor- 
mation Coordinating Committee, Raleigh. 
Data Needs and Uses in the Context of an Occu- 
pational Information System: A Review of the 
Literature. 
ED 240 303 


North Carolina State Univ., Raleigh. 
Energy Conservation: A Workshop for Selected 
Eastern U.S. Industrial Arts Teacher Educators. 
ED 241 283 


North Carolina Univ., Chapel Hill. 
The Later Effects of the Parent Education Follow 
Through Program on Achievement Scores for 
Matched Pairs of Program Children and Their 
Non-Program Siblings. 
ED 247 356 
Parenting after Divorce: Educational Groups for 
Single Parents. 
ED 244 217 
Statistical Abstract of Higher Education in North 
Carolina, 1983-84. 
ED 243 396 
North Carolina Univ., Chapel Hill. Center 
for Early Adolescence. 
3:00 to 6:00 P.M.: Programs for Young Adoles- 
cents. 
ED 243 603 


North Carolina Univ., Chapel Hill. School 
of Social Work. 
Rural Mental Health in North Carolina: Social 
Work Practice and Ethnocultural Issues. Confer- 
ence Proceedings (Chapel Hill, North Carolina, 
May 20, 1983). 
ED 244 213 


North Carolina Univ., Greensboro. Center 
for Educational Research and Evaluation. 
On the Use of Standardized Achievement Tests in 
Follow Through Program Evaluation. 
ED 244 730 
North Carolina Univ., Greensboro. Family 
Research Center. 
Competence, Gender and Preschooler’s Free Play 
Choices When a Microcomputer Is Present in the 
Classroom. 
ED 243 609 
Introducing a Microcomputer to a Preschool 
Classroom: The Effects on Children’s Social In- 
teraction. 
ED 243 607 
Microcomputers: A Close Look at What Happens 
When Preschooi Children Interact with Age-Ap- 
propriate Software. 
ED 243 608 


North Dakota Council for the Social Stud- 
ies, Grafton. 
Developing Map Skills: North Dakota Road 
Maps [and] North Dakota Ethnic Trip. 
ED 241 356 
Our State: The Exporter. 


ED 241 355 
North Dakota State Dept. of Health, Bis- 
marck, 


Recommended Procedures for Handling Emer- 


gency Ilinesses and Accidents at School. 
ED 241 123 


North Dakota State Dept. of Public In- 
struction, Bismarck. Div. of Special Edu- 
cation. 
Recruitment of Special Education Personnel. 
ED 240 819 


North Dakota Univ., Grand Forks. Bureau 
of Educational Research and Services. 
Guide to Student Rights in North Dakota. No. 20. 
ED 244 391 
When Parents Need Help with Parenting Are Ed- 
ucators Used as a Resource? No. 19. 
ED 243 606 


North Dakota Univy., Grand Forks. Center 
for Teaching and Learning. 
Increasing Self Concept: An Educational Perspec- 
tive. 
ED 243 602 


North East Association for Institutional 
Research. 
Institutional Research and Planning in the Next 
Decade. Proceedings from the Annual Confer- 
ence of the North East Association for Institu- 
tional Research (10th, Hershey, Pennsylvania, 
October 16-18, 1983). Tenth Anniversary Issue. 
ED 246 744 
Northeast Conference on the Teaching of 
Foreign Languages, Inc., Middlebury, Vt. 
Foreign Languages: Key Links in the Chain of 
Learning. 
ED 240 863 


Northeastern Univ., Boston, Mass. Center 
for International Higher Education Docu- 
mentation. 
Lifelong Learning and Adult Education. Special 
Issue in Memory of CIHED Advisory Board 
Member J. Roby Kidd. 
ED 240 257 


Northeast Louisiana Univ., Monroe. 
Computer Literacy Development. A Project Re- 
port. 

ED 242 984 


Northeast Regional Exchange, Inc., 
Cheimsford, MA. 

Administering Writing Programs: A Workshop 
Leader’s Handbook. 

ED 246 484 
Business-Industry-Education: Toward a Working 
Partnership. Conference Proceedings (Chelms- 
ford, Massachusetts, June 10, 1982). 

ED 246 228 
Education Under Study: An Analysis of Recent 
Major Reports on Education. Second Edition. 

ED 240 726 
Effective Schooling in a Rural Context: A New 
Hampshire View. 

ED 243 628 
Guide to Software Selection Resources: Part One. 
Educational Technology Resources in New York 
State. 

ED 246 861 
Guide to Software Selection Resources: Part 
Three. Reading and Communication Skills. 

ED 246 862 
Profiles in Excellence: A Resource Guide. 
1982-83 Secondary Schools Recognition Pro- 
gram. 

ED 246 545 
What Can Schools Do? Report to the Massa- 
chusetts Board of Education on the Role of 
Schools in Preparing Youth for Employment. 

ED 246 168 


Northern Illinois Univ., De Kalb. Dept. of 
Industry and Technology. 


Working at Saving Time in Education: An Inno- 
vative Vocational Education Delivery System. Fi- 
nal Report. 

ED 240 353 


Northland Coll., Ashland, Wis. Sigurd Ol- 


son Inst. of Environmental Studies. 
Citizen Involvement in Rural Community Devel- 
opment. A Three-Year Study. 
ED 244 770 


North Orange County Community Coll. 
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WORLD Program Description, Goals and Objec- 
tives. Vocational English-as-a-Second Language. 
ED 244 070 

North Texas State Univ., Denton. 
Management and Personal Skills Perceived Es- 
sential for Administrators by Women High 

School and College Administrators. 
ED 244 922 


North Texas State Univ., Denton. Coll. of 
Education. 


An Assessment of Occupational Orientation In- 
vestigation Activities and Course Content at the 
Local Level to Determine Its Effectiveness. Final 
Report. 
ED 240 276 
North Texas State Univ., Denton. Div. of 
Recreation and Leisure Studies. 
The Leisure Diagnostic Battery Project: Execu- 
tive Summary. Development and Validation of a 
Standardized Leisure Diagnostic Battery (LDB) 
to Assess Leisure Functioning of Handicapped 
Children and Youth. July 1, 1979-August 31, 
1982. 
ED 240 761 


Northwest Area Foundation, St. Paul, 
Minn. 
Gifted Children: Nurturing a Resource 1978- 
1982. A Description and Assessment of a Foun- 
dation Program in Youth Education. A Youth Ed- 
ucation Report. 
ED 245 442 
Patient Activated Care for Rural Elderly. A Pro- 
gram Development and Teaching Guide for Plan- 
ners, Facilitators, and Coordinators. 
ED 246 268 


Northwest Center for Retarded, Seattle, 
WA. 
Integrating Normally Developing and Handi- 
capped Infants and Toddlers into a Child Care 
Program. 
ED 246 587 
Northwest Iowa Technical Coll., Sheldon. 
Continued Development and Dissemination of 
Materials for Serving Senior Adults. FY ’83 310 
Project Final Report. 
ED 246 231 
Northwest Regional Educational Lab., 
Portland, OR. Assessment and Evaluation 


Item Banking for State and Local Test Develop- 

ment and Use: Specific Guidelines for Local Prac- 

titioners. 

ED 242 763 

Northwest Regional Educational Lab., 
Portland, OR. Center for Performance As- 
sessment. 

Performance Assessment for Teacher Develop- 

ment. 


ED 242 717 
The Use of Performance Assessment in the Class- 
room. 
ED 242 718 
Northwest Regional Educational Lab., 
Portland, OR. Center for Sex Equity. 
ar tama of Nonsexist Supplementary Books 


: ED 244 743 
Guide to Nonsexist Teaching Activities (K-12). 


ED 244 744 


Northwest Regional Educational Lab., 
Portland, Oreg. 

The Call for School Reform. Research Summary 
Report. 

ube ED 243 228 
Designing Excellence in Secondary Vocational 
Education: Applications of Principles from Effec- 
tive Schooling and Successful Business Practices. 
Research Summary Report. 

» ED 241 711 
Equitable Schooling Opportunity in a Multicul- 
tural Milieu. 

ED 244 022 
Global Education: State of the Art. Research 
Summary Report. 


ED 242 654 


Hmong Resettlement. 

ED 245 015 
MicroSIFT Courseware Evaluations (199-222). 
Set 10. Including Subject and Title Indexes Cov- 
ering Sets 1-10. 

ED 245 666 
State Level Governance: Agenda for New Busi- 
ness or Old? Research Summary Report. 

ED 243 229 
Student Achievement Levels Climb at Ribault Se- 
nior High School. 

ED 242 738 
Survey Findings of Oregon Employers’ Attitudes 
Regarding Vocational Education and Employ- 
ment Training Programs. 

ED 241 713 
Toward Excellence: Student and Teacher Behav- 
iors as Predictors of School Success. Research 
Summary Report. 

ED 242 704 

Northwest Regional Educational Lab., 
Portland, OR. Goal Based Education Pro- 


Curriculum Improvement Ongoing at West 
Windsor-Plainsboro High School. 

ED 242 597 
From Effectiveness to Excellence: State School 
Improvement Policies and Programs. Proceedings 
of a Seminar (Portland, Oregon, September 12-13, 
1983). 


ED 243 186 
Renne Intermediate School Features Personal- 
ized Instruction. 
ED 242 014 
Staff Goal-Setting Supports Innovative Programs 
at Oaklea Middle School. 
ED 242 017 
Student Achievement Levels Raised at Chandler 
High School. 
ED 242 012 
Northwest Regional Educational Lab., 
Portland, OR. Research on Evaluation 


Computers Plus: A Program to Develop Com- 
puter Literacy among Educators. Paper and Re- 
port Series No. 94. 
ED 246 852 
Computer Use Planning: A Case Study of a 
School District’s Long-Range Planning Efforts. 
Paper and Report Series No. 95. 
ED 246 853 
Concept Analysis in Evaluation. Paper and Re- 
port Series No. 61. 
ED 242 751 
Evaluation Units in State Departments of Educa- 
tion: A Five-Year Update. Paper and Report Se- 
ries No. 96. 
ED 245 370 
An Evaluator’s Guide to Using DB MASTER: A 
Microcomputer Based File Management Pro- 
gram. Research on Evaluation Program, Paper 
and Report Series No. 91. 
ED 243 410 
Materials for a Workshop on Using Microcom- 
puters in Evaluation and Assessment. Paper and 
Report Series No. 89. 
ED 242 303 
Multiple Alternatives for Educationai Evaluation 
and Decision-Making. Interim Draft. Paper and 
Report Series No. 72. 
ED 243 188 
Multiple Alternatives Modeling in Determining 
Fiscal Roll-Backs during Educational Funding 
Crises. Interim Draft. Paper and Report Series 
No. 70. 
ED 243 187 
Policy Analysis: A Tool for Setting District Com- 
puter Use Policy. Paper and Re port Series No. 97. 
ED 246 856 
North York Board of Education, Willow- 
dale (Ontario). 
Outdoor Education Committee Report. 
ED 241 239 
Nova Univ., Fort Lauderdale. Center for 


the Advancement of Education. 
Building Positive Parent-Teacher Relationships in 
Kindergarten. 
ED 243 576 
The Development of a Support Group and Net- 
work for the Parents of Special Needs Children. 


Institution Index 


ED 241 180 
The implementation of a Parent Effectiveness 
Training Program to Develop Effective Parenting 
Skills. 

ED 242 414 
Program Design for Developing Law Awareness 
in Primary Grade Children. 

ED 241 178 
Resolving Student Teacher Staffing Difficulties in 
the Community College Laboratory Nursery 
School through Preservice Orientation Tech- 
niques. 

ED 241 179 


NRTA-AARP Andrus Foundation, Wash- 


ingen, D.C. 
ocial Interactions in a College-Based Center for 
the Elderly. 


ED 244 i81 
Nutrition and Child Development, Inc., 


Casper, WY. 
Casper Family Day Care Study. 
ED 243 570 


Oakland County Schools, Pontiac, Mich. 
A Description and Analysis of High School Spe- 
cial Education Programs as Perceived by Admin- 
istrators, General and Special Education 
Teachers, and Special Education Students. 
ED 246 570 


Oakland Unified School District, Calif. 
The Cooperative College Preparatory Program: A 
Comprehensive Model for School Change. An In- 
terim Report. 
ED 246 133 
Perspectives in ESL Literacy: The Neighborhood 
Centers Experience. An English as a Second Lan- 
guage Curriculum Guide Supplement. 
ED 244 113 
Oak Park Public School District 97, IL. 
Junior High Language Arts Course of Study. 
ED 241 921 
Oak Ridge Associated Universities, Tenn. 
Biomass I. Science Activities in Energy [and] 
Teacher’s Guide. 
ED 242 492 
Conservation II. Science Activities in Energy. 
{Student’s and] Teacher’s Guide. 
ED 242 491 


Oakton Community Coll., Des Plaines, IL. 
Faculty Study of Pros and Cons of Clusters and 
Divisions. Final Report. 

ED 244 671 
Recommendation on Academic Organization. 
ED 244 670 

Ocean Township Board of Education, Oak- 

hurst, N.J. 

Career/Vocational Awareness for the Limited 
English Proficient. Final Report, 1982-83. 
ED 240 347 


Office for Civil Rights (ED), Washington, 


Rainbow Shave Ice, Crackseed, and Other Ono 
Stuff. Sex Equity Goodies for the Classroom. 
EGO Project. Equal Goals in Occupations. 


ED 244 133 
Office of Bilingual Education and Minor- 
ity Languages Affairs (ED), Washington, 


Bilingual-Crosscultural Teacher Aides: A Re- 
source Guide. 

ED 243 318 
Bilingual Learning Centers in Elementary 
Schools, 1982-1983. Report No. 8418. 

ED 246 659 
Bilingual Learning Centers in High Schools, 
1982-1983. Report No. 8429. 

ED 246 658 
A Handbook for Teaching Portuguese-Speaking 
Students. 

ED 243 319 
Overcoming Obstacles to Full Participation of 
Trainees in Bilingual Vocational Training Pro- 
grams. Final Report. 

ED 241 759 
A Study of Mainstreamed Limited English Profi- 
cient Handicapped Students in Bilingual Educa- 
tion. 


ED 246 583 








Institution Index 


Vetus and Minorities: An Annotated Bibliogra- 
phy. 

ED 247 352 
Office of Bilingual Education (DHEW/ 
OE), Washington, DC. 


American Indian Bilingual Education Center 
1979-80 Handbook. 
ED 244 746 
Office of Child Development (DHEW), 
Washington, D.C. 
Schools Can and Do Make a Difference: Findings 
from the ETS Longitudinal Study of Young Chil- 
dren and Their First School Experiences. 
ED 243 984 
Yaqui Parent Education Demonstration Project. 
Final Report. 
ED 244 771 
Office of Child Support Enforcement 
(DHHS), Washington, DC. 
The Central Registry/Clearinghouse: A Tool for 
Improving the Child Support Enforcement Pro- 
gram. 
ED 247 022 
Office of Educational Research and Im- 
provement (ED), Washington, DC. 
Federal Education Policies and Programs: Inter- 
governmental Issues in Their Design, Operation, 
and Effects. Volume 3: Congressionally Man- 
dated Study of School Finance. A Final Report to 
Congress from the Secretary of Education. 
ED 243 197 
Ideas for Reading and Writing Courseware: 
Needs and Development Opportunities for Edu- 
cational Computer Software in Reading, Writing, 
and Communication Skills. Executive Summary. 
ED 240 498 
Ideas for Reading and Writing Courseware: 
Needs and Development Opportunities for Edu- 
cational Computer Software-Reading, Writing, 
and Communication Skills. 
ED 240 499 
Needs and Development Opportunities for Edu- 
cational Software for Foreign Language Instruc- 
tion in Schools. Executive Summary. 
ED 242 204 
Parents and School Choice: A Household Survey. 
School Finance Project Working Paper. 
, ED 240 739 
The Role of Libraries in Creating and Providing 
Viewtext Information Services. Comprehensive 
Report: Part I. Executive Summary and State- 
of-the-Art Paper. 
ED 243 497 
The Role of Libraries in Creating and Providing 
Viewtext Information Services. Comprehensive 
Report: Part II. Case Study Reports. 
ED 243 498 
Science and Mathematics Software Opportunities 
and Needs. Executive Summary. 
ED 241 320 
SPACES. A Teacher’s Guide. 
ED 245 662 
Video as a Medium for Sharing Experience. Op- 
portunities to Learn No. 1. 
ED 246 890 
Office of Educational Research and Im- 
provement (ED), Washington, DC. Center 
for Libraries and Education Improvement. 
Alliance for Excellence: Librarians Respond to 
“A Nation at Risk.” Recommendations and Strat- 
egies from Libraries and the Learning Society. 
ED 243 885 
Learning at Risk: School Library Media Programs 
in an Information World. 

: ED 243 889 
Libraries and the Learning Society: Relationships 
and Linkages among Libraries. 

ED 243 890 
Public Libraries and Excellence: The Public Li- 
brary Response to “A Nation at Risk.” 

ED 243 887 
“Stemming the Tide” of Mediocrity: The Aca- 
demic Library Response [to] “‘A Nation at Risk.” 

. ED 243 888 
Vision to Purpose to Power: A Quest for Excel- 
lence in the Education of Library and Information 
Science Professionals. 

ED 243 886 


Office of Educational Research and Im- 
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provement (ED), Washington, DC, Na- 
tional Diffusion Network. 
De Anza Designs a Management System for 
Reading by Futureprint. 
ED 241 892 
De Anza Designs Resources in Reading. Revised 
Edition. 
ED 241 893 
A Guide to Group Counseling in Junior High 
School. Futureprint Counseling Component. 
ED 241 888 


Office of Education (DHEW), Washing- 
ton, D.C. 

Metric System Resource Units = Unidades de 
Trabajo del Sistema Metrico Decimal. K-12. 
Project C.A.M.B.I.0., Changing Attitudes 
towards Metrics for Bilingual Instruction & Oper- 
ations. 

ED 243 644 
Organizing and Managing the Classroom. The 
Responsive Education Program Curriculum 
Guide. 

ED 244 905 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Laotian. 

ED 246 686 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Vietnamese. 

ED 246 685 
U.S. History: A Cambodian Supplement. A 
High-School Bilingual Handbook for the Cambo- 
dian Student. Indochinese High-School Supple- 
ments. 

ED 246 684 


Office of Education (DHEW), Washing- 
ton, D.C. Div. of Higher Education Re- 
search. 
Citizen Involvement in Rural Community Devel- 
opment. A Three-Year Study. 
ED 244 770 


Office of Elementary and Secondary Edu- 
cation (ED), Washington, DC. 
ESEA Title VII Bilingual Education Program, 
East Texas State University. Annual External 
Evaluation Report and Provisional Followup Sur- 
vey, 1982-1983. 
ED 242 452 
Reduction of Disruptive Behaviors of a Hyperac- 
tive Profoundly Retarded Person. 
ED 246 596 
Office of Elementary and Secondary Edu- 
cation (ED), Washington, DC. Migrant 
Education Programs. 
Color Your Classroom. 
ED 241 222 
Color Your Classroom II. A Math Curriculum 
Guide. 
ED 241 223 
Evaluation of Project HAPPIER Survey. 
ED 245 856 
A Guide to MERLIN. 
ED 245 855 
Office of Human Development Services 
(DHHS), Washington, D.C. 
Driver Selection and Training for Human Service 
Agencies. Final Report. 
ED 242 977 
Easing the Child’s Transition between Home, 
Child Care Center & School: A Guide for Early 
Childhood Educators. Early Childhood Educa- 
tion Resource Guides. 
ED 242 389 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. 
ED 247 037 
An Experimental Study of the Effects of Em- 
ployer-Sponsored Child Care Services on Se- 
lected Employee Behaviors. Executive Summary. 
ED 247 038 
Implementing Driver Selection and Training for 
Human Service Agencies: Administrator’s Guide- 
lines. Final Report. 
ED 244 065 
National Report: 1982 State Conferences on Chil- 
dren and Youth. 


ED 245 843 


Planning an Educational Program for Young Chil- 
dren: A Planning Guide for Teachers in Schools 
and Child Care Centers. Early Childhood Educa- 
tion Resource Guides. 

ED 242 390 
Planning for Parental Involvement in Early Child- 
hood Education: A Guide for Teachers, Adminis- 
trators, Parents & Parent Coordinators. Early 
Childhood Education Resource Guides. 

ED 242 388 
Project of National Significance for Providing Ad- 
vocacy Services to Hispanic and Asian Develop- 
mentally Disabled Persons Residing in California. 
Final Report. 

ED 247 332 
Training Manual for Human Service Risk Manag- 
ers. Final Report. 

ED 242 976 


Office of Inspector General (ED), Wash- 
ington, DC. 
Semi-Annual Report to Congress: October 1, 
1983-March 31, 1984. No. 8. 
ED 245 364 


Office of International Education (ED), 
Washington, DC. 
A Dictionary of Mandarin Verbs and Adjectives. 
ED 242 218 
Polish: Individualized Instruction 101.51. Learn- 
ing Packets, Units 1-5. 
ED 245 546 
Polish: Individualized Instruction, 102.51. Learn- 
ing Packets, Units 6-10. 
ED 245 547 
Polish: Individualized Instruction, 103.51. Learn- 
ing Packets, Units 11-15. 
ED 245 548 
Polish: Individualized Instruction, 104.51. Learn- 
ing Packets, Units 16-20. 
ED 245 549 
Office of Juvenile Justice and Delinquent 
Prevention (Dept. of Justice), Washington, 
D.C. 
Serious Juvenile Crime: A Redirected Federal Ef- 
fort. 
ED 246 356 


Office of Naval Research, Arlington, Va. 
Research Needs for Human Factors. 


ED 243 682 


Office of Naval Research, Arlington, Va. 
Personnel and Training Research Pro- 


Office. 

The Advantages of Abstract Control Knowledge 
in Expert System Design. Technical Report #7. 

ED 242 310 
Appropriateness Measurement with Polychoto- 
mous Item Response Models and Standardized 
Indices. Measurement Series, 84-1. 

ED 246 072 
Computer-Based Job Aiding: Problem Solving at 
Work. Technical Report No. 11. 

ED 244 613 
Dimensionality, Scoring and Related Problems in 
Adaptive Testing. Part I. Final Report. 

ED 243 929 
The Effects of Varying Procedural Instructions on 
Comprehension. 

ED 243 078 
Estimation of Latent Group Effects: Psychomet- 
tic Technical Report No. 2. 

ED 242 777 
An Evaluation of One- and Three-Parameter Lo- 
gistic Tailored Testing Procedures for Use with 
Small Item Pools. 

ED 241 580 
An Extension of the Two-Parameter Logistic 
Model to the Multidimensional Latent Space. 

ED 241 581 
Forms of Understanding in Mathematical Prob- 
lem Solving. 

ED 247 146 
GUIDON. Technical Report #9. 

ED 242 311 
How Experts and Nonexperts Operate Electronic 
Equipment from Instructions. Technical Report 
No. 14. 


ED 241 720 
Implementing an Adaptive Testing Program in an 
Instructional Programs Environment. 


ED 242 760 
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Inductive Information Retrieval Using Parallel 
Distributed Computation. 

ED 245 694 
A Latent Trait Model for Use with Sequentially 
Arranged Units of Instruction. 

ED 242 764 
A Machine Learning Approach to Student Mod- 
eling. Technical Report No. 1. Annual Report, 
11/82-11/83. 

ED 246 110 
Optimal Structures for Multimedia Instruction. 
Annual Technical Report. 

ED 243 463 
Performance in Dual Tasks. Final Report. 

ED 246 056 
A Probabilistic Model for Diagnosing Misconcep- 
tions by a Pattern Classification Approach. 

ED 243 969 
A Response Model for Multiple Choice Items. 
Psychometric Technical Report No. 1. 

ED 242 788// 

A Review of the Literature on Training Simula- 
tors: Transfer of Training and Simulator Fidelity. 
Technical Report No. 84-1. 

ED 246 864 
Software Engineering for User Interfaces. Techni- 
cal Report. 

ED 242 312 
Strategic Explanations for a Diagnostic Consulta- 
tion System. Technical Report #8. 

ED 242 313 
User Centered System Design. Part IJ: Collected 
Papers from the UCSD HMI Project. 

ED 245 663 


Office of Naval Research, Washington, 

D.C. 

Status Report on Speech Research: A Report on 
the Status and Progress of Studies on the Nature 
of Speech, Instrumentation for Its Investigation, 
and Practical Applications, October 1-December 
31, 1983. 

ED 241 973 

Office of Naval Research, Washington, 

D.C. Personnel and Training Branch. 
Harmony Theory: Probiem Solving, Parallel Cog- 
nitive Models, and Thermal Physics. 

ED 243 711 
Towards a General Scientific Reasoning Engine. 
ED 243 718 

Office of Naval Research, Washington, 

D.C. Psychological Sciences Div. 

Empirical Studies of Procedural Flaws, Impasses, 
and Repairs in Procedural Skills. 
ED 245 880 

Prealgebra Students’ Knowledge of Algebraic 
Tasks with Arithmetic Expressions. 

y ED 247 147 
Understanding Picture-Text Instructions. Final 
Report. Technical Report No. 12, Series B. 


ED 241 911 
Office of Personnel Management. Wash- 
ington, DC. Training Leadership Div. 
Training Evaluation Demonstration Project: Is- 
sues and Recommendations. Report. 


ED 247 308 
Office of Personnel Management, Wash- 
ington, DC. Training Resources Manage- 
ment Div. 
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versity of Virginia. Research Report 5-84. 
ED 246 943 


Pierce County Educational Service Dis- 
trict 121, Tacoma, WA. 
A Determination of Vocational Education Staff 
Input and Involvement in the IEP Process at the 
Level. 


ED 246 560 
Pima Community Coll., Tucson, 
Welcome to IPP: Information Pr 
Pima Community College, 1984-1987. 
ED 245 762 


Plan for 


City School District, OH. 
Communication Notebook. 
ED 240 688 


Pitt County Board of Commissioners, 


NC, 
A Merger Feasibility Study: Greenville City and 
Pitt County (North Carolina) Schools. Final Re- 
port, 22N-2572. 


ED 243 226 


Public Schools, Pa. 
A Guide for Improving School Communications 
for Administrators, Parents, Teachers and Stu- 
dents. 
ED 242 019 


Pittsburgh Univ., Pa. 
Item Analysis Appropriate for Domain-Refer- 
enced Classroom Testing. (Project Technical Re- 
port Number 1). 
ED 242 781 


hens Univ., Pa. Dept. of Vocational 


oe In-Service Brochures Designed to 
Prepare the Vocational Educator Academically 
and Attitudinally to Work with Disadvantaged 
Students. Final Report. 

ED 240 273 
Developing In-Service Brochures Designed to 
Prepare the Vocational Educator Academically 
and Attitudinally to Work with Handicapped Stu- 
dents. Final Report. 


ED 240 274 


The Adaptive Environments Model: 
Design, Implementation, and Effects. 

ED 243 913 
Analogue Representations of Spatial Objects and 
Tranformations. 

ED 240 536 
An Analysis of Narratives: Scoring Manual. 

ED 240 524 
Analysis of the Design, Implementation, and Ef- 
fects of a Data-Based Staff Development Pro- 
gram. 

ED 244 944 
Analyzing Aptitudes for Learning: Inductive Rea- 
soning. 


ED 243 781 
Conceptual Competence and Children’s Count- 
ing. 

ED 244 824 
A Descriptive Study of Experienced and Novice 
Teachers’ Interactive Instructional Thoughts and 
Actions. 

ED 242 673 
Developing 7 a pea The Impact of the 
Directed Reading Lesson 

ED 244 246 
The Development of Semantic Categories for Ad- 
dition and Subtraction. 

ED 245 879 
Discourse Context, Word Identification and 
Reading Ability. 

ED 240 535 


The Editing Process in Writing: A Performance 
Study of Experts and Novices. 

ED 245 254 
Empirical Studies of Procedural Flaws, Impasses, 
and Repairs in Procedural Skills. 

ED 245 880 
The Evaluation of Social Outcomes in Education. 

ED 243 780 
Expertise in Mathematics Instruction: Subject 
Matter Knowledge. 

ED 247 137 
Forms of Understanding in Mathematical Prob- 
lem Solving. 

ED 247 146 
Individual Differences in Verbal Processes. 

ED 240 534 
Institutionalized Knowiedge Production for Edu- 
cation. 

ED 243 204 
Instructional Time: A Winged Chariot? 

ED 243 646 
Intelligence: The Ability to Learn, or More? A 
Review of “Handbook of Human Intelligence” by 
Robert S. Sternberg. 

ED 243 065 
Issues Related to the Evaluation of Program Im- 
plementation in Follow Through. 

ED 243 585 
Knowledge-Derived Categorization in Young 
Children. 

ED 244 247 
Knowledge Systems and the Role of Knowledge 
Synthesis in Linkages for Knowledge Use. 

ED 243 779 
A Perspective on the Differences between Expert 
and Novice Performance in Solving Physics Prob- 
lems. 

ED 241 305 
Prealgebra Students’ Knowledge of Algebraic 
Tasks with Arithmetic Expressions. 

ED 247 147 
Problem Solving Skills in the Social Sciences: 
Methodological Considerations. 

ED 242 612 
Speech Processes in Reading. 

ED 244 221 
Toward a Cognitive Theory of Instruction. 

ED 244 943 
The Visual Tongue-Twister Effect: Phonological 
Activation in Silent Reading. 

ED 240 533 


Pittsburgh Univ., Pa. School of Education. 
Effects of Binaural Sensory Aids on the Develop- 
ment of Visual Perceptual Abilities in Visually 
Handicapped Infants. Final Report, April 15, 

1982-November 15, 1982. 

ED 246 639 

What Do Governors and Educators Recommend 

to Improve Reading and Writing? 

ED 245 244 


Pittsburg Unified School District, Calif. 
Earthquake! An Example of How to Develop 
Reading Skills Using a Topic of Current Interest. 

ED 241 891 
A First Step: Parts of A Book. How to Use a 
Textbook. 

ED 240 489 

Policy Analysis, Inc., Ann Arbor, MI. 
Potential Impact of Increased Numbers of Physi- 
cians upon Physician Behavior, Access to, and 
Cost of, Medical Care. Executive Summary. 

ED 242 272 
Potential Impact of Increased Numbers of Physi- 
cians upon Physician Behavior, Access to, and 
Cost of, Medical Care. Final Report. 

ED 242 273 


Policy Studies Associates, Croton-on-Hud- 


son, NY. 
Introduction to Political Risk Analysis. Learning 
Packages in the Policy Sciences, PS-24. 
ED 247 186 
Political Analysis through the Prince System. 
Learning Packages in the Policy Sciences, PS-23. 
ED 247 187 
Policy Studies Associates, Inc., Washing- 
ton, DC. 


Projections of Future Shortages of Mathematics 
and Science Teachers. 


ED 243 703 
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Polk County Public Schools, Bartow, FL. 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-B MODELL: an or 
Drama to Enhance Language Learning. R 
ED sap 424 


Pontiac City School District, Mich. 
Data Based Decision Making in Secondary Spe- 
cial Education. Final Report. 
ED 245 506 


Population Reference Bureau, Inc., Wash- 
D.C. 
Food and Population: A Global Concern [and] 
The Paradoxes of World Hunger. 
ED 244 898 
Food for Thought: A Population Simulation Kit. 
Revised. 


ED 245 992 
Israel’s Population: The Challenge of Pluralism. 
ED 243 753 
Planet Earth, 1984-2034: A Demographic Vision. 
ED 241 432 
Population Change, Resources, and the Environ- 
ment. Population Trends and Public Policy No. 4. 
ED 245 961 
Population Growth and Poverty in the Develop- 
ing World. 
ED 245 989 
Portland Community Coll., Oreg. 
Master Planning, Program Evaluation, Accredita- 
tion Study in One Process. 
ED 242 370 
Portland Public Schools, Oreg. 
Autistic Integration Model, 1981-1982, Year III. 
Final Report. 
ED 245 512 
Portland Public Schools, OR. Research 
and Evaluation Dept. 
Evaluation Report on HOSTS Program in the 
Portland Public Schools. 
ED 241 578 
Portland State Univ., OR. Univ. Library. 
Disaster Preparedness and Recovery. 
ED 241 059 
Portsmouth Public Schools, N.H. 
Level 1 Curriculum. 
ED 246 566 
Skills and Attributes of the Disadvantaged Stu- 
dent: A Study. Final Report. 
ED 242 931 


Prakken Publications, Inc., Ann Arbor, 


MI, 
Technician Education Yearbook 1984. 
ED 240 284 
Presidential Commission on World Hun- 
ger, Washington, DC. 
Overcoming World Hunger: The Challenge 
Ahead. Report of the Presidential Commission on 
World Hunger. An Abridged Version. 
ED 245 986 


President’s Committee on Employment of 


the Handicapped, Washington, D.C. 
Independent Living Ideas. The Volunteer Path to 
Employment. 

ED 244 150 
New Resource: Volunteers Who Happen to Be 
Disabled. Special Report. 

ED 244 151 


President’s Committee on Mental Retar- 
dation, Washington, D.C. 
The Mentally Retarded Worker: An Economic 
Discovery. Report to the President. 14th Annual 
Report. 
ED 243 292 
President’s Council on Physical Fitness 
and Sports, Washington, D.C. 
Youth Physical Fitness. Suggestions for School 
Programs. 
ED 242 681 
Primary English Teaching Association, Ro- 
zelle (Australia). 


Donald Graves in Australia—’Children Want to 
Write ...” 


ED 240 587 
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No Better Way to Teach Writing! 


ED 240 591 
Now, We Want to Write! 


ED 240 590 
Prince George’s County Public Schools, 
‘a Lenpeepie Midd School. Expl 
oreign es—Middle School. Exploratory 
Foreign Language. Second Edition. 
ED 240 846 
Princeton Univ., N.J. Woodrow Wilson 
School of Public and International Affairs. 
Computers in the Classroom: A Program for New 
Jersey. Working Paper No. 4. 
ED 244 003 
Priority Country Area Program Office, 
Brisbane (Australia). 
P.C.A.P. Project Profiles and General Profilles. 
Queensland Priority Country Area Program- 
Evaluation Series. 
ED 242 454 
The ROCTAPUS Closed-Circuit Television Pro- 
gram Final Report. Priority Country Area Pro- 
gram Evaluation Series: Report No. 10. 
ED 242 453 


Private Industry Council of San Mateo 
County, Redwood City, CA. 
Steps to Getting a Job. A Unit of Study Designed 
to Teach Students Job Seeking Skills. 
ED 241 803 
Private Industry Council, Ottuma, IA. 
Vocational Outreach Program. 
ED 246 966 
Project Link Educational Center, Newark, 
NJ. 
Career Links: Awakening Awareness to Factors 


Linking Educational Choice to Occupational In- 
terests. Final Report, 1982-83. 


ED 240 335 
Protection and Advocacy, Inc., Sacra- 
mento, CA, 
Project of National Significance for Providing Ad- 


vocacy Services to Hispanic and Asian Develop- 
mentally Disabled Persons Residing in California. 
Final Report. 

ED 247 332 


Protestant School Board of Greater Mon- 
treal (Quebec). 
Leaf Activities. 
ED 241 247 


Outdoor Education: Opening and Closing Activi- 
ties. 


ED 241 249 
Songs for Residential Outdoor Education Pro- 
grams. 


ED 241 248 
P. Sapir Regional Coll. of the Negev, Ash- 
kelon (Israel). 
The P. Sapir Regional College of the Negev: Pro- 
grams and Objectives. Research and Evaluation 
Reports. 
ED 246 927 


Public Health Service (DHHS), Rockville, 
Md. 
Words “Made-Up” by Children: An Analysis of 
Their Form and Communicative Effectiveness. 
ED 246 689 
Public Health Service (DHHS), Rockville, 
Mad. Div. of Nursing. 
Strategy Planning in Continuing Nursing Educa- 
tion. 
ED 240 939 
Public Policy Research, Inc. 
Documentation of Model Programs for the Imple- 
mentation of Assembly Bill 777 (School-Based 
Program Coordination Act). 
ED 242 160 
Public/Private Ventures, Philadelphia, PA. 
Longer Term Impacts of Pre-Employment Ser- 
vices on the Employment and Earnings of Disad- 
vantaged Youth: A Project of the Private Sector 
Initiatives Demonstration of Public/Private Ven- 
tures. 


ED 245 007 
A Practitioner’s Guide. Strategies, Programs, and 
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Resources for Youth Employability Develop- 
ment. 
ED 244 006// 

Private Sector Initiative Program. Documenta- 
tion and Assessment of CETA Title VII Imple- 
mentation. Final Report. 

ED 243 975 
Ventures in Community Improvement. Final Re- 
port of the Demonstration. 

ED 243 977 
Youth Entrepreneurship: Training Disadvantaged 
Youth in Self-Sufficient Small Businesses. Final 
Report. 

ED 243 976 


Purdue Univ., Lafayette, Ind. 

A Dyadic Interactive Approach to the Study of 
Leader Behavior. Technical Report 506. 

ED 241 791 
Effects of General Imitation Pre-Training on the 
Acquisition of Manual Signs by Severely Re- 
tarded Children. [Final Report]. 

ED 245 523 
Non-Speech Communication: Studies of Factors 
Affecting the Facilitative Effects of Signing When 
Used as an Aid to Communication Development 
in Persons Having Severe Communication Im- 
pairments but Essentially Normal Hearing. Final 
Report. 

ED 245 525 


Purdue Univ., Lafayette, Ind. Dept. of Ed- 
ucation. 
Identification and Recall of Structurally Impor- 
tant Units in Verbal Discourse as a Function of 
the Metacognitive Processing of Mentally Re- 
tarded Children. Final Report. 
ED 244 507 
Quality Education Data, Inc., Denver, CO. 
Microcomputer Data. 
ED 243 473 
Microcomputer Usage in Schools, 1983-84. 
ED 246 848 


Quapaw Vocational-Technical School, Hot 
Springs, AR. 
Promoting Vocational Education and Your Indi- 
vidual Program. 
ED 244 157 


Quebec Dept. of Education, Quebec. 
La vitalite ethnolinguistique et les caracteristiques 
socio-psychologiques de l’individu vivant en mi- 
lieu bilingue (Ethnolinguistic Vitality and the 
Socio-Psychological Characteristics of the Indi- 
vidual Living in a Bilingual Environment). 
ED 243 315 
Queensland Board of Teacher Education, 
Toowong (Australia). 
The Education of Young Adolescents: Implica- 
tions for Schooling and Teacher Education. 
ED 243 883 


Queensland Dept. of Education, Brisbane 
(Australia). 
Special Preschools: Monitoring a Pilot Project. 
Volume I: Project Report. 
ED 245 808 


Queensland Univ., Brisbane (Australia). 
Fred and Eleanor Schonell Educational 
Research Centre. 
Special Preschools: Monitoring a Pilot Project. 
Volume I: Project Report. 
ED 245 808 


Queen’s Univ., Kingston (Ontario). Centre 
for the Study of Language Arts. 
Are Higher Level Questions Really Better? Work- 
ing Paper #3. 
ED 243 931 


Queen’s Uniy., Kingston (Ontario). Fac- 
ulty of Education. 
A Pilot Study of the Significance of Estimation, 
Approximation and Related Concepts in the 
School Mathematics Curriculum. 
ED 241 317 
Quincy School Community Council, Mass. 
Community-Based Networking-A Boston China- 
town Perspective. 
ED 244 074 


Ramona Unified School District, Calif. 


FACES (Friday Afternoon Choices for Enrich- 
ment for Our Students). 

ED 242 602 
Public Information on Education (P.1.E.). 

ED 240 660 


Rand Corp., Santa Monica, Calif. 

A Conceptual Framework for the Analysis of Staff 
Development. A Rand Note. 

ED 244 906 
Federal Support for Training Foreign Language 
and Area Specialists. The Education and Careers 
of FLAS Fellowship Recipients. 

ED 246 680 
Follow Through and the Problem of Federal Edu- 
cation Programs. 

ED 244 726 
Problems of Implementing Multiple Categorical 
Education Programs. 

ED 246 528 
Teacher Evaluation: A Study of Effective Prac- 
tices. 

ED 246 559 
Teachers’ Instructional Uses of Microcomputers. 

ED 246 888 
Youth Crime and Juvenile Justice in California: A 
Report to the Legislature. 

ED 244 190 


Rand Corp., Washington, D.C. 
Teachers’ Views of Educational Policies and 
Teaching. Collected Papers. Final Report. 
ED 243 825 


Raven Systems and Research, Inc. 
The University of New Mexico Medical Center 
Library’s Health Information Services Outreach 
Program. 


ED 244 774 
Redding Elementary School District, CA. 


Student Government. 
ED 242 604 


Refugee Policy Group, Washington, DC. 
Brief Answers to Frequently Asked Questions 
about Refugee Resettlement and Asylum. 

ED 246 137 
The Geographic Distribution of Indochinese Ref- 
ugees. 

ED 246 136 
The Refugee Health Care System: A Background 
Paper on Policies, Programs and Concerns. 

ED 246 135 
Resettlement of Khmer Refugees in the United 
States. 

ED 246 138 
Residency Patterns and Secondary Migration of 
Refugees: A State of the Information Paper. 

ED 246 139 


Regional Superintendent of Schools for Al- 
exander-Johnson- Massac-Pulaski-Union 
Counties, Anna, IL. 
Identification and Infusion of Economic Literacy 
Concepts into Vocational Education Programs. 
Final Report. 
ED 240 352 
Rehabilitation Services Administration 
(DHEW), Washington, D.C. _ Ary 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Follow-up Pack- 
age. 
ED 241 764 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Participant’s Man- 
ual. 


ED 241 763 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. A Workshop Primer. 
ED 241 762 
Interpersonal Skills Training. Basic Helping Skills 
for Rehabilitation Workers. Trainer’s Manual. 
ED 241 761 
Rehabilitation Services Administration 
(ED), Washington, DC. ’ 
The IBM Project to Train the Handicapped. 
ED 241 681 
Projects with Industry: A Public/Private Partner- 
ship That Works. Report from the Study Group. 
Institute on Rehabilitation Issues (10th, St. Louis, 
Missouri, May 31-June 2, 1983). 
ED 246 244 





706 Renton Vocational Inst., Wash. 


Renton Vocational Inst., Wash. 
Project on Teaching Charts and Graphs to ABE 
Students. Part I: Teacher’s Guide [and] Part II: 
Transparency Assembly Pac ‘ 
ED 246 192 
Research and Forecasts, Inc., New York, 
N.Y, 
The Grolier Survey: What Parents Believe about 
Education. 
ED 241 196 
Research Communications, Inc., Chestnut 
MA, 
Evaluation of Instructional Television Utilization 


= Special Education Teachers. [Final Re- 
port]. 


ED 244 488 
Research Council for Diagnostic and Pre- 


Mathematics, Kent, O 

An Annotated Bibliography of Periodical Articles 
Relating to the Diagnostic and Prescriptive In- 
struction of Mathematics. 

ED 243 695 
An Annotated Bibliography Relating to the Diag- 
nostic and Prescriptive Instruction of Mathemat- 
ics. Volume 2. 


ED 243 696 
A Bibliography Related to the Nature of Diagno- 
sis and Remediation in Mathematics. 

ED 243 701 
Clinical Investigations in Mathematics Educa- 
tion. Thematic Addresses from the Fourth Na- 
tional Conference on Diagnostic and Prescriptive 
Mathematics. 

ED 243 702 
Diagnosis and Prescription: The Affective Half. 
The Second Annual Dr. John W. Wilson Memo- 
rial Address. 

ED 245 888 
Inssues for Consideration by Mathematics Educa- 
tors: Selected Papers. 

ED 243 693 
Neuropsychology and the Instructional Psychol- 
ogy of Mathematics. The First Annual Dr. John 

W. Wilson Memorial Address. 


ED 243 697 
Research Reports from the Fourth and Fifth Na- 
tional Conferences on Diagnostic and Prescrip- 
tive Mathematics. 1980 Research Monograph. 
Revised Third Edition. 

ED 243 708 
Research Reports from the Seventh National 
Conference on Diagnostic and Prescriptive Math- 
ematics. 1981 Research Monograph. 

ED 243 709 
Selected Definitions Relative to Diagnosis and 
Prescription. 


’ ED 245 915 
Topics Related to Diagnosis in Mathematics for 
Classroom Teachers. 

ED 243 694 

Research for Better Schools, Inc., Phila- 

delphia, Pa. 

Business-Education Cooperation: A Review of 
Selected Urban Programs. 

ED 241 665 
Creating Cultures That Support Instruction: A 
View of the Principal’s Leadership Role. 
The Devel if Adol Thinking Some vm 

¢ Development of Adolescent 

Views for Effective Schools. 

ED 241 579 
Educators and External Assistance: Factors Influ- 
encing Breadth of Knowledge Sharing. 

ED 245 340 
Effects of Administrative Leadership on Student 
Achievement. 

ED 244 348 
How Can We Teach Intelligence? 

ED 242 700 
Impact of Instructional Improvement: A State- 
wide Program. 

ED 243 230 
Involving Program Staff in Evaluation Studies: A 
Strategy for Increasing Information Use and En- 
riching the Data Base. 

ED 244 979 
Knowledge Use in Educational Development: 
Tales from 2 Two-Way Street. 

ED 241 583 
The Meaning of Funding Cuts: Coping with Chap- 


ter 2 of ECIA. 

ED 240 694 
Numbers and Words: Combining Quantitative 
and Qualitative Methods in a Single Large-Scale 
Study. 

ED 246 123 
Only a Phone Call Away: Local Educators’ Views 
of Regional Educational Service Agencies. 

ED 241 585 
Participatory Education and Youth Development 
in Secondary Schools. 

ED 242 701 
The Principal’s Role in Facilitating Teacher Par- 
ticipation: Medis*ing the Influence of School 
Context. 

ED 244 346 
Staff Development: Initiating a Comprehensive 
System. 

ED 243 231 
State-Sponsored Inservice: A Pilot Study of Im- 
pact. 

ED 243 808 
The Study of Loose Coupling: Problems, Progress, 
and Prospects. 

ED 247 264 
Teachers as Instructional Leaders. 

ED 242 699 
Teachers, Teaching and Educational Effective- 
ness. Session I: Overview Presentation. Title I 
Dissemination and Program Improvement. East 
Coast Seminar. 

ED 241 523 
Three Views on Improving Basic Skills Instruc- 
tion. 

ED 241 524 
Trends in School Improvement: Statewide Test 
Results, 1978-1983. 

ED 244 988 
Tri-State Educational Research Conference Pro- 
a (Philadelphia, Pennsylvania, May 15-17, 
1983). 

ED 243 220 
Two Images of Schools as Organizations: A Repli- 
cation and Elaboration. 

ED 245 338 
Using Research to Facilitate Implementation: The 
Role of the Exterr=! cinker. 

ED 244 347 
Voaur I ee2<rship Style: A Management Develop- 
ment Module for Educational Leaders. 

ED 243 232 

Research Inst. for Educational Problems, 
Cambridge, Mass. 

The Development of Concepts of Deviance in 
Children. Volumes I [and] fi: The Development of 
Concepts of Handicaps: An Interview Study. Vol- 
ume III: Coding Manual for Interviews about 
Concepts of Handicaps. Final Report. 

ED 245 509 
A Language Training Curriculum for Severely 
Language-Delayed Preschool and Primary-Grade 
Children. Final Report. Volume II: Intervention 
Program. 

ED 240 763 
A Language Training Curriculum for Severely 
Language-Delayed Preschool and Primary-Grade 
Children. Final Report. Volume I: Project Evalua- 
tion, Overview, and Activities. 

ED 240 762 


Research Triangle Inst., Durham, N.C. 
Data Needs and Uses in the Context of an Occu- 
pational Information System: A Review of the 
Literature. 
ED 240 303 
National Sample Survey of Registered Nurses II. 
Status of Nurses: November 1980. 


ED 240 319 
Research Triangle Inst., Research Triangle 
Park, NC. Center for Educational Re- 
search and Evaiuation. 
A Merger Feasibility Study: Greenville City and 
Pitt County (North Carolina) Schools. Final Re- 
port, 22N-2572. 
ED 243 226 
Rhode Island State Advisory Council on 
Libraries, Pro 
Rhode Island and Its Libraries: Report of the 
Comparative Data Committee, State Advisory 
Council on Libraries. 
ED 241 053 
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Rhode Island Univ., Kingston. 
Conceptual Study “ot Students’ Sense of Efficacy. 
Final Report. 
ED 241 500 


Rialto Unified School District, CA. 

Our State and Our Nation. A History of Califor- 
nia and the United States. Fourth-Fifth Grade So- 
cial Studies. [Student Worktext]. 

ED 245 963 
Our World, Its Diverse — Sixth Grade So- 
cial Studies Course Outlin 

ED 245 964 


Rice Univ., Houston, Tex. 
Learning Together: Micro-Computers i in Crosby, 
Texas, Schools. 


ED 241 245 


Rio Linda Union School District, CA. 
Building Writing Competency. Step by Step oa 
tery of Sentence and Paragraph Writing Skills. A 
Title IV-C Language Project. Teachers’ Hand- 
book [and Levels 1-6]. 

ED 240 563 


Riverina Coll. of Advanced Education, 
Wagga Wagga, New South Wales (Austra- 


). 
Audio Tapes for Distance Education. 
ED 246 849 


RMC Research Corp., Arlington, Va. 
Effective Score Reporting of Non-Norm-Refer- 
enced Assessment. 


ri 247 235 


Rochester City School District, N 
Three-Year Planning Data-Base, 1982- vss, Vol. Il. 
ED 243 895 


Rochester Univ., N.Y. Graduate School of 


Education and Human Development. 
Mastery of the Basic Number Combination: Inter- 
nalization of Relationships or Facts? 
ED 247 097 


Rockefeller Bros. Fund, New York, N.Y. 
Cognitive Anthropology and Research on Effec- 
tive Principals; Findings from a Study and Reflec- 
tions on Its Methods. 

ED 246 084 
Private Sector Initiative Program. Documenta- 
tion and Assessment of CETA Title VII Imple- 
mentation. Final Report. 

ED 243 975 


Rockefeller Family Fund, Inc., New York, 
N.Y. 
School Community Involvement: New Realities 
for Schools and Their Principals 
ED 243 172 


Rockefeller Foundation, New York, N.Y. 
The CETA Youth Employment Record. Repre- 
sentative Findings on the Effectiveness of Federal 
Strategies for Assisting Disadvantaged Youth. 

ED 241 619 
An Exploratory Study of Assimilation, Pluralism, 
and Marginality: Black Families in Predominantly 
White Suburbs. 

ED 247 157 
Humanities and State Education Agencies: Poli- 
cies, Perspectives and Prospects. 

ED 241 402 
A Policy Framework for Racial Justice. 

ED 247 330 
Private Sector Initiative Program. Documenta- 
tion and Assessment of CETA Title VII Imple- 
mentation. Final Report. 

ED 243 975 
Public School Desegregation in the United States, 
1968-1980. 

ED 247 365 
A Survey of Public Attitudes toward Refugees 
and Immigrants. Report of Findings. 

ED 247 364 
Who Will Do Science? Trends, and Their Causes 
in Minority and Female Representation among 
Holders of Advanced Degrees in Science and 
Mathematics. A Special Report. 

ED 245 052 
Winter 1981 Study of Black Undergraduate Stu- 
dents Attending Predominantly White, State- 
Supported Universities. Preliminary Report. 
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ED 241 620 
Rosenberg Foundation, San Francisco, 
Calif 


Special Stresses of Infant Caregiving. CCEP 
Handout #17. 


ED 243 604 
Rowland School District, Rowland 
Heighi + 
Elementary Instrumental Music Program. 
ED 242 603 
Rutgers, The State Univ., New Brunswick, 
N.J. Center for Adult Development. 
Outcomes and Impact of Adult Basic Education. 
Research Monograph Number 6. 
ED 244 135 


Rutgers, The State Univ., New Brunswick, 
N.J. School of Medicine. 
What Second Generation Deaf Students Bring to 
the Reading Task: Another Case for Metalinguis- 
tics and Reading. 
ED 246 562 


Ryerson Polytechnical Inst., Toronto, 
(Ontario), Nutrition Information Service. 
Index of Free and Inexpensive Food and Nutri- 
tion information Materials. 
ED 244 909 
Nutrition and Fitness Manual: A Summary of Re- 
search and Resources. 
ED 244 907 
Resources on Food, Nutrition and Culture. 
ED 244 908 


Sacramento City Coll., Calif. 

C. K. McClatchy High School Outreach Survey, 
Spring 1984. 

ED 245 718 
The Evaluation of Remedial Programs in the 
Community Colleges. 

ED 243 546 
The Impact of a Coordinated Assessment/Ad- 
visement/Placement Process on Student Success 
and Retention. Statistical Response to a Grant 
Proposal. 

ED 243 540 


Sacramento City Unified School District, 
Calif. 


C. K. McClatchy High School Outreach Survey, 
Spring 1984. 

ED 245 718 
Sacramento City Unified School District Chapter 
1/State Compensatory Education Handbook Se- 
ries. 

ED 242 028 


Sacramento State Univ. Foundation, Calif. 
Enhancing the Educational Potential of Non-Oral 
Children through Matching Communication De- 
vice Capabilities to Children’s Needs. Final Re- 
port. 

; ED 246 642 

Safari Club International Conservation 

Fund, Tucson, Ariz. 

Casting and Angling. 
ED 243 617 

Saginaw Public Schools, Mich. 


Elementary Social Studies Curriculum Guide. 
Grade 1. School and Family. 

ED 241 442 
Elementary Social Studies Curriculum Guide. 
Grade 2. Neighborhoods. 

ED 241 443 
Elementary Social Studies Curriculum Guide. 
Grade 3. Communities. 

ED 241 444 
Elementary Social Studies Curriculum Guide. 
Grade 4. Michigan and Other Regions. 

ED 241 445 
Elementary Social Studies Curriculum Guide. 
Grade 5. The United States. 


ED 241 446 
Elementary Social Studies Curriculum Guide. 
Grade 6. World Cultures. 

ED 241 447 

SAI Comsystems, San Diego, CA. 

Integrated Training System for Air Force On- 
the-Job Training: Specification Development. Fi- 
nal Technical Paper. 


ED 246 203 


Save the Children Federation, Inc. 707 


Saint Louis Community Coll. at Forest 
Park, MO. Div. of 
St. Louis Community College at Forest Park 
1981-82 Graduate Follow-Up Study. 
ED 244 652 
Saint Olaf Coll., Northfield, MN. Dept. of 
Mathematics, 
Improvement of Mathematics Education Using 
Information Technology. 
ED 247 116 
Salt Lake City School 
The Basics and Beyond. A Report of the Council 
on Educational Excellence. 
ED 247 347 
A Plan for School Personnel Evaluation Design. 
ED 241 561 
San Diego City Schools, Calif. 
Proposal on Master Plan for Basic Education. Re- 
vised. 


ED 247 348 


San Diego City Schools, Calif. Evaluation 
Services Dept. 
Districtwide Testing Results by District and by 
School: Grades 5, 7 and 9. Evaluation Services 
Department Report No. 355. 
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the Development of a Home/School information 
System. 


ED 244 422 


Sequoia Inst., Sacramento, CA. 
Creating and Disseminating Knowledge for Edu- 
cational Reform: Policy Management of the Na- 
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The Management of Peer-Group Learning: Syndi- 
cate Methods in Higher Education. SRHE Mono- 
graph 55. 
ED 246 699 
Response to Adversity: Higher Education in a 
Harsh Climate. SRHE Monograph 53. 
ED 246 700 
Society for Technical Communication, 
Washington, D.C. 
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ED 240 312 
Measuring Educational Progress in the South: 
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ED 246 641 
An Evaluation of a Systematic Approach to 
Speech Instruction for Young Hearing Impaired 
Children. Final Performance Report. 

ED 245 522 
Evaluation of Instructional Television Utilization 
among Special Education Teachers. [Final Re- 
port]. 

ED 244 488 
Evaluation Research: An Integrative Summary of 
Findings. 

ED 244 442 
Experiments to Attain Full Participation of Hand- 
icapped Students in the Regular Classroom. Final 
Report. 

ED 245 514 
Factors in Mainstream Decision Making. [Final 
Report]. 

ED 246 638 
Helping Teachers Increase the Time Their Stu- 
dents Spend in | Learning. 

ED 243 876 
Identification ont Recall of Structurally Impor- 
tant Units in Verbal Discourse as a Function of 
the Metacognitive Processing of Mentally Re- 
tarded Children. Final Report. 

ED 244 507 
Identification/Classification Research: An Inte- 
grative Summary Of Findings. 

ED 244 440 
Implementation of Nonvocal Communication 
Strategies with Severely Handicapped Preschool- 
ers. Final Report. 

ED 245 517 
Increasing Career and Life Skills for Handicapped 
Youth through a Specialized Instructional Pro- 
gram in the Arts. Final Report. 

ED 244 502 
Instructional Decision-Making Practices of 
Teachers of Learning Disabled Students. 

ED 244 436 
Instructional Intervention Research: An Integra- 
tive Summary of Findings. 

ED 244 441 
Integrated Educational/Leisure Time Model for 
Deaf-Blind Children and Youth. Final Report. 

ED 243 291 
Inventory Process for Social Interaction. IPSI. 

ED 242 181 
An Investigation of Phases of Learning and Facili- 
tating Instructional Events for the Severely/Pro- 
foundly Handicapped. Field Initiated Research 
Study. Final Project Report. 

ED 240 767 
Issues in the Transition from School to Adult Ser- 
vices: A Survey of Parents of Secondary Students 
with Severe Handicaps. Specialized Training Pro- 
gram. Modei School and Community Services for 
People with Severe Handicaps. 

ED 240 381 
A Language Training Curriculum for Severely 
Language-Delayed Preschool and Primary-Grade 
Children. Final Report. Volume II: Intervention 
Program. 

ED 240 763 
A Language Training Curriculum for Severely 
Language-Delayed Preschool and Primary-Grade 
Children. Final Report. Volume I: Project Eva!ua- 
tion, Overview, and Activities. 

ED 240 762 
The Leisure Diagnostic Battery Project: Execu- 
tive Summary. Development and Validation of a 
Standardized Leisure Diagnostic Battery (LDB) 
to Assess Leisure Functioning of Handicapped 
and Youth. July 1, 1979-August 31, 

ED 240 761 
Manual Sign Training for Nonverbal Severely Re- 
tarded Adolescents. Final Report. 

ED 245 518 
A Model Program in Microcomputer Utilization 
with Handicapped Students. Final Performance 
Report. 

ED 244 493 
Music for the Moderately and Severely Handi- 
capped. Final Report. 

ED 245 504 
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Nonbiased Assessment in Psychology and Educa- 
tion. Volumes I and II. [Final Report]. 

ED 246 637 
Non-Speech Communication: Studies of Factors 
Affecting the Facilitative Effects of Signing When 
Used as an Aid to Communication Development 
in Persons Having Severe Communication Im- 
pairments but Essentially Normal Hearing. Final 
Report. 

ED 245 525 
Orientation to Handicapping Conditions: Level 
Il. Training Module. 

ED 242 135 
Orientation to Handicapping Conditions: Level I. 
Training Module. 

ED 242 134 
Parents and Community Together. PACT. 

ED 242 183 
Parents as Teachers: Linguistic and Behavioral In- 
teractions of Middle-Class Mothers and Fathers 
and their Normally Developing and Developmen- 
tally Delayed Preschoolers during Teaching/ 
Learning Activities. Final Report. 

ED 240 771 
Parent, Teacher and Physician in the Life of the 
Hyperactive Child: The Coherence of the Social 
Environment. Final Report. 

ED 244 498 
The Physical Fitness of Sensory and Orthopedi- 
cally Impaired Youth: Project UNIQUE. Final 
Report. 

ED 240 764 
Policies Which Address Out-of-District Place- 
ments and Assure Education in the Least Restric- 
tive Environment. A Report of the Handicapped 
Public Policy Analysis Project. Volume 3. 

ED 245 469 
Pre-Referral Interventions: Effects on Referral 
Rates and Teacher Attitudes. 

ED 244 438 
Project Criteria: The Final Report of the REGI 
Grant Project CRITERIA, 1980-83. 

ED 244 479 
Project REACH Administrator’s Manual. 
PRAM. 


ED 242 185 
Reciprocity in the Teacher-Pupil and Peer Verbal 
Interactions of Behavior Disordered, Learnin 
Disabled, and Regular Education Students. Final 
Report. 

ED 245 507 
Referral Research: An Integrative Summary of 
Findings. 

ED 244 439 
The Relationship between High School Students’ 
Attitudes and Actions toward “Slow Learners.” 
Final Report. 

ED 244 485 
The Relationship between Sensorimotor Devel- 
opment and Communication in the Young Se- 
verely Handicapped Child. Final Report. 

ED 246 636 
The Relationship of Self-Injurious Behavior to 
Age, Cognitive Functioning, and Intrapersonal 
and Interpersonal Behaviors and Events: A Natu- 
ralistic Study of Developmentally Delayed Chil- 
pen Final Report, January 1, 1981-July 31, 

ED 244 494 
Research and Development of Subjective Visual 
Acuity Procedures for Handicapped Preschool 
Children. Final Report. 

ED 246 643 
Research Integration Project: Recreation and Lei- 
sure Education for Special Populations. Final Re- 
port. 

ED 245 503 
“A Sense of Pride.” Establishing a Foxfire 
Adapted Model of Experientially Based Career 
Education for Handicapped Youth. Final Report. 

ED 244 504 
Special Education Planning Process and Projec- 
tion Manual. Final Report, Phases III, IV, V. [and] 
Special Education Planning Model User Guide. 

ED 244 497 
State of the Art in Bilingual Special Education. 
Final Report, 9/3/81-9/2/82. 

ED 246 635 
Steps Toward Effective Production of Speech 
(STEPS): No. 3-Words and Meanings: Helping 
the Deaf-Blind Child. 

ED 245 431 
A Study of Families and Their Learning Environ- 
ments for Deaf Children. Final Report. 


Stanford Univ., Calif. Center for Til 


ED 244 489 
A Study of Relative Influence of Factors Underly- 
ing the Participation and Expectations of Minor- 
ity Handicapped Adolescents in School 
Activities. Final Report. 

ED 245 508 


Teacher Versus Computer Delivered Instruction: 
An Analysis of Child Performance, Behavior, and 
Chcsnstastation: Final Report, 5/15/82 to 11/ 
4/82. 

ED 244 482 
The Teaching and Learning Environment of 
Mainstreamed Classes. Final Report. 

ED 245 513 
Teaching Behavioraliy Disordered Students to In- 
crease Teacher Attention in Mainstreamed Class- 
rooms. Final Report. 

ED 244 500 
Teaching Language for Successful Transition to 
the Public Schools: A Socio-Ecological Approach. 
Final Report, October 1, 1979 through September 
30, 1982. 

ED 245 520 
Training Referential Communication Skills in the 
Severely Mentally Retarded. Final Report. 

ED 245 521 
Vocational Education/Special Education Train- 
ing Manual & Modules I-IV. 

ED 242 163 


Special Education Programs (ED/OS- 

ERS), Washington, DC. Div. of Educa- 

tional Services. 
Implementation of Public Law 94-142: The Edu- 
cation for All Handicapped Children Act. Sixth 
Annual Report to Congress. 

ED 245 526 

Microcomputer Software in Special Education: 
Selection and Management. Information Product 
Number Two. Report to RRC’s. Microcomputer 
in the Schools-implementation in Special Educa- 
tion. 


ED 242 121 


Special Education Programs (ED/OS- 
ERS), Washington, DC. Research Projects 
Branch. 
Arts for Living: A Guide for Developing Career 
and Life Skills through the Arts. [Final Report]. 
ED 244 491 
individualized Education Programs: A Naturalis- 
tic Study of the Match between Intent and Prac- 
tice. Final Report. 
ED 245 511 
Obstacles to Parental Involvement: A Study of 
Barriers to Participation in the Educational Pro- 
cess Faced by Black, Low Income, Inner City Par- 
ents of Handicapped Children. [Final Report]. 
ED 244 487 
Special Olympics, Inc., Washington, DC. 
Basketball: Special Olympics Sports Skills In- 
structional Program. 
ED 245 430 
Bowling: Special Olympics Sports Skills Instruc- 
tional Program. 
ED 245 429 
Gymnastics: Special Olympics Sports Skills In- 
structional Program. 
ED 245 427 
Hockey: Special Olympics Sports Skills Instruc- 
tional Program. 
ED 245 428 
Ice Skating: Special Olympics Sports Skills In- 
structional Program. 
ED 245 426 
Softball: Special Olympics Sports Skills Instruc- 
tional Program. 
ED 245 425 
Volleyball: Special Olympics Sports Skills In- 
structional Program. 
ED 245 424 
Speech Communication Association, An- 
nandale, Va. 
ERIC First Analysis: Welfare Reforms; 1984-85 
National High School Debate Resolutions. 
ED 243 167 
Large Scale Assessment of Oral Communication 
Skills: Kindergarten through Grade 12. 
ED 245 293 
Speech Communication Association, An- 
nandale, Va. Commission on Freedom of 


Speech. 
Free Speech Yearbook 1983. Volume 22. 
ED 240 652 
Spelman Coll., Atlanta, Ga, 
Southern Black Culture: The African Heritage 
and the American Experience. Syllabi for Under- 
graduate Courses in the Humanities. 
ED 241 360 
Southern Black Culture: The African Heritage 
and the American Experience. Syllabi for Under- 
graduate Courses in the Humanities. 
ED 241 359 


Spencer Foundation, Chicago, Ill. 
Birth Order and Edvcational Attainment in Full 
Sibships. CDE Working Paper 83-31. 
ED 241 656 
Classrooms Where Students Perceive High and 
Low Amounts of Differential Teacher Treatment. 
Draft. 
ED 247 285 
Egalitarian versus Elitist Use of Ability Grouping. 
ED 245 821 
The Generation of Practical Theory: Schools as 
Political Institutions. 


ED 243 176 
Knowledge-Derived Categorization in Young 
Children. 


ED 244 247 
Money, Time and Learning. Final Report. 

ED 242 096 
Some Cross-Pépulation Comparisons of Family 
Bias in the Effects of Schooling on Occupational 
Status. CDE Working Paper 83-33. 

ED 241 655 
Urban Education Studies, 1977-1980. Cross Dis- 
trict Analysis Report. Cross District Analysis of 
Issues and Factors Associated with System-Wide 
Improvement in City Public Schools. 

ED 241 610 
Winter 1981 Study of Black Undergraduate Stu- 
dents Attending Predominantly White, State- 
Supported Universities. Preliminary Report. 

ED 241 620 

Spokane Falls Community Coil., WA. 

Text Editing with the TRS-80. 

ED 242 866 

Springfield City School District, OH. 

Instructional Guide for Teachers of Mathematics 
K-8. Springfield City Schools. 

ED 242 538 


SRA Technologies, Inc., Arlington, VA. 
Microcomputer Software in Special Education: 
Selection and Management. Information Product 
Number Two. Report to RRC’s. Microcomputer 
in the Schools—Implementation in Special Educa- 
tion. 

ED 242 121 


SRI International, Menlo Park, Calif. 
Cumulative Effects of Federal Education Policies 
on Schools and Districts. Summary Report of a 
Congressionally Mandated Study. 

ED 242 058 
Optimal Structures for Multimedia Instruction. 
Annual Technical Report. 

ED 243 463 
The Teaching and Learning Environment of 
Mainstreamed Classes. Final Report. 

ED 245 513 

Stallings Teaching and Learning Inst., 

Mountain View, Calif. 

A Program to Train Apprentices to Lead Inser- 
vice Workshops for Secondary Teachers of Basic 


Skills. Developer/Demonstration Project. Final 
Report. 


ED 241 501 
Stanford Univ., CA. Dept. of Asian Lan- 


Business Chinese. 
ED 240 859 
Stanford Univ., Calif. Boys Town Center 


for the Study of Youth Development. 
The Nature of Social Intelligence: Processes and 
Outcomes. 


ED 243 041 
Stanford Univ., Calif. Center for Educa- 


tional Research at Stanford. 
Behavioral Alternatives to Stimulant Medication 
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in Treating Childhood Hyperactivity: Effects on 
School and Home Behavior. Final Report. 

ED 244 503 
a Research on Teaching Be Generic or Spe- 

ic 

ED 241 504 
A Systematic Teacher Training Model: Part 1. 
Theory and Research in Teacher Education. 

ED 241 505 
A Systematic Teacher Training Model: Part 2. 
The Practice Component of Teacher Education. 

ED 241 506 


Stanford Univ., Calif. Center for Research 
in International Studies. 
Some Evaluative Comments Based on a Review of 
the Curriculum Development Processes Operat- 
ing in the Stanford Program on International and 
Cross Cultural Education. [and] A Review of the 
Curriculum. Development Processes Operating in 
the Stanford Program on International and 
Cross-Cultural Education. 
ED 243 733 


Stanford Univ., Calif. Dept. of Computer 
Science. 


The Advantages of Abstract Control Knowledge 
in Expert System Design. Technical Report #7. 

ED 242 310 
GUIDON. Technical Report #9. 

ED 242 311 
Strategic Explanations for a Diagnostic Consulta- 
tion System. Technical Report '#8. 

ED 242 313 

Stanford Univ., Calif. Inst. for Research 
en Educational Finance and Governance. 

Clocking Instruction: A Reform Whose Time Has 
Come? 

ED 245 318 
Cost-Effectiveness of Four Educational Interven- 
tions. 

ED 246 533 
The Effect of Pension Wealth on the Age of Re- 
tirement. 

ED 246 531 
High Technology and Job Loss. 

ED 246 534 
Managing the Incompetent Teacher. ERIC/CEM 
School Management Digest Series, Number 29. 

ED 245 296 
Proposition 13: Effects on High School Curriculs, 
1979-1983. 

; t ED 246 535 
Social Policy and Minority Employment in Pub- 
lic, Catholic and Private Schools. 

ED 246 530 
Toward an Institutional-Contingency View of 
School Organization. 


ED 246 532 
Stanford Univ., Calif. School of Education. 
Children’s Health, Access to Services and Quality 
of Care. Revised Executive Summary. 
ED 242 858 
Stanford Univ., CA. Stanford Center for 
Chicano Research. 
The State of Chicano Research in Family, Labor 
and Migration Studies. Proceedings of the Stan- 
ford Symposium on Chicano Research and Public 
i983) (ist, Stanford, California, March 3-5, 


ED 241 215 


Stanley Foundation, M Towa. 
International Information Policy. Report of the 
United Nations Issues Conference (15th, New 
Paltz, New York, April 13-15, 1984). 


ED 245 972 


Word Processing and Microcomputers in Smail 
Two-Year Colleges: A National Study. 


ED 246 948 


State Association Executives Council. 


“Winning Technologies” and the Liberal Arts 
College. 


ED 240 908 
State Higher Education Executive Officers 
Association. 


State Oversight of Degree Granting a in 
Proprietary Institutions. Report of a SHEEO Sur- 


vey. 
ED 242 235 
State Univ. of (Netherlands). 
Educational Needs Research and Mobilisi 
Strategies in Adult Education. 
ED 241 704 
State Univ. of Leiden (Netherlands). 
Developments and Issues in Dutch Adult Educa- 
tion Policy. 
ED 241 707 
Educational Needs Research and Mobilising 
Strategies in Adult Education. 
ED 241 704 
Needs Research and Adult Education Policy: A 
Critical Appraisal of Local Educational Planning 
in The Netherlands. 
ED 241 705 
Some Developments in Activation Strategies in 
Adult Education and Community Work at the 
Neighbourhood Level. A Report of a Visit to 
Projects in the I.L.E.A. over 5-11 May, 1980. 
ED 241 706 
State Univ. of New York, Albany. Atmo- 
Science Research Center. 
Energy Eduation: A Catalog of Resources. 
ED 241 322 


State Univ. of New York, Albany. Central 
Staff Office of Institutional Research. 
Geographic Origins of Students, Fail 1982. Vol- 
ume I. 
ED 245 656 
Geographic Origins of Students, Fall 1982. Vol- 
ume II. 


ED 245 657 


State Univ. of New York, Albany. Office 
for Community Colleges. 
State Funding of Contract Courses at Community 
Colleges: The First Year. Analysis Paper No. 824. 
ED 245 717 
State Univ. of New York, Albany. Office 
of Institutional Research and Analytical 
Studies. 
Age Group and Sex of Students, Fall 1982, State 
University of New York. 


ED 246 738 
Utilization of Residence Hall Facilities, Fall 1983 
with Trends from Fall 1974. 


ED 243 362 


State Univ. of New York, Albany. Re- 
search Foundation. 
Teacher Versus Computer Delivered Instruction: 
An Analysis of Child Performance, Behavior, and 
Characteristics. Final Report, 5/15/82 to 11/ 
14/82. 
ED 244 482 
State Univ. of New York, Albany. Univ. 
Libraries. 
Reference Service Training Manual. 
ED 245 700 
State Univ. of New York, Brockport. Coll. 
at Brockport. 
Tke Physical Fitness of Sensory and Orthopedi- 
cally Impaired Youth: Project UNIQUE. Final 
Report. 
ED 240 764 
State Univ. of New York, Buffalo. Dept. 
of Educational Organization, Administra- 
tion, and Policy Studies. 
Preparation for the World of Work: Training Ses- 
sions. 
ED 241 805 
State Univ. of New York, Ithaca. Coll. of 
Agriculture and Life Sciences at Cornell 
Univ. 
Misconceptions in Science and Mathematics. 
Proceedings of the International Seminar. (Cor- 
= Ithaca, NY, USA, June 20-22, 


ED 242 553 
Understanding Picture-Text Instructions. Final 
Report. Technical Report No. 12, Series B. 


ED 241 911 
State Univ. of New York, Ithaca. Schoo! 
of Industrial and Labor Relations at Cor- 
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nell Univ. 

Consensus and Power in School Organizations. 
Final Report. 

ED 243 174 
The Generation of Practical Theory: Schools as 
Political Institutions. 

ED 243 176 
Interpersonal versus Intergroup Behavior: The 
Social Psychology of Desired Union Involvement. 

ED 243 181 
Labor Relations in School Systems; Attitudes 
toward Teachers Unions across School District 
Hierarchies. 

ED 243 180 
Notes on a Political Theory of Educational Orga- 
nizations. 

ED 243 175 
Old Wine in New Bottles: The Quality of Work 
Life in Schools and School Districts. 

ED 243 178 
Organizational Analysis of Stress: The Case of 
Elementary and Secondary Schools. 

ED 243 179 
The Politics of School Board Turnover: An Ex- 
ploratory Study. 

ED 243 177 
Strategic Choice and Collective Action: Organi- 
zational Determinants of Teachers Militancy. 

ED 243 182 


State Univ. of New York Librarians Asso- 
ciation. 
Online Searching in SUNY Libraries. 
ED 242 323 


State Univ. of New York, Old Westbury. 
Coll. at Old Wi x 
Higher Education and Social Change: The Con- 
tinuing Impact of the Sixties. 
ED 246 702 


State Univ. of New York, Old Westbury, 
N.Y. Center for Business and Economic 
Education. 
Study Guide in Health Economics. 
ED 244 714 


State Univ. of New York, Oneonta. Coll. 
at Oneonta. 
Educational Options for Migrant Secondary Stu- 
dents. 
ED 247 073 


State Univ. of New York, Oswego. Coll. at 


Observed Changes in Classroom Behavior Utiliz- 
ing Supportive Intervention. 


ED 245 891 


Sulphur Springs Union Elementary School 
District, Canyon Country, CA. 
Summer Correspondence Program. 
ED 240 733 


Summer Inst. of Linguistics, Dallas, Tex. 
Community Literacy Programmes in Northern 
Ghana. 

ED 241 676 

Sunnyside School District, Tucson, Ariz. 
Outcome Evaluation of Selected Bilingual Class- 
rooms. 

ED 240 843 
Sunnyside Titie VII Bilingual Project. Longitudi- 
nal Study, Final Report. 

ED 240 844 
Sunnyside Unified School District No. 12 Bilin- 
gual Program Guide. 

ED 240 845 

Supreme Court of the U. S., Washington, 

D.C. 

Grove City College et al. v. Bell, Secretary of 
Education, et al. 
ED 240 958 


Survival Education Association, Tacoma, 
WA, 
Emergency Preparedness Education: An Over- 
view. 
ED 244 754 
Fundamentals of Outdoor Enjoyment. 
ED 243 615 
Helicopter Operations and Personnel Safety 
(Helirescue Manual). Fourth Edition. 
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ED 244 756 
Mountain Medicine Papers. Proceedings of the 
Mountain Medicine Symposium (5th, Issaquah, 
Washington, 1976). 
ED 244 758 
Resource Guide for Search and Rescue Training 
Materials. 
ED 244 757 
Surviving the Unexpected: A Curriculum Guide 
for Wilderness Survival and Survival from Natural 
and Man Made Disasters. 
ED 244 755 
Teaching Activities for Defensive Living and 
Emergency Preparedness. Education Modules. 
ED 244 753 
Wilderness Emergency: Surviving the Unex- 
pected. 
ED 243 616 
Swedish Council for Planning and Coordi- 
nation of Research. 
Study Assistance and Degree Completion in 
Higher Education. 
ED 242 229 
Swedish Council for Research in the Hu- 
manities and Social Sciences, Stockholm. 
Conceptions of Statistical Relations within the 
‘aoa of Thinking about Causal Relations. 
4:03. 


ED 243 974 
The Role of Experience in Adult Thinking about 
Evidence for Causal Interpretations. 1984:02. 
ED 243 973 
Swedish Behavioural Science Research Reports. 
Beteendevetenskapliga Rapporter, 1982/1983. 
ED 247 359 
Swedish Information Service. 
The Working Family. 
ED 245 822 


Syracuse Univ., NY. Special Education 
Resource Center. 
Vocational Education/Special Education Train- 
ing Manual & Modules I-IV. 
ED 242 163 
System Development Corp., Falls Church, 
Vv 


a. 

A Study of Compensatory and Elementary Edu- 
cation: The Sustaining Effects Study. Final Re- 
port. 


ED 246 991 


System Development Corp., Santa 
Monica, Calif. 
A CAI Course on Constructing PLANIT Lessons: 
Development, Content, and Evaluation. Final Re- 
port. 
ED 244 591 


Szombathely Teacher Training Coll. (Hun- 


Report on the International Conference on Tech- 
nology in the Service of Teacher Training (with 
Special Regard to the Use of Video Techniques in 
Pre-Service Training) (Szombathely, Hungary, 
October 5-10, 1981). Organized with the Support 
of Unesco. 
ED 240 976 
Tallahassee Urban League, Inc., FL. 
The Tribes Approach. A Resource Manual for Ed- 
ucators of Rural Adults. 
ED 246 212 
Tampere Univ. (Finland). Inst. of Journal- 
ism and Mass Communication. 
The Role of Information in the Realization of the 
Human Rights of Migrant Workers. Report of In- 
ternational Conference (Tampere, Finland, June 
19-22, 1983). Publications Series B. 
ED 241 066 
Tampere Univ., Hameelinna (Finland). 
Dept. of Education. 
Some Characteristics of School Principals: A Pilot 
Investigation into Cognitive Styles and Leader- 
ship Conception of Finnish School Principals. 
ED 246 558 


Tasmanian Education Dept., Hobart (Aus- 
tralia). 
The Computer and Society: Our Servant-Our 
Master? A Unit of the Social Education Materials 
Project, “People and Change.” 


Texas Education Agency, Austin. 


ED 241 431 
TDR Inc., Newton, Mass. 
Case Studies of 14 Staff Inservice Projects in Mas- 
sachusetts School Districts. 

ED 243 869 
Characteristics of Successful Staff Inservice 
Training. 

ED 243 867 


The Knowledge Use Process and Staff Inservice 
Efforts in Education. 

ED 243 868 
Staff, School and Workshop Characteristics Af- 
fecting Continued Use and Adaptation of Knowl- 
edge: A Follow-Up Study. 

ED 243 872 
Staff, School, and Workshop Influences on 
Knowledge Acquisition, Use, and Impact from 
Staff Inservice Efforts. 

ED 243 866 
Staff, School, and Workshop Influences on 
a Use in Educational Improvement Ef- 
orts. 

ED 243 870 
Using Research to Enhance Staff Development: A 
Collaboration between a State Education Agency 
and an Independent Research Organization. 

ED 243 871 

Teachers Insurance and Annuity Associa- 
tion, New York, N.Y. 

High School Graduates: Projections for the Fifty 
States (1982-2000). 

ED 240 912 
The Self-Reliant Academic. 

ED 242 241// 


Teachers of English as an Additional Lan- 
guage, Vancouver (British Columbia). 
ESL Courseware-A Developmental Framework 
Including Discussions of University-Level and El- 
ementary-Level Programs. 
ED 246 647 
Linguistic Interference in Immigrants’ Interlan- 
guage. 
ED 240 825 
There ARE Strategies for Listening. 
ED 246 648 
Teaneck Board of Education, N.J. 
Vocational Counseling Project. Final Report, 
1982-83. 
ED 240 333 
Technical Education Research Center, 
Cambridge, Mass. 
Science and Mathematics Software Opportunities 
and Needs. Executive Summary. 
ED 241 320 
Technical Univ. of Berlin (West Ger- 
many). 
Action Theory Perspective in Research on Social 
Cognition. 
ED 241 152 
Tennessee General Assembly, Nashville. 
Select Committee on Education. 
Report of the Select Committee on Education. 
ED 243 856 
Tennessee Univ., Knoxville. 
Driver Selection and Training for Human Service 
Agencies. Final Report. 
ED 242 977 
Implementing Driver Selection and Training for 
Human Service Agencies: Administrator’s Guide- 
lines. Final Report. 


ED 244 065 
Training Manual for Human Service Risk Manag- 
ers. Final Report. 


ED 242 976 
Tennessee Univ., Knoxville. Univ. Librar- 
ies. 
Nursing and Health. A Guide to Selected Library 


Information at the University of Tennessee, 
Knoxville. Revised. 


ED 241 025 
Tennessee Valley Authority (Land Be- 
tween the Lakes), Golden Pond, Ky. 
Creative Environmental Education Activities for 


Children. Environmental Education Curriculum 
Guide. 


ED 243 680 


Texas A and M Univ., College Station. 
Center for Energy and Mineral Resources. 
Social Impacts of Oil and Gas Developments on 
a Small Rural Community. 
ED 245 848 


Texas A and M Univ., College Station. 
Vocational Instructional Services. 

Agricultural Machinery - Equipment. Agricul- 
tural Cooperative Training. Vocational Agriclu- 
ture. Revised. 

ED 240 263 
Agriculture Cooperative Training Group Instruc- 
tion Handbook. Revised. 

ED 240 258 
Agriculture Cooperative Training Student Work- 
book. [Revised]. 

ED 240 259 
Crop Farm Employee. Agricultural Cooperative 
Training. Vocational Agriculture. Revised. 

ED 240 264 
Machine Shop Suggested Job and Task Sheets. 
Part II. 21 Advanced Jobs. 

ED 241 801 
Machine Shop Suggested Job and Task Sheets. 
Part I. 25 Elementary Jobs. 

ED 241 800 
Milk Processing Plant Employee. Agricultural 
Cooperative Training. Vocational Agriculture. 

: ED 240 260 

A Suggested Basic Course Cutline for Industrial 
Electronics. 

ED 240 262 
A Suggested Set of Job and Task Sheets for Ma- 
chine Shop Training. 

ED 241 802 
Texas Future Farmers of America Poultry Judg- 
ing Handbook. Revised. 

ED 240 261 
Vocational Agriculture Handbook for Agriculture 
Cooperative Training. 

ED 240 265 


Texas Association of Junior and Commu- 
nity Coll. Instructional Administrators. 
The 1984 Research Report to the Texas Associa- 
tion of Junior and Community College Instruc- 
tional Administrators. Junior and Community 
College Research: Texas, 1983-84. 
ED 245 767 


Texas Christian Univ., Fort Worth. 
Cooperative Learning: Impact on Acquisition of 
Knowledge and Skills. Technical Report 586. 

ED 243 088 


Texas Coll. and Univ. System, Austin. Co- 
ordinating Board. 
Enrollment Forecasts, 1985-95. Texas Institu- 
tions of Higher Education. Study Paper 27, Re- 
vised. 
ED 243 372 


Texas Education Agency, Austin. 

Allen ISD-Community Education Adult “Right 
to Read” Pregram. Collin Couaty Adult Literacy 
Council. Special Project Report. 

ED 246 243 
Case Studies in School Communication. 

ED 242 075 
Copyright: Schoo! and “Fair Use”. 

ED 241 068 
Handbook on Australia. 

ED 243 763 
Help for “At Risk” Children: School-Community 
Guidance Centers. 

ED 244 189 
Interpreting Assessment Reports-Texas Assess- 
ment of Basic Skills, 1984. 

ED 244 978 
State Board of Education Rules for Curriculum: 
Principles, Standards, and Procedures for Accred- 
itation of School Districts. Reprint. 

ED 246 522 
Study of the Availability of Teachers for Texas 
Public Schools. Staff Report to the State Board of 
Education, February 10, 1984. Revised. 

ED 246 033 
Texas Education Computer Cooperative (TECC) 
Products and Services. 

ED 244 622 
Texas Public Schools: A Sampling of Excellence. 

ED 240 737 
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Texas Education Agency, Austin. Dept. of 
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City. Office of Curriculum and Instruction. 
Onsite Evaluation Guidelines and Procedures: A 
Manual for Onsite Evaluators. 
ED 246 125 
Proposal Review Guidelines and Instruments: A 
Manual for External Review Panels. 


ED 247 243 
Utah State Office of Labor and Training, 


Vermont Univ., Burlington. Center for 717 


Salt Lake City. 
Linking Basic Skills to Occupational Tasks & Vo- 
cational Training. Entry-Level Clerk-Typist. An 
Advisory Group Report. 
ED 244 056 
Linking Basic Skills to Occupational Tasks & Vo- 
cational Training. Entry-Level Welder. An Advis- 
ory Group Report. 
ED 244 057 
Utah State Office of Labor and Training, 
Salt Lake. Manpower and Employment 
Training Council. 
Industry’s Reactions to the Indochinese. 
ED 241 664 
Utah State Univ., Logan. 
Discussion Techniques for Adult Educators. 
ED 245 065 
Empirical Identification of Social Protocols Relat- 
ing to the Employability of Handicapped Youth. 
Final Report. 
ED 244 492 
The Use of the Nominal Group Technique. 
ED 245 066 
Utah State Univ., Salt Lake City. Inter- 
mountain Plains Regional Resource Cen- 
ter. 
Recruitment of Special Education Personnel. 
ED 240 819 
Utah Technical Coll., Salt Lake City. 
Industry’s Reactions to the Indochinese. 
ED 241 664 
Utah Technical Coll., Salt Lake City. Salt 
Lake Skills Center. 
Linking Basic Skills to Entry-Level Auto Me- 
chanic & Auto Body Worker Tasks. Instructional 
Resources. Assessments. 
ED 244 048 
Linking Basic Skills to Entry-Level Electronics 
Test Technician Tasks. Instructional Resources. 
Assessments. 
ED 244 047 
Linking Basic Skills to Entry-Level Retail Sales- 
person Tasks. Instructional Resources. Assess- 
ments. 
ED 244 049 
Linking Basic Skills to Occupational Tasks & Vo- 
cational Training. Entry-Level Clerk-Typist. An 
Advisory Group Report. 
ED 244 056 
Linking Basic Skills to Occupational Tasks & Vo- 
cational Training. Entry-Level Welder. An Advis- 
ory Group Report. 
ED 244 057 


Utah Univ., Salt Lake City. College of 
Nursing. 
Multigenerational Households: Problems and So- 
lutions from Three Points of View. 
ED 245 166 


Utah Univ., Salt Lake City. Dept. of Spe- 
cial Education. 
Teaching Behaviorally Disordered Students to In- 
crease Teacher Attention in Mainstreamed Class- 
rooms. Final Report. 
ED 244 500 


Utah Univ., Salt Lake City. Instructional 
Leadership Academy. 
Teacher Career Ladders in Utah: Perspectives on 
Early Stages. 
ED 246 051 


Valencia Community Coll., Orlando, Fila. 
Interdisciplinary Studies Program. Introduction 
to Teacher’s Guide. 

ED 245 768 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part I. 

ED 245 769 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part II. 

ED 245 770 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part III. 

ED 245 771 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part IV. 

ED 245 772 


Van Buren Intermediate School District, 


Lawrence, MI. 
English as a Second Language: A Support System 
for the Basal Reading Series. Manual. 
ED 244 776 
English as a Second Language Program: A Sup- 
port System for the Basal Reading Series. Guide. 
ED 244 775 


Vancouver Board of School Trustees (Brit- 
ish Columbia). Dept. of Evaluation and 
Research. 
Evaluation of the First Year of the Vancouver 
Native Indian Cultural Survival Alternative Pro- 
gram. 
ED 247 070 


Vancouver School Board (British Colum- 
bia). 
Adult Volunteers. A Handbook for Teacher-Li- 
brarians in the Vancouver School Board to Pro- 
vide Assistance to Teacher-Librarians Who Are 
Establishing Adult Volunteer Programs, [and] to 
Suggest Ideas for Teacher-Librarians Who Wish 
to Enlarge or Enhance Their Volunteer Programs. 
ED 244 625 
Vanderbilt Univ., Nashville, Tenn. Center 
for Education and Human Development 
Policy. 


Analyses of Measures of Segregation and Deseg- 
regation. Final Report. 


ED 245 022 
Effective Strategies for Avoiding Within School 
Resegregation. 

ED 245 023 


Vazquez-Nuttall Associates, Inc., Newton, 


A Study of Mainstreamed Limited English Profi- 
cient Handicapped Students in Bilingual Educa- 
tion. 


ED 246 583 
Ventura Unified School District, CA. 


A Learning Continuum for Reading and Litera- 
ture. Volume One. Grades K-6. 


ED 241 895 
Vermont Alliance for Arts in Education, 
Montpelier. 


First Steps: Fostering Creativity in Vermont’s 
Schools & Communities. 


ED 242 653 
Vermont State Dept. of Education, Mont- 


lier. 
Project GATE: Gifted and Talented Education, A 
Process Manual. 


ED 244 478 
Promising Practices in Vermont School Districts. 
ED 242 305 
Women’s History Curriculum Resource Packet. 
ED 245 947 


Vermont State Dept. of Education, Mont- 
pelier. Div. of Basic Education. 
Handbook for Improving Early Education. 
ED 242 394 


Vermont State Dept. of Education, Mont- 
pelier. Div. of Federal Assistance. 
The Arts-A Missing Link in the Basic Curricu- 
lum. A Process Manual to Integrate the Arts into 
the Elementary School Curriculum for Adminis- 
trators, Teachers and Community Members. 
ED 245 996 
A Library Media Guide for Vermont Schools. 
ED 242 341 


Vermont State Dept. of Libraries, Mont- 
pelier. 
Adult Programming: Ideas and Resources for Ver- 
mont Public Librarians. 
ED 243 478 
Vermont Copicat. Cooperation Catalog. 
ED 243 484 
Vermont Univ., Burlington. 
The Relationship between High School Students’ 
Attitudes and Actions toward “Slow Learners.” 
Final Report. 
ED 244 485 


Vermont Univ., Burlington. Center for De- 


velopmental Disabilities. } 
Burlington’s Making Special Friends Project: Vol- 
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ume III. Implementation Guidelines and Inser- 
vice Training Manual. 


ED 242 114 
Burlington’s Making Special Friends Project: Vol- 
ume II. Model Overview. 


ED 242 113 
Burlington's Making Special Friends Project: Vol- 
ume IV. Strategies for Implementing Model Com- 
ponents. 
ED 242 115 
Burli *s Making Special Friends Project: Vol- 
ume V. Developing Community Resource and 
Accessibility Guides. 
ED 242 116 
ictoria Coll., Burwood (Australia). 
Job Relevant Programs and Career Structures for 
Training and Development Personnel. 
ED 246 178 
Victoria Co-ordinator General of Educa- 
tion, Melbourne (Australia). 
Computers in Education. A Report to the Hon- 
ourable Robert Fordham M. P., Minister of Edu- 
cation, Victoria. 
ED 240 987 
Victoria Univ. of Wellington (New 
Zealand). 
Public Participation in New Zealand Pre-School 
Education. Occasional Papers in Sociology and 
Social Work No. 4. 


ED 243 565 


N.J. 
ide: A Search for Con- 
science. A Curriculum Guide. 





ED 241 451 
Holocaust and Genocide: A Search for Con- 
science. A Student Anthology. 


ED 241 452 
Virginia Association of Teachers of En- 


Evaluation and Oral Communication. 
ED 241 957 
Virginia Beach City Public Schools, Va. 
Comprehensive Curriculum Planning: Local Ini- 
tiative. [Summary]. 
ED 243 210 
Virginia Commonwealth Univ., Richmond. 
Project Criteria: The Final Report of the REGI 
Grant Project CRITERIA, 1980-83. 
ED 244 479 


Virginia Commonwealth Univ., Richmond. 
Center for Public Affairs. 
Rural Success: Case Studies of Successful Em- 
ployment and Training Programs in the United 
States. 
ED 241 220 
Selected Technical Assistance Resource Agencies 
and an Annotated Bibliography for Rural Em- 
ployment and Training Practitioners in Virginia. 
ED 24: 219 
Virginia Commonwealth Univ., Richmond. 
School of Education. 
Toward Preparation Programs to Prepare All 
Teachers to Respond to Children with Special 
Needs. The Dean’s Grant Project General Educa- 
tion/Special Education, 1980-83. Final Report. 
ED 243 809 


Virginia Polytechnic Inst. and State Univ., 
Blacksburg. Div. of Vocational-Techaical 
Education. 


Exemplary Vocational Guidance Projects in Vir- 
ginia. (1983-84 Project Abstracts). 
ED 241 834 


Virginia State Board for Community Col- 
leges, 


Virginia Community College System Master Plan, 
1982-1990. 


ED 241 087 

Virginia State Council of Higher Educa- 
tion, Richmond. 
An Assessment of Computer Science Degree Pro- 
grams in Virginia. A Report to the Council of 
Higher Education and Virginia’s State-Supported 
Institutions of Higher Education. 

? ED 242 308 
Piedmont Export Expansion Program Mono- 


graph: A Final Report. 
ED 244 708 
Virginia State Dept. of Community Col- 


Richmond. 

Master Plan for the Virginia Community College 
System Computing Services. 

ED 241 088 
A Study of the Virginia Community College Sys- 
tem System Offices. 

ED 242 347 
Virginia Community College System Master Plan, 
1982-1990. 

ED 241 087 


Virginia State Dept. of Education, Rich- 
mond. 


Educational Funding and Pupil Achievement: 
The Relationship between the Two Variables. Fi- 
nal Report. 

ED 242 085 
Standards of Learning. Latin, Levels I-IV. Goals, 
Objectives and Descriptive Statements. 

ED 246 678 
Standards of Learning. Modern Foreign Lan- 
guage, Levels I-IV. Goals, Objectives and De- 
scriptive Statements. 

ED 246 677 
Theatre Arts for the Handicapped. 

ED 241 968 


Virginia State Dept. of Education, Rich- 
mond. Adult Education Service. 
Bears and Butterflies: The Literacy Volunteers of 
Gloucester. Project POWER 1982-83. 
ED 244 075 
Exemplary Vocational Guidance Projects in Vir- 
ginia. (1983-84 Project Abstracts). 
ED 241 834 
Virginia State Dept. of Education, Rich- 
mond. Div. of Humanities and Secondary 
Administration. 
Documents and Symbols of Democracy. 
ED 245 975 


Virginia State General Assembly, Rich- 
mond. 
How Virginia Can Best Maintain High Quality 
Engineering Programs in its Public Institutions of 
Higher Education. Report of the Joint Subcom- 
mittee Studying...to the Governor and the Gen- 
my Assembly of Virginia. Senate Document No. 


ED 247 089 
Vista Unified School District, Calif. 
Consumerism Theme. 
ED 241 441 
DRAWS: Development of Reading and Writing 
in Social Studies. Teacher’s Guide. 
ED 241 434 
Education Theme. 
ED 241 437 
Energy Theme. 
ED 241 438 
“Isms” Theme. 
ED 241 436 
Religion Theme. 
ED 241 435 
Revolution. 
ED 241 439 
Technology Theme. 
ED 241 440 
Vocational & Industrial Training Board, 
Singapore. 
Co-ordination between Vocational Education & 
Vocational Training in Singapore. VITB Paper 
No. 2. 
ED 246 194 
Technological Education in Singapore: A Coun- 
try Report. VITB Paper No. 3. 


ED 246 195 
Trend of Vocational Training in Singapore. VITB 
Paper No. 1. 


ED 246 193 
Volkswagen Foundation, Hanover (West 
Germany). 
The Development of Sex-Role Stereotypes and 
Classificatory Skills in Children. 
ED 243 919 
Wabash Coll., Crawfordsville, Ind. 


Institution Index 
Graphic Biology Laboratory Modules for the 
Blind. 


ED 243 643 


Walters State Community Coil., Morris- 
town, TN. 
Establishing Cut-Off Scores for Placement in 
Community College Developmental Courses. 
ED 246 934 


Warren Area Vo-Tech Center, AR. 
Lignite Research Project. 
ED 244 158 


Wasatch Inst. for Research and Evalua- 


Logan, UT. 
Onsite Evaluation Guidelines and Procedures: A 
Manual for Onsite Evaluators. 
ED 246 125 
Proposal Review Guidelines and Instruments: A 
Manual for External Review Panels. 
ED 247 243 


Washington Association of Community 
Colleges. Vocational Directors’ Council. 
Vocational Director’s Handbook. 
ED 246 974 
Washington County Education Service 
District, Portland, OR. 
Survey Findings of Oregon Employers’ Attitudes 
Regarding Vocational Education and Employ- 
ment Training Programs. 
ED 241 713 


Washington Office of the State Superin- 
tendent of Public Instruction, Olympia. 
Classroom Supervision of Volunteers: Handbook 
for Instructors. 
ED 246 954 
Handbook for Assessing Composition. 
ED 246 485 
Handbook for Coordinators of ABE/ESL Class- 
room Volunteers. 
ED 246 953 
Handbook for Volunteers: Adult Education Pro- 
gram. 
ED 246 955 
Parental Views on Issues Related to Traffic Safety 
Education and the Licensing of Teenage Drivers. 
Results of a Statewide Survey of Washington Par- 
ents. Traffic Safety Education Executive Sum- 
mary 1983. 
ED 241 847 
A Pilot Program to Recruit, Orient, and Use 
Classroom Volunteers to Assist ABE/ESL Fac- 
ulty. 
ED 246 952 
Statewide Survey of Indian Education. Washing- 
ton State. 
ED 245 871 
Team Building/Buiiding Teams Project. Washing- 
ton State Sex Equity in Education Technical As- 
sistance Program. 
ED 242 804 
Teenager Views on Issues Related to Traffic 
Safety Education and the Licensing of Teenage 
Drivers: Results of a Statewide Opinion Survey on 
Washington Teenage Drivers. Final Report. 
ED 245 158 
VES in Industry Project. Final Report. 
ED 244 115 
Washington State Johnson O’Malley Indian Edu- 
cation Annual Report 1982-83. 
ED 245 870 
Washington Office of the State Superin- 
tendent of Public Instruction, Olympia. 
KNOW-NET Dissemination Project. 
China: A Book of Activities. 
ED 247 197 
Washington Office of the State Superin- 
tendent of Public Instruction, Olympia. 
Office for Equity Education. 
Guidelines for Multicultural Education. 
ED 242 802 
Washington Office of the State Superin- 
tendent of Public Instruction, Olympia, 
WA. Div. of Instructional Programs and 


Services. 
Guidelines for K-8 Mathematics Curriculum. 
Toward Meeting Present and Future Needs. 
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ED 247 098 


Washington State Board for Community 
Coll. Education, Olympia. 
A Learning Assistance Support System for the 
Washington Community College System. 
ED 246 942 
Vocational Director’s Handbook. 
ED 246 974 
Washington Community Colleges Academic Year 
Report, 1982-83. 
ED 242 357 
Washington Community Colleges Fail Quarter 
Report, 1983. 
ED 242 358 


Washington State Commission for Voca- 
tional Education, Olympia. 
Business Lab Curriculum. Final Report. 
ED 242 961 
Computerized Legal Research. Final Report. 
ED 242 872 
Curriculum Development in Craft Sewing as a 
Vocation. Final Report. 
ED 242 871 
Managing Multiple Roles. Dual Role Home- 
maker/Wage-Earner. Final Report. 
ED 242 962 
Updating of the Curricula for Office Administra- 
tion and Secretarial Science. Final Report. 
ED 242 956 
Washington State Office of the State Su- 
perintendent of Public Instruction, Olym- 
pia. Div. of Adult Education and 
Community Schools. 
Project on Teaching Charts and Graphs to ABE 
Students. Part I: Teacher’s Guide [and] Part II: 
Transparency Assembly Package. 
ED 246 192 
Washington Univ., Seattie. 
Leader Attributions and Leader Behavior: First 
Stage Testing of Theoretical Model. 
ED 243 248 


Washington Univ., Seattle. Center for So- 
cial Welfare Research. 
A Baseline Evaluation Procedure for Federal 
Standards on the Prevention, Identification and 
Treatment of Child Abuse and Neglect. Volume I: 
Development, Field Testing and Recommended 
Procedure. Volume II: State of Washington Field 
Test. 
ED 241 126 


Washington Univ., Seattle. Coll. of Educa- 
tion. 
Integrated Educational/Leisure Time Model for 
Deai-Blind Children and Youth. Final Report. 
ED 243 291 
An Investigation of Phases of Learning and Facili- 
tating Instructional Events for the Severely/Pro- 
foundly Handicapped. Field Initiated Research 
Study. Final Project Report. 
ED 240 767 


Washington Univ., Seattle. Dept. of Psy- 
chology. 
Performance in Dual Tasks. Final Report. 
ED 246 056 


Washington Univ., Seattle. Teacher Educa- 
tion Research Center. 
Selection of Evaluation Criteria for the Develop- 
ment of a Teacher Assessment System. Research 
Report No. 84-1. 
ED 242 719 


Washington Univ., St. Louis, Mo. Gradu- 

ate Inst. of Education. 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume I-Chronicling the Milford School 
District: An Historical Context of the Kensington 
School. Final Report. 

ED 243 190 

Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume II]-Community and School: Pat- 
terns of Development and Annals of Change. 
Final Report. 


ED 243 192 


Will County Education Service Region, 719 


Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume II-Milford’s Recent History: The 
School District as Contemporary Context of the 
Kensington School. Final Report. 

ED 243 191 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary Schoo! and Its Fac- 
ulty. Volume IV-The Kensington School Today: 
Sailing Stormy Straits, A View of Educational 
Policy. Final Report. 

ED 243 193 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume V-Educational Innovetors Then and 
Now: The Original Faculty of the Kensington Ele- 
mentary School. Final Report. 

ED 243 194 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume VI-—Case Study Research Methodol- 
ogy: The Intersect of Participant Observation, 
Historical Methods and Life History Research. 
Final Report. 

ED 243 195 


Waynesboro Area School District, PA. 
Consumable and Refundable Supplies Items for 
Production Agriculture Mechanics Laboratories 
as Influenced by Selected Characteristics of Voca- 
tional Agriculture Program and Teacher. Final 
Report. 

ED 240 280 


Wayne State Univ., Detroit, Mich. Dept. 

of Library Science. 
Medical Bibliography and Medical Library Ad- 
ministration. LS 8497, 4 Quarter Hours: Course 
Information. 


ED 241 051 


Weber State Coll., Ogden, Utah. 
Assessment of Inquiry Competencies in a Perfor- 
mance-Based Teacher Education Program. 
ED 241 555 


Wellesley Coll., Mass. Center for Re- 
search on Women. 

Classics and Women’s Studies. Working Paper 
No. 119. 

ED 244 892 
History of 19th Century Women’s Education: A 
Plea for Inclusion of Class, Race, and Ethnicity. 
Working Paper No. 114. 

ED 243 796 
Interactive Phases of Curricular Re-Vision: A 
Feminist Perspective. Working Paper No. 124. 

ED 244 895 
Putting Research to Work: Applied Research on 
Women. Working Paper No. 97. 

ED 244 894 
School-Age Child Care: A Policy Report. 

ED 242 433 
Thinking about Women and Rethinking Sociol- 
ogy. Working Paper No. 113. 

ED 244 891 
Treason Our Text: Feminist Challenges to the Lit- 
erary Canon. Working Paper No. 104 

ED 245 959 
Two Studies: A Feminist Approach to Teaching 
Non-Traditional Students. Working Paper No. 
123. 


ED 244 893 
Westat Research, Inc., Rockville, Md. 
Instructional Use of Computers in Public Schools, 
Spring 1983. Fast Response Survey System Re- 
port No. 14. 
ED 244 618 
Western Association of Schools and Col- 
leges, Aptos, CA. Accrediting Commission 
for Community and Junior Colleges. 
Models of Strategic Planning in Community Col- 
leges. 
ED 242 360 
Western Australia Education Dept., Perth. 
Self-Employment and Secondary Schools. 
ED 245 072 


Western Australia Post Secondary Educa- 


tion Commission, Nedlands. 
Management Education Courses in Western Aus- 
tralia. 


ED 243 379 


Western Interstate Commission for Higher 
Education, Boulder, Colo. 
High School Graduates: Projections for the Fifty 
States (1982-2000). 
ED 240 912 
Regional Resource Sharing: A Strategy for Im- 
proving Western Higher Education in an Era of 
Limits. 
ED 240 890 


Western Michigan Univ., 
Parent, Lee oe and Physician i in the Life of the 
Hyperactive Child: The Coherence of the Social 
Environment. Final Report. 
ED 244 498 


Western Regional Environmental Educa- 
tion Council. 
Project WILD Evaluation Final Report of Field 
Test. 
ED 245 890 
Western Washington Univ., Bellingham. 
Hanging on to the Wetlands. Book I. 
ED 244 794 
Hanging on to the Wetlands. Book II. 
ED 244 795 
Hanging on to the Wetlands. Book III. 
ED 244 796 


Westinghouse Electric Corp., Pittsburgh, 
Pa. 
A Guide for Improving School Communications 
for Administrators, Parents, Teachers and Stu- 
dents. 
ED 242 019 


West Virginia Coll. of Graduate Studies, 
Institute. 
S. EX. and the Schoo! Psychologist. School Ex- 
perimentation and the School Psychologist. 
ED 240 420 


West Virginia Research Coordinating Unit 
for Vocational Education, Huntington. 
Brief Guidelines on Information and Strategy for 
Dropout Prevention in West Virginia. 
ED 240 278 


West Virginia State Dept. of Education, 
Charleston. 
Excellence in Education through Technology: 
The West Virginia Task Force on Technology in 
Education Final Report. 
ED 242 657 


WGBH-TV, Boston, Mass. 
First-Person America: Voices from the Thirties. A 
Teacher’s Guide. 
ED 247 173 


WICAT, Inc., Orem, Utah. 
A Bibliography of Studies on Elementary and Sec- 
ondary School Reading, English, and Mathemat- 
ics for American Indian Students. 
ED 247 050 
Computers in Elementary and Secondary Educa- 
tion. 
ED 246 845 
Instructional Systems Development Mode! for In- 
teractive Videodisc. Final Report. 
ED 244 581 
Interactive Videodisc Design and Production 
Workshop Guide. 
ED 244 580 
What Problems Do American Indians Have with 
English? 
ED 247 051 
What Problems Do American Indians Have with 
Mathematics? 
ED 247 052 
Wichita Public Schools, Kans. 
Constructing Educational Activities. The Best of 
BES - Basic Educational Skills Materials. 
ED 241 121 
Wichita State Univ., Kans. 
OPERATION SUCCESS. Program Overview 
and Performance, Academic Year 1983. 
ED 244 000 


Will County Education Service Region, Jo- 
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liet, IL. 
Education for Technology Employment. Creating 
a Desirable Future—High Technology Education. 
Final Report 1983-84. 
ED 246 215 


William and Flora Hewlett Foundation, 

Palo Alto, Calif. 

The World’s Students in Bay Area Universities. 
ED 240 894 


William Rainey Harper Coll., Palatine, 

Ill. Office of Planning Research. 
Follow-Up Study of 1982 Harper Career Alumni. 
Volume XII, No. 15. 

ED 244 700 
Follow-Up Study of 1983 Legal Technology 
Graduates. Volume 12, No. 14. 

ED 245 737 


Windsor Univ. (Ontario). 
Quips and Sentences and These Paper Bullets of 
the Brain. Part 1: A Contemplation of Critics. 
ED 241 986 


Wiscousin Association of Secondary Voca- 
tional 


Administrators, Madison. 
Preparation and Development of Vocational Edu- 
cators. A Survey of Wisconsin Vocational Educa- 

tors. Abstract. Bulletin No. 3400. 
ED 242 940 


Wisconsin Center for Education Research, 


Adolescents’ Participation in Developmental Ac- 
tivity: A Method of Assessment. 

ED 244 962 
Data Collection Procedures and Descriptive Sta- 
tistics for the Grade Three Achievement Moni- 
gy Test (A-3 and A-4), Coordinated Study 

o. 1. 

ED 241 590 
Ethnography, Organizational Theory, and Educa- 
tional Innovation. 

ED 243 951 
Human Dignity and Excelience in Education: 
Guidelines for Curriculum Policy. Final Report. 

ED 242 031 
a Main Ideas in Picture Stories and 

ext. 

ED 240 507 
Information Processing Capacity, Logical Rea- 
soning Ability, and the Development of Measure- 
ment Concepts. V'orking Paper No. 299. 

ED 241 304 
Investigating Children’s Story Productions. 

; ED 244 244 
Lowering Expectations: The Impact of Student 
Employment on Classroom Knowledge. Program 
Report 84-1. 

ED 242 941 
Producing Stories for the WISC-R Picture Ar- 
rangement Items. 

ED 243 911 
Secondary School Improvement Manual for Wis- 
consin Program for the Renewal and Improve- 
ment of Secondary Education. 

ED 246 520 
Social Studies in U.S. Schools: Mainstream Prac- 
tice and Radical Potential. 

ED 247 166 
Student Rights and Responsibilities: A Handbook 
= — Law in Wisconsin. Program Report 

ED 244 395 


Wisconsin Educational Media Association, 


Wisconsin Ideas in Media. 
ED 240 984 
Wisconsin Junior ’s Association. 
1983-1984 Official Wisconsin Junior Dairymen’s 
Association Manual. Bulletin No. 4097. 
ED 242 887 


Wisconsin School Library Media Associa- 


Wisconsin Ideas in Media. 
ED 240 984 
Wisconsin State Board of Vocational, 
Technical, and Adult Madison. 
Curriculum Development Guidelines for Wis- 
Com. Guidelines for Curriculum Development for 
the Wisconsin Competency-Based Occupational 


Curriculum Data System. 
ED 240 358 


Wisconsin State Board of Vocational, 
Technical and Adult Education, Madison. 
Bureau of Research, Professional and Stu- 
dent Development. 

Articulation Activity for Accounting Programs: 

Project Results and Descriptive Report. Final Re- 

port. 

ED 242 345 


Wisconsin State Dept. of Natural Re- 


sources, Madison. 
Life Tracks Series. 
ED 247 106 
Wisconsin State Dept. of Public Instruc- 
tion, Madison. 
Educational Assessment: A Guide for Teachers of 
the Learning Disabled. 
ED 245 444 
Effective Teaching of Mathematics. Bulletin No. 
4379. 


ED 243 710 
From Laos to the Midwest: Schools and Students 
in Transition Guide for Video Programs: Pain and 
Promise [and] Fitting In. Bulletin No. 49-05. 

ED 241 667 
Hats Off to Kids! Wisconsin Summer Library Pro- 
gram Manual, 1984. Bulletin No. 4225. 

ED 244 628 
In Summary: State Superintendent’s Fall Confer- 
ence for School District Administrators (Septem- 
ber 15-16, 1982). 

ED 242 043 
Intergenerational Programs in Wisconsin Schools. 

ED 240 407 
Keyboarding. 

ED 241 810 
Limited English Proficiency Students in Wiscon- 
sin: Cultural Background and Educational Needs. 
Part IV: Hispanic Students (Cuban), Indochinese 
Students (Cambodian), Native American Stu- 
dents (Chippewa). 

ED 243 309 
Manual for Eye Protection in Educational Institu- 
tions, State of Wisconsin. Bulletin No. 4335. Re- 
vised 1984. 

ED 246 546 
Report of the Council on Library and Network 
Development on Funding for State Level Re- 
source Providers. Bulletin No. 4150. 

ED 241 029 
Report of the Council on Library and Network 
Development on State Aid to Public Library Sys- 
tem Resource Libraries. Bulletin No. 3358. 

ED 241 030 
A Review of the Literature: The Transition of 
Youth from School to Work. Bulletin No. 4098. 

ED 242 890 
State Superintendent’s Task Force on Teaching 
and Teacher Education. Final Report [and] Ap- 
pendix. Bulletin No. 4250. 

ED 244 956 
State Superintendent’s Task Force on Teaching 
and Teacher Education. Final Report. Bulletin 


No. 4250. 

ED 244 393 
Wisconsin ECIA Chapter One Annual Evaluation 
Report for Migrant Programs, Fiscal Year 1983. 
Bulletin No. 4396. 

ED 244 768 
Wisconsin Guidelines for Instructional Computer 
Use in Education, K-12. 1983-84. 


ED 244 610 
The 1981-1983 Biennial Report. Bulletin No. 
4157. 


ED 242 044 
Wisconsin State Dept. of Public Instruc- 


tion, Madison. Bureau for Pupil Services. 
The EEN Triangle of Support: A Guide for Par- 
ents. Revised Edition. 


ED 246 586 
Wisconsin State Dept. of Public Instruc- 
tion, Madison. Bureau for Vocational Edu- 
cation. 


Handbook for Educators Involved in Vocationally 
Oriented Programming for Moderately Retarded 
Adolescents. 


ED 243 274 
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Special Needs Guide for Technology Education 
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tion Systems for Persons with Physical Handi- 
caps. Revision D. 
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Easy! A Primer. 
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ED 242 631 
Use of Standardized Achievement Test Results in 
YRBE Elementary Schools. 
ED 242 791 
York Region Board of Education, Aurora 
(Ontario). 
Description and Evaluation of Trials of TELI- 
DON Equipment and Data Bases in Two YRBE 
Secondary Schools in 1983. 
ED 243 456 
Yosemite Community Coll. District, Mo- 
desto, CA. 
Assessment Atlas, 1982-83. 


ED 246 949 
Assessment Guide. 


ED 246 950 
Young Adult Inst. & Workshop, Inc., New 


York, NY. 
Normalization: Challenges and Dilemmas. 

ED 245 443 
Zagreb Univ. (Yugoslavia). Inst. for Edu- 
cational 


Recurrent Education in Yugoslavia. 
: ED 245 092 


Tulsa, OK. 
Basic Casting from A to Z. Student’s Instruction 
Booklet. 


ED 244 750 


Zimbabwe Univ., Harare. Dept. of Curric- 
ulum Studies. 
Atoms and Molecules. Study Guide. Unit 2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 
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ED 247 205// 
Data and Information for Executive Decisions in 
Higher Education. An NCHEMS Executive 
Overview. 
ED 246 824 
Developmental Teaching of Mathematics for the 
Learning Disabled. 
ED 247 100// 
Dictionary: Papago/Pima-English, English— 
Papago/Pima = O’othham-Mil-gahn, Mil- 
gahn—O’othham. 
ED 241 236 
Differentiated Supervision for Catholic Schools. 
ED 240 672 
Disability: The College’s Challenge. 
ED 244 449 
Down from Equality. Black Chicagoans and the 
Public Schools. 1920-41. 
ED 243 999// 
Early Adolescence to Early Adulthood: Volume 
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ED 246 825 
Ethical Principles, Practices, and Problems in 
Higher Education. 
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cation) Papers and Reports 4. 
ED 240 881 
The Minority Student in Public Schools: Foster- 
ing Academic Excellence. Office for Minority 
Education Monograph Number Three. Proceed- 
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ED 240 866// 
School Law Update...Preventive School Law. 
ED 244 321 
School Special Services: Organization and Ad- 
ministration. Third Edition. 
ED 242 091 
Science and Technology Centers. 
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Number 2. 

ED 241 002 
Youth Studies Abstracts, Vol. 3 No. 1. 

ED 240 306 
Youth Studies Abstracts. Vol. 3 No. 2. 

ED 244 079 
Youth Studies Bulletin, Vol. 3 No. 1. 

ED 240 307 
Youth Studies Bulletin. Vol. 3 No. 2. 

ED 244 080 
1984 Report to the Profession: Data Show Inno- 
vation, Change. Special Report. 

ED 244 954 


(030) Creative Works 


Audio Tapes for Distance Education. 

ED 246 849 
Natosi: Strong Medicine. Indian Culture Series: 
Stories of the Blackfeet. 

ED 245 860 
Reach Out and Teach: Library Instruction in 
Mississippi Libraries. Script for Slide Presenta- 
tion. 

ED 245 699 
Rehabilitation Broadcasts to Rural Villages. 
[Draft]. 


ED 242 149 
“The Story of Running Eagle” and “The Cause of 
Things.” 


ED 245 861 
Two First-Person Accounts of Intercultural Ex- 
periences: But I Am Danish (?) and “A-doka.” 
+ Saaana Papers in Intercultural Learning No. 


ED 247 158 
Writing the Instructional Radio Script. 
ED 240 994 


(040) Dissertations/Theses - Undeter- 
mined 





Publication Type Index 


The Relationship of Teacher-Personality Type to 
jrading Freshman Composition Essays: An Em- 
Pirical Study. 


ED 245 255 
(041) Dissertations/Theses - Doctoral Dis- 
sertations 

Assessment Procedures and Enrollment Patterns 
of Hispanic Students in Special Education and 
Gifted Programs. Final Report. January 1, 
1981-April 30, 1982. 


ED 246 640 
Communicative Interaction in American Sign 
Language between Deaf Mothers and Their Deaf 
Children: A Psycholinguistic Analysis. 

ED 245 524 
The Cc P of the Past: Historical 
Reflections on Artistic Giftedness. 

ED 242 111 
Correlates of Scientific Reasoning in Adoles- 
cents: Experience, Locus of Control, Age, Field 
Depend Independence, Rigidity / Flexibility, 
IQ, and Gender. 








ED 244 834 
The Development of a Weighted Checklist Pro- 
totype for Instructional Materials Selection for 
Special Education Students. [Final Report]. 

ED 244 501 
Distance Education at Swedish Universities. An 
Evaluation of the Experimentai Programme and 
‘ = Study. Uppsala Studies in Education 


ED 243 458 
East/West Attitudes toward the Handicapped 
and Their Presence in Postsecondary Education 
in Hawaii. 

ED 246 946 
The Economic Impact of the Virginia Commu- 
nity College System from 1966 to 1974. 

ED 241 098 
English Language Independent Prediction of Ac- 
ademic Readiness in Ethnically Diverse Low 
SES Four and Five Year Old Children. 

ED 243 575 
An Evaluation of the General Educational De- 
velopment Program at Seminole Community 
College, Sanford, Florida. 

ED 241 075 
Factors in Mainstream Decision Making. [Final 
Report]. 

ED 246 638 
Individualized Education Programs: A Naturalis- 
tic Study of the Match between Intent and Prac- 
tice. Final Report. 

ED 245 511 
Learning Together: Micro-Computers in Crosby, 
Texas, Schools. 

ED 241 245 
A Master Plan for the Use of Telecommunica- 
tions for Instruction and Community Services in 
the Peralta Community College District. 

ED 242 342 
Parental Attitude in the San Diego Area regard- 
ing Foreign Language Study at the Elementary 
School Level. 

ED 245 532 
Parents as Teachers: Linguistic and Behavioral 
Interactions of Middle-Class Mothers and Fa- 
thers and their Normally Developing and Devel- 
opmentally Delayed Preschoolers during 
Teaching/Learning Activities. Final Report. 

ED 240 771 
Professional Role Conception on Generic versus 
RN Students. 

ED 245 588 
Scriptotherapy: A Technique for Conflict Reso- 
lution. 

ED 244 205 
— Teacher Utilization of Instructional Me- 

a. 

ED 244 620 
A Study of the Changes in the New Jersey Public 
Secondary Schools Due to the New Jersey State 
Board of Education Mandate to Local School 
Districts to Establish Attendance Policies. 

ED 242 083 
A Study to Determine the Presence of Observ- 
able Conditions of Positive Self-Concept in Ele- 
mentary School Media Centers. 

ED 240 974 
A Taxonomical Analysis of Questions Found in 
Reading Skills Development Books Used in 
Maryland Community College Developmen- 
tal/Remedial Reading Programs. 


ED 241 085 

Values and Academic Achievement Among Ru- 

= Indian High School Students in North Da- 
ota. 


ED 242 469 


(042) Dissertations/Theses - Masters The- 
ses 


An Analysis of the Concept of “Literacy” and 
Investigation of the Role of the Fortune 500 
Companies in Literacy Training. 

ED 246 390 
Art Activities for the ESL Classroom. 

ED 244 517 
Characteristics of Bicycling as a Viable Compo- 
nent to Outdoor Adventure Progr. ing. 
ED 247 057 
Children at Risk: Vulnerability/Resiliency to 
Psychopathology after Parental Separation/Di- 
vorce. 

ED 243 060 
Color-Coded Vowels and Spelling with Visual 
Cues in Beginning Reading. 

ED 244 226 
A Comparative Study of Single-Parent Children 
and Two-Parent Children in Behavior, Achieve- 
ment, and Emotional Status. 

ED 245 200 
A Comparison of Reading Scores of Children 
from One-Parent and Two-Parent Families. 

ED 243 097 
Contemporary Children and Basal Reading Se- 
ries. 


ED 243 094 
Early Active Intervention upon Areas of Devel- 
opment in the Down’s Syndrome Child. 

ED 246 590 
The Effect of Bibliotherapy on Personal and So- 
cial Development of Second Graders. 

ED 243 099 
The Effect of Teaching Children How to Take 
Tests on Reading Comprehension. 

ED 244 242 
The Effect of the Grid Systems on Reading 
Achievement of College Students. 

ED 245 193 
Factors Contributing to Nonreenrollment of 4-H 
Club Members in Southeastern Florida. 

ED 242 919 
A Guide for Evaluation of Broadcast Radio and 
Television in the Delivery of Informal Education. 
A Graduate Project. 

ED 243 448 
Identifying Mathematically Talented Sixth 
Grade Students in an Upper-Middle Income 
Community. 

ED 242 529 
Learning Mathematics: The Cognitive Science 
Approach to Mathematics Education. 

ED 245 928 
Listening in Real-Life Situations: A Set of Situa- 
tion-Oriented Listening Comprehension Materi- 
als for the ESL Classroom. 

ED 240 879 
A Manual for the Anchorage School District Bi- 
lingual Education Program Revised Scope and 
Sequence, K-3. 

ED 240 842 
Meaningful Classroom Activities in Teaching 
English as a Second or Foreign Language. 

ED 243 325 
Parental Participation in Early Language Devel- 
opment. 

ED 246 409 
Pedagogic Consensuality, Consensibility, and 
Commensurability in Chemistry Teaching. 

ED 247 092 
Perceptions of Students’ Self and Ideal Self by 
Teachers and Students at the Red Lake Indian 
Reservation. 

ED 244 759 
Preschool Library Experience and Reading 
Readiness. 

ED 243 092 
Reading to Children and Achievement. 

ED 243 098 
Secondary Public School Principals’ Self-Ratings 
of Their Competency to Administer Special Edu- 
cation Programs. 

ED 246 588 
Standard English Acquisition. 

ED 246 693 
A Study of Student Viewpoints and Reading 
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Achievement. 

ED 244 240 
A Survey of Environmental Education in Hamil- 
ton County Schools (K-12). 

ED 247 105 
The Use of Reading Games (Activities) in the 
Classroom. 

ED 245 199 


(043) Dissertations/Theses - Practicum 
Papers 


Building Positive Parent-Teacher Relationships 
in Kindergarten. 

ED 243 576 
A Comparison of Medical Terminology Exam 
Scores of Students Studying by Computer with 
Students Studying by Slide-Tape. 

ED 244 825 
Developing an Interlibrary Loan Policy for the 
David O. McKay Learning Resources Center at 
Ricks College, Rexburg, Idaho. Governance and 
Management. 

ED 245 704 
The Development, Implementation and Evalua- 
tion of a Slide/Tape Family History Module for 
the Personal and Family History Course at Ricks 
College. 

ED 243 797 
The Development of a Support Group and Net- 
work for the Parents of Special Needs Children. 

ED 241 180 
Evaluating the Impact of Freshmen Orientation 
on Student Persistence and Academic Perfor- 
mance. Applied Educational Research and Eval- 
uation. 

ED 241 089 
The Implementation of a Parent Effectiveness 
Training Program to Develop Effective Parenting 
Skills. 

ED 242 414 
Increasing Communication between Parents and 
Student Clinicians in a Preschool Speech Pro- 
gram through Implementation of Parent Meet- 
ings and Newsletters. 

ED 245 806 
The Low Cost and High Quality Education Pro- 
vided by Public Two-Year Institutions: A Posi- 
tion Paper. 

ED 244 704 
Part Time Facult :: A Comparative Profile of 
Characteristics and Effectiveness at Corning 
Community College. 

ED 244 654 
Professional Continuing Education: Participa- 
tory Characteristics of Allied Health Practitio- 
ners. 

ED 241 097 
Program Design for Developing Law Awareness 
in Primary Grade Children. 

ED 241 178 
Reducing Stress through Guided Imagery and 
Music for Teachers of Emotionally Handicapped 
Children. 

ED 244 445 
Resolving Student Teacher Staffing Difficulties 
in the Community College Laboratory Nursery 
School through Preservice Orientation Tech- 
niques. 

ED 241 179 
A Study of Perceived Professional Development 
Needs of Part-Time Faculty Members at Mar- 
shalltown Community College. 

ED 242 364 
A Study of Student Performance in the Learning 
Disabilities Program at Mt. San Antonio College. 
Learning Theory. 

ED 240 753 
Time Management and Laboratory Scheduling at 
a Community College: Governance and Manage- 
ment. 

ED 247 094 
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Active Mathematics Teaching. Research on 
Teaching Monograph Series. 
ED 242 548// 

Care and Handling of Computer Magnetic Stor- 
age Media. 

ED 242 316 
CARISPLAN Procedure Manual: Institutional 
Author Recurd Card. 

ED 241 012 
Children and Death. 

ED 246 995 
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Computers in Mathematics Education. 1984 
Yearbook. 


ED 241 310// 
Curricula and Syllabi in Hydrology. A Contribu- 
tion to the International Hydrological Pro- 
gramme. UNESCO Technical Papers in 
Hydrology No. 22. Second Edition. 
ED 241 312// 
Developing a Computer Curriculum. Inservice 
Series No. 17. 
ED 241 316 
Development of Recor’s Management and Ar- 
chives Services within United Nations Agencies: 
A RAMP Study with Guidelines. 
ED 245 679 
Disaster Preparedness and Recovery. 
ED 241 059 
Education and Recreation Standards Handbook: 
I & R Programs—Outdoor Classrooms, Interpre- 
tation, Recreation, Programs Information, Dedi- 
cated Areas. 
ED 247 103 
Ethnicity and Health: Mexican Americans. A 
Guide for Health Care Providers. 
ED 247 045 
An Examination of the Relationship between Re- 
tention, Grade Point Average, and Developmen- 
tal Characteristics of College Freshmen. 
ED 241 876 
Experimental Facilities in Water Resources Edu- 
cation. A Contribution to the International Hy- 
drological Programme. UNESCO Technical 
Papers in Hydrology No. 24. 
ED 241 313// 
Freshwater Fisheries: Program Planning. Appro- 
cr Technologies for Development. Manual 
ED 243 648 
From Laos to the Midwest: Schools and Students 
in Transition Guide for Video Programs: Pain 
and Promise [and] Fitting In. Bulletin No. 49-05. 
ED 241 667 
Fun for One: Facilitating Solitary Play. 
ED 243 582 
Future Employment Opportunities in the Geo- 
logical Sciences. 
ED 243 647 
Guidelines for Federal Aviation Administration 
Regional Aviation Education Coordinators and 
Aviation Education Facilitators. 
ED 247 118 
Guidelines for K-8 Mathematics Curriculum. 
Toward Meeting Present and Future Needs. 
ED 247 098 
Guidelines for Marine Biological Reference Col- 
_ Unesco Reports in Marine Sciences, No. 


; ED 241 306 
A Guide to Searching ONTAP ABI/INFORM. 

- ED 245 691 
Guide to Software Conversion Management. [Fi- 
nal Report.] 


ED 243 460 
Helicopter Operations and Personnel Safety 
(Helirescue Manual). Fourth Edition. 

ED 244 756 
High School Program Seminar Report. 

ED 247 345 
Introduction to Microcomputers. Inservice Se- 
ries No. 16 


ED 241 315 
Issues in International Telecommunications Pol- 
icy: A Sourcebook. 

ED 242 292 
Legal Handbook for Day Care Centers. 

ED 242 442 
Let Problem Solving Be the Focus for 1980's. 

‘ ‘ ED 241 311 

Marine Fisheries Case Studies. Appropriate 
a for Development. Case Study No. 


ble ED 243 660 
Maximizing the Benefits of an Administrative In- 
ternship: Some Practical Advice. 

ED 243 348 
Medical Office Assistants’ Handbook. Second 
Edition. 

ED 246 284 
National Science Foundation Guide to Pro- 
grams, Fiscal Year 1984. 

uf ED 243 676 

Non-Traditionally Speaking, Take It from Us, 
Students... You Can Spread Your Wings and Fly. 


ED 244 071 
Nutrition Education. Michigan School Food Ser- 
vice Training Manual. 

ED 245 388 
Ocean Engineering Teaching at the University 
Level. Recommended Guidelines from the 
Unesco/IOC/ECOR Workshop on Advanced 
University Curricula in Ocean Engineering and 
Related Fields (Paris, France, October, 1982). 
Unesco Reports in Marine Science, No. 25. 

ED 241 307 
Peace Corps Water/Sanitation Case Studies and 
Analyses. Appropriate Technologies for Devel- 
opment. Case Study CS-4. 

ED 243 659 
The Preservation and Restoration of Photo- 
graphic Materials in Archives and Libraries: A 
RAMP Study with Guidelines. 

ED 242 325 
Problem Solving in the Mathematics Classroom. 
Math Monograph No. 7. 

ED 243 683 
The Proceedings, Directory and Handbook of the 
National Association of Academies of Science 
1983-84. 

ED 247 115 
Promising and Successful Programs and practices 
in Schools with Intermediate Grade Levels: Pro- 
grams, Projects & Activities. Information & Dis- 
semination Series 18. 

ED 245 313 
Racial Definition Handbook. 

ED 247 326 
Recommendations on the Mathematical Prepara- 
tion of Teachers. CUPM Panel on Teacher Train- 
ing. MAA Notes, Number 2. 

ED 243 670 
Research and Development of Subjective Visual 
Acuity Procedures for Handicapped Preschool 
Children. Final Report. 

ED 246 643 
School Science Laboratories. A Guide to Some 
Hazardous Substances. A Supplement to the Na- 
tional Institute for Occupational Safety and 
Health Manual of Safety and Health Hazards in 
the School Science Laboratory. 

ED 247 101 
Secondary School Improvement Manual for Wis- 
consin Program for the Renewal and Improve- 
ment of Secondary Education. 

ED 246 520 
Special Stresses of Infant Caregiving. CCEP 
Handout #17. 

ED 243 604 
Student Assignment Information, 1984-1985. 
Boston Public Schools. 

ED 245 021 
Students’ Guide to Scholarships and Loans. 

ED 242 038 
Teaching the Systems Approach to Water Re- 
sources Development. A Contribution to the In- 
ternational Hydrological Programme. UNESCO 
Technical Papers in Hydrology No. 25. 

ED 241 314// 

Toward Better and Safer Schools. A School 
Leader’s Guide to Delinquency Prevention. 

ED 245 033 
Training Older Persons for Employment. The 
Job Training Partnership Act. 

ED 244 059 
Unequalled Opportunities. A Guide for Minority 
Students and Parents to the Ivy League and Sister 
Schools. 

ED 247 366 
The Why, What, and How of a Bilingual Ap- 
proach for Young Children [and] El Porque, el 
Cual y el Como de un Enfoque Bilingue para 
Ninos Preescolares. 

ED 243 595 
Writing the Instructional Radio Script. 

ED 240 994 
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Academic Freedom: A Classroom Exercise. 

ED 242 575 
Accepting Individual Differences: Overview. 

ED 245 418 
Activities Using References. 

ED 240 559 
Administration of Child Care Programs: Business 
Management. Student Laboratory Manual. 

ED 241 735 
Agricultural Machinery - Equipment. Agricul- 
tural Cooperative Training. Vocational Agriclu- 


Publication Type Index 


ture. Revised. 

ED 240 263 
Agriculture Cooperative Training Student Work- 
book. [Revised]. 

ED 240 259 
Alaska Is Our Home-Book 2: A Natural Science 
Handbook for Alaskan Students. 

ED 247 067 
Alaska Is Our Home-Book 3: A Natural Science 
Handbook for Alaskan Students. 

ED 247 068 
Aquatic Habitats, Level 4-9. 

ED 242 509 
ASHE Reader in Organization and Governance 
in Higher Education. Revised Edition. 

ED 246 830// 

Assess Student Performance: Attitudes. Second 
Edition. Module D-3 of Category D-Instruc- 
tional Evaluation. Professional Teacher Educa- 
tion Module Series. 

ED 242 951 
Assess Student Performance: Knowledge. Sec- 
ond Edition. Module D-2 of Category D-Instruc- 
tional Evaluation. Professional Teacher 
Education Module Series. 

ED 240 313 
Atoms and Molecules. Study Guide. Unit 2. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 3. 


ED 241 293 
Basic Casting from A to Z. Student’s Instruction 
Booklet. 


ED 244 750 
The Best of BES: Basic Educational Skills Mate- 
rials. 

ED 245 780 
The Big R = Responsibility. [Teaching Moral 
and Ethical Responsibility]. 

ED 241 368 
Biomass I. Science Activities in Energy [and] 
Teacher’s Guide. 

ED 242 492 
Black Families. People on the Farm. 

ED 244 130 
Boilermaking Manual. 

ED 246 301 
Bonding and Structure. Independent Learning 
Project for Advanced Chemistry (ILPAC). Unit 
S4. 


ED 245 900// 

A Brief History of the Flathead Tribes. 

ED 247 065 
Broiler Growers. People on the Farm. 

ED 244 126 
Building Writing Competency. Step by Step Mas- 
tery of Sentence and Paragraph Writing Skills. A 
Title IV-C Language Project. Teachers’ Hand- 
book [and Levels 1-6]. 

ED 240 563 
Business Chinese. 

ED 240 859 
Buy, Buy, Buy. How to Recognize Advertising 
Appeals. 

ED 242 573 
Capitalization and Punctuation. 

ED 240 560 
Cardiovascular Disease and Cancer: Student 
Awareness Activities. 

ED 242 663 
Career Awareness: World of Work. 

ED 240 403 
Career Education [Planning Folder]. 

ED 240 392 
Careers in Music. 

ED 242 577 
Caring for Special Children: Independent Study 
Course for Child Caregivers. 

ED 241 134 
Cashier/Checker Learning Activity Packets 
(LAPs). 

ED 245 059 
Chemical Energetics. Independent Learning 
Project for Advanced Chemistry (ILPAC). Unit 
S3. 


ED 245 899// 
Child Development. A Learning Guide. 
ED 242 869 
The Civil War Letters of Lewis Bissell: A History 
and Literature Curriculum. 
ED 247 206 
Close Up Special Focus: U.S.-Soviet Relations. 
ED 243 766 





Publication Type Index 


Color Us American. 


ED 242 800 
Combat Problems of Student Chemical Use. 
Module E-10 of Category E-Instructional Man- 
agement. Professional Teacher Education Mod- 
ule Series. 

ED 245 076 
Community Services. Institutional, Community, 
Home Management and Support Services. 
Course Outline. Home Economics and Con- 
sumer Education. 

ED 241 678 
The Computer and Society: Our Servant-Our 
Master? A Unit of the Social Education Materials 
Project, “People and Change.” 

ED 241 431 
Computer Terminals and Terminology Made 
Easy! A Primer. 

ED 243 454 
Conservation II. Science Activities in Energy. 
[Student’s and] Teacher’s Gui-e. 

ED 242 491 
The Constitution. GEMS: Greenfield Express 
Management System. Revised Edition. 

ED 242 571 
Consumerism Theme. 

ED 241 441 
Consuming in the 80’s and Beyond. 

ED 241 736 
Continued Development and Dissemination of 
Materials for Serving Senior Adults. FY ’83 310 
Project Final Report. 


ED 246 231 
Counsel Exceptional Students with Personal-So- 
cial Problems. Module L-10 of Category L-Serv- 
ing Students with Special/Exceptional Needs. 
Professional Teacher Education Module Series. 

ED 242 955 
Creative Conflict Solving for Kids. 

ED 244 882 
Crop Farm Employee. Agricultural Cooperative 
Training. Vocational Agriculture. Revised. 

ED 240 264 
Cubes, Eights, and Dots: A Student’s Guide to 
the Octet Rule and Its History. 


ED 247 134 
Dairying. People on the Farm. [Revised]. 

ED 244 129 
Decimals: Climbing the Hills of Math Skills. Cali- 
fornia Demonstration Mathematics Program. 

ED 242 505 
The Design and Production of a Procedure Train- 
ing Aid Using the Procedure Learning Format 
and the Computer Automated Page Layout 
(PLA) Routine. Technical Note 12-83. 

ED 244 579 
Design for Visual Arts. 

ED 240 402 
Determine Student Grades. Second Edition. 
Module D-5 of Category D-Instructional Evalu- 
= Professional Teacher Education Module 

eries. 


ED 242 952 
Develop a Lesson Plan. Second Edition. Module 
B-4 of Category B-Instructional Planning. Pro- 
fessional Teacher Education Module Series. 

ED 240 314 
Develop a Unit of Instruction. Second Edition. 
Module B-3 of Category B-Instructional Plan- 
— Professional Teacher Education Module 

eries. 


ED 240 382 
Developing Dictionary Skills. 

ED 240 562 
The Development Data Book: Social and Eco- 
nomic Statistics on 125 Countries [and] Teaching 
Guide. 

ED 247 211 
The Development of a Support Program for 
Learning Disabled Students in a Junior College 
Setting. 

ED 243 532 
Diagnostic Prescriptive Teaching Module: Basic 
Interviewing Skills. 

ED 240 902 
Digging into Dinosaurs. 

ED 241 339 
Direct Student Laboratory Experience. Second 
Edition, Module C-7 of Category C-Instructional 
Execution. Professional Teacher Education 
Module Series. 


ED 246 306 
Diversity of Marine Animals. Man and the Gulf 


(051) Guides - Classroom - Learner 733 


of Mexico Series. 


ED 245 924 
Diversity of Marine Plants. Man and the Gulf of 
Mexico Series. 


ED 245 925 
Do You Know Our Marine Algae? A Marine 
Education Infusion Unit. 

ED 241 261 
Do You Know Our Marine Fish? A Marine Edu- 
cation Infusion Unit. 

ED 241 260 
—_ and Alcohol: A Handbook for Young Peo- 
ple. 

ED 242 595 
Drywall Finishing Apprenticeship. Course Out- 
line (C-6). 

ED 246 303 
Drywall Finishing Manual. 

ED 246 302 


Eagle Feathers, the Highest Honor. 
ED 247 066 
Earthquake! An Example of How to Develop 
Reading Skills Using a Topic of Current Interest. 
ED 241 891 
Earth Science. A Handbook for Laotian Speaking 
Students. 


ED 242 835 
Earth Science. A Handbook for Spanish Speak- 
ing Students. 


ED 242 847 
Earth Science. A Handbook for Vietnamese 
Speaking Students. 

ED 242 841 


Economics and American Government: Senior 
Economic and Political Survival Project. 

ED 243 730 
Education Theme. 

ED 241 437 
Effective Note-Taking: A Guide for Students in 
the Sciences and Health Professions. 

ED 245 938 
The Effects of Training on Teachers’ Verbal Con- 
tingent Responsiveness to Preschool Handi- 
capped Children. 


ED 245 491 
Electronic Principles III, 7-7. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 218 
Electronic Principles II, 7-6. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 


ED 246 217 
Electronic Principles IV, 7-8. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 


ED 246 219 
Electronic Principles IX, 7-13. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 224 
Electronic Principles I, 7-5. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 246 216 
Electronic Principles VIII, 7-12. Military Curric- 
ulum Materials for Vocational and Technical Ed- 
ucation. 


ED 246 223 
Electronic Principles VII, 7-11. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 


ED 246 222 
Electronic Principles VI, 7-10. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 


ED 246 221 
Electronic Principles V, 7-9. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 246 220 
Electronic Principles X, 7-14. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 


ED 246 225 
Emergency Medical Care. A Manual for the 
Paramedic in the Field. 

ED 242 888 
Emergency Medical Care. A Manual for the 
Paramedic in the Field-Workbook. 

ED 242 889 
Employ Brainstorming, Buzz Group, and Ques- 
tion Box Techniques. Second Edition. Module 


C-3 of Category C-Instructional Execution. Pro- 
fessional Teacher Education Module Series. 

ED 244 136 
Employ Oral Questioning Techniques. Second 
Edition. Module C-12 of Category C-Instruc- 
tional Execution. Professional Teacher Educa- 
tion Module Series. 

ED 245 075 
Energy Theme. 

ED 241 438 
Entomology Specialist 1-1. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 241 695 
Equilibrium Ii: Acids and Bases. Independent 
Learning Project for Advanced Chemistry (IL- 
PAC). Unit P3. 


ED 245 903// 
Equilibrium I: Principles. Independent Learning 
Project for Advanced Chemistry (ILPAC). Unit 
P2. 


ED 245 902// 

Expanding New Horizons Training Manual. 

ED 244 078 
Finding the Facts. Social Science Skills Book 2. 

ED 241 427 
Finding Your Way Around. Greenfield Express 
Management System. Revised Edition. 

ED 241 376 
The Flood. Second edition. Indian Culture Series 
DH-19. 

ED 245 873 
Food and Population: A Global Concern [and] 
The Paradoxes of World Hunger. 

ED 244 898 
Formatting Business Reports. Instructor’s Guide. 
Student Activity Packet. Office Occupations. 

ED 241 683 
Fractions: Climbing the Hills of Math Skills. Cali- 
fornia Demonstration Mathematics Program. 

ED 242 504 
Frankenstein. Greenfield Express Management 
System. 

ED 240 565 
The Funnybone Family Saga. [Level 1, Books 
1-5; Level 2, Books 6-10.] XYZ-Rated: For 
Adults Only. Basic Skills Series. 

ED 240 390 
Futureprint Counseling Design. 

ED 241 887 
The Gaseous State. Independent Learning 
Project for Advanced Chemistry (ILPAC). Unit 
Pf. 


ED 245 901// 

Geometry +: Climbing the Hills of Math Skills. 
California Demonstration Mathematics Pro- 
gram. 

ED 242 507 
Getting the Dictionary Habit. Greenfield Ex- 
press Management System Revised. 

ED 240 564 
Government of the People of the United States. 
A Handbook for Laotian Speaking Students. 

ED 242 832 
Government of the People of the United States. 
A Handbook for Spanish Speaking Students. 

ED 242 844 
Government of the People of the United States. 
A Handbook for Vietnamese Speaking Students. 

ED 242 838 
Grow, Grow, Grow: Learn about Other Cultures. 
California Demonstration Program. Revised. 

ED 241 367 
Growing Oranges. People on the Farm. 

ED 244 127 
Growing Vegetables. People on the Farm. 

ED 244 131 
Growing Wheat. People on the Farm. 

ED 244 128 
Guidelines for Writing Resumes & Letters. Re- 
vised. 

ED 240 488 
Gypsy Moth Workbook. 

ED 242 519 
The Halogens. Independent Learning Project for 
Advanced Chemistry (ILPAC). Unit I2. 

ED 245 906// 

Handbook on Australia. 

ED 243 763 
Handbook: The Student Teaching Experience. 

ED 243 844 
Hanging on to the Wetlands. Book I. 
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ED 244 794 
Hanging on to the Wetlands. Book II. 

ED 244 795 
Hanging on to the Wetlands. Book III. 

ED 244 796 
Hearing Impairment: Accepting Individual Dif- 
ferences [and] Can You Hear Me? 

ED 245 419 
Heavy Duty Mechanics Apprenticeship Train- 
ing, Module One. Volume I. 

ED 246 299 
Heavy Duty Mechanics Apprenticeship Train- 
ing, Module One. Volume II. 

ED 246 300 
Helping Teachers Become Computer Literate: A 
BASIC Approach. [Third Edition] Inservice Se- 
ries No. 7. 

ED 246 842 
The Herb Garden Guide. 

ED 242 477 
A High School Program in Human Ecology: 
Helping Everyone Live Productively. Student 
Handbook. 

ED 242 611 
History of the People of the United States. A 
Handbook for Laotian Speaking Students. 

ED 242 833 
History of the People of the United States. A 
Handbook for Spanish Speaking Students. 

ED 242 845 
History of the People of the United States. A 
Handbook for Vietnamese Speaking Students. 

ED 242 839 
History of the People of the World. A Handbook 
for Laotian S Students. 

ED 242 834 
History of the People of the World. A Handbook 
for Spanish Speaking Students. 

ED 242 846 


History of the People of the World. A Handbook 
for Vietnamese Speaking Students. 

ED 242 840 
hm Math Study Skills Program. Student Text. 

ED 241 354 
hm Science Study Skills Program: People, En- 
ergy, and Appropriate Technology. Student Text. 

ED 241 352 
Holocaust and Genocide: A Search for Con- 
science. A Student Anthology. 

ED 241 452 
Home and Career. 

ED 241 737 
How to Flunk Out: A Paradoxical Approach to 
Study Skills. 

F 240 478 
How to Improve Your Reading Skills. 

ED 244 232 
How to Lower Your Anxiety about Tests: An 
Edited Transcript of an Audio Tape for College 
Students-With an Outline and Introductory 
Comments. 


ED 245 758 
How to Prepare for and Take Examinations. 

ED 244 974 
How to Prepare for Tests and Take Them Effec- 
tively: What the Experts Say. An Audio Tape for 
College Students with a Detailed Outline and an 
Introduction. 

ED 245 759 
How to Read Technical Textbooks. 

ED 243 075 
How to Succeed in Your Sage Courses: A 
Guide for the ESL Studen’ 

ED 240 858 
How to Teach Yourself Physical Skills: An Audio 
Tape for College Students with Some Introduc- 
tory Comments and a Detailed Outline. 

ED 245 757 
How to Use the Keyword Method to Memorize 
New Words Fast and Surely. An Audio Tape for 
College Students with a Detailed Outline and In- 
troductory Comments. 

ED 245 760 
Hydrocarbons. Independent Learning Project for 
Advanced Chemistry (ILPAC). Unit O1. 

ED 245 904// 

Individualized Learning Package about Etching. 

ED 241 421 
Information About Indians of Iowa. 

ED 241 191 
Initial Training and Skill Remediation Materials 
for Performance-Based Assessment Technology 
at the Precommissioning Level. Research Prod- 
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uct 82-07. 

ED 244 060 
Interpersonal Skills Training. Basic Helping 
Skills for Rehabilitation Workers. A Follow-up 
Package. 

ED 241 764 


Skills Training. Basic Helping 


In 
Skills for Rehabilitation Workers. A Participant’s 
Manual. 


ED 241 763 
Interpersonal Skills Training. Basic Helping 
Skills for Rehabilitation Workers. A Workshop 
Primer. 

ED 241 762 
The Introduction of Careers in the Intermediate 
Grades. 

ED 240 404 
Introduction to Political Risk Analysis. 
Packages in the Policy Sciences, PS-24. 

ED 247 186 
Iowa History Past and Present. 

ED 241 373 
Irrigation Principles and Practices. Appropriate 
Technologies for Development. Reprint R-5. 

ED 242 880 
“Isms” Theme. 

ED 241 436 
Jelly Jam, the People Preserver. An Environmen- 
tal Self-Teaching Activity Book. 


Kudzu-Wonder Weed. 


ED 247 195 


ED 245 876 
Laboratory Training Manual on the Use of Nu- 
clear Techniques in Pesticide Research. Techni- 
cal Reports Series No. 225. 
ED 244 782// 
About Social Behavior. Implementa- 
tion Guide. 
ED 241 371 
About Social Behavior. Individualized 
Instruction Supplement for Learning Disability 
Students. 
ED 241 372 
Learning How To Learn. A Learning Activity 
Packet. 
ED 241 925 
Learning with Pictures, Signs and Symbols (A 
Language Arts and Consumer Mathematics Cur- 
riculum for the 0-4 Level ABE Student). Final 
Report. 
ED 245 063 
Letter Writing...A Guide for Good Correspon- 
dence. Greenfield Express Management System. 
ED 240 566 
Life Science. A Handbook for Laotian Speaking 
Students. 
ED 242 836 
Life Science. A Handbook for Spanish Speaking 
Students. 
ED 242 848 
Life Sci A Handbook for Vietnamese Speak- 
ing Students. 





ED 242 842 
Listening and Notetaking: Activity Guide. 

ED 240 567 
Literature at Home: Elementary - Junior High. 
Books and Beyond. 

ED 240 569 
Lobbying: What Does It Consist of? Where Does 
It Fit into Our Process of Government? Grass 
Roots Guides on Democracy and Practical Poli- 
tics. Booklet No. 67. 

ED 247 179 
Managing the Office Employee. Instructor’s 
Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 688 
Managing the Office Environment. Instructor’s 
Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 685 
Materials for a Workshop on Using Microcom- 
puters in Evaluation and Assessment. Paper and 
Report Series No. 89. 

ED 242 303 
Mathematics Skill Continuum: Learner Based 
Objectives, Head Start - Grade 6. Revised Edi- 
tion. The Best of BES - Basic Educational Skills 
Materials. 

ED 242 512 
Math Skills for Business. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

ED 241 687 


Publication Type Index 


Medical Assisting. A Learning Guide. 

ED 242 870 
Medical Bibliography and Medical Library Ad- 
ministration. LS 8497, 4 Quarter Hours: Course 
Information. 

ED 241 051 
Medical Office Assistants’ Handbook. Second 
Edition. 

ED 246 284 
Mental Retardation and Learning Disabilities: 
Accepting Individual Differences [and] Amy Can 
Learn. 


ED 245 421 
Microcomputer Laboratory Manual. 

ED 243 443 
Milk Processing Piant Employee. Agricultural 
Cooperative Training. Vocational Agriculture. 

ED 240 260 
M the Learning Environment for Excep- 
tional Students. Module L-5 of Category L-Serv- 
ing Students with Special/Exceptional Needs. 
Professional Teacher Education Module Series. 

ED 242 953 
The Mole. Independent Learning Project for Ad- 
vanced Chemistry (ILPAC). Unit S1. 

ED 245 897// 

Motor impairment: Accepting Individual Differ- 
ences [and] I Knew I Could Do It. 

ED 245 420 
Music: A Handbook for CSUF Students. 2nd edi- 
tion. 

ED 244 897 
Natosi: Strong Medicine. Indian Culture Series: 
Stories of the Blackfeet. 

ED 245 860 
The Need to Read: Strategies for Teaching Read- 
ing as a Vocational Skill. The “You Need to 
Read” Project. 

ED 241 913 
Newspaper Activities for Young Consumers. 

ED 246 002 
Next Steps: Making Career Plans. 

ED 240 393 
Nuclear Power from Fission Reactors. An Intro- 
duction. 

ED 242 501 
Number Activities for Primary Grades. 

ED 241 338 
Nutrition and Menu Planning 9-3. Military Cur- 
riculum Materials for Vocational and Technical 
Education. 

ED 240 367 
Office Reprographics. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

ED 241 684 
Opportunity Class. 

ED 240 483 
Orange County Academic Decathlon for 9th and 
10th Grade Students. Handbook. 

ED 241 546 
Orchard Management: Horticultural Practices 
for Peace Corps Volunteers. Appropriate Tech- 
n_ologies for Development. Reprint R-31. 

ED 242 882 
Our Future at Stake: A Teenager’s Guide to Stop- 
ping the Nuclear Arms Race. 

ED 247 155 
Our Nature Trail Guide. The Best of BES-Basic 
Educational Skills Materials. 

ED 242 447 
Our State and Our Nation. A History of Califor- 
nia and the United States. Fourth-Fifth Grade 
Social Studies. [Student Worktext]. 

ED 245 963 
Paul Robeson 1898-1976. 

ED 245 945 
People on the Farm: Corn and Hog Farming. 

ED 244 125 
People on the Farm: Raising Beef Cattle. 

ED 244 132 
Percents: Climbing the Hills of Math Skills. Cali- 
fornia Demonstration Mathematics Program. 

ED 242 506 
Perspectives. 

ED 243 764 
Physical Science. A Handbook for Laotian 
Speaking Students. 

ED 242 837 


Physical Science. A Handbook for Spanish 
Speaking Students. 
ED 242 849 


Physical Science. A Handbook for Vietnamese 
Speaking Students. 





Publication Type Index 


ED 242 843 
Physics in Your Future. 

ED 241 298 
Polish: Individualized Instruction 101.51. Learn- 
ing Packets, Units 1-5. 

ED 245 546 
Polish: Individualized Instruction, 102.51. 
Learning Packets, Units 6-10. 

ED 245 547 
Polish: Individualized Instruction, 103.51. 
Learning Packets, Units 11-15. 

ED 245 548 


Polish: Individualized Instruction, 104.51. 
Learning Packets, Units 16-20. 

ED 245 549 
Political Analysis through the Prince System. 
Learning Packages in the Policy Sciences, PS-23. 

ED 247 187 
Preparing a Book Review: A Research Guide; 
Preparing a Term Project: A Research Guide; 
Preparing a Written or Oral Presentation: A Re- 
search Guide. 

ED 243 491 
Present Information with Filmstrips and Slides. 
Second Edition. Module C-24 of Category C-In- 
structional Execution. Professional Teacher Edu- 
cation Module Series. 

ED 242 899 
Presenting Information. Social Science Skills 
Book 4. 

ED 241 429 
Presenting Science to the Public. The Profes- 
sional Writing Series. 

ED 241 287 
Principles of Music and Painting. 

ED 241 115 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level II 
Modules. 

ED 243 563 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level I 
Modules. 

ED 243 562 
Project C.L.A.S.S.: Classroom Learning to Attain 
Social Skills. Teacher Handbook [and] Parent 
Guide [and] Facilitator Handbook. 

ED 242 601 
Promote Peer Acceptance of Exceptional Stu- 
dents. Module L-6 of Category L-Serving Stu- 
dents with Special/Exceptional Needs. 
Professional Teacher Education Module Series. 

ED 242 954 
Read All about It! Tutor Adults with Daily 
Newspaper. Tutor Handbook. 

ED 244 518 
Records Management. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

ED 241 686 
Reference Service Training Manual. 

ED 245 700 
Religion Theme. 

ED 241 435 
Researching a Paper in the Library. A Pro- 
grammed Text: Business Version. 

ED 244 643 
Researching a Paper in the Library. A Pro- 
grammed Text: Education Version. 

ED 244 644 
Researching a Paper in the Library. A Pro- 
grammed Text: Humanities Version. 

ED 244 645 
Researching a Paper in the Library. A Pro- 
grammed Text: Psychology Version. 

ED 244 646 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-J: Interagency Service 
Plans for the Profoundly Mentally Handicapped. 
Part 3: Partners in Planning-A Participant’s 
Manual, July 1, 1981-June 30, 1983. 

ED 244 419 
Revolution. 

ED 241 439 
Sanitary Survey Training. The Need-to-Know 
Material. Student’s Text. 

ED 243 721 
s-Block Elements. Independent Learning Project 
for Advanced Chemistry (ILPAC). Unit I1. 

ED 245 905// 
Self-Help Construction of 1-Story Buildings. Ap- 
propriate Technologies for Development. Pro- 
gram & Training Journal Manual Series, Number 
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ED 241 769 
Sense from Senses. Study Guide. Unit J. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 241 291 
Sheet Metal Specialist 13-1. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 240 368 
Sik-ki-mi. Indian Culture Series: Stories of the 
Blackfeet. 

ED 245 862 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Laotian. 

ED 246 686 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Vietnamese. 

ED 246 685 
Social Survey. Social Science Skills Book 3. 

ED 241 428 
Songs for Residential Outdoor Education Pro- 
grams. 

ED 241 248 

e Story of Running Eagle” and “The Cause of 

Things.” 


“ 


ED 245 861 
Student Government. 

ED 242 604 
Student Guide...to Using Performance-Based 
Teacher Education Materials. Second Edition. 

ED 245 077 
A Student’s Guide to Effective Foreign Language 
Study. 

ED 242 199 
Study Guide in Health Economics. 

ED 244 714 
Studying Vermont: Making Connections. Cal 
Coolidge’s Vermont: 1900-1930. 

ED 245 994 
Survival Vocabulary [and] Survival Vocabulary: 
Teacher’s Edition. 

ED 241 935 
Swim Free. A 10 Day Program of Aquatic Exer- 
cises Adapted from Life in the Waterworld. 

ED 241 212// 

Teacher’s Role: Identifying and Overcoming Sex 
Bias in Classroom Management. Participant 
Workbook. 

ED 246 048 
Teaching Pupils How Their Written Words Are 
Published into Print: Publishing Activities Center 
(PAC) Curriculum Guide. 

ED 242 656 
Technology Theme. 

ED 241 440 
Tell Me How You Feel...Creating an Awareness 
of Emotions in a Day Care Setting. 

ED 245 810 
Texas Future Farmers of America Poultry Judg- 
ing Handbook. Revised. 

ED 240 261 
Text Editing with the TRS-80. 

ED 242 866 
Therapeutic Recreation Practicum Manual. 

ED 242 369 
Training Manual for Human Service Risk Man- 
agers. Final Report. 

ED 242 976 
Understanding Language. 

ED 244 262// 

The United States Congress. What Is Its Process 
of Legislative Decision-Making? How Can You 
Assist in the Process? Grass Roots Guides on 
_ and Practical Politics. Booklet No. 


ED 247 178 
U.S. History: A Cambodian Supplement. A 
High-School Bilingual Handbook for the Cambo- 
dian Student. Indochinese High-School Supple- 
ments. 

ED 246 684 
Using a Checking Account. Grades 6-12. 

ED 241 815 
Using Electricity. Study Guide. Unit 12. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 241 289 
Using Reference Skills in Biography Writing. 

ED 240 561 
Using Resources and References. Instructor’s 


Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 689 
Value Orientations [and] Leader’s Guide for the 
Value Orientations Exercise. 

ED 243 771 
Visiting People on a Dairy Farm [and] Visiting 
People on a Dairy Farm: Teacher’s Guide. 

ED 244 123 
Visual Impairment: Accepting Individual Differ- 
ences. 

ED 245 422 
The Waiter and Waitress Training Manual. Re- 
vised Edition. 

ED 246 305 
Water Treatment Plant Operation. Volume II. A 
Field Study Training Program. 

ED 242 518 
Water, Water Everywhere, But... 

ED 241 343 
Weather in Your Life. 


ED 241 337 
Wet ’n’ Safe. Water and Boating Safety. Grades 
4-6. 


ED 244 921 
Whole Numbers: Climbing the Hills of Math 
Skills. California Demonstration Mathematics 
Program. 

ED 242 503 
Word Search Packet: Climbing the Hills of Math 
Skills. California Demonstration Mathematics 
Program. 

ED 242 508 
Writing for Distance Education. A Manual for 
Writers of Distance Teaching Texts and Indepen- 
dent Study Materials. 

ED 246 896 
Writing for Distance Education. Samples Book- 
let. 


ED 246 897 
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The ABC’s of Energy. 

ED 242 520 
ABE Outreach: Teacher, Recruiter, Counseior. A 
Handbook for Adult Basic Education 
Teacher/Recruiter/Counselors. A Guide for Pro- 
gram Managers. Revised. 

ED 243 560 
Accepting Individual Differences: Overview. 

ED 245 418 
Accounting for the Microbusiness: A Teaching 
Manual. A Handbook for Volunteers. Appropri- 
ate Technologies for Development. Reprint 
R-23B. 

ED 241 779 
Achieving Sex Equity through Social Studies in 
the District of Columbia Public Schools. Grades 
K-6. A Competency Based Curriculum Guide. 

ED 242 655 
Acid Rain. Activities for Grades 4 to 12. A 
Teacher’s Guide. 

ED 241 259 
Acid Rain Materials for Classroom Use. 

ED 247 133 
Activities for Studying Heavenly Bodies. Out- 
door Education Series. Bulletin No. 247-M. 

ED 242 474 
Activities for Studying Local History. Outdoor 
Education Series. Bulletin No. 247-L. 

ED 242 475 
Activities in Awareness. Greenfield Express 
Management System. 

ED 240 482 
Activities Using References. 

ED 240 559 
Administration of Child Care Programs: Business 
Management. Instructor’s Guide. 

ED 241 734 
Adult Basic Education Curriculum Guide for 
ABE Programs Serving Psychiatrically Ill Adult 
Students. 

ED 244 155 
Adult Basic Education English and Communica- 
tions Curriculum Guide. Response Draft. 

ED 241 941 
Adult Basic Education Mathematics Curriculum 
Guide. 

ED 242 552 
Adult Basic Education Science Curriculum 
Guide. 

ED 242 557 
Adult Basic Education. The Kentucky Experi- 
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ED 246 198 
Adult Responsibilities Curriculum Guide. Sec- 
ondary Vocational Home Economics Programs 
(Eleventh and Twelfth Grade Levels). Bulletin 


ED 245 097 
‘ogram of Vocational Agricul- 
i Ag III and Ag IV (11th and 
12th i. Volume I. Bulletin No. 1725. 
ED 245 093 
The Advanced Program of Vocational Agricul- 
ture in Louisiana. Ag III and Ag IV (11th and 
12th Grades). Volume iI. Bulletin No. 1725. 
ED 245 094 
Advisory List of Instructional Media: Communi- 
cation Skills; Languages; Activity Cards. 
ED 244 267 
Aerobic Fitness for the Moderately Retarded. 
ED 242 127 
Aerobic Fitness for the Severely and Profoundly 
Mentally Retarded. 
ED 242 126 
Agricultural Development Workers Training 
Manual. Volume II. Extension Skills. 
ED 242 884 
Agricultural Development Workers Training 
Manual. Volume III. Crops. 
ED 242 885 
Agricultural Development Workers Training 
Manual. Volume I. Orientation for Trainers. 
ED 242 883 
Agricultural Development Workers Training 
Manual. Volume IV. Livestock. 
ED 242 886 
Agricultural Extension. Appropriate Technolo- 
gies for Development. Manual M-18 
ED 241 776 
Agricultural Mathematics for Peace Corps Vol- 
unteers. Appropriate Technologies for Develop- 
ment. Reprint R-4. 
ED 242 551 
Agricultural Production. 
ED 240 360 
Agriculture Cooperative ‘ees Group Instruc- 
tion Handbook. Revised 
ED 240 258 
Alabama Course of Study: Humanities, K-12. 
Bulletin 1983, No. 16. 
ED 245 982 
Alaska Is Our Home—Book 2: A Natural Science 
Handbook for Alaskan Students. 
ED 247 067 
Alaska Is Our Home—Book 3: A Natural Science 
Handbook for Alaskan Students. 
ED 247 068 
Alcohol and Drug Abuse Teaching Methodology 
Guide for Medical Faculty. Medicine 1. Health 
Professions Education Curriculum Resource Se- 
ries. 


ED 241 836 
Allied Health 100: Growth and Development for 
Allied Health Majors. 

ED 241 112 
All Together Now! A Resource and Activity 
Guide for the Developmentally Disabled. Mole- 
hills Out of Mountains. 


; e ED 246 610 
Alpine Skiing: Special Olympics Sports Skills In- 
structional Program. 

; ED 240 802 
Analyzing Inflation and Its Control: A Resource 
Guide. Economics-Political Science Series. 

ED 242 618 
Animal Activities: A Handbook of Humane Edu- 
cation Ideas, Resources and Materials for Ele- 
mentary School Teachers. First Edition. 

ED 243 731 
Animal Traction. Appropriate Technologies for 
Development. Manual M-12. 

; ED 241 772 
Applied Industrial Electronics. Sensors and 
Logic Systems. Oklahoma Trade and Industrial 
Education. e 

ED 246 250 
The Appropriate World History for the Commu- 
nity — “oO a Syllabus and Select- 
ing uitable upplemental Ri and 
Audio-Visual Aids. _— 

ED 243 542 
Aquatic Habitats, Level 4-9. 

ED 242 509 
Architectural Drafting Curriculum Guide. Mich- 


"Assessing Listening Skills. 


(052) Guides - Classroom - Teacher 


igan Trade and Industria! Education. 

ED 242 901 
Arkansas’ Curriculum Guide. Competency Based 
Computerized Accounting. 

ED 240 361 
Arkansas’ Curriculum Guide. Competency Based 
Shorthand. 

ED 240 363 
Arkansas’ Curriculum Guide. Competency Based 
Typewriting. 

ED 240 362 


Art Activities for the ESL Classroom. 

ED 244 517 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Auto Body Repair. Develop- 
ment Period, July, 1983—June, 1984. Edition I. 

ED 246 265 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Electricity /Industrial Electric- 
ity. Development Period, July, 1983-June, 1984. 
Edition I. 

ED 246 264 
Articulated, Performance-Based Instruction Ob- 
jectives Guide for Masonry (Bricklaying). Devel- 
oping Period, July, 1983-June, 1984. Edition I. 

ED 246 266 
The Art of Managing Verbal Aggression in the 
Classroom. 

ED 245 485 
Arts for Living: A Guide for Developing Career 
and Life Skills through the Arts. [Final Report]. 

ED 244 491 
Assessing English Skills: Reading. A Resource 
Book for Adult Basic Education. 

ED 241 916 
Assessing English Skills: Writing. A Resource 
Book for Adult Basic Education. 
ED 241 956 


ED 246 514 
Assessment in English: Adapting OAIP to the 
Classroom. The Ontario Institute for Studies in 
Education Informal Series 56. 

ED 246 429// 
Atomic Structure. Independert Learning Project 
for Advanced Chemistry (ILPAC). Unit S2. 
ED 245 898// 

Atoms and Molecules. ’O’ Level. Teacher’s 
Guide. Unit 2. ZIM-SCI, Zimbabwe Secondary 
School Science Project. Year 3. 

ED 241 294 
Audience, Purpose, and Persona in Student Writ- 
ing. 

ED 240 581 
Auto Mechanics Curriculum Guide. Michigan 
Trade and Industrial Education. 

ED 242 902 
Awareness and Inservice Manual. AIM. 

ED 242 182 
Backpacking. Outdoor Living Skills Series. In- 
structor Manual. 

ED 247 046 
Balancing English/Spanish Language Skills Pro- 
ficiency in Bilingual Teacher Trainees: Some 
Practical Approaches. 

ED 246 668 
Bargaining Simulation Unit: An Instructional 
Tool for the Organizational Communication 
Course. 

ED 246 518 
The Basic Skills Instructional System: A Manual 
for Improving the Reading and Language Arts 
Skills of Low Achieving Students. 

ED 246 020 
The Basics of Film Programming with a Special 
Emphasis on Museums. 

ED 241 007 
Basic Techniques of Blacksmithing: A Manual 
for Trainers. 

ED 241 755 
Basketball: Special Olympics Sports Skills In- 
structional Program. 

ED 245 430 
The Beautiful Brain: A Unit for Grades 5-9 with 
Further Explorations for Gifted and Talented. 

ED 244 430 
Behavior Management: Training Module. 

ED 242 136 
The Best of BES: Basic Educational Skills Mate- 
rials. 


ED 245 780 
Beyond Behavioral Objectives: Criteria. 


ED 240 792 


Publication Type Index 


The Big R = Responsibility. [Teaching Moral 
and Ethical Responsibility]. 

ED 241 368 
Biomass I. Science Activities in Energy [and] 
Teacher’s Guide. 

ED 242 492 
Black Americans and the Struggle for Excellence 
in Education. Annual Observance, Biack History 
Month, February, 1984. 

ED 245 946 
Bowling: Special Olympics Sports Skills Instruc- 
tional Program. 

ED 245 429 
Bricklaying Curriculum: Advanced Bricklaying 
Techniques. Instructional Materials. Revised. 

ED 246 247 
Bricklaying Curriculum: Basic Core. Instruc- 
tional Materials. Revised. 

ED 246 245 
Bricklaying Curriculum: Principles of Bricklay- 
ing. Instructional Materials. Revised. 

ED 246 246 
Bridging the Culture Gap: The First Phase of 
Training Writing Lab Tutors to Work with ESL 
Students. 

ED 241 958 
Bridging the Reading/Writing Gap. 

ED 241 917 
A Brief Review of Black Cowboys in the Terri- 
tory of Arizona. 

ED 242 652 
Building from Strength II. Teaching Canadian 
Geography General Level Curriculum. 

ED 245 990 
Building Writing Competency. Step by Step Mas- 
tery of Sentence and Paragraph Writing Skills. A 
Title IV-C Language Project. Teachers’ Hand- 
book [and Levels 1-6]. 

ED 240 563 
Business Lab Curriculum. Final Report. 

ED 242 961 
Business Writing and the Humanities: Having It 
Both Ways. 

ED 243 101 
Busy as a Bee in an Economic Community: A 
pd Long Study for First Graders in Economics. 

ED 241 363 
Buy, Buy, Buy. How to Recognize Advertising 
Appeals. 

ED 242 573 
Canada in the International Economy: A Teach- 
ing Unit. 

ED 243 768 
Capitalization and Punctuation. 

ED 240 560 
Capsule Units for Guitar, Autoharp, Recorder. 
Elementary General Music. 

ED 241 374 
Captain’s Log... The Speech Communication Oral 
Journal. 

ED 240 617 
Cardiovascular Disease and Cancer: Student 
Awareness Activities. 

ED 242 663 
Career Awareness: World of Work. 

ED 240 403 
Career Development: Objectives Guide. Project 
CAST. 


ED 242 143 
Career Education Individualized Reading Pro- 
gram. Revised Edition. 

ED 241 894 
Careers in Music. 

ED 242 577 
Carnivorous Plants. 

ED 244 835 
Carpentry Curriculum Guide. Construction 
Trades. Michigan Trade and Industrial Educa- 
tion. 

ED 242 907 
Casting and Angling. 

ED 243 617 
Challenging Mathematics Problems for Fifth & 
Sixth Graders. 

ED 241 327 
Character and the Composing Process. 

ED 241 945 
Cheerleading. A Handbook for Teacher-Spon- 
sors. 

ED 243 854 
Chemistry Curricula. Course Suggestions. 

ED 245 913 





Publication Type Index 


Chicago Public Schools Promotion Policy, K-12. 

ED 242 810 
Children’s Workshops: Ideas for Carpentry Cen- 
ters. 


ED 242 387 
Children’s World View: The Basis for Learning 
Activities. Responsive Multicultural Basic Skills 
Handbook for Teachers & Parents. 

ED 243 755 
China: A Book of Activities. 

ED 247 197 
China Curriculum for Secondary Schools. 

ED 243 803 
China: Past and Present. A Supplemental Activ- 
ity Unit on Chinese Culture for Grades 7-12. 

ED 241 411 
Choropleth Mapping: The Problems of Classifi- 
cation and Data Presentation. 

ED 242 628 
Citizenship and the Critical Role of the Social 
Studies. NCSS Bulletin No. 72. 

ED 244 880 
Citizenship Education in Michigan Schools: A 
Mock Election and Political Awareness Re- 
source Guide. Secondary Level. 


ED 247 203 
Citizenship in New York City. Experimental. 

ED 244 035 
The City: A Multidisciplinary Unit Exercising 
the Higher Level Thinking Skills of Analysis, 
Synthesis, and Evaluation. 

ED 241 377 
The Civil War Letters of Lewis Bissell: A History 
and Literature Curriculum. 


ED 247 206 
Classic of the Month. [Columns Compiled from 
Three Issues of “Notes Plus,” September 1983 to 
January 1984.] 


ED 241 933 
Classification of Living Things. A Teacher’s 
Manual for General Level Program Develop- 
ment. Grades 7 and 8. Science and Society 
Teaching Units. Informal Series/55. 

ED 241 318// 

Classroom Management. 

ED 243 577 
Classroom Teacher’s “Idea” Notebook. Social 
Education, 1982-83, Supplements No. 31-33. 

ED 243 804 
Clinical and Educational Perspectives on Lan- 
guage Intervention for Children with Autism. 

ED 244 461 
Close Up Special Focus: U.S.-Soviet Relations. 

ED 243 766 
Color Your Classroom. 

ED 241 222 
Color Your Classroom II. A Math Curriculum 
Guide. 


ED 241 223 
Common Core-Teaching and Learning. Guid- 
ance to Teachers and Tutors Involved in 17+ 
and Other Core Curricula. A Staff Development 
Publication. 

ED 242 685 
Communication Electronics Curriculum Guide. 
Michigan Trade and Industrial Education. 

ED 242 903 
Communication Games. ELT Guide 1. 

ED 245 556// 

Community Based Training for Severely Handi- 
capped Students. 

ED 245 455 
Community Services. Institutional, Community, 
Home Management and Support Services. 
Course Outline. Home Economics and Con- 
sumer Education. 


ED 241 678 
A Complete Handbook on Backyward and Com- 
mercial Rabbit Production = Sa Kalusugan ng 
Bayan Rabbit Ang Alagaan. Appropriate Tech- 
nologies for Development. Reprint R-41. 

ED 241 783 
Composition in the Intermediate Grades: How to 
Promote Thinking and Creativity. 

ED 241 938 
Computational Estimation Instructional Materi- 
als for the Middle Grades. Grade 6. 

ED 242 526 
Computational Estimation Instructional Materi- 
als for the Middle Grades. Grade 7. 

ED 242 527 
Computational Estimation Instructional Materi- 
als for the Middle Grades. Grade 8. 
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ED 242 528 
Computer Aids for Individualizing Instruction 
throughout the Writing Process. 

ED 245 225 
Computer Assistance across the Skills: Vocabu- 
lary Development through CBE. 

ED 246 405 
Computer Awareness: An Introduction for 
Teachers. 

ED 242 309 
Computer Based Technology and the Language/- 
Liberal Arts: Stepping into the Electronic Uni- 
verse. 

ED 242 286 
Computer Language Experience Approach. 

ED 244 264 
Computer Literacy Project 1983. 

ED 242 319 
Computer Mathematics 1A. Curriculum Bulletin 
Number 82CBM32. 

ED 243 651 
Computer Mathematics 1B. Curriculum Bulletin 
Number 82CBM33. 

ED 243 652 
Computers in My Curriculum? 18 Lesson Plans 
for Teaching Computer Awareness without a 
Computer. Adaptable Grades 3-12. 

ED 242 318 
A Conceptual Model for Teaching about Eco- 
nomic Disparities. 

ED 245 954 
— Linking the Arts and Basic Curric- 

lum. 


ED 244 847 
Conservation II. Science Activities in Energy. 
[Student’s and] Teacher’s Guide. 

ED 242 491 
The Constitution. GEMS: Greenfield Express 
Management System. Revised Edition. 

ED 242 571 
Constructing Educational Activities. The Best of 
BES - Basic Educational Skills Materials. 

ED 241 121 
Construction Trades Related Areas Curriculum 
Guide. Michigan Trade and Industrial Educa- 
tion. 

ED 242 911 
Consumerism Theme. 

ED 241 441 
Consumer Mathematics Curriculum Guide. 

ED 241 341 
Contabilidad para la Micro Empresa. Manual de 
Ensenanza (Accounting for the Microbusiness: A 
Teaching Manual). Appropriate Technologies for 
Development. Reprint No. R-23. 

ED 241 780 
The Context of Cooperation in Academic Dis- 
course. 

ED 245 230 
Continuing Education for the Personne! of Small 
Public Libraries: Program Development at the 
Iowa State University Library and Its Collection 
Development/Technical Services Course. 

ED 241 038 
Cooperative Health Occupations Assistant Pro- 
gram Core Curriculum, Westinghouse Vocational 
High School. Curriculum Guide for Grades 
Eleven and Twelve. 

ED 243 853 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume One. 

ED 240 584 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume Three. 

ED 240 586 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume Two. 

ED 240 585 
Cost Control. Michigan School Food Service 
Training Manual. 

ED 245 386 
Creating the Classroom’s Communicative Con- 
text: How Parents, Teachers, and Microcomput- 
ers Can Help. Reading Education Report No. 47. 

ED 240 509 
Creative Conflict Solving for Kids. 

ED 244 882 
Creative Drama for Autistic Adolescents: Ex- 
panding Leisure and Recreational Options. 

ED 244 463 
Creative Environmental Education Activities for 
a Environmental Education Curriculum 

uide. 


ED 243 680 
Creative Problem Solving and Thinking Strate- 
gies for the Gifted and Talented Student with 
Annotated Bibliography. 


ED 244 435 
Creative Writing across the Curriculum. 

ED 241 946 
Creative Writing for the Verbally Gifted: Senior 
High. 


ED 244 432 
Creativity through Learning Centers. 

ED 241 453 
Critical T.V. Viewing Workshops for High 
School Teachers, Parents, and Community Lead- 
ers. Trainer’s Manual, Volume I. 

ED 244 584 
Critical T.V. Viewing Workshops for High 
School Teachers, Parents, and Community Lead- 
ers. [Trainer’s Manual], Volume II: Workshop 
Handouts. 

ED 244 585 
Crop Production Handbook for Peace Corps Vol- 
unteers. Appropriate Technologies for Develop- 
ment. Reprint R-6. 

ED 241 777 
Cross Country Skiing: Special Olympics Sports 
Skills Instructional Program. 

ED 240 806 
Cross-Cultural Training for Peace Corps Volun- 
teers. Core Curriculum Resource Materials. 
Manual TR-07. 

ED 241 786 
Cross Currents: Communication/Language/ 
Cross-Cultural Skills, Volume X, Number 2. 
Tenth Anniversary Issue. 

ED 242 207 
Curriculum Development in Craft Sewing as a 
Vocation. Final Report. 

ED 242 871 
Curriculum Guide for Art in the Secondary 
Schools. 

ED 244 900 
A Curriculum in Employment: Women and the 
World of Work. 

ED 246 214 
Curriculum Units on Nonsexist Teaching. 

ED 243 806 
De Anza Designs a Management System for 
Reading by Futureprint. 

ED 241 892 
Design and Evaluation of Cross-Cultural Work- 
shops for ESL Teachers and Administrators. 

ED 245 566 
Design for Visual Arts. 

ED 240 402 
Design Solutions: Supplement to the Curriculum 
Guide for Art in the Secondary Schools. Field 
Test. 

ED 244 901 
Developing a Comprehensive Curriculum Man- 
agement System for Students with Severe Mental 
Impairments. 





ED 240 798 
Developing Comprehension Skills via Advance 
Organizers. 

ED 243 069 
Developing Dictionary Skills. 

ED 240 562 
Developing Global Perspectives about Interna- 
tional Relations among Proactive Action Stu- 
dents in Rural Schools. 

ED 243 622 
Developing Global Perspectives about Nuclear 
Arms Control among Proactive Action Students 
in Rural Schools: A Teacher’s Guide. 

ED 243 623 
Developing In-Service Brochures Designed to 
Prepare the Vocational Educator Academically 
and Attitudinally to Work with Disadvantaged 
Students. Final Report. 

ED 240 273 
Developing In-Service Brochures Designed to 
Prepare the Vocational Educator Academically 
and Attitudinally to Work with Handicapped 
Students. Final Report. 

ED 240 274 
Developing Map Skills: North Dakota Road 
Maps [and] North Dakota Ethnic Trip. 

ED 241 356 
Developing Organizational Members’ Communi- 
cative Abilities: A Rationale for Specific Meth- 
ods. 


ED 246 503 
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Developing Self-Awareness about Writing Pro- 
_— : The Perry Model and the Remedial 
Titer. 


ED 246 476 
Developmental Resources Guides, K-6. The Best 
of BES-Basic Educational Skills Materials. 

ED 245 944 
Developmental Teaching of Mathematics for the 
Learning Disabled. 


ED 247 100// 
The Development Data Book: Social and Eco- 
nomic Statistics on 125 Countries [and] Teaching 
Guide. 
ED 247 211 
Diamond Drilling Specification Manual and 
Course Outline. 


Digging into Dinosaurs. 


ED 246 289 


ED 241 339 
Discussing Sex in the Classroom: Readings for 
Teachers. 

ED 243 681 
Distance Learning for Teacher Education. Re- 
port of a Technical Working Group Meeting (Is- 
lamabad, Pakistan, 4-16 November 1981). 
Volume III: Exemplar Materials. 

ED 240 991 
The Documentary: A Sound Idea. 

ED 243 165 
Documents and Symbols of Democracy. 

ED 245 975 
Donald Graves in Australia—”Children Want to 
Write ...” 

ED 240 587 
Do Rules. 

ED 243 810 
Do You Know Our Marine Algae? A Marine 
Education Infusion Unit. 

ED 241 261 
Do You Know Our Marine Fish? A Marine Edu- 
cation Infusion Unit. 


Drafting. 
Drama in Film and T.V. 


ED 241 260 
ED 244 054 


ED 240 998 
Drawings from Space. 

ED 241 378 
DRAWS: Development of Reading and Writing 
in Social Studies. Teacher’s Guide. 

ED 241 434 
Drill Press Operator. Coordinator’s Guide. Indi- 
vidualized Study Guide. General Metal Trades. 

ED 240 370 
Driver Education Program. Administrative and 
Curriculum Guide. 

ED 246 274 
—- and Alcohol: A Handbook for Young Peo- 
ple. 

ED 242 595 
Drywall Finishing Apprenticeship. Course Out- 
line (C-6). 

ED 246 303 
An Early Childhood Program: A Continuing De- 
velopment Involving Many Changes. The Best of 
BES-Basic Educational Skills Project. 

ED 245 781 
Early Maritime Cultures of North Carolina. 
Project CAPE Teaching Module 5-6c. 

ED 243 723 
Earthquake! An Example of How to Develop 
Reading Skills Using a Topic of Current Interest. 

ED 241 891 
Earth Science, Grade 8. Part 1. Curriculum Bul- 
letin Number 81CBMS58. 

ED 242 555 
Earth Science, Grade 8. Part 2. Curriculum Bul- 
letin Number 81CBM63. 

ED 242 556 
Economics and American Government: Senior 
Economic and Political Survival Project. 

ED 243 730 
Educational sg: ered A Guide for Teachers 
of the Learning Disal 

ED 245 444 


Educational Plan: Title 1 Elementary Mathemat- 
ics Program. Description, Performance Objec- 
tives, and Tests. Revised. 

ED 241 252 
Education Theme. 

ED 241 437 
Effective Classroom Management. A Teacher’s 
Guide. 
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ED 241 531// 
Effective Microcomputer Assisted Instruction 
for the Vocational Education of Special Needs 
Students. 
ED 244 061 
Effective Teaching of Mathematics. Bulletin No. 
4379. 


ED 243 710 
Eight Competency-Based Modules for Training 
Paraprofessionals in Applied Gerontology. 

ED 246 261 
Electrical. Teacher’s Guide. Building Mainte- 
nance Units of Instruction. 

ED 240 375 
Electricity Curriculum Guide. Construction 
Trades. Michigan Trade and Industrial Educa- 
tion. 

ED 242 908 
Electronic Principles III, 7-7. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 218 
Electronic Principles II, 7-6. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 246 217 
Electronic Principles IV, 7-8. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 219 
Electronic Principles IX, 7-13. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 224 
Electronic Principles I, 7-5. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 246 216 
Electronic Principles VIII, 7-12. Military Curric- 
ulum Materials for Vocational and Technical Ed- 
ucation. 

ED 246 223 
Electronic Principles VII, 7-11. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 222 
Electronic Principles VI, 7-10. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 221 
Electronic Principles V, 7-9. Military Curriculum 
Materials for Vocational and Technical Educa- 
tion. 

ED 246 220 
Electronic Principles X, 7-14. Military Curricu- 
lum Materials for Vocational and Technical Edu- 
cation. 

ED 246 225 
An Elementary Approach to Thinking under Un- 
ae A Prototype Text. Technical Report 

77. 

ED 241 794 
Elementary Social Studies Curriculum Guide. 
Grade 1. School and Family. 

ED 241 442 
Elementary Social Studies Curriculum Guide. 
Grade 2. Neighborhoods. 

ED 241 443 
Elementary Social Studies Curriculum Guide. 
Grade 3. Communities. 

ED 241 444 
Elementary Social Studies Curriculum Guide. 
Grade 4. Michigan and Other Regions. 

ED 241 445 
Elementary Social Studies Curriculum Guide. 
Grade 5. The United States. 

ED 241 446 
Elementary Social Studies Curriculum Guide. 
Grade 6. World Cultures. 

ED 241 447 
Emergency Nursing-N421. 

ED 242 350 
Emergency Preparedness Education: An Over- 
view. 

ED 244 754 
Energy and Economics for the Middle Grades. 
Unit II. Lessons and Activities for the Middle 
Grades. 

ED 245 889 
Energy Conservation: A Workshop for Selected 
Eastern U.S. Industrial Arts Teacher Educators. 

ED 241 283 
Energy Conservation for Residential Dwellings. 


Publication Type Index 


Course Syllabus. 

ED 240 341 
Energy Eduation: A Catalog of Resources. 

ED 241 322 
Energy Management Controls. Course Syllabus. 

ED 240 343 
Energy: Sources and Issues. Science Syllabus for 
Middle and Junior High Schools. Block I. 

ED 247 144 
Energy Theme. 

ED 241 438 
Engine Identification. Teacher’s Guide. Small 
Engine Repair Series. 

ED 240 376 
English as a Second Language-A Plan for In- 
struction. A 310 Teacher Training Project 
1981-1982. 

ED 244 114 
English as a Second Language: A Support System 
for the Basal Reading Series. Manual. 

ED 244 776 
English as a Second Language Program: A Sup- 
port System for the Basal Reading Series. Guide. 

ED 244 775 
English Curriculum Guide: Senior High Pro- 
gram. 

ED 246 421 
Establishing Peer Evaluation of Writing: Stu- 
dents Need an Informed Teacher Model. 

ED 243 122 
Evaluating on the Right Side. 

ED 241 939 
Evaluation and Oral Communication. 

ED 241 957 
Examining Television. 

ED 241 001 
Exercise for Well or Community Living Older 
Adults. 

ED 246 054 
Expanding New Horizons Training Manual. 

ED 244 078 
Extending the Reading Abilities of the Average 
and Above-Average Student: Critical Read- 
ing/Thinking for Gifted (and Not-So-Gifted) 
High School Students. 

ED 246 399 
FACES (Friday Afternoon Choices for Enrich- 
ment for Our Students). 

ED 242 602 
Fifth Grade. History-Social Science: A Brief Cur- 
riculum Guide. 

ED 243 742 
Filmmaking with Kids. 

ED 241 009 
Films and Feelings. 

ED 241 006 
Finding the Time to Teach: Small Group Grids. 

ED 241 455 
Finding Your Way Around. Greenfield Express 
Management System. Revised Edition. 

ED 241 376 
First Grade. History-Social Science: A Brief Cur- 
riculum Guide. 

ED 243 738 
First-Person America: Voices from the Thirties. 
A Teacher’s Guide. 

ED 247 173 
A First Step: Parts of A Book. How to Use a 
Textbook. 

ED 240 489 
Florida’s Manatee. An Educator’s Guide. Third 
Edition Revised. 

ED 243 665 
Food and Population: A Global Concern [and] 
The Paradoxes of World Hunger. 

ED 244 898 
Food for Thought: A Population Simulation Kit. 
Revised. 

ED 245 992 
Food Preparation. Michigan School Food Ser- 
vice Training Manual. 

ED 245 392 
Food Production Worker. Dietetic Support Per- 
sonnel Training Program. 

ED 246 248 
Food Service Supervisor. Dietetic Support Per- 
sonnel Training Program. 

ED 246 249 
A Forestry Manual for Ontario Secondary 
School Teachers. 

ED 247 090 
Forestry Training Manual. Inter-America Re- 





Publication Type Index 


gion, U.S. Peace Corps. 

ED 243 661 
Formatting Business Reports. Instructor’s Guide. 
Student Activity Packet. Office Occupations. 

ED 241 683 
Fostering Positive Readers and Thinkers from 
Negative Students. 

ED 240 514 
Fourth Grade. History-Social Science: A Brief 
Curriculum Guide. 

ED 243 741 
A Framework for Educational Computer Usage. 

ED 246 879 
Frankenstein. Greenfield Express Management 
System. 
isi sia ED 240 565 

tench as a Second Language: Elemen 

French Teaching Guide, Grades 4-6. en 

ED 246 653 
French as a Second Language. Ensemble Culturel 
1, Grade 4. Teacher’s Resource Book. 

ED 246 654 
French as a Second Language. Ensemble Culturel 
2, Grade 5. Teacher’s Resource Book. 

ED 246 656 
French as a Second Language. Ensemble Culturel 
3, Grade 6. Teacher’s Resource Book. 

ED 246 655 
French as a Second Language Handbook. 

ED 245 538 
French, Core Programs 1980. Curriculum Guide- 
line for the Primary, Junior, Intermediate, and 
Senior Divisions. 

ED 242 214 
French 2100, Course Description. 

ED 246 652 
French 3200, Course Description. 

ED 246 651 
Freshwater Fish Pond Culture and Management. 
Appropriate Technologies for Development. 
Manual M-1B. 

ED 242 565 
Front End Loader Operator. Open Pit Mining 
Job Training Series. 

ED 246 295 
Fundamentals of Nursing Science: Units 1 
through 8. 

ED 241 109 
Fundamentals of Outdoor Enjoyment. 

ED 243 615 
Futureprint Counseling Design. 

ED 241 887 
Games and Activities for Severely Handicapped 
Students Utilizing Small Space and Minimal 
Equipment. 

ED 242 130 
Gandhi: A U.S. Committee for UNICEF Educa- 
tional Awareness Program. 

ED 247 152 
General Education Course Outlines: Tiers I, II, 
III of the’ Los Medanos College General Educa- 
tion Program. To Accompany the Final Report to 
the National Endowment for the Humanities for 
a Project Entitled: An Implementation Project to 
Complete the Integration of an Interdisciplinary 
General Education Model Predicated on Certain 
Humanistic Assumptions. 

ED 241 070 
General Industrial Electronics. Oklahoma Trade 
and Industrial Education. 

ED 246 252 
A Generic Approach to Direct Instruction. 

ED 242 177 
Geography Teaching: New Unesco Source Book. 

ED 247 208// 

German Noun Formation: Considerations for the 
Language Teacher. 

ED 240 870 
Gesell Screening Guide. The Best of BES—Basic 
Educational Skills Material. 

ED 245 784 
Getting ESL Students to STRIP! (Smile, Talk, 
Relax, Interact, Participate). 

ED 243 305 
Getting Off on the Right Foot in Elementary Art. 

ED 241 379 
Getting the Dictionary Habit. Greenfield Ex- 
press Management System Revised. 

ED 240 564 
Gifted and Talented Education: Elementary Cur- 
riculum Guide. 

ED 243 285 
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Gifted and Talented in the Visual Arts. 
ED 243 268 
Gifted Ideas. A Resource Guide for Teachers 
with Gifted Students. #5 of a Series. 
ED 240 808 
The Global Citizenship Concept: Preparing Stu- 
dents for International Cooperation and Diverse 
Cultural Experiencing through a Continuous-In- 
tegrated-Sequential Program of Awareness and 
Exposure to the Global Human Community (The 
Student). (The Teacher). 
ED 242 633 
Global Economics for Middle and Secondary 
School Students. 
ED 245 987 
Global Education Resource Guide. 
ED 247 207 
Global Issues in an Intreductory Earth Science 
Course. 
ED 244 685 
GOAL: Guidance Opportunities for Affective 
Learning (K-6). 
ED 244 426 
Graded Course of Study, Mathematics (K-12). 
ED 242 536 
Graded Course of Study, Science (K-12). 
ED 242 530 
Grader Operator. Open Pit Mining Job Training 
Series. 
ED 246 294 
Graphic Arts. 
ED 244 055 
Grazing and Rangeland Development for Live- 
stock Production. A Handbook for Volunteers. 
Agriculture Technology for Developing 
Countries. Appropriate Technologies for Devel- 
opment. Reprint R-47. 
ED 241 785 
The Great Essay/Multiple Choice Debate: Dif- 
ferent Strokes for Different Folks. 
ED 241 117 
Group Discussion Topics. Revised Edition. 
ED 242 598 
The Growth of Individual Rights: Ideas and Poli- 
tics. International Human Rights Syllabi No. 1. 
ED 244 860 
Guia de Educacion Ambiental para Maestros del 
Nivel Primario. Los Recursos Naturales en la En- 
senanza Primaria. Segunda Edicion. (Environ- 
mental Education Guide for Teachers of Primary 
Level. Natural Resources in Primary Instruction. 
Second Editicn.) 
ED 245 878 
Guidelines for Management Consulting Pro- 
grams for Small-Scale Enterprise. Appropriate 
Technologies for Development. Manual M-14. 
ED 241 774 
A Guide to Establishing a Science /Mathematics 
Research Program in High School. Experimental. 
ED 244 810 
A Guide to Field Trip Sites in Coastal North 
Carolina. Project CAPE Teaching Module SC3a. 
ED 243 722 
Guide to Nonsexist Teaching Activities (K-12). 
ED 244 744 
A Guide to Test Taking as Easy as...1, 2, 3. 
ED 246 103 
Gymnastics: Special Olympics Sports Skills In- 
structional Program. 
ED 245 427 
Gypsy Moth Workbook. 
ED 242 519 
Handbook for the Teaching of Beginning Adult 
Learners and/or Adults with Learning Problems. 
A Product Formulated for Staff Development of 
Adult Educators, Volunteer Tutors and Instruc- 
tional Aides. 
ED 244 112 
Handbook: The Student Teaching Experience. 
ED 243 844 
Handout of the Month: Creating and Under- 
standing Concrete Poetry. 
ED 240 582 
Hands-On Science Lab. K-6. 
ED 241 326 
Haulage Truck Operator. Open Pit Mining Job 
Training Series. 
ED 246 296 
Health and Sanitation Lessons (Africa). Appro- 
priate Technologies for Development. Reprint 
Series, Number 27. 
ED 243 818 
Health Education Instructional Guide (K-6). 


ED 242 703 
Health/Science: Objectives Guide. Project 
CAST. 


ED 242 144 
Hearing Impairment: Accepting Individual Dif- 
ferences [and] Can You Hear Me? 

ED 245 419 
Heavy Duty Tireman. Open Pit Mining Job 
Training Series. 

ED 246 290 


Helping the Older Adult to Succeed in the ESlp 
room. i 

ED 246 663 
“Help Wanted, Inquire Within”: Estimation. Ac- 
tivities and Thoughts That Emphasize Dealing 
Sensibly with Numbers through the Processes of 
Estimation. (Grades 1-6). Title I Elementary 
Mathematics Program. 

ED 241 254 
High School Environmental Science Course 
Guide. 

ED 243 664 
High School PREP: Thematic Planning, Fall ’83. 
Preparation for Raising Educational Perfor- 
mance. [HS PREP Experimental Program]. 

ED 244 034 
A High School Program in Human Ecology: 
Helping Everyone Live Productively. Teacher 
Curriculum Handbook. Revised. 

ED 242 610 
Highway Maintenance Equipment Operator: Ba- 
sic Core. Training Materials. 

ED 246 253 
Highway Maintenance Equipment Operator. 
Miscellaneous Equipment. Training Materials. 

ED 240 323 
Highway Maintenance Equipment Operator. 
Specialized Equipment. Training Materials. 

ED 240 322 
Historic Crafts and Skiils. Instructor Manual. 
Historic Skills Series. 

ED 243 611 
History of America: A Popular Music Approach. 

ED 243 783 
hm Math Study Skills Program. Teacher’s Guide. 

ED 241 353 
hm Science Study Skills Program: People, En- 
ona and Appropriate Technology. Teacher’s 
Guide. 


ED 241 351 
Hockey: Special Olympics Sports Skills Instruc- 
tional Program. 

ED 245 428 
The Holocaust and Genocide: A Search for Con- 
science. A Curriculum Guide. 

ED 241 451 
Holocaust and Genocide: A Search for Con- 
science. A Student Anthology. 

ED 241 452 
Home Management and Consumer Education. 

ED 241 738 
Horticulture / Floriculture. 

ED 240 359 
Housing, Home Furnishings, and Equipment. 

ED 241 739 
How Children Learn to Write: Perspectives on 
Children’s Writing for Educators and Parents. 

ED 241 950 
How Is a Moving Van like a Camel? Creative 
Strategies for Heiping a Child Deal with Anxiety. 

ED 243 584 
How to Read a Collegiate Dictionary. 

ED 244 233 
How to Use Reproducible Illustrations in Lan- 
guage Remediation. The Comprehensive Guide 
to Methods & Materials for Students 5-18. 

ED 244 469 
How to Write Self-Assessment Questions. Open 
Learning Papers. (Revised Version). 

ED 247 223 
Human Biology, High School Science Course 
Guide. 

ED 243 663 
The Human Health, Growth, and Development 
Curriculum. 

ED 247 220 
Humanistic Films. 

ED 241 004 
Humanistic Research Projects: The Basis for a 
Technical Report. 

ED 243 121 
Human Relations Class. A Syllabus. 

ED 240 480 
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Ice 7s Special Olympics Sports Skills In- 
structional Program. 

ED 245 426 
An Idea for Argumentative Writing. 

ED 241 923 
Ideas from the Classroom. [Columns Compiled 
from Three Issues of “Notes Plus,” September 
1983 to January 1984.] 

ED 241 932 
Illinois Natural Heritage Conservation/Educa- 
tion Kit III. Special Theme: Prairie and Open 
Habitats Ecology and Management. 

ED 247 121 
Illinois Natural Heritage Conservation/Educa- 
tion Kit II. Special Theme: Forest Ecology and 
Management. 

ED 247 120 
Illinois Natural Heritage Conservation/Educa- 
tion Kit IV. Special Theme: Wetland Ecology and 
Management. 

ED 247 122 
Illinois Natural Heritage Conservation/Educa- 
tion Kit. Special Theme: “Remember These Pre- 
cious Few.” Illinois’ Endangered and Threatened 
Plants and Animals. 

ED 247 119 
Improved Food Drying and Storage Training 
Manual. 

ED 242 920 
Improving Peer Response: Collaboration be- 
tween Teachers and Students. 

ED 243 113 
Improving the Social Acceptability of Emotion- 
ally Disturbed Children. 

ED 244 457 
Incorporating the Multicultural, Nonsexist 
Guidelines into the Language Arts Curriculum. 
Grades 9-12. 

ED 241 926 
Increasing Career and Life Skills for Handi- 
capped Youth through a Specialized Instruc- 
tional Program in the Arts. Final Report. 

ED 244 502 
Independent Learning Project for Advanced 
Chemistry (ILPAC). Teachers’ and Technicians’ 
Notes for First Year Units. 

ED 245 896// 

Industrial Electricity. In-Plant Distribution. Vo- 
cational Trade and Industrial Education. 

ED 246 251 
Industrial Electricity: Motors. Oklahoma Trade 
and Industrial Education. 

ED 240 324 
Information About Indians of Iowa. 

ED 241 191 
Information on Vietnamese: Education Curricu- 
lum and Grading System (For the Purpose of 
Placement in Schools). 

ED 240 829 
Initial Training and Skill Remediation Materials 
for Performance-Based Assessment Technology 
at the Precommissioning Level. Research Prod- 
uct 82-07. 

ED 244 060 
Initiatives in Communicative Language Teach- 
ing. A Book of Readings. 

ED 242 200// 

In Jest: A Unit in Self-Awareness. 

ED 244 434 
Innovative Right Brain Teaching Techniques. 

ED 246 632 
In-Service Workshop Model. Development 
Work, Volunteer Service and Project Review. 
Core Curriculum Resource Materials. 

ED 241 789 
Instructional Guide for Teachers of Mathematics 
K-8. Springfield City Schools. 

ED 242 538 
Instructional Implications of Inquiry in Reading 
Comprehension. 

ED 240 526 
An Instructional Model for First Grade Reading 
Groups. 

ED 240 529 
An Integrated Teaching Module. 

ED 242 574 
Interdisciplinary Studies Program. Introduction 
to Teacher’s Guide. 

ED 245 768 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part I. 

ED 245 769 
Interdisciplinary Studies Program. Teacher’s 
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Guide: Part II. 

ED 245 770 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part III. 

ED 245 771 
Interdisciplinary Studies Program. Teacher’s 
Guide: Part IV. 


ED 245 772 
Intermediate ESL Composition: The Use of Spe- 
cific Detail and the Point Paragraph Outline. 

ED 240 826 
Interpersonal Skills Training. Basic Helping 
Skills for Rehabilitation Workers. Trainer’s Man- 
ual. 


ED 241 761 
Intrapartum Periratology: A Nursing Perspec- 
tive, Nursing 300. 

ED 241 114 
Introducing Rhetoricai Patterns through Group 
Activities. 

ED 245 222 
The Introduction of Careers in the Intermediate 
Grades. 

ED 240 404 
An Introduction to Computing: Content for a 
High School Course. 

ED 240 701 
Introduction to School Food Service. Michigan 
School Food Service Training Manual. 

ED 245 385 
Inventory Process for Social Interaction. IPSI. 

ED 242 181 
Iowa History Past and Present. 

ED 241 373 
“Isms” Theme. 

ED 241 436 
It’s Music! 

ED 244 881 
Jelly Jam, the People Preserver. Teaching Guide. 
An Environmental Manual for Teachers and Par- 
ents. Revised Edition. 

ED 247 194 
Jog America Read-A-Thon and TV Viewing 
Skills Packet. Books and Beyond. 

ED 241 927 
Junior High Curriculum Guide to Language Arts 
of the Mehlville School District. 

ED 246 420 
Key Objectives for Reading, Polish and English. 
Primary Levels A-H. 

ED 241 642 
Kindergarten. History-Social Science: A Brief 
Curriculum Guide. 

ED 243 737 
Kindergarten Science Unit on Animals. 

ED 242 510 
Laboratory Training Manual on the Use of Nu- 
clear Techniques in Pesticide Research. Techni- 
cal Reports Series No. 225. 

ED 244 782// 

La Culture Canadienne-Francaise = French Ca- 
nadian Culture. Interim Edition. 

ED 245 539 
Language Arts for Beginners. Teacher’s Guide & 
Final Report. July 1, 1982 - June 30, 1983. A 310 
Adult Education Project. 

ED 245 086 
Language Arts: Objectives Guide. Project CAST. 

ED 242 145 
Language Arts Project: Radio Program Produc- 
tion. 

ED 241 924 
Language Arts Skills Continuum: Learner Based 
Objectives, Head Start - Grade 6. Revised Edi- 
tion. The Best of BES - Basic Educational Skills 
Materials. 

ED 241 928 
Language Arts through Language Experience: 
An Elementary Curriculum Guide. 

ED 245 248 
Language Arts with an Environmental Twang. 
Environmental Education Activities for Grades 
1-7. Curriculum Series, Number 1. 

ED 247 109 
The Language Journal: Bridge to Expository and 
Argumentative Writing. 

ED 246 472 
A Language Training Curriculum for Severely 
Language-Delayed Preschool and Primary- 
Grade Children. Final Report. Volume II: Inter- 
vention Program. 

ED 240 763 
Lathe Operator. Coordinator’s Guide. Individu- 
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alized Study Guide. General Metal Trades. 
ED 240 371 
Law in the Classroom: Activities and Resources. 
Revised. 
ED 247 190 
Lay or Lie? 
ED 240 557 
Leaf Activities. 
ED 241 247 
Learning about Instruction: Teacher-Initiated 
Verbal Directions and Eliciting Questions. A 
Personal Workshop. 
ED 246 012 
ing about Learning: Classification Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 
ED 244 841 
Learning about Learning: Conservation Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 
ED 244 842 
Learning about Learning: Propositional Abilities. 
A Personal Workshop. Revised and Expanded 
Edition. 
ED 244 843 
Learning About Social Behavior. Implementa- 
tion Guide. 
ED 241 371 
About Social Behavior. Individualized 
Instruction Supplement for Learning Disability. 
Students. 
ED 241 372 
Learning Attitudes. Getting Involved Workshop 
Guide: A Manual for the Parent Group Trainer. 
The Best of BES—Basic Educational Skills Mate- 
rials. 
ED 245 786 
Learning by Sharing in the Outdoors. Workshop 
of the Caateessity of New ay Outdoor 
Education Program (Durham, New Hampshire, 
March 5, 1983). 
ED 242 472 
A Learning Continuum for Reading and Litera- 
ture. Volume One. Grades K-6. 
ED 241 895 
Learning Disabled Students and Computers: A 
Teacher’s Guide Book. 
ED 242 015 
Learning For the Fun of It. 
ED 240 401 
Learning How To Learn. A Learning Activity 
Packet. 
ED 241 925 
Learning Never Ends. A Handbook for Part- 
Time Teachers of Adult Basic Education. 
ED 244 149 
Learning Strategies: Secondary LD Students in 
the Mainstream. 
ED 246 631 
Learning to Do Math the Automotive Way. 
ED 244 092 
Learning to Do Math the Electronics Way. 
ED 244 101 
Learning to Do Math the Metalworking Way. 
ED 244 098 
Learning to Do Math the Woodworking Way. 
ED 244 095 
Learning to Read and Write the Automotive 
Way. 
ED 244 091 
Learning to Read and Write the Electronics Way. 
ED 244 100 
Learning to Read and Write the Metalworking 
Way. 
ED 244 097 
Learning to Read and Write the Woodworking 
Way. 
ED 244 094 
Learning to Verbally & Visually Communicate 
the Automotive Way. 
ED 244 093 
Learning to Verbally & Visually Communicate 
the Electronics Way. 
ED 244 102 
Learning to Verbally & Visually Communicate 
the Metalworking Way. 
ED 244 099 
Learning to Verbally & Visually Communicate 
the Woodworking Way. 
ED 244 096 
Learning with Pictures, Signs and Symbols (A 
Language Arts and Consumer Mathematics Cur- 
riculum for the 0-4 Level ABE Student). Final 
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Report. 

ED 245 063 
Lesson Plans for Beekeeping in the Philippines. 
Appropriate Technologies for Development. Re- 
print R-32. 


ED 241 781 
Let’s Not “Write a Report.” 


ED 244 279 
Letter Writing...A Guide for Good Correspon- 
dence. Greenfield Express Management System. 


ED 240 566 
Level 1 Curriculum. 

ED 246 566 
A Library Media Guide for Vermont Schools. 

ED 242 341 
Lickin’ the Bowl. 

ED 241 472 
Life and Death in Nazi Germany: Moral Deci- 
sion Making in the Classroom. 

ED 243 758 
Life Science, Grade Seven, Middle Schools. Cur- 
riculum Bulletin Number 80CBM49. 

ED 242 554 
Lifestyles: Past, Present, Future. A Unit to Inte- 
grate Economics in the Junior High Classroom. 

ED 247 150 
Listening and Language Learning in ESL: Devel- 
oping Self-Study Activities for Listening Com- 
prehension Practice. Language in Education: 
Theory and Practice, No. 59. 

ED 246 697 
Listening and Notetaking: Activity Guide. 

ED 240 567 
Listening in Real-Life Situations: A Set of Situa- 
tion-Oriented Listening Comprehension Materi- 
ais for the ESL Classroom. 

ED 240 879 
Literature and the Making of Meaning. 

ED 245 233 
Literature at Home: Elementary - Junior High. 
Books and Beyond. 

ED 240 569 
The Little Red Schoolhouse. A Guide for Teach- 
ers. 

ED 241 375 
Lockean Epistemology and the Freshman Re- 
search Paper. 

ED 243 125 
Logic: A Unit for 4-8 Graders, Especially Gifted 
and Talented. 

ED 244 433 
Low Cost Ideas. California Demonstration Pro- 
gram in Reading. 

ED 240 491 
The Machine in the University: Sample Course 
Syllabi for the History of Technology and Tech- 
nology Studies. 

ED 243 669 
Machine Shop Suggested Job and Task Sheets. 
Part II. 21 Advanced Jobs. 

ED 241 801 

fachine Shop Suggested Job and Task Sheets. 

Part I. 25 Elementary Jobs. 

ED 241 800 
Machine Trades Curriculum Guide. Michigan 
Trade and Industriai Education. 

ED 242 904 
Mainstreaming in Home Economics Classes: A 
Handbook for Home Economics Teachers Fea- 
turing Activity Learning Centers. 

ED 246 609 
Managing Multiple Roles. Dual Role Home- 
maker/Wage-Earner. Final Report. 

ED 242 962 
Managing the Office Employee. Instructor’s 
Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 688 
Managing the Office Environment. Instructor’s 
Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 685 
A Manual for the Anchorage School District Bi- 
lingual Education Program Revised Scope and 
Sequence, K-3. 

ED 240 842 
A Manual for Trainers of Small Scale Beekeeping 
Development Workers. 

ED 242 921 
Tre Many Faces of Energy. Teacher’s Guide. 
ESL/Energy Module 1. 

ED 246 657 
Marine Organisms in the Classroom. Project 
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CAPE [Teaching Module] SC1. 

ED 243 727 
Marine Science Career Awareness, Grade Four. 
Revised. 

ED 242 539 
Masks and Other Disguises. 

ED 241 419 
Masonry Curriculum Guide. Construction 
Trades. Michigan Trade and industrial Educa- 
tion. 

ED 242 909 
Masonry. Teacher’s Guide. Building Mainte- 
nance Units of Instruction. 

ED 240 374 
Master Curriculum Guide in Economics. A 
Framework for Teaching the Basic Concepts. 
Second Edition. 

ED 247 198 
A Master Plan for the Use of Telecommunica- 
tions for Instruction and Community Services in 
the Peralta Community College District. 

ED 242 342 
Mastery Learning and Musical Performance 
Groups. 

ED 241 400 
Mathematics Skill Continuum: Learner Based 
Objectives, Head Start - Grade 6. Revised Edi- 
tion. The Best of BES - Basic Educational Skills 
Materials. 

ED 242 512 
Math for Kindergarten: October. The Best of 
BES - Basic Educational Skills Materials. 

ED 242 511 
Math: Objectives Guide. Project CAST. 

ED 242 146 
Math Skills for Business. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

ED 241 687 
“Math Starring the Dominoes”: Activities Using 
Dominces Designed to Reinforce Basic Facts 
and to Stimulate Strategic Thinking for Problem 
Solving. (Grades 1-4.) Title I Elementary Mathe- 
matics Program. 

ED 241 258 
Meaningful Classroom Activities in Teaching 
English as a Second or Foreign Language. 

ED 243 325 
Measurement. Teacher’s Guide. Small Engine 
Repair Series. 

ED 240 377 
Mechanical Drafting Curriculum Guide. Michi- 
gan Trade and Industrial Education. 

ED 242 905 
Media Relations: The Planned Event. 

ED 243 147 
Medical Bibliography and Medical Library Ad- 
ministration. LS 8497, 4 Quarter Hours: Course 
Information. 

ED 241 051 
Medicine Wheels: The Art and Culture of the 
Plains Indian. An Interdisciplinary Unit for Sev- 
enth-Grade Students Involving Art, Social Stud- 
ies, [and] Mathematics. 

ED 245 849 
Meet Seymour Safely. Seymour Safely Activity 
Book I. 

ED 242 662 
Memory Strategies for Learning Disabled Stu- 
dents. 

ED 246 620 
Mental Retardation and Learning Disabilities: 
Accepting Individual Differences [and] Amy Can 
Learn. 

ED 245 421 
Menu Planning. Michigan School Food Service 
Training Manual. 

ED 245 390 
Merchandising. Michigan School Food Service 
Training Manual. 

ED 245 391 
Metric System Resource Units = Unidades de 
Trabajo del Sistema Metrico Decimal. K-12. 
Project C.A.M.B.I.O., Changing Attitudes 
towards Metrics for Bilingual Instruction & Op- 
erations. 

ED 243 644 
Microcomputer Resource Book for Special Edu- 
cation. 

ED 244 474// 

Middleton-Cross Plains Music Curriculum, 
1978-1979. 

ED 241 414 
Milling Machine Operator. Coordinator’s Guide. 


Individualized Study Guide. General Metal 
Trades. ; 

ED 240 372 
Mining Mineral Aggregates in Urban Areas. 

ED 242 592 
Minnesota and Energy. 

ED 245 918 
M & M’s: Mathematics and Manipulatives, 
m-m-m Good! 

ED 245 813 
A Model Curriculum for the Training of Special- 
ists in Document Preservation and Restoration: 
A RAMP Study with Guidelines. 

ED 245 682 
A Model Development Project: ABE for Mainte- 
nance Personnel. Final Report. 

ED 245 113 
A Model Program in Microcomputer Utilization 
with Handicapped Students. Final Performance 
Report. 

ED 244 493 
A Modular Approach to Building Adult Comput- 
ing Competencies: The Desktop Computer Se- 
Ties. 

ED 242 296 
Money, the Banking System and Monetary Pol- 
icy in Canada: A Teaching Unit. 

ED 243 769 
Monitoring Student Listening Techniques: An 
Approach to Teaching the Foundations of a Skill. 

ED 240 653 
M.O.R.E. (Museums and Other Resources for 
Education). 

ED 245 968 
Mostly Plants. Individualized Biology Activities 
on: I. Investigating Bread Mold; II. Transpira- 
tion; III. Botany Project; IV. Collecting/Preserv- 
ing/Identifying Leaves; [and] V. Student Science 
Laboratory Write-Ups. 

ED 241 340 
Motor Impairment: Accepting Individual Differ- 
ences {and} I Knew I Could Do It. 

ED 245 420 
Multicultural Mathematics Posters and Activi- 
ties. 

ED 241 325// 

Multicultural, Nonsexist Teaching Strategies: 
Creative Writing (K-6). 

ED 241 961 
Multicultural, Nonsexist Teaching Strategies: 
Grammar (K-6). 

ED 241 962 
Multicultural, Nonsexist Teaching Strategies: 
Language Arts (K-6). 

ED 241 964 
Multicultural, Nonsexist Teaching Strategies: 
Listening Skills (K-6). 

ED 241 963 
Multicultural, Nonsexist Teaching Strategies: 
Oral Language (K-6). 

ED 241 965 
Multicultural, Nonsexist Teaching Strategies: 
Punctuation & Capitalization (K-6). 

ED 241 966 
Multicultural, Nonsexist Teaching Strategies: 
Reference (K-6). 

ED 241 967 
Multiethnic Literature; Supplements for Basal 
Readers. 

ED 246 391 
A Multi-Media Literature Program-Student In- 
terest Won’t Melt Away! Revised Edition. 

ED 241 898 
Multimodal Self-Managerrent: An Holistic Ap- 
proach to Teaching Self-I1aprovement. 

ED 244 182 
Museum Programs. 

ED 241 003 
Music Curriculum for Kindergarten. 

ED 241 418 
A Music Handbook for Elementary Classroom 
Teachers. 

ED 245 999 
Musicianship in the Beginning Instrumenta! 
Class. Music Brief 1. 

ED 242 576 
Music Literacy Skills and Musical Instruments 
You Can Make for Grades 1-6. 

ED 241 380 
Mystery People, Prince Rabbit, and Other 
Projects by Student Aides. 

ED 242 385 
The Name Game. 
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ED 245 976 
The National Issues Forum: Bridging the Human 
Gap through Innovative Learning. 

ED 240 635 
Native Americans: An Elementary Art Unit. 

ED 241 417 
Natural Gas Energy Educational Kit. 

ED 242 489 
The Need to Read: Strategies for Teaching Read- 
ing as a Vocational Skill. The “You Need to 
Read” Project. 

ED 241 913 
New Friends: Mainstreaming Activities to Help 
Young Children Understand and Accept Individ- 
ual Differences. 

ED 242 131 
Newspaper Activities for Young Consumers. 

ED 246 002 
Nine-Year French Program. Curriculum Guide, 
[Grades 4-12]. 

ED 245 540 
No Better Way to Teach Writing! 

ED 240 591 
Non-Sexist Elemeatary Education: A Research 
Report and Teacher’s Guide. Research Mono- 
graph No. 34. 

ED 244 001 
Notable Black Women. 

ED 243 751 
Now, We Want to Write! 

ED 240 590 
Nuclear Power from Fission Reactors. An Intro- 
duction. 

ED 242 S01 
Number Activities for Primary Grades. 

ED 241 338 
“Numbers, Numerals, Numeration”: Activities 
Using Numeration Cards with Emphasis on Place 
Value, 100 Board Activities, and Number Words. 
(Grades 1-4.) Title I Elementary Mathematics 
Program. 

ED 241 255 
Nursing 286: Preparing for the California State 
Boards—A Review Course for Registered Nurse 
Graduates. 


ED 241 110 
Nursing 433: Uncomplicated Grief and Bereave- 
ment. 


ED 241 111 
Nursing 572: Principles of Family Planning. 

ED 242 353 
Nutrition. 

ED 241 471 
Nutrition. Michigan School Food Service Train- 
ing Manual. 

ED 245 387 
ODP Instructional Materials for Occupational 
Areas. Volume III. Teacher Guide. 


ED 240 379 
Office Reprographics. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

ED 241 684 
Once Upon a Time. Using Stories in the Lan- 
guage Classroom. 

ED 242 208// 

Online Secondary Research in the Advertising 
Research Class: A Friendly Introduction to Com- 
puting. 

ED 243 148 
Opening Lines. A Competency-Based Curricu- 
lum in English as a Second Language. A Teach- 
er’s Handbook. 


ED 245 119 
Opportunity Class. 

ED 240 483 
Oral History: A Look at the Literature for Sec- 
ondary Teachers. 

ED 244 856 
Oral Language Continuum. 

ED 241 919 
Oral Language Program: An Activity Resource 
Guide. For Teachers, By Teachers: Head Start to 
Grade 6. The Best of BES-Basic Educational 
Skills Materials. 

ED 245 782 
Oral Practice in the Language Laboratory. ELT 
Guide 3. 


ED 245 568// 
Oral Proficiency Testing in Russian. 
ED 242 193 
Orange County Academic Decathlon for 9th and 
10th Grade Students. Handbook. 


ED 241 546 
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Oregon Agriculture III Curriculum Guide. 

ED 241 712 
Organizing and Managing the Classroom. The 
Responsive Education Program Curriculum 
Guide. 

ED 244 905 
Orientation to Handicapping Conditions: Level 
II. Training Module. 

ED 242 135 
Orientation to Handicapping Conditions: Level I. 
Training Module. 

ED 242 134 
Origins of the Freshman Writer: A View from the 
Middle School. 

ED 245 227 
Our Nature Trail Guide. The Best of BES—Basic 
Educational Skills Materials. 

ED 242 447 
Our State: The Exporter. 

ED 241 355 
Our World, Its Diverse Peoples. Sixth Grade So- 
cial Studies Course Outline. 

ED 245 964 
Outdoor Adventure Activities for New Student 
Orientation Programs. 

ED 242 446 
Outdoor Education: Opening and Closing Activi- 
ties. 

ED 241 249 
The Outdoor Leadership Handbook. A Manual 
for Leaders of Land-based Outdoor Pursuits in 
the Pacific Northwest. 

ED 243 612 
Pantomime: Developing Imaginative Perfor- 
mance Skills. 

ED 240 627 
Parley with the Past: Creative Alternative to Lec- 
ture. 

ED 241 118 
Patient Activated Care for Rural Elderly. A Pro- 
gram Development and Teaching Guide for Plan- 
ners, Facilitators, and Coordinators. 

ED 246 268 
Paul Robeson 1898-1976. 

ED 245 945 
Peace Corps Close of Service Workshop. Trainer 
Guidelines and Workshop Materials. Core Cur- 
riculum Resource Materials 

ED 241 790 
Pediatric Nurse Practitioner Program: Theories 
for Extended Pediatric Nursing Practice. 

ED 241 113 
The People of South Asia [Grades K-2]. 

ED 242 649 
The People of South Asia [Grades 6-8]. 

ED 242 650 
People of the Appalachians. 

ED 242 651 
The People of West Africa. 

ED 243 749 
People on the Farm: A Teacher’s Guide. 

ED 244 124 
Performance One, Acting 11. Curriculum Guide 
& Resource Book 

ED 244 313 
Personal Finance in America’s Schools Today. 

ED 243 765 
Personal Health Training Manual. Core Curricu- 
lum Resource Material. TR-21. 

ED 243 821 
Personnel Management. Michigan School Food 
Service Training Manual. 

ED 245 389 
Perspectives in ESL Literacy: The Neighborhood 
Centers Experience. An English as a Second Lan- 
guage Curriculum Guide Supplement. 

ED 244 113 
Photography. 

ED 244 053 
Photovoltaics and Wind Power Systems. Course 
Syllabus. 

ED 240 340 
Physical Activities for Children with Severe Mul- 
tiple Impairments. 

ED 242 125 
Physics 3204. Course Description. 

ED 245 909 
Piecing Together Bertrand Russell’s “What I 
Have Lived For”: An Exercise for Students 
Studying the Five-Paragraph Theme. 

ED 240 555 
“Pique”: A Group Dictionary Assignment. 
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ED 241 922 
A Planning Guide to the Preschool Curriculum: 
The Child, The Process, The Day. Revised Edi- 
tion. 

ED 241 127 
Playing With Film. 

ED 241 000 
Plumbing Curriculum Guide. Construction 
Trades. Michigan Trade and Industrial Educa- 
tion. 

ED 242 910 
Plumbing. Manual of Instruction for the Plumb- 
ing Trade. [Revised Edition]. 


ED 246 304 
PLUS: Promoting Learning & Understanding of 
Self. 


ED 240 487 
Poetry for Poetry Haters. 

ED 240 496 
A Portfolio of Energy Ideas: Science. 

ED 245 922 
Positive Self Image-A Rational Approach. 
Course Goals Guide. Heights and Fremont Ju- 
nior High Schools. Revised Edition. 

ED 242 568 
A Positive Self Image. It’s Your Choice. A Class- 
room Program for the Development of Self Es- 
teem. 

ED 242 600 
A Post Secondary Prevocational Education 
Model: A Guide for Implementation. A Research 
Verified Training Program to Help the High-Risk 
Student Complete Post Secondary Education. 

ED 246 283 
Practical Poultry Raising. Appropriate Technolo- 
gies for Development. Manual M-1!1. 

ED 241 771 
The Practice of English Language Teaching. 

ED 240 864// 

Pre-Algebra. Grade 7A-B. Curriculum Bulletin 
82CBM34. 

ED 243 650 
Preparation for the World of Work: Training Ses- 
sions. 

ED 241 805 
Preparing Professional Teacher- Writers. 

ED 243 133 
Preschool through 2nd Grade Learning Activi- 
ties Designed for Parents to Make and Play with 
Their Children. The Best of BES-Basic Educa- 
tional Skills Materials. 

ED 245 783 
Prescription for Computing Success: Knowledge 
and Self-Awareness. 

ED 243 474 
Presenting Information. Social Science Skills 
Book 4. 


ED 241 429 
Preserving Food by Drying. A Math/Science 
Teaching Manual. Appropriate Technologies for 
Development. Manual No. M-10. 

ED 242 558 
Principles of Music and Painting. 

ED 241 115 
The Process of Composition Instruction with Stu- 
dents with Brain-Injury, Brain-Damage or Neu- 
rological Impairment. 

ED 240 801 
Process-Oriented Instruction in Composition. 

ED 240 836 
Program Adaptations for Students in Four Se- 
lected Sports: Badminton, Golf, Archery, and 
Tennis. 

ED 242 129 
Program and Functional/ Vocational Curriculum 
for Mildly and Severely Handicapped Students in 
i. Contained Classrooms. (Grades K through 
12 

ED 243 275 
Programming and Training for Small Farm Grain 
Storage. Appropriate Technologies for Develop- 
ment. Manual No. M-2B. 

ED 241 767 
Program Overview. California Demonstration 
Program in Reading. 

ED 240 492 
A Program to Foster Literacy: Early Steps in 
Learning to Write. 

ED 244 511 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level II 
Modules. 


ED 243 563 





Publication Type Index 


Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Level I 
Modules. 

ED 243 562 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Volun- 
teer Sponsor’s Leader’s Guide. 

ED 243 561 
Project C.L.A.S.S.: Classroom Learning to Attain 
Social Skills. Teacher Handbook [and] Parent 
Guide [and] Facilitator Handbook. 

ED 242 601 
Project GATE: Gifted and Talented Education, 
A Process Manual. 

ED 244 478 
Project on Teaching Charts and Graphs to ABE 
Students. Part I: Teacher’s Guide [and] Part II: 
Transparency Assembly Package. 

ED 246 192 
Projects Developed for Library Instruction 
within the Curriculum. 

ED 244 629 
Project SISS: Social Skills Program. Draft 

ED 240 751 
Promising Practices in Vermont School Districts. 

ED 242 305 
Promoting Reading Comprehension. 

ED 244 225 
Proposed Recruit Training Topic: Rape Aware- 
ness. 

ED 245 167 
The Puppet Factor: Ideas and Resources for Us- 
ing Puppets in Head Start and Elementary. The 
Best of BES-Basic Educational Skills Materials. 

ED 242 393 
QUILL Reading and Writing with a Microcom- 
puter. Reading Education Report No. 48. 

ED 240 516 
Rainbow Shave Ice, Crackseed, and Other Ono 
Stuff. Sex Equity Goodies for the Classroom. 
EGO Project. Equal Goals in Occupations. 

ED 244 133 
R&D Speaks: Oral & Written Communication. 

ED 241 955 
Reaching the Gifted: Grades K-6. Experimental. 

ED 242 123 
Read All about It! Tutor Adults with Daily 
Newspaper. Leader Handbook. 

ED 244 519 
Reading Comprehension: Instructional Implica- 
tions of SWRL Research. 


ED 241 902 
Reading Development: A Resource Book for 
Adult Basic Education. 


ED 241 914 
Reading for Pleasure with an intermediate Level 
of English. 


“7 ED 240 873 
Reading in the Responsive Education Program. 
Revised. 


er, ED 243 082 
Reasoning in an American Society: A Unit on 
Logic. 

ED 241 422 
Records Management. Instructor’s Guide. Stu- 
dent Activity Packet. Office Occupations. 

; ED 241 686 

Reducing Writing Apprehension. 

ED 243 112 
Reforestation in Arid Lands. Appropriate Tech- 
nologies for Development. Manual M-5. 

ED 242 563 
Religion Theme. 

ED 241 435 
The Remedial English Program [and] An Outline 
of the Compositional Skills Taught as a Contin- 
uum through English 111 and 112 [and] English 
Division Policies for English 111 and 112. 

ED 241 090 
The Research Paper for Advanced ESL Students. 

ED 246 672 
The Resonance of Dialogue: Composing a Litera- 
ture Class. 


ED 245 219 
a Guide for Emotional Disabilities. Vol- 
ume I. 


ED 243 266 


Resource Guide for Emotional Disabilities. Vol- 
ume II. 


ED 243 267 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-J: Interagency Service 
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Plans for the Profoundly Mentally Handicapped. 
Part 2: Partners in Planning-A Trainer’s Guide, 
July 1, 1981-June 30, 1983. 
ED 244 418 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume IV-B: A Training Manual for 
— of the Homebound/Hospitalized Stu- 
ent. 
ED 244 421 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-B MODELL: Music or 
Drama to Enhance Language Learning. Revised. 
ED 244 424 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume V-D: Techniques of Precision 
Teaching. Part 1: Training Manual, Part 2: Math 
Basic Skills Curriculum, Part 3: Reading Basic 
Skills Curriculum. 
ED 244 425 
Resource Unit on Egypt for the Intermediate 
Grades. 
ED 241 448 
Responsive Multicultural Basic Skills Handbook 
for Teachers and Parents: Overview. 
ED 243 756 
Retreads & Reentry: A Unique Career Course for 
Older Adults. 
ED 241 807 
[Review As You Go: Oklahoma City Public 
Schools’ Plan Using Saxon’s Procedures.] 
ED 242 537 
Revising. 
ED 244 272 
Revising the Depreciation and Investment Credit 
Lessons for Farm Management and Supervised 
Occupational Experience for Use in Missouri 
Programs of Vocational Agriculture. Final Re- 
port. 
ED 246 281 
Revision Pedagogy in Technical Writing. 
ED 243 119 
Revolution. 
ED 241 439 
Rhetorical Grammar for Students. 
ED 243 109 
Rhetoric and Composition: A Sourcebook for 
Teachers and Writers. Revised Second Edition. 
ED 243 104// 
Rhythmic Gymnastics: A Challenge with Balls 
and Ropes. 
ED 244 915 
Rice Production. A Training Manual and Field 
Guide to Small-Farm Irrigated Rice Production. 
Appropriate Technologies for Development. Re- 
print No. R-40. 
ED 241 782 
The Role of Reflection, Problem-Solving and 
Discussion in the Teaching of Literature. 
ED 243 142 
The Role of the Volunteer in Development. A 
Training Manual. Core Curriculum Resource 
Materials. 
ED 241 788 
Role Play in Language Learning. 
ED 240 866// 
Rotary Drill Operator. Open Pit Mining Job 
Training Series. 
ED 246 291 
Rubber Tire Dozer Operator. Open Pit Mining 
Job Training Series. 
ED 246 297 
Sanitary Survey Training. The Need-to-Know 
Material. Instructor’s Technical Manual. 
ED 243 720 
The Schoolmarm and the Big City Immigrant: 
The Study of the American Urban Experience 
through Popular Culture. 
ED 243 782 
Science for Handicapped Children. 
ED 244 839// 
A Sea Creature Treasury. Project CAPE Teach- 
ing Module K-2b. 
ED 243 725 
Search Is an Emergency: A Field Coordinator’s 
Guide for Managing the Search Function. 
ED 243 614 
Second Grade. History-Social Science: A Brief 
Curriculum Guide. 
ED 243 739 
“Seeing through Fractions”: Methods for Teach- 


ing Fractions with Emphasis on Equivalency and 
Multiplication Using Models. (Intermediate 
Grades.) Title I Elementary Mathematics Pro- 
gram. 

ED 241 256 
Selection and Evaluation of Reading Strategies: 
The Instructional Feature Analysis. 

ED 241 905 
Senior Strategies: The STEP (Students, Teachers, 
Elderly, Parents, Student Achievement) Pro- 
gram. Teaching and Learning across the Genera- 
tions. Easy, Systematic Activities for Teachers, 
Volunteers, and Families about Money, Jobs, 
Health, Friends. 

ED 244 884 
Sensations: Multi-Sensory Learning for Children 
Ages 3-8. The Best of BES—Basic Educational 
Skills Materials. 

ED 242 391 
Sense from Senses. Teacher’s Guide. Unit J. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 241 292 
Sexist Language and the Classroom: Exercises 
and Activities. 

ED 241 952 
Shaping a Nation: The Role of the Livestock & 
Meat Industry in History & Economics [Teach- 
er’s Guides and Activity Masters]. 

ED 243 801 
Sharpen Your Skills: Foreign Language Braille. 

ED 240 817 
Sharpen Your Skills: Large Type. 

ED 240 814 
Sharpen Your Skills: Literary Braille. 

ED 240 812 
Sharpen Your Skills: Mathematics and Science 
Braille. 

ED 240 815 
Sharpen Your Skills: Music Braille. 

ED 240 816 
Sharpen Your Skills: Tactile Graphics. Tactile Il- 
lustrating. 

ED 240 818 
Sharpen Your Skills: Tape Recording. 

ED 240 813 
Sharpen Your Skills: Textbook Format Braille. 

ED 240 811 
Shifting Gears. Hands-on Activities for Learning 
Workplace Skills and English as a Second Lan- 
guage. A Teacher’s Handbook. 

ED 245 120 
The Shortest Distance to Learning: A Guidebook 
to Writing across the Curriculum. 

ED 241 073 
Shovel Operator. Open Pit Mining Job Training 
Series. 

ED 246 293 
Sign Language: A Communication System. 

ED 244 404 
Simulations. ELT Guide 2. 

ED 245 557// 

Sixth Grade. History-Social Science: A Brief 
Curriculum Guide. 

ED 243 743 
Six-Year French Program. Curriculum Guide, 
Grades 7-12. 

ED 245 541 
Six-Year Program. Ukrainian as a Second Lan- 
guage. Curriculum Guide, Grades 7-12. 

ED 245 544 
Small Farm Grain Storage. Appropriate Technoi- 
ogies for Development. Manual M-2. 

ED 241 766 
Small Scale Beekeeping. Appropriate Technolo- 
gies for Development. Manual M-17. 

ED 241 775 
Small Scale Charcoal Making: A Manual for 
Trainers. 

ED 243 687 
Smail Scale Marine Fisheries: An Extension 
Training Manual. TR-30. 

ED 243 658 
Soccer: Special Olympics Sports Skills Instruc- 
tional Program. 

ED 240 805 
Social Acceptance: How Children Achieve It and 
How Teachers Can Help. 

ED 241 139 
The Social Studies Basic Skills Connection: Prac- 
tical Strategies for Teaching Basic Skills in Con- 
junction with Social Studies Content. 

ED 245 985 
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Social Studies for Georgia Schools. Secondary 


Program. 

ED 247 212 
Social Studies Graded Course of Study: K-12. 

ED 243 752 
Social Studies: Local History. 

ED 241 370 
Social Studies: Objectives Guide. Project CAST. 

ED 242 147 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Laotian. 

ED 246 686 


Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Vietnamese. 

ED 246 685 
The Social Worker, the Community and the Ru- 
ral Family: The Implications for Worker Train- 
ing. 

ED 241 241 
Sociology. Grades 11 & 12. Revised. 

ED 245 962 
Softball: Special Olympics Sports Skills Instruc- 
tional Program. 

ED 245 425 
Soils, Crops and Fertilizer Use. A What, How 
and Why Guide. Appropriate Technoiogies for 
Development. Reprint R-8. 

ED 241 778 
Solar Troubleshooting and Maintenance. Course 
Syllabus. 

ED 240 342 
Some Boundary Considerations for Writing-Soft- 
ware. 

ED 246 462 
Songs for Residential Outdoor Education Pro- 
grams. 

ED 241 248 
Southern Black Culture: The African Heritage 
and the American Experience. Syllabi for Under- 
graduate Courses in the Humanities. 

ED 241 359 
SPACES. A Teacher’s Guide. 

ED 245 662 
Special Education oe Mathematics. 
Grades 6, 7, and 8 

ED 241 336 
Special Needs Adaptations for Office Education 
Teachers. 

ED 240 369 
Spelling Program K-6: Spelling Curriculum with 
Dictionary Skills. 

ED 246 419 
STAGES: Education for Families in Transition. 

ED 240 486 
Standard English Acquisition. 

ED 246 693 
Standards of Learning. Latin, Levels I-IV. Goals, 
Objectives and Descriptive Statements. 

ED 246 678 
Standards of Learning. Modern Foreign Lan- 
guage, Levels I-IV. Goals, Objectives and De- 
scriptive Statements. 

ED 246 677 
Stand Up and Write: Completing the Freshman 
Commnunications Course. 

ED 246 497 
STAR: Social Thinking and Reasoning. 

ED 240 485 
State Board of Education Rules for Curriculum: 
Principles, Standards, and Procedures for Ac- 
creditation of School Districts. Reprint. 

ED 246 522 
Statement on Preparation in Natural Science Ex- 
pected of Entering College Freshmen. 

ED 242 375 
The Stencil Duplicator. Teacher’s Guide. 

ED 241 690 
Steps for the Remediation of Writing. 

—ED 244 271 

Steps to Getting a Job. A Unit of —_ Designed 
to Teach Students Job Seeking Skills 

ED 241 803 
Strategies & Materials. Teaching Strategies: Title 
I Elementary Mathematics Program, 1978-79. 

ED 241 253 
Strategies to Develop Communication, Mobility, 
and Object Manipulation Skills within the Cur- 
riculum Domains for -peaemeend Age Severely 
Handicapped Studen 

ED 245 456 
Strawberry Shortcake and Other Jumping Rope 
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Ideas. 
ED 242 386 
Student Contracts in Reading. Santa Barbara Ju- 
nior High School Demonstration Reading Pro- 
gram. 
ED 241 890 
Student Government. 
ED 242 604 
Student Merit Awards: High School. 
ED 244 826// 
Student Merit Awards: Middle School. 
ED 244 827// 
Students’ Response to Our Response, Parts I and 
IL. 


ED 245 241 
Student Teaching Packets: A Guide for Writing 
Remediation. Grade Level: Intermediate. 

ED 240 568 
Studying Vermont: Making Connections. Cal 
Coolidge’s Vermont: 1900-1930. 

ED 245 994 
The Study of Work Handbook. 


ED 240 346 
Study Skills Handbook: A Guide for All Teach- 
ers. 


ED 245 198 
A Suggested Basic Course Outline for Industrial 
Electronics. 

ED 240 262 
A Suggested Set of Job and Task Sheets for Ma- 
chine Shop Training. 

ED 241 802 
Supplement for Chinese-Speaking Students for 
Curriculum Guide in Reading. Level F. Working 
Draft. 

ED 241 641 
Supplement for Curriculum Guide for Mathe- 
matics: Spanish-Speaking Students, Grades 2-3 
= Sennienanite de la guia didactica de matemati- 
cas para los estudiantes de habia hispana, 
segundo y tercer grados. Field Test. 

ED 241 648 
Supplement for Curriculum Guide for Mathe- 
matics: Spanish-Speaking Students, Grades 4-6 
= Supplemento de la guia didactica de matemati- 
cas para los estudiantes de habia hispana, cua- 
tro-sexto grados. Field Test. 

ED 241 649 
Supplement for Curriculum Guide for Mathe- 
matics: S -S) Students, Grades 7-8 
= Supplemento de la guia didactica de matemati- 
cas para los estudiantes de habla hispana, septimo 
y octavo grados. Field Test. 

ED 241 650 
Supplement for Curriculum Guide for Science: 
Lao-Speaking Students. Kindergarten-Grade 8. 
Working Draft. 

ED 241 640 
Supplement for Curriculum Guide for Science: 
Vietnamese-Speaking Students, Kindergarten- 
Upper Two. Field Test. 

ED 241 647 
Supplement for Curriculum Guide in Reading: 

Polish-Speaking Students. Level J. Working 

Draft. 

ED 241 644 
Supplement for Curriculum Guide in Reading: 
Polish-Speaking Students. Level K. Working 


ED 241 643 
Supplement for Curriculum Guide in Reading: 
oe Students. Levels EF. Working 
Draft. 


ED 241 646 

Supplement for Curriculum Guide in Reading: 

— Students. Levels GH. Working 
raft. 


ED 241 645 
Supplement to the Curriculum Guide for Social 
Studies: Cambodian-Speaking Students. Kinder- 
garten-Grade Three. Working Draft. 

ED 241 639 
Supplement to the Curriculum Guide for Social 
Studies: Korean-Speaking Students. Kindergar- 
ten-Primary Three. Working Draft. 

ED 241 638 
Supplement to the Curriculum Guide for Social 
Studies: Vietnamese-Speaking Students. Kinder- 
garten-Primary Two. Working Draft. 

ED 241 637 
Survival Guide for Substitute Teachers. 

ED 242 661 
Survival Skills Curriculum in Language Arts for 


Publication Type Index 


0-4 Level Adult Basic Education Student. 

ED 244 152 
Survival Vocabulary [and] Survival Vocabulary: 
Teacher’s Edition. 

ED 241 935 
Surviving the Unexpected: A Curriculum Guide 
for Wilderness Survival and Survival from Natu- 
tal and Man Made Disasters. 

ED 244 755 
Swimming & Diving: Special Olympics Sports 
Skills Instructional Program. 

ED 240 804 
Teacher-Induced Errors. 

ED 244 516 
A Teacher’s Activities Guide for Chinese New 
Year - Gung Hei Fat Choy. 

ED 241 357 
Teachers’ Guide for Aviation Education. For Use 
in Grades Two through Six. Communication 
Arts, Science, Social Studies, Health, Career Ed- 
ucation. 

ED 244 823 
Teacher’s Guide to Computers in the Elementary 
School. Revised. 

ED 240 705 
A Teacher’s Resource Guide on Aging. 

ED 244 849 
Teacher’s Role: [Dentifying and Overcoming Sex 
Bias in Classroom Management. Trainer Manual. 

ED 246 049 
Teaching about Ethics and the Environment. 

ED 244 840 
Teaching Activities for Defensive Living and 
Emergency Preparedness. Education Modules. 

ED 244 753 
Teaching and Testing ESL Composition through 
Contract Learning. 

ED 245 560 
Teaching Creative Thinking Skills to Foreign 
Adults to Facilitate Their Adaptation to the U.S. 

ED 244 520 
Teaching Economics in American History: A 
Teacher’s Manual for Secondary Schools. Second 
Edition. JCEE Checklist No. 334. 

ED 243 774 
Teaching Implications: Components of a Unit on 
Interpersonal Communication and Aging. 

ED 240 631 
Teaching Languages to Adults. 

ED 242 210 
Teaching Listening and Speaking Skills to En- 
giish-as-a-Second Language (ESI.) Adults. Octo- 
ber 1 - December 31, 1983. 

ED 2406 266 
Teaching Literature Overseas. Language-Based 
Approaches. ELT Documents 115. First Edition. 

ED 245 563// 

Teaching Mandarin to Speakers of Other Dia- 
lects. 

ED 240 877 
Teaching Persona through Freewriting. 

ED 240 556 
Teaching Public Speaking Using Aristotle’s 
“Rhetoric.” 

ED 246 502 
Teaching Pupils How Their Written Words Are 
Published into Print: Publishing Activities Center 
(PAC) Curriculum Guide. 

ED 242 656 
Teaching Social Science Skills. Social Science 
Skills Book 1 

ED 241 426 
Teaching Strategies for Developing Literacy 
Skills in Non-Native Speakers of English. 

ED 240 296 
Teaching Technical Writing in the Secondary 
School. 


ED 243 111 
Teaching the Cognitive Context of Argument. 

ED 245 281 
Teaching the “Se” Constructions in Spanish: A 
Communicative Approach. 

ED 240 848 
Teaching the Slave Experience: Using Popular 
Culture as Technique. 

ED 243 784 
Teaching Thinking Skills Using the Concept 
Time. 

ED 247 159 
Teaching Urban History in Non-Traditional 
Ways. 

ED 243 777 
Teaching with the Text Checkers. 





Publication Type Index 


ED 246 469 
Teaching Writing is More Complicated than 
Handing Out the Paper. 
ED 240 580 
Technical Writing and Science Writing: Is There 
a Difference and What Does It Matter? 
ED 244 288 
Techniques for Integrating Reading and Writing 
Instruction in Secondary and Post-Secondary 
Reading Programs. 
ED 244 251 
Techniques in Teaching Vocabulary. 
ED 242 213// 
Techniques in Teaching Writing. 
ED 242 212// 
Techniques in Testing. 
ED 242 211// 
Technology Theme. 
ED 241 440 
Tell Me How You Feel...Creating an Awareness 
of Emotions in a Day Care Setting. 
ED 245 810 
The Theater Arts and the Teaching of Second 
Languages. 
ED 242 201// 
Theatre Arts for the Handicapped. 
ED 241 968 
“Think More about Thinking”: Activities and 
Games That Stress the Process of Problem Solv- 
ing Utilizing Techniques Which Employ Strate- 
gic Thinking. (Grades 2-6.) Title I Elementary 
Mathematics Program. 
ED 241 257 
Third Grade. History-Social Science: A Brief 
Curriculum Guide. 
ED 243 740 
Third World Women. Understanding Their Role 
in Development. A Training Resource Manual. 
Core Curriculum Resource Materials. 
ED 241 787 
This Is Your Life. An Applied Mathematics Cur- 
riculum for Secondary Schools. A California 
State Demonstration Program. Second Edition. 
ED 247 107 
Three-Year French Program. Curriculum Guide, 
Grades 10-12. 
ED 245 542 
Three-Year Program. Ukrainian as a Second Lan- 
guage. Curriculum Guide, Grades 10-12. 
ED 245 545 
Three-Year Spanish Program Curriculum Guide, 
Grades 10-12. 
ED 245 537 
Time for Writing in the Elementary School. 
ED 240 588 
Track Dozer Operator. Open Pit Mining Job 
Training Series. 
ED 246 292 
Track & Field: Special Olympics Sports Skills 
Instructional Program. 
ED 240 803 
Traditional Field Crops. Appropriate Technolo- 
gies for Development. 
ED 241 773 
Training Guide: Development and Implementa- 
tion of the Individual Service Plan in Head Start. 
ED 241 185 
Training Guide for Teachers of Visually Impaired 
Adults. 
ED 244 111 
Training Manual for School Bus Drivers Trans- 
porting the Handicapped. [A Resource Manual 
for the Development and Evaluation of Special 
Programs for Exceptional Students, Volume 
IV-A]. 
ED 244 420 
A Training Manual in Conducting a Workshop in 
the Design, Construction, Operation, Mainte- 
nance and Repair of Hydrams. 
— ED 243 688 
Travel Agent Course Outline. 
ED 246 298 
The Tribes Approach. A Resource Manual for 
Educators of Rural Adults. 
ED 246 212 
Troubleshooting. Teacher’s Guide and Student 
Activity Sheets. Small Engine Repair Series. 
ED 240 378 
Understanding Our Cultural Diversity: A Theme 
Guide to K-12 Curricular Resources, Activities, 
and Processes. 
ED 247 149 
Understanding the Healthy Body. CESI Source- 
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book III. An Occasional Sourcebook of the 
Council for Elementary Science, International. 

ED 241 323 
Unemployment and Inflation in Canada: A 
Teaching Unit. 

ED 243 770 
The United States Copyright Law: A Guide for 
Music Educators. 

ED 244 896 
The Universality of the Folktale with Examples 
from Days of Old. 

ED 246 467 
Urban Studies: A Social Studies Option for High 
Schools. Curriculum No. 00-406040. 

ED 244 033 
The Use of Basic Writing Materials in ESL Writ- 
ing Classes. 

ED 246 418 
The Use of Etymology and Phonetic Symbols 
(Zhuyin Fuhao) in Teaching First Year Chinese. 

ED 240 840 
The Use of “Mild” Aversive Stimuli for Control 
of Stereotypic and Self-Injurious Behaviors. 

ED 244 456 
The Use of Song in Class as an Important Stimu- 
lus in the Learning of a Language. 

ED 240 872 
Using a Checking Account. Grades 6-12. 

ED 241 815 
Using Art in an Integrated Primary Curriculum. 

ED 246 000 
Using Authentic Resources in Teaching French. 
Teaching Languages, 4. 

ED 246 676 
Using Children’s Books in Social Studies: Early 
Childhood through Primary Grades. 

ED 241 404 
Using Computer Assisted Instruction in a Read- 
ing and Study Skills Course. 

ED 240 522 
Using Electricity. Teacher’s Guide. Unit 12. 
ZIM-SCI, Zimbabwe Secondary School Science 
Project. Year 2. 

ED 241 290 
Using Experience Language (LEA Variation) to 
Teach an Autistic-Like Child with a Visual Disor- 
der to Read (and Write and Talk). 

ED 243 289 
Using Fiction to Teach Introductory Anthropol- 
ogy. 

ED 242 646 
Using Folktale Films. 

ED 241 008 
Using Language Functions to Measure Fluency. 

ED 240 871 
Using Reference Skills in Biography Writing. 

ED 240 561 
Using Resources and References. Instructor’s 
Guide. Student Activity Packet. Office Occupa- 
tions. 

ED 241 689 
Using Student Agencies to Produce Mini-Cam- 
paigns in the Principles of Advertising Course. 

ED 245 240 
Using the Case Study Method in Organizational 
Communication Classes: Developing Students’ 
Insight, Knowledge, and Creativity. 

ED 246 506 
Using Word Processing in Composition Classes. 

ED 243 127 
Vermont Literature and Historical Fiction for El- 
ementary Students. 

ED 245 995 
Veterans in Small Business. 

ED 244 681 
Video Applications in English Language Teach- 
ing. ELT Documents 114. First Edition. 

ED 245 564// 

— Ethnic Awareness Unit. The Best of 
BES. 


ED 242 799 
Visiting People on a Dairy Farm [and] Visiting 
People on a Dairy Farm: Teacher’s Guide. 

ED 244 123 
Visual Impairment: Accepting Individual Differ- 
ences. 

ED 245 422 
Visual Literacy: Perceiving and Creating (Work- 
ing Paper No. 1). 

ED 242 638 
VITAL Guidelines. Tutor Training for an Adult 
Literacy Program. 


ED 244 104 
Vivacious Vowels with Consonant Supplement. 
Revised. 

ED 241 934 
Vocabulary Study in an Individualized Reading 
Program. 

ED 240 558 
Vocational Agriculture Handbook for Agricul- 
ture Cooperative Training. 

ED 240 265 
Vocational Education Manual. Peace Corps/Tu- 
nisia. A Handbook for Volunteers. Appropriate 
Technologies for Development. Reprint R-46. 

ED 241 784 
Vocational Education/Special Education Train- 
ing Manual & Modules I-IV. 

ED 242 163 
[Volcanoes: A Compilation of Four Articles Ap- 
pearing in Issues of “Instructor,” “Science and 
Children,” and “Science Teacher” Magazines in 
September 1980 and March 1981.] 

ED 242 488 
Volleyball: Special Olympics Sports Skills In- 
structional Program. 

ED 245 424 
Wanchese Harbor-Community Development. 
Project CAPE Teaching Module SOC. 

ED 243 726 
Water Purification, Distribution and Sewage Dis- 
posal. Appropriate Technologies for Develop- 
ment. Reprint R-29. 

ED 243 656 
Water, Water Everywhere, But... 

ED 241 343 
Water World Creatures. Project CAPE Teaching 
Module K-2a. 

ED 243 724 
Weather in Your Life. 

ED 241 337 
We Have Met the Audience and It Is Us: Teach- 
ers as Audience in the Composition Class. 

“3 ED 240 579 

Welder’s Helper. Coordinator’s Guide. Individu- 
alized Study Guide. General Metal Trades. 

ED 240 373 
Weiding Curriculum Guide. Michigan Trade and 
Industrial Education. 

ED 242 906 
Wells Construction. Hand Dug and Hand 
Drilled. Appropriate Technologies for Develop- 
ment. Manual M-9. 

ED 241 770 
Wet ’n’ Safe. Water and Boating Safety. Grades 
4-6. 

ED 244 921 
What Are the Characteristics of a Friend? A Re- 
source Unit for Elementary Social Studies In- 
struction. 

ED 242 619 
What Do You Think Happened Next? Predicting 
Outcomes & Drawing Conclusions (Grades 4-8). 

ED 241 896 
What Is a Gas? A Find-Out Book: Demonstra- 
tions, Experiments, Ideas. 

ED 241 342 
What Kids Learn from the Screen. 

ED 241 005 
What Research Tells the Principal about Effec- 
tive Instruction. 

ED 246 555 
What’s on Your Mind? Reading and Language 
Activities for Adult Basic Education Emphasiz- 
ing Themes from the World of Work. 

ED 244 110 
When an Author Comes to Visit. 

ED 246 475 
Why Not Really Communicate? In Dialogue 
Journals. 

ED 240 884 
Windows to the Past: A Selection of Illinois 
County Records from 1818 to 1880. 

ED 243 754 
Winter Workshop. 

ED 242 456 
With Heat You Never Have to Ask Directions. 
An Energy Primer for Minnesota Teachers. 

ED 245 921 
Women in the Canadian Economy: A Teaching 
Unit. 

ED 243 767 
Women’s History Curriculum Resource Packet. 

ED 245 947 
Word Processing with the Elementary School 
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Student-A Teaching and Learning Experience 
for Both Teachers and Students. 

ED 246 449 
World History. 

ED 242 614 
World Hunger: Learning to Meet the Challenge. 

ED 245 984 
World Literature for the Gifted. 

ED 244 431 
Writing as Action: Using Speech Act Theory in 
the Composition Classroom. 

ED 246 415 
Writing as a Participant-Observer: Making the 
Most of Social and Work Experience. Discussion 
Booklet 1, Series B: Writing 14 to 18. 

ED 246 424 
Writing Assignment of the Month. [Columns 
Compiled from Three Issues of “Notes Plus,” 
September 1983 to January 1984.] 

ED 241 931 
Writing Exercises from “Exercise Exchange.” 
Volume II. 


ED 246 482 
Writing for Publication in Developmental En- 
glish. 


ED 246 450 
Writing in the Biology Classroom. 

ED 244 275 
Writing to Learn. Second Edition. 

ED 241 951 
The Written Literacy Forum: Combining Re- 
search and Practice. Research Series No. 138. 

ED 243 132 
Y.E.S., Inc. Guidebook. A Youth Employment 
Skills Media and Outreach Project. 

ED 240 479 
Young Viewers/Film Review Supplement. Issue 
Number One. 

ED 240 999 
Young Viewers/Film Review Supplement. Issue 
Number 2. 

ED 241 002 
Your Child and Language, Reading, Writing. 
Getting Involved Workshop Guide: A Manual 
for the Parent Group Trainer. The Best of 
BES-Basic Educational Skills Materials. 

ED 245 788 
Your Child and Play/TV. Getting Involved 
Workshop Guide. A Manual for the Parent 
Group Trainer. The Best of BES—Basic Educa- 
tional Skills Materials. 

ED 245 787 
Your Child and Problem Solving, Math and Sci- 
ence. Getting Involved Workshop Guide: A 
Manual for the Parent Group Trainer. The Best 
of BES-Basic Educational Skills Materials. 

ED 245 785 
Youth Physical Fitness. Suggestion’ for School 
Programs. 

ED 242 681 
3 Steps to Language Success: Prior Knowledge, 
Oral Language & the Reading/Writing Connec- 
tion. A Handbook for Integrating Writing In- 
struction into the Basic Reading Program. 

ED 241 918 
40 Communiques for Intermediate, Junior High, 
& Secondary Teachers. 

ED 241 420 
(055) Guides - Non-Classroom 
ABE Outreach: Teacher, Recruiter, Counselor. A 
Handbook for Adult Basic Education 
Teacher/Recruiter/Counselors. A Guide for Pro- 
gram Managers. Revised. 

ED 243 560 
Academic Employment and Retrenchment: Judi- 
cial Review and Administrative Action. 
ASHE-ERIC Higher Education Research Report 
No. 8, 1983. 

ED 240 972 
Academic Policy. 

ED 245 747 
Accessible Elementary Schools: A Renovation 
Planning and Design Manual. [Final Report]. 

ED 240 784 
Accessible Theatre Arts Programs 

ED 244 448 
Adaptive Recreational Equipment. 

ED 242 187 
Administering Writing Programs: A Workshop 
Leader’s Handbook. 

ED 246 484 
Administration of Distance-Teaching Institu- 
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tions. A Manual. 

ED 246 892 
Administration of Distance-Teaching Institu- 
tions. Case Studies. 

ED 246 891 
Adult Programming: Ideas and Resources for 
Vermont Public Librarians. 

ED 243 478 
Adult Volunteers. A Handbook for Teacher-Li- 
brarians in the Vancouver School Board to Pro- 
vide Assistance to Teacher-Librarians Who Are 
Establishing Adult Volunteer Programs, [and] to 
Suggest Ideas for Teacher-Librarians Who Wish 
to Enlarge or Enhance Their Volunteer Pro- 
grams. 

ED 244 625 
Adventure in Planning—Roadmap to a Successful 
Journey. Field Test Edition. 

ED 244 398 
Advocacy Communications: A Game Plan to 
Win Public Support. 

ED 240 685 
After the Meeting, Then What? 

ED 242 013 
Aids for Health and Home Extension Volunteers. 
Appropriate Technologies for Development. Re- 
print R-3. 

ED 243 820 
Aids to Deveiop Throwing and Catching Skills. 

ED 242 186 
Aircraft Maaufacturing Occupations. Aviation 
Careers Series. 

ED 242 990 
Airline Careers. Aviation Careers Series. Re- 
vised. 


ED 242 991 
Airport Careers. Aviation Careers Series. Re- 
vised. 


ED 242 989 
Alcohol and Drug Abuse Curriculum Guide for 
Psychiatry Faculty. Medicine 2. Health Profes- 
sions Education Curriculum Resource Series. 

ED 241 837 
ALICAT. The Online Catalog. 

ED 244 639 
Alternative Strategies to Improve and Expand 
the Delivery of Vocational Education in Small, 
Rural, and/or Isolated Secondary Schools in 
Hawaii. 

ED 244 073 
American Indian Bilingual Education Center 
1979-80 Handbook. 

ED 244 746 
American Indian Language Proficiency Assess- 
ment; Considerations and Resources. 

ED 242 487 
An Analysis of Narratives: Scoring Manual. 

ED 240 524 
Approaches for Dealing with the Anorexic Infant 
and Toddler. 

ED 242 179 
Arranging Instruction to Ensure the Active Par- 
ticipation of Severely Multihandicapped Stu- 
dents. 

ED 242 151 
— the Comprehensibility of Trade Mate- 
rials. 


ED 243 066 
Assessment and Planning with Low Incidence 
Populations: A Functional and Chronological 
Age Appropriate Approach for School Psycholo- 
gists. 

ED 240 774 
Assessment Guide. 

ED 246 950 
Assess the Progress of Exceptional Students. 
Module L-9 of Category L-Serving Students with 
Special / Exceptional Needs. Professional 
Teacher Education Module Series. 

ED 241 728 
Assisting Students in Accessing...Apprenticeship 
Programs. A Guide for the Apprenticeship 
School Linkage Program. 

ED 241 765 
Audio Tapes for Distance Education. 

ED 246 849 
i Resource Sharing in Massachusetts: 

lan. 

ED 243 479 
Aviation Maintenance (Aircraft Mechanics & 
Aircraft & Instrument Repair Personnel). Avia- 
tion Careers Series. Revired. 

ED 242 988 


Publication Type Index 


Back Pack: Parent and Child Kits. Actividades 
para la Familia: Octubre. The Best of BES-Basic 
Educational Skills Materials. 

ED 242 384 
Bag of Tricks: 180 Great Games (and Three 
More with Real Potential). ' 

ED 243 639// 

Bamboo as a Building Material. Peace Corps. Ap- 
propriate Technologies for Development. Re- 
print R-33. 

ED 242 878 
BASIC Language Flow Charting Program (BAS- 
CHART). Technical Note 3-82. 

ED 240 973 
Basic Skills Improvement. A Handbook for 
Reading, Math, Writing, and Oral Communica- 
tion. 

ED 241 699 
Before School Starts: A Handbook for New Ele- 
mentary Rural/Small School Teachers. 

ED 245 850 
The Best of BES: Basic Educational Skills Mate- 
rials. 

ED 245 780 
Best Practices in Pennsylvania Education: A Re- 
port from the Schools. 

ED 242 572 
Better Education for Michigan Citizens: A Blue- 
print for Action. 

ED 243 219 
Bibliographic Instruction for Disabled Students. 

ED 240 757 
The Biggest Mistakes Boards Make in Collective 
Bargaining. 

ED 242 004 
Bilingual-Crosscultural Teacher Aides: A Re- 
source Guide. 

ED 243 318 
The Biology Examinations of the Cotlege Board. 
1980-82. 

ED 242 495 
A Blueprint for Educational Excellence. A 
School Board Member’s Guide. 

ED 247 360 
The Brain Owner’s Manual: A Workshop on 
How to Reach Your Personal Best through a 
Whole Mind Approach. Revised. 

ED 242 110 
Brief Guidelines on Information and Strategy for 
Dropout Prevention in West Virginia. 

ED 240 278 
A Brief Review of Psychological Theories and 
Counseling Techniques for Outdoor Leaders. 

ED 244 752 
Burlington’s Making Special Friends Project: 
Volume III. Implementation Guidelines and In- 
service Training Manual. 

ED 242 114 
Burlington’s Making Special Friends Project: 
Volume IV. Strategies for Implementing Model 
Components. 

ED 242 115 
Burlington’s Making Special Friends Project: 
Volume V. Developing Community Resource 
and Accessibility Guides. 

ED 242 116 
Burnout in Parents of Emotionally Disturbed Ad- 
olescents. 

ED 244 455 
Burnout: The New Academic Disease. 
ASHE-ERIC Higher Education Research Report 
No. 9, 1983. 

ED 242 255 
Business/Education Cooperation Information 
Packet. 

ED 241 814 
Business, Industry, and School Partnerships. 

ED 241 999 
The Cadet Project: Comp Assisted Dist; 
Education Telecommunication for Post Second- 
ary Education in Alberta. Report #1, June 15, 
1983, and Report #2, June 18, 1984. 

ED 246 850 
CAI: Program and Programming Techniques 
That Utilize the Microcomputer as an Interactive 
Audio-Visual Device. 





ED 242 285 
[California Mentor Teacher Program. Program 
Advisory.] 

ED 241 473 
California State Spelling Championship Word 
Lists [and Spelling Bee Planning Information]. 

ED 240 583 





Publication Type Index 


A Career in Independent School Teaching. 

ED 243 884 
Career Planning Modifications for the Visually 
Impaired Learner. 


ED 242 138 
Careers in Airway Science. 


ED 247 126 
Care of Infants in Groups: A Resource Paper. 

ED 247 006 
bo Case for the All-Day Kindergarten. Fastback 


ED 243 592 
Case Studies in School Communication. 

ED 242 075 
CBEDS Data Users’ Guide (1983 Data). 

ED 240 668 
The Central Registry /Clearinghouse: A Tool for 
Improving the Child Support Enforcement Pro- 
gram. 

ED 247 022 
The Challenge: To Nurture the Full Develop- 
ment of Potential in All Gifted Students. 

ED 246 606 
Characteristics of Bicycling as a Viable Compo- 
nent to Outdoor Adventure Pro; ing. 

ED 247 057 
Characteristics of Special Needs Learners. 

ED 240 337 
Cheerleading. A Handbook for Teacher-Spon- 
sors. 

ED 243 854 
The Chemistry Examinations of the College 
Board. 1980-82. 

ED 242 496 
Child Abuse and Neglect: A Teacher’s Hand- 
book for Detection, Reporting, and Classroom 
Management. 

ED 242 709 
Child Care Consortiums by Employers: Four In- 
terorganizational Issues to Consider When De- 
veloping a Joint Project [Manual. and] Hospital 
Employee Child Care Project, Final Report (Jan- 
uary-March) and Executive Summary. 

ED 242 437 
Child Development Program Guidelines, 1983 
Revision. 

ED 242 048 
Children’s World View: The Basis for Learning 
Activities. Responsive Multicultural Basic Skills 
Handbook for Teachers & Parents. 

ED 243 755 
Child Sexual Assault and Abuse: Guidelines for 
Schools. Bulletin No. 4360. 

ED 245 363 
Citizen Involvement in Rural Community Devel- 
opment. A Three-Year Study. 

ED 244 770 
Classroom Supervision of Volunteers: Handbook 
for Instructors. 

ED 246 954 
CLAST: College Level Academic Skiils Test. 
Test Administration Plan, 1983-84. 

ED 242 344 
Climate Creators. Dynamic Characteristics of 
People Who Create Positive Organizational Cli- 
mate. 

ED 244 904 
Close It, Sell It, or Lease It: What to Do with 
That Old School. 

ED 240 681 
Coding the Composing Process: A Guide for 
Teachers and Researchers. 

ED 240 609 
Cognitive Psychology and Its Implications for 
Designing Drill and Practice Programs for Com- 
puters. 

ED 246 869 
Collection Access Policy. 

ED 246 908 
Collective Negotiations. School Board Library 
Series, Volume 5. Third Edition. 

ED 242 088 
College Library Buildings in Transition—Looking 
at the 1980's. 

ED 241 057 
Color Our Children Carefully. A Guide to Equity 
and Excellence in Education. 

ED 244 011 
Come Closer around the Fire. Using Tribal Leg- 
ends, Myths, and Stories in Preventing Drug 
Abuse. 

ED 241 192 
Communicating Psychological Information in 
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Writing. 


ED 240 775 
Communication Notebook. 


ED 240 688 
Community-Based Networking-A Boston Chi- 
natown Perspective. 

ED 244 074 
Community Health Education in Developing 
Countries. Appropriate Technologies for Devel- 
opment. Manual M-8. 

ED 243 819 
Comparison of Apple, Epson, IBM, and Other 
Microcomputers for Applications in Rehabilita- 
tion Systems for Persons with Physical Handi- 
caps. Revision D. 

ED 246 582 
Competency Based Adult Education: A Process 
Model. 


ED 240 391 
The Computer and Recreation. 

ED 242 137 
Computer Applications Planning. A Guide to 
Planning and Implementing a District-Wide 
Computer Program. 

ED 242 059 
Computer Awareness: An Introduction for 
Teachers. 

ED 242 309 
The Computer Explosion: Implications for Edu- 
cational Equity. Resource Notebook. 

ED 244 013 
Computer Management: I.E.P. in the Stevens 
Point, Wisconsin Public Schools. 

ED 243 301 
Computer Metaphors: Approaches to Computer 
Literacy for Educators. 

ED 240 704 
Computers & Composing: How the New Tech- 
nologies Are Changing Writing. Studies in Writ- 
ing & Rhetoric Series. 

ED 243 105 
Computers Plus: A Program to Develop Com- 
puter Literacy among Educators. Paper and Re- 
port Series No. 94. 

ED 246 852 
Computers, Teaching, and Learning: An Intro- 
duction to Computers in Education. 

ED 242 300 
Conducting Student Retention Studies. 

ED 246 815 
The Cc Pp of the Past: Historical 
Reflections on Artistic Giftedness. 

ED 242 111 
Continued Development and Dissemination of 
Materials for Serving Senior Adults. FY ’83 310 
Project Final Report. 





ED 246 231 
Contracting for Telecommunications Systems. 

ED 242 242 
The Cooperative Vocational Program. 

ED 242 483 
Copyright: School and “Fair Use”. 

ED 241 068 
Costing Out the Labor Agreement. [Revised]. 

ED 242 070 
Cost Learning Materials. A iiypothetical Case 
Study. Open Learning Papers. 

ED 247 224 
Counseling Minorities: Hasidic and Orthodox 
Jews. 

ED 246 381 
The Counselor as a Consultant. Trainer’s Manual 
[and] Participant’s Manual. 

ED 241 885 
Courseware Evaluation: Form & Guide for Voca- 
tional and Technical Education. Special Publica- 
tion No. 44. 

ED 244 058 
Courseware in the Classroom: Selecting, Orga- 
nizing, and Using Educational Software. 

ED 242 288// 

Creating School-Business Partnerships. 

ED 243 567 
Criteria for Approving Teacher Education Pro- 
grams in Georgia Institutions. 

ED 244 941 
Criteria for the Institutional Evaluation of Com- 
munity College Staff Development Programs. 

ED 246 961 
= Elements of the Employment Relation- 
ship. 

ED 245 372 
Curriculum Development Guidelines for Wis- 


Com. Guidelines for Curriculum Development 
for the Wisconsin Competency-Based Occupa- 
tional Curriculum Data System. 

ED 240 358 
Curriculum Improvement Ongoing at West 
Windsor-Plainsboro High School. 

ED 242 597 
Curriculum Planning Resource Manual for De- 
velopmental Skills and Communication Skills. 
Hearing Impaired: Deaf and Hard of Hearing. 
Revised Edition. [A Resource Manual for the 
Development and Evaluation of Special! Pro- 
grams for Exceptional Students, Volume V-A]. 

ED 244 423 
Curriculum Study: Language Arts, English K-12. 
A Report from the Language Arts/English K-12 
Curriculum Study Committee to the North Caro- 
lina State Board of Education. 

ED 244 270 
The Dacum Workshop. Dacum 2. 

ED 246 286 
Deadly Cold: Health Hazards Due to Cold 
Weather. An Information Paper by the Subcom- 
mittee on Health and Long-Term Care of the 
Select Committee on Aging. House of Represent- 
atives, Ninety-Eighth Congress, Second Session 
(February 1984). 


Dealing with Stress. 


ED 245 163 


ED 241 998 
Defense Dollars and Sense: A Common Cause 
Guide to the Defense Budget Process. 

ED 243 778 
A Descriptive Review Process for Growth in 
Teaching. 

ED 242 735 
Designing and Producing Videotex Instruction. 
A Producer’s Handbook. 

ED 244 595 
Designing, Monitoring, and Implementing Be- 
havioral Interventions with the Severely and Pro- 
foundly Handicapped. 

ED 240 772 
A Desk Reference Manual on Special Education 
for School Principals. 

ED 244 429 
Despair and Personal Power in the Nuclear Age. 

ED 245 974 
Developing a Community Team: A Companion 
to the Community Workbook for Collaborative 
Services to Preschool Handicapped Children. 

ED 245 440 
Developing a Discipline Code in Your School. 

ED 242 000 
Developing a Secondary Mentor Program: A 
Guidebook. 

ED 243 271 
Developing a Strategy. Supporting Economic 
Development: A Guide for Vocational Educa- 
tors. 

ED 240 281 
Developing a Tradition: Documenting Univer- 
sity & College Theatre History-Accessing and 
Preserving Materials. 

ED 240 651 
Developing Computational Estimation Materials 
for the Middle Grades. Final Report. 

ED 242 525 
Developing Guidelines for the Use of Nontradi- 
tional Educational Interventions. 

ED 243 257 
Development Communication Report. No. 44. 

ED 240 988 
Development of Paper Presentations for Conven- 
tion Programs. Technical Report. 

ED 241 714 
The Diagnostic Index: A Criterion for Further 
Evaluation and Intervention with At-Risk Pre- 
school Children. 

ED 240 790 
Differentiated Supervision. 

ED 245 401 
Differentiated Supervision for Catholic Schools. 

ED 240 672 
Disability: The College’s Challenge. 

ED 244 449 
Discrimination in Employment. 

ED 245 373 
Discussion Techniques for Adult Educators. 

ED 245 065 
Diseno Sistematico de Proyectos: Manual para 
Voluntarios (Systematic Project Design: A Hand- 
book for Volunteers). Appropriate Technologies 
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ee Fourth Edition. Reprint R- 
44B. 


ED 242 868 
Dissemination and Utilization of Educational 
Research. Report of a Regional Seminar (Tokyo, 
Japan, November 9-25, 1983). 


ED 243 745 
Distance Learning for Teacher Education. Re- 
port of a Technical Working Group Meeting (is- 
lamabad, Pakistan, 4-16 November 1981). 
_— II: Guidelines on Development of Mate- 


ED 240 990 
Distance Learning for Teacher Education. Re- 
port of a Technical Working Group Meeting (Is- 
lamabad, Pakistan, 4-16 November 1981). 
Volume III: Exemplar Materials. 

ED 240 991 
District Level Indicators Supporting Quality 
Schools: I. Overview. 

ED 240 664 
Documentation of Employee Performance. 

ED 245 377 
Don’t Get Trampled in the Computer Stampede. 

ED 245 835 
Driver Education Program. Administrative and 
Curriculum Guide. 

ED 246 274 
Driver Selection and Training for Human Service 
Agencies. Final Report. 

ED 242 977 
Drug Abuse: A Handbook for Parents. 

ED 242 594 
Easing the Child’s Transition between Home, 
Child Care Center & School: A Guide for Early 
Childhood Educators. Early Childhood Educa- 
tion Resource Guides. 

ED 242 389 
An Easy Guide to Action Research for the 
School Administrator. 

ED 246 537 
Educational Fund Raising and the Law. 

ED 242 253 
Educational Needs Assessment: A Practical 
Model for the Overworked Middle School Prin- 
cipal. 

ED 245 402 
Education for Land Use Planning: Manual. 

ED 241 227 
Education in the Computer Age: Issues of Policy, 
Practice, and Reform. Volume 6. Managing In- 
formation: A Series of Books in Organization 
Studies and Decision-Making. 

ED 242 403// 

Education Under Study: An Analysis of Recent 
Major Reports on Education. Second Edition. 

ED 240 726 
The EEN Triangle of Support: A Guide for Par- 
ents. Revised Edition. 

ED 246 586 
The Effective Principal: Achieving Equity and 
Excellence in Schools. 

ED 244 009 
Effective Schooling in a Rural Context: A New 
Hampshire View. 

ED 243 628 
Effective School PR and How to Get It. 

ED 241 994 
An Emerging Technology Curriculum. A Model 
with Task Listings. 

ED 246 233 
English as a Second Language/ Dialect (ESL/D). 
Guidelines and Suggestions for the Administra- 
tion and Organization of Programs. Interim Edi- 
tion. 

ED 245 543 
The English Composition and Literature Exami- 
nations of the College Board, 1980-82. 

ED 240 577 
Enrichment through Creative Arts. 

ED 246 573 
EQA Manual for Interpreting Elementary 
School Reports. Educational Quality Assess- 
ment. 

ED 247 278 
EQA Manual for Interpreting Intermediate 
School Reports. Educational Quality Assess- 
ment. 

ED 247 279 
EQA Manual for Interpreting Secondary School 
Reports. Educational Quality Assessment. 

ED 247 280 
The ESL Refugee Program: A Nuts and Bolts 
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Presentation. 


ED 240 389 
An ESP Approach to EFL/ESL Teacher Train- 
ing. 


ED 244 508 
Evaluating Students by Classroom Observation: 
Watching Students Grow. Reference & Resource 
Series. 

ED 243 941 
Evaluating University Teaching: Instructions for 
Departmental Chairs. 

ED 243 359 
Evaluation of Superintendents. 

ED 245 341 
Evaluator’s Guide for Microcomputer-Based In- 
structional Packages. Revised. 

ED 240 699 
Evaluator’s Guide for Word Processing Software. 

ED 246 841 
An Evaluator’s Guide to Using DB MASTER: A 
Microcomputer Based File Management Pro- 
gram. R h on Evaluation Program, Paper 
and Report Series No. 91. 





ED 243 410 
Evolution, Nature, Uses and Issues in the Cie- 
ation of Local School District Comprehensive In- 
formation Systems. 

ED 244 377 
An Experience in Using Positive Reinforcement 
with Children from a Divergent Culture. 

ED 244 761 
Facilitating Students’ Progress from School to 
University: From Teacher Dependence to 
Self-Directed ; 

ED 246 671 
Familiar Sports and Activities Adapted for Mul- 
tiply Impaired Persons. 

ED 242 189 
Fear and Loathing in the Child Care Center: It’s 
Staff Evaluation Time! 

ED 245 819 
Financing in a Period of Retrenchment: A Primer 
for Smaii Colleges. 

ED 240 954// 

First Steps: Fostering Creativity in Vermont’s 
Schools & Communities. 

ED 242 653 
Five-Year Plan for the Minneapolis Public 
Schools, 1982-1987. 

ED 242 817 
_ Attendants. Aviation Careers Series. Re- 
vised. 

ED 242 993 
Florida CHOICES Counselor’s Manual 1983-84. 

ED 245 129 
Focus & Higher Standards for Secondary 
Schools. 

ED 240 731 
Focus on Efficient Management. 

ED 242 074 
Foreign Languages—Middle School. Exploratory 
Foreign Language. Second Edition. 

ED 240 846 
From High School to College: A Critical Transi- 
tion. 

ED 242 398 
From Objectives to Instruction. Dacum 4. 

ED 246 288 
From Skill Profile to Objectives. Dacum 3. 

ED 246 287 
Functional Level Testing Decision Points and 
Suggestions to Innovators. 

ED 246 101 
Gaining Access to Work Settings: A Tale of Two 
Cities. 

ED 247 301 
Gaining Employment through Traineeships. 

ED 246 197 
Gandhi: A U.S. Committee for UNICEF Educa- 
tional Awareness Program. 

ED 247 152 
Generic Survey Procedures. 

ED 242 281 
Getting Inside the EQA Inventory: Grades 5, 8, 
and 11. 1983 Edition. 

ED 243 955 
Getting Started: Planning and Implementing 
Computer Instruction in Schools. 





ED 244 597 
1 Pre i 


Government Dc ts Tech 
Manual. 


ED 244 634 


Publication Type Index 


Government, Including: Air Traffic Controllers, 
Aviation Safety Inspectors, Airspace Systems In- 
spection Pilots, Accident Investigators, Electron- 
ics Technicians, Engineers, Meteorologists. 
Aviation Careers Series. Revised. 

ED 242 992 
Grade Retention: Research, Policies, and Deci- 
sion Making. 

ED 245 349 


A Graduate Curriculum in Research and Philoso- 
phy of Science. 

ED 244 180 
Grasping the Fund Raising Straws. 

ED 242 445 
The Greek Elementary School System. Curricu- 
lum Bulletin Number Twenty-Three. 

ED 243 992 
Guidance on Software Maintenance. Final Re- 
port. Reports on Computer Science and Technol- 
ogy. 

ED 243 471 
A Guide for Evaluation of Broadcast Radio and 
Television in the Delivery of Informal Education. 
A Graduate Project. 

ED 243 448 
A Guide for Improving School Communications 
for Administrators, Parents, Teachers and Stu- 
dents. 

ED 242 019 
Guide for School Evaluation Based on “A Nation 
at Risk.. .The Imperative for Educational Re- 
form.” 

ED 242 023 
Guidelines for Assessment and Abatement of As- 
bestos-Containing Materials in Buildings. 

ED 244 350 
Guidelines for Development of a Home Industry. 
Appropriate Technologies for Development. Re- 
print R-14. 

ED 242 879 
Guidelines for Education Graduate Degree Re- 
search Proposals. 

ED 246 734 
Guidelines for Multicultural Education. 

ED 242 802 
Guidelines for Reviewing Reading Program 
Evaluations. 

ED 241 907 
Guidelines for the Evaluation of Training 
Courses, Workshops and Seminars. Second Edi- 
tion. 

ED 242 290 
Guidelines for the Preparation of General Guides 
to National Archives: A RAMP Study. 

ED 241 040 
Guidelines for the School Psychologist: The Di- 
agnostic Process in Mathematics, Spelling, and 
Written Expression. 

ED 240 776 
Guidelines Manual for Fund Raising and Dona- 
tions. 

ED 243 551 
A Guide to Checks and Checking. The CIRcular: 
Consumer Information Report 10. 

ED 241 822 
A Guide to COPA Recognized Accrediting As- 
sociations, 1983. 

ED 246 728 
A Guide to Disbursement, Refund, and Repay- 
ment. 

ED 246 718 
A Guide to Effective Administration in Day 
Care. 


ED 242 440 
A Guide to Facility Use for Non-College Users. 
Working Paper Series. 

ED 243 544 
A Guide to Group Counseling in Junior High 
School. Futureprint Counseling Component. 

ED 241 888 
A Guide to Implementation of Training Prod- 
ucts. Research Report 1350. 

ED 245 089 
Guide to Software Selection Resources: Part 
One. Educational Technology Resources in New 
York State. 

ED 246 861 
Guide to Software Selection Resources: Part 
Three. Reading and Communication Skills. 

ED 246 862 
A Guide to Statewide Assessment Results, Octo- 
ber 1983 


ED 241 582 





Publication Type Index 
_" to Student Rights in North Dakota. No. 


ED 244 391 
Guide to the Production and Use of Audio-Visual 
Aids in Library and Information Science Teach- 
ing. 

ED 243 486 
A Guide to the Repayment of Multiple National 
Direct Student Loans. 

ED 242 260 
Handbook for Advocacy of Gifted Education. 

ED 245 501 
Handbook for Assessing Composition. 

ED 246 485 
Handbook for Building Homes of Earth. Appro- 
ery Technologies for Development. Reprint 

ED 242 877 
Handbook for Business/Industry/Education 
Partnerships. Bulletin 1983, No. 29. 

ED 240 301 
Handbook for CBAE Staff Development. 

ED 244 159 
Handbook for Class I County School District 
Treasurers. 

ED 243 252 
Handbook for Cooperative Work Experience Co- 
ordinators in Oregon. 

ED 244 339 
Handbook for Coordinators of ABE/ESL Class- 
room Volunteers. 

ED 246 953 
Handbook for Educators Involved in Vocation- 
ally Oriented Programming for Moderately Re- 
tarded Adolescents. 

ED 243 274 
Handbook for Improving Early Education. 

ED 242 394 
The Handbook for Latchkey Children and Their 
Parents: A Complete Guide for Latchkey Kids 
and Their Working Parents. 


ED 243 569 
Handbook for Teachers and Principals Partici- 
pating in the Montgomery County Public 
road Outdoor Education Program, 1983- 


ED 242 476 
A Handbook for Teaching Portuguese-Speaking 
Students. 

ED 243 319 
Handbook for the Supervision of the Intern in 
School Administration...A Performance Based 
Guide for the Intern and His Advisors 

ED 242 090 
Handbook for Volunteers: Adult Education Pro- 
gram. 


ED 246 955 
Handbook, Living Life’s Emergencies: A Guide 
for Home Preparedness. 

ED 243 613 
Hats Off to Kids! Wisconsin Summer Library 
Program Manual, 1984. Bulletin No. 4225. 

ED 244 628 
Hawaii School Library Programs: A Guide for 
Management and Services. 


ED 241 041 
Health and Safety Resources for Child Care 
Workers. 


ED 247 026 
Health and Sanitation Lessons (Africa). Appro- 
priate Technologies for Development. Reprint 
Series, Number 27. 

ED 243 818 
Help for “At Risk” Children: School-Community 
Guidance Centers. 

ED 244 189 
Helping the Dislocated Worker: Planning Com- 
munity Services. Research and Development Se- 
ries No. 243A. 

ED 241 740 
High School and Beyond Course Offerings and 
Course Enrollments Survey (1982). Data File 
User’s Manual. Contractor Report. 

ED 243 956 
High School and Beyond Transcripts Survey 
(1982). Data File User’s Manual. Contractor Re- 
port. 

ED 243 957 
High School and Beyond 1980 Senior Cohort 
First Follow-Up (1982). Data File User’s Man- 
ual. Contractor Report. 

ED 243 958 
High School and Beyond 1980 Sophomore Co- 
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hort First Follow-Up (1982). Data File User’s 
Manual. Contractor Report. 

ED 243 959 
High Tech and the Upward Mobility of 
Non-Technical People. 

ED 246 372 
High Tech Schools: The Principal’s Perspective. 

ED 243 224 
Home Is for Helping. 

ED 241 609 
Home Secrets. Lessons for First Grade. The Best 
of BES-Basic Educational Skills Materials. 

ED 245 789 
Homestay Program Orientation Manual, Includ- 
ing Leader’s Guides and Preparatory Readings, 
Plus Materials for Student Use. 

ED 244 878 
The Home Stretch. 

ED 241 124 
Honors in the Two-Year College. 

ED 246 933 
The Hospitalized Child. 

ED 243 579 
How Can I Prepare My Young Child for Read- 
ing? An IRA Micromonograph. 

ED 241 906 
How Children Learn to Write: Perspectives on 
Children’s Writing for Educators and Parents. 

ED 241 950 
How Do You Recognize a Good School When 
You Walk into One. A Comprehensive Guide for 
Identifying and Creating a Good School. 

ED 242 680 
How to Avoid an Educational Malpractice Suit. 

ED 244 329 
How to Balance Your Checkbook. The CIRcular: 
Consumer Information Report 1. 

ED 241 819 
How to Choose a Board of Trustees. 

ED 242 249 
How to Choose and Incorporate Word Process- 
ing Equipment into Your Curriculum. 

ED 240 406 
How to Communicate Effectively with Staff 
Members. Tips for Principals from NASSP. 

ED 240 680 
How to Communicate with Your Professional 
Staff: Build the Proper Climate. 

ED 242 010 
How to Develop a Better Guidance Program. 

ED 241 889 
How to Develop and Use Labor Market Informa- 
tion in Local Occupational Program Planning. A 
Guide for Local Planners. 

ED 240 349 
[How to Develop Positive Teacher-Parent Rela- 
tionships.] 

ED 240 678 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume II: Developer’s Guide. Techni- 
cal Report 579. 

ED 241 796 
How to Develop Task Summaries for Soldier’s 
Manuals. Volume I: Technical Report. Technical 
Report 578. 

ED 241 795 
How to Display Data Badly. Technical Report 
No. 82-33. 

ED 243 892 
How to Find and Use a Good Consultant. 

ED 240 683 
How to Form Business-School Partnerships. ECS 
Working Papers. 

ED 244 370 
How to Generate Values in Young Children: In- 
tegrity, Honesty, Individuality, Self-Confidence 
and Wisdom. 

ED 247 019 
How to Get the Most Out of Your College Edu- 
cation. 

ED 243 394 
How to Get to School from Your House. The 
Best of BES-Basic Educational Skills Materials. 

ED 242 383 
How to Handle Impasses in Bargaining. 

ED 240 686 
How to Help Beginning Teachers. 

ED 245 360 
How to Motivate Staff and Students to Save En- 
ergy: A Guide to Methods and Techniques That 
Work. 

ED 242 605 


How to Prepare for a Joint Dissemination Review 
Panel Meeting. 

ED 243 183 
How to Succeed in College: A Guide for the 
Non-Traditional Student. 

ED 243 395 
How to Write Educational Programs for Telidon. 
A Self Instructional Manual. 

ED 244 601 
How to Write Your Own Curriculum Materials. 
Resource Monograph #25. 

ED 241 533 
Idea Exchange: Suggestions to Help Librarians 
Celebrate the Bicentennial of the Board of Re- 
gents of the University of the State of New York. 

ED 243 487 
Ideas for the Parent Volunteer: Activities for the 

ifted. 

ED 245 465 
Identification and Programming for Learning 
Disabled Students: The Parents’ Part. 

ED 244 476 
Identification of Strategies to Increase Retention 
of Disadvantaged Students in Nontraditional 
Programs in Florida. Manual. 

ED 245 084 
Identification Procedures for New and Emerging 
Occupations for Vocational Education. 

ED 244 076 
Identifying and Addressing Curriculum Needs. 
Using and Reporting Test Results, Monograph 
#3. Steps in the Right Direction! 

ED 246 117 
Identifying and Addressing Student Needs. Us- 
ing and Reporting Test Results, Monograph #2. 
Steps in the Right Direction! 

ED 246 116 
“If You’ve Learned It, You Can Teach It.” A 
Guide to Planning Educational Courses, Pro- 
grams and Projects. 

ED 245 080 
Illinois Education for Technology Employment 
Project. 

ED 246 237 
Immigrant Families: The Case of the Indochinese 
Refugees and Its Implications for the Public 
Schools. 

ED 245 031 
Implementing Computer Assisted Career Guid- 
ance and Other Computer Applications for the 
Adult Learner. 

ED 245 182 
Implementing Driver Selection and Training for 
Human Service Agencies: Administrator’s 
Guidelines. Final Report. 

ED 244 065 
Improving Basic Skills: Volume I-A Collection of 
Wisconsin Programs for Improving the Basic 
Skills of Undereducated Youth and Adults. 

ED 241 700 
Improving Basic Skills: Volume II-A Collection 
of National Programs and Resources for Improv- 
ing the Basic Skills of Undereducated Youth and 
Adults. 

ED 241 701 
Improving Basic Skills: Volume III-A Collection 
of Programs and Resources Selected for the Gov- 
ernor’s Conference on Basic Skills (Madison, 
Wisconsin, December 1981). 

ED 241 702 
Improving Instruction through the Management 
of Testing and Evaluation Activities: A Guide- 
book for Schoo! Districts. 

ED 243 246 
Improving the Human Environment of Schools: 
Facilitation. 

ED 246 529 
Incentives for Excellence: What School Board 
Members Can Do to Encourage Excellence in 
Their English Language Arts Programs. 

ED 241 960 
Income Tax Organizer. The CIRcular: Consumer 
Information Report 9. 

ED 241 821 
Increasing Minority Representation in Programs 
for the Gifted and Characteristics of the Home 
Environment of Potentially Gifted Minority 
Children. 

ED 246 605 
Increasing Participation of Minority and Cultur- 
ally Diverse Students in Gifted Programs. 

ED 244 010 
Increasing the Effectiveness of Parents of Handi- 





750 


capped Children: Selected Resources. 

ED 246 572 
Independent Living Ideas. The Volunteer Path to 
Employment. 

ED 244 150 


Individualized Learning Center Management: A 
User’s Guide. 

ED 242 026 
Industry-Education Collaboration for Special 
Needs Youth and Adults. 

ED 241 719 
Influence, Effectiveness and Language Policy: A 
Political Action Workshop. 

ED 243 302 
Initial Communications with the Parents of Emo- 
tionally Disturbed University Students. 

ED 244 174 
Instructional Computing. An Action Guide for 
Educators. 

ED 241 537// 

Insuring Your Property. The CiRcular: Con- 
sumer Information Report 29. 

ED 241 829 
Integrating Normaily Developing and Handi- 
— Infants = ‘oddlers into a Child Care 

Program. 

ED 246 587 
Interactive Videodisc Design and Production 
Workshop Guide. 


ED 244 580 
Intergenerational Programs in Wisconsin 
Schools. 


ED 240 407 
The International Consultant: Substance and 
Culture. 

ED 246 512 
An International Perspective on Gifted And Tal- 
ented Programs. 

B ED 246 607 
Interpreting Assessment Reports-Texas Assess- 
ment of Basic Skills, 1984. 

ED 244 978 
Interpreting Mathematics Scores on the New Jer- 
sey College Basic Skills Placement Test. 

ED 243 902 
An Introduction to Competency-Based Employ- 
ment and Training Programming for Youth under 
the Job Training Partnership Act. 

ED 246 229 
Introduction to Computers in Education for Ele- 
mentary and Middle School Teachers. 

ED 240 706 
Introduction to Dacum. Dacum 1. 

ED 246 285 
Inventory Procedures for the Libraries of Califor- 
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ment Series No. 242. 

ED 242 863 
The Use of Mark-Sense Readers in Evaluation. 

ED 247 269 
The Use of the Nominal Group Technique. 

ED 245 066 
Using and Reporting Test Results, Monograph 
#1. An Overview. Steps in the Right Direction! 

ED 246 115 
Using Microcomputers in Schools: Some Initial 
Considerations. 

ED 243 452 
Utilizing Adaptive Devices with Severely Handi- 
capped Students. 

ED 242 155 
Value Orientations [and] Leader’s Guide for the 
Value Orientations Exercise. 

ED 243 771 
Vermont Copicat. Cooperation Catalog. 

ED 243 484 
Vermont Surrogate Parent Program. Due Process 
Handbook. 

ED 246 563 
Virginia Community College System Master 
Plan, 1982-1990. 

ED 241 087 
Vocational Director’s Handbook. 

ED 246 974 
Vocational Education and the Gifted and Tal- 
ented. 

ED 244 064 
Vocational English as a Second Language: A 
Partnership with Industry. 

ED 24] 804 
Vocational Training: Are Ecological Strategies 
Applicable for Severely Multihandicapped Stu- 
dents? 

ED 242 153 
= and Voc Ed. Information Series No. 


ED 241 716 
Wages and Salaries Paid Support Personnel in 
Public Schools, 1983-84. Part 3 of National Sur- 
vey of Salaries and Wages in Public Schools. 

ED 243 213// 

Warm Springs: A Case Study Approach to Rec- 
ognizing the Strengths of the American Indian 
and Alaska Native Families. 

ED 241 246 
A Watchful Eye. “Sitting” with Special Children. 

ED 242 188 
Water Quality Instructional Resources Informa- 
tion System (IRIS): A Compilation of Abstracts 
to Water Quality and Water Resources Materials. 
— May 1979 edition and Supplements 
1-15. 

ED 247 142// 

Ways to Finance an Education. The CiRcular: 
Consumer Information Report 8. 

ED 241 820 
Ways to Save Your Money. The CIRcular: Con- 
sumer Information Report 2. 

ED 241 818 
What’s in Your Credit Report? Tne ClIRcular: 
Consumer Information Report 22. 

ED 241 826 
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Wilderness Emergency: Surviving the Unex- 
pected. 

ED 243 616 
Wind Energy Guide. 

ED 242 479 
Winning Public Support for Education. 

ED 241 996 
Wisconsin Guidelines for Instructional Com- 
puter Use in Education, K-12. 1983-84. 

ED 244 610 
Wisconsin Hearing Conservation Program: A 
Guide for Nurses, Parents, School Personnel, 
Physicians. Revised. 

ED 243 273 
The Women’s Yellow Pages: Original Source- 
book for Women. West Virginia Edition. 

ED 243 729 
Word Processing: A Guide to Program Planning. 
Leadership Training Series No. 65. 

ED 242 965 
Working with Evaluators: A Guide for Drug 
Abuse Prevention Program Managers. 

ED 244 191 
Working with Parents of Adolescents Identified 
as Emotionally or Behaviorally Disordered. 

ED 244 452 
Working with Your Gifted Child at Home. 

ED 240 822 
The Worksite Supervisor. 

ED 241 754 
Writing about Literature. 

ED 246 486 
Writing Centers: Theory and Administration. 

ED 246 483 
Writing for Learning: Practical Application of 
Research Findings. 

ED 243 106 
Writing Instruction: Commitment to Improve- 
ment. 

ED 244 283 
You Don’t Have to Be Poor to Be Indian: Read- 
ings in Resource Development. 

ED 241 189 
Your Child’s Scores in Basic Skills: lowa Tests of 
Basic Skills. AISD Kindergarten, School Year 
1981-82. AISD Elementary Schools, School 
Year 1981-82. 

ED 242 734 
Your Leadership Style: A Management Develop- 
ment Module for Educational Leaders. 

ED 243 232 
Your Scores in Basic Skills: lowa Tests of Basic 
Skills. AISD Junior High Schools, School Year 
1981-82. AISD Senior High Schools, School 
Year 1981-82. 

ED 242 733 
16 Steps to Student & Program Accountability. 

ED 244 673 
1983-1984 Official Wisconsin Junior Dairymen’s 
Association Manual. Bulletin No. 4097. 

ED 242 887 
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ED 243 367 
Alberta Catholic Schools...A Social History. 

ED 243 200 
The American Liberal Arts College in the Eight- 
ies-Dinosaur or Phoenix? 

ED 246 834 
The American Square Dance-Part of Our Na- 
tional Heritage. 

ED 241 511 
American Women: Dimensions in Economic In- 
terdependence. 

ED 244 876 
Amityville: The First Half of the Twentieth Cen- 
tury. 

ED 245 950 
ANARAP and the Future of Native American 
Studies. 

ED 241 217 
The Authority of Truth: Religion and the John 
Peter Zenger Case. 

ED 244 276 
The Best of Two Worlds: Bilingual-Bicultural Ed- 
ucation in the U.S. 

ED 243 316 
A Brief History of the Flathead Tribes. 

ED 247 065 
The Bureaucratization of a County Schools Of- 
fice: An Histcrical Field Study of the County 
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Superintendent of Schools Office in Riverside 
County, California. 

ED 242 039 
The Civil War Letters of Lewis Bissell: A History 
and Literature Curriculum. 

ED 247 206 
Conflicting Visions in Alaskan Education. Occa- 
sional Paper No. 3. 

ED 242 465 
The Continuous Process of School Improvement: 
Lessons Learned from the Past. 

ED 243 879 
The Controversy of the Underprepared Student 
at Vassar College and Cornell University, 
1865-1890. ASHE 1984 Annual Meeting Paper. 

ED 245 600 
Down from Equality. Black Chicagoans and the 
Public Schools. 1920-41. 

ED 243 999// 

Federal Education Policies and Programs: Inter- 
governmental Issues in Their Design, Operation, 
and Effects. Volume 3: Congressionally Man- 
dated Study of School Finance. A Final Report to 
Congress from the Secretary of Education. 

ED 243 197 
= —_— Role in Energy Education in the 


ED 241 258 
The “Flexner Report” of 1910 and Its Influence 
on Later Studies of Academic Quality. 

ED 243 366 
From Immigrants to Ethnics: The Italian Ameri- 
cans. 

ED 246 154// 

Games and Sport of Southern California’s Chin- 
ese-Americans. 

ED 244 947 
Genevieve Forbes Herrick: A “Chicago Tribune” 
Reporter Covers Women in Politics. 

ED 246 440 
A Handbook for Teaching Portuguese-Speaking 
Students. 

ED 243 319 
Handbook on Australia. 

ED 243 763 
The History of Black Star Picture Agency: 
“Life’s” European Connection. 

ED 244 286 
A History of the Adult Education Act. 

ED 245 098 
A History of the National Conference on Re- 
search in English. 

ED 240 570 
Honors at the University of Maryland: A Status 
Report on Programs for Talented Students. 

ED 243 358 
po Impact of Modernization on American Chil- 

en. 

ED 244 863 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume I-Chronicling the Milford School 
District: An Historical Context of the Kensing- 
ton School. Final Report. 


ED 243 190 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume II]~Community and School: Pat- 
terns of Development and Annals of Change. 
Final Report. 

ED 243 192 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume II-Milford’s Recent History: The 
School District as Contemporary Context of the 
Kensington School. Final Report. 

ED 243 191 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume IV-The Kensington School Today: 
Sailing Stormy Straits, A View of Educational 
Policy. Final Report. 

ED 243 193 
Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume V-Educational Innovators Then 
and Now: The Original Faculty of the Kensing- 
ton Elementary School. Final Report. 

ED 243 194 


Innovation and Change in American Education. 
Kensington Revisited: A Fifteen Year Follow-Up 
of an Innovative Elementary School and Its Fac- 
ulty. Volume VI-Case Study Research Method- 
ology: The Intersect of Participant Observation, 
Historical Methods and Life History Research. 
Final Report. 

ED 243 195 
Institutionalized Knowledge Production for Edu- 
cation. 

ED 243 204 
Iowa Farm Women in the 1930s—A Reassess- 
ment. 

ED 241 237 
Isaiah Bowman and New Deal Science Policy. 

ED 241 358 
A Look at Behavioristic Measurement of English 
Composition in United States Public Schools, 
1901-1941. 

ED 246 109 
Marine Fisheries Case Studies. Appropriate 
Technologies for Development. Case Study No. 
A 


ED 243 660 
A More Perfect Union: The Creation of the 
United States Constitution. 
ED 247 177 
The Mutable Prophet: Dr. Martin Luther King, 
Jr., and the Echo Chamber Campaign of “U. S. 
News & World Report,” 1964-1968. 
ED 244 282 
The Neglected Branch: California Community 
Colleges. 
ED 243 506 
The Origins of Journalism Education: A 
Cross-National Perspective. 
ED 241 920 
An Overview of Vocational Guidance and Stu- 
dent Personnel Work. 
ED 241 884 
Patterns of Learning. New Perspectives on 
Life-Span Education. 
ED 245 582// 
The Persistent Problems of Education. 
ED 245 366 
Perspectives: Women in Nebraska History. 
ED 247 209 
Planning for a Statewide System of Public Higher 
Education: Fifty Years of Trial, Error, and Even- 
tual Success in Georgia. 
ED 245 638 
The Role of Mental Testing in Shaping Special 
Classes for the Retarded, 1900-1945. 
ED 247 250 
A Salute-SCA to CSSA. 
ED 240 636 
Some Thoughts about Follow Through Thirteen 
Years Later. 
ED 244 733 
Southern Blacks: Accounts of Learning to Read 
before 1861. 
ED 246 394 
The Status of Women of Color in the Economy: 
The Legacy of Being Other. 
ED 246 210 
Tales Out of School: Reports of East European 
Jewish Immigrants in New York City Schools, 
1893-1917. 
ED 245 009 
The Theme of Education of Women in “The Rev- 
olution,” 1868-1870. 
ED 242 608 
This Constitution: A Bicentennial Chronicle. 
ED 243 761 
The Unimpressible Race. A Century of Educa- 
tional Struggle by the Chinese in San Francisco. 
ED 242 850// 
The Use of Videotape in Cross-Cultural Educa- 
tion in Hawaii. 
ED 245 051 
Whatever Happened to School Camping? An Oc- 
casional Paper. ‘ 
ED 244 764 
What Have We Learned from Follow Through? 
Implications for Future R & D Programs. 
ED 244 737 
Why Teach Mathematics? A Historical Study of 
the Justification Question. 
ED 241 303 
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ED 244 588 

Academic Library Services to Disabled Students 
Conference, May 6-7, 1983. Conference Sum- 
mary. 

ED 240 760 
Academic Mentoring for Women Students and 
Faculty: A New Look at an Old Way to Get 
Ahead. 

ED 240 891 
Addressing Vocational Training and Retraining 
through Educational Technology: Policy Alter- 
natives. Information Series No. 276. 

ED 241 747 
Administration in Community College Libraries. 

ED 245 677 
Afro-American Patterns of Cognition: A Review 
of Research. 

ED 244 025 
After Suicide: Meeting the Needs of the Survi- 
vors. 

ED 240 457 
Aging Widows and Widowers: Does the Impact 
of Bereavement Differ? 

ED 241 865 
The ALAN Review. Winter, 1984. 

ED 240 613 
Alcoholism: A Critique of the Tension Reduction 
Hypothesis Literature and the Reformulation of 
a Coping Model of Alcohol Consumption. 

ED 241 849 
Aliteracy: People Who Can Read but Won’t. A 
Conference Sponsored by the American Enter- 
prise Institute for Public Policy Research (Wash- 
—_ DC, September 20, 1982). AEI Symposia 
83C. 

ED 240 543 
Alliances in Health and Education for Disabled 
Children and Youth: Directions for the 80s. A 
Forum (Arlington, Virginia, March 25-27, 1982). 

ED 242 118 
Alternative Training Options for Structurally 
Unemployed Older Workers. Information Series 
No. 275 

ED 241 746 
American High School: Characteristics of Orga- 
nization and Culture and Their Impact on the 
Exercise of Leadership by the Principal. 

ED 243 208 
America’s New Immigration Law: Origins, Ra- 
tionales, and Potential Consequences. Mono- 
graph Series 11. 

ED 244 769 
Analogue Representations of Spatial Objects and 
Tranformations. 

ED 240 536 
Anorexia Nervosa—A Teacher’s Perspective. 

ED 245 502 
The Application of Logic Programming to Com- 
munication Education. 

ED 243 168 
The Application of Questioning Strategy Re- 
search to Art Criticism Instruction. 

ED 243 787 
Applying Research to Teacher Education: Over- 
view of Research Utilization in Elementary 
Teacher Education. 

ED 242 664 
Archival Services and the Concept of the User: A 
RAMP Study. 

ED 246 906 
Assessing Language Minority Students in the 
New Follow Through. 

ED 245 791 
Assessment of the Clinical Performance of Medi- 
cal Students: A Survey of Methods. 

ED 247 321 
Attitudes and Experiences concerning Psycho- 
logical and Educational Testing. 

ED 247 322 
Attracting and Maintaining a Quality Teaching 
Staff: A Synthesis of Research. 

ED 245 348 
Attrition and Retention of Community College 
Students: Problems and Promising Practices. 

ED 242 377 
Autism: A Family-Ecological Systems Perspec- 
tive. 

ED 244 454 
Awakening the Inner Eye. Intuition in Educa- 
tion. 

ED 247 228// 

Basic Education and Agricultural Extension. 
Costs, Effects, and Alternatives. World Bank 
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Staff Working Papers Number 564. 

ED 240 253 
Basic Full-Time Training in Business Studies and 
Languages. The Report of a Visiting Party. Stud- 
ies in Vocational Education and Training in the 
Federal Republic of Germany. Number Five. 

ED 240 237 
Behavioral Alternatives to Stimulant Medication 
in Treating Childhood Hyperactivity: Effects on 
School and Home Behavior. Final Report. 

ED 244 503 
Bilingual Voc Ed. Information Series No. 269. 

ED 240 386 
Black Literacy in South Africa~A Comparison of 
the Contribution of the Public and the Private 
Sector. 

ED 240 494 
Books Make Social Studies and Science Come 
Alive. 

ED 240 604 
Borderline Personality Disorder: Too Complex 
for Cognitive Therapy? 

ED 243 007 
Brain Research and the Language Arts. 

ED 240 574 
A Brief Review of Black Cowboys in the Terri- 
tory of Arizona. 

ED 242 652 
The Call for School Reform. Research Summary 
Report. 


ED 243 228 
Career Unrest: A Source of Creativity. 


ED 245 170 
Care of Infants in Groups: A Resource Paper. 

ED 247 006 
Changes & Challenges: City Schools in America. 
Thirteen Journalists Look at Our Nation’s 
Schools. 

ED 242 813 
The Changing Role of the Special Education 
Teacher...from the Classroom into the Commu- 
nity. 

ED 246 624 
The Changing Work Place: Perceptions, Reality. 
Trend Analysis Program. 

ED 244 063 
Characteristics of Effective Organizations. 

ED 246 837 
Characteristics of the Journal Literature in Early 
Childhood Education. 


ED 246 987 
Chart a Course for Selecting New Principals. 

ED 245 314 
Checkpoint 83. 

ED 242 400 
Chicanas and Higher Education. 

ED 243 625 
Childhood Learning Disabilities and Prenatal 
Risk: An Interdisciplinary Data Review for 
Health Care Professionals and Parents. Pediatric 
Round Table: 9. 

ED 242 117 
Children of Holocaust Survivors. 

ED 241 859 
Children’s Poetry: Writing as an Awakening. 

ED 244 261 
Children’s Programming: An Industry Peace Of- 
fering to the New Frontier. 

ED 241 978 
Classroom Control through Manual Communica- 
tion: The Use of Sign Language with Behaviorally 
Disordered Children. 

ED 246 629 
Classroom Management: A Selected Review of 
the Literature. 

ED 246 026 
Classroom Oriented Research in Second Lan- 
guage Acquisition. 

: ED 242 216// 

Clinical Supervision: Does It Make a Difference? 

ED 242 094 
Clinical Supervision. The Best of ERIC on Edu- 
cational Management, Number 72. 

ED 243 169 
Clocking Instruction: A Reform Whose Time 
Has Come? 

ED 245 318 
Cocurricular Activity Programs in Secondary 
Schools. 

ED 245 301 
Cognition and Rationality. 

ED 246 380 
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Cognitive and Linguistic Factors Affecting 
Training of English Reading Skills among Native 
Spanish Speakers. 

ED 246 661 
Cognitive Psychology and Its Implications for 
Designing Drill and Practice Programs for Com- 
puters. 

ED 246 869 
Cognitive Style and Microcomputers: Instruc- 
tional Management Potentials. 

ED 243 429 
Cognitive Style and Reading: Implications from 
Field Dependence Research for Reading Instruc- 
tion. 

ED 241 899 
Cognitive Styles Research: Implications for In- 
structional Design? 

ED 243 442 
Collection Access Policy. 

ED 246 908 
Collective Negotiations. School Board Library 
Series, Volume 5. Third Edition. 

ED 242 088 
Communication Yearbook 7. Annual Review. 

ED 241 972// 

Compatibility Issues Affecting Information Sys- 
tems and Services. 

ED 241 018 
Compendium of Information on Intercultural Ed- 
ucation Schemes in Europe. Education of Mi- 
grants’ Children. 

ED 247 061 
Competition vs. Recreation in the Early Devel- 
opment of Women’s Basketball, 1891-1922. 

ED 241 518 
Composition in the Intermediate Grades: How to 
Promote Thinking and Creativity. 

ED 241 938 
Comprehension: Mapping Information, a Pro- 
gram for the Apple Computer. 

ED 244 231 
Computer Anxiety: Definition, Measurement, 
and Correlates. 


ED 246 085 
Computer Assisted Reading Instruction Re- 
search. 

ED 243 091 
Computer Based Technology and the Language/- 
Liberal Arts: Stepping into the Electronic Uni- 
verse. 

ED 242 286 
Computer Literacy. Focus 11. 

ED 240 982 
Computer Literacy for Teacher Educators: A 
Prerequisite for the 21st Century. 

ED 241 508 
Computer Literacy for Teachers. 

ED 245 674 
Computers and Composition: An Overview. 

ED 240 546 
Computers and Education. Hearings before the 
Subcommittee on Investigations and Oversight of 
the Committee on Science and Technology. U.S. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session (September 28, 29, 1983). 

ED 245 659 
Computers in Education. A Report to the Hon- 
ourable Robert Fordham M. P., Minister of Edu- 
cation, Victoria. 

ED 240 987 
Computers in Elementary and Secondary Educa- 
tion. 

ED 246 845 
Computers in Non-School Settings: Implications 
for Education. 

ED 243 409 
Computers in Vocational Rehabilitation: Current 
Trends and Future Applications. Rehabilitation 
Research Review 17. 

ED 246 574 
Computing in Schools: An Australian Perspec- 
tive. Australian Education Review Number 21. 

ED 246 860 
Conceptions of Social Stimulation and Their Ef- 
fect on Social Perception Processes. 

ED 241 835 
The Concept of Self in Emotion Theory. 

ED 242 998 
A Conceptual Framework for Planning and Eval- 
uating Continuing Education in the Health Pro- 
fessions. 

ED 245 110 
Conceptual Issues in the Study of Hispanic De- 


linquency. 

ED 247 327 
A Conceptualization of Educational Theory Rel- 
evant to a Community-Based Global Education 
Approach. 

ED 243 736 
Concerns in Establishing and Maintaining a 
Community Based Adult Literacy Project. 

ED 240 295 
Conflicting Visions in Alaskan Education. Occa- 
sional Paper No. 3. 

ED 242 465 
— and the Frontier Press: Seattle, 

ED 245 264 
Contemporary Research on Latin American Ed- 
ucation: A Review and Profile. 

ED 246 087 
The Continuous Process of School Improvement: 
Lessons Learned from the Past. 

ED 243 879 
Contradictions and Cross Purposes in Alcohol 
Usage in Media and Society: An Ironic Focus. 

ED 246 465 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume One. 

ED 240 584 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume Three. 

ED 240 586 
Cooperative Instructional Application of Writing 
Research. Final Report. Volume Two. 

ED 240 585 
Cooperative Learning. Research on Teaching 
Monograph Series. 

ED 242 707// 

Coping with Frontiers. 

ED 240 628 
Copyright and the Assurance of Quality Cour- 
seware. 

ED 245 665 
The Cost of Distance Education. IEC Broad- 
sheets on Distance Learning No. 17. 

ED 246 893 
Courseware in the Classroom: Selecting, Orga- 
nizing, and Using Educational Software. 

ED 242 288// 

Criteria for the Institutional Evaluation of Com- 
munity College Staff Development Programs. 

ED 246 961 
Critical Research Issues in Postsecondary Educa- 
tion in the 1980s. 

ED 242 252 
A Critical Survey of Cost-Effectiveness Analysis 
in Human Service Research. 

ED 242 176 
A Critical Synthesis of School Effectiveness Re- 
search: Implications for Dissemination. 

ED 245 398 
Cross-Cultural Comparative Studies of Effective 
Schools: A Review and Replication. 

ED 242 073 
Cross-Cultural Psychology. 

ED 240 437 
Curbing the Employer’s Power to Suppress Com- 
munication: A Review of State and Federal Stat- 
utes Protecting the Communication of Private 
Sector At Will Employees. 

ED 240 630 
Current Status and New Developments in Behav- 
ioral Assessment. 

ED 244 964 
Current Trends: Writing Methods Courses for 
Prospective English Teachers. 

ED 240 611 
Curriculum Politics: Approaching 1984. 

ED 244 359 
Database Searching by Managers. 

ED 245 687 
Data Input for Publishers. State-of-the-Art Re- 
port. 

ED 244 594 
Data Needs and Uses in the Context of an Occu- 
pational Information System: A Review of the 
Literature. 

ED 240 303 
Deadly Cold: Health Hazards Due to Cold 
Weather. An Information Paper by the Subcom- 
mittee on Health and Long-Term Care of the 
Select Committee on Aging. House of Represent- 
atives, Ninety-Eighth Congress, Second Session 
(February 1984). 

ED 245 163 
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Decision Research and Its Application to Educa- 
tional Settings: A Literature Review. IRLD 
Monograph No. 23. 

ED 243 875 
The Deferent Self: Attributions of Personal Cau- 
sality to “Impersonal Forces.” 

ED 244 216 
Demonstration: Observation and Classification 
of Adaptive, Minimally Adaptive and Appropri- 
ate Social Skills. 

ED 244 405 
Designing Excellence in Secondary Vocational 
Education: Applications of Principles from Effec- 
tive Schooling and Successful Business Practices. 
Research Summary Report. 

ED 241 711 
Design Issues in Qualitative Research: The Case 
of Knowledge Utilization Studies. 

ED 241 591 
Developing Comprehension Skills via Advance 
Organizers. 

ED 243 069 
A Developmental Analysis of Research on Effec- 
tive Teacher-Student Interactions: implications 
for Teacher Preparation. 

ED 246 024 
The Development of Community Mental Health 
Services in New Zealand. 

ED 244 186 
The Development of Sex-Related Differences in 
Achievement. 

ED 240 460 
Differentiated Supervision. 


ED 245 401 
Diffusion and the Changing Geographic Distri- 
bution of Primary Care Physicians. 


ED 242 261 
The Direct Assessment of Writing Skill: A Mea- 
surement Review. College Board Report No. 
83-6. 

ED 242 756 
Dissertation Abstracts in Mathematics Educa- 
tion, 1983. 

ED 247 127 
Distance Learning and Adult Students. A Re- 
view of Recent Developments in the Public Edu- 
cation Sector. 

ED 242 289 
Distance Learning: A Review for Educators. 

‘ ED 246 872 
Diving into the Mainstream: Configurations of 
Advanced Composition. 

ED 243 114 
Do Gender and Type of Health Professional In- 
fluence Effectiveness? Preliminary Draft. 

; ED 240 640 
Dropping Out among Language Minority Youth: 
A Review of the Literature. NCBR Reports. 

ED 241 831 
Drugs and the Elderly Adult. Research Issues 32. 

ED 245 177 
Early Ac ve Intervention upon Areas of Devel- 
opment ... the Down’s Syndrome Child. 

ED 246 590 
Early Screening Programs: When Is Predictive 
Accuracy Sufficient? 

ED 246 090 
East/West Attitudes toward the Handicapped 
and Their Presence in Postsecondary Education 
in Hawaii. 

ED 246 946 
Educational Financing in Developing Countries: 
Research Findings and Contemporary Issues. 

ED 241 989// 

Educational Needs Research and Mobilising 
Strategies in Adult Education. 

: ED 241 704 
Educational Research Abstracts (1972-1981). 
[Second Edition]. 

: ED 246 006 
Educational Research: A Perspective. Occa- 
sional Paper 05/84. 

; ED 247 156 
The Educational Value of High Risk Activities in 
the Physical Education Program: A Social Philo- 
sophical Perspective. 

' ED 243 855 
Education and Training for the Hairdressing In- 
dustry in the Federal Republic of Germany. The 
Report of a Visiting Party. Studies in Vocational 
Education and Training in the Federal Republic 
of Germany. Number Nine. 


ED 240 241 
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Education and Training of Children and Adults 
with Special Needs: An Indian Perspective. 
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Education and Training of Young Handicapped 
Adults in the Federal Republic of Germany. The 
Report of a Study Visit. Studies in Vocational 
Education and Training in the Federal Republic 
of Germany. Number Six. 

ED 240 238 
Education for Family Life: A Survey of Available 
Programs and Their Evaluation. Occasional Pa- 
per Number 4. 

ED 245 829 
Education in a Changing Rural Environment: 
The Impact of Population and Economic Change 
on the Demand for and Costs of Public Education 
in Rural America. A Synthesis of Research Find- 
ings and an Identification of Important Policy 
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The Education of Young Adolescents: Implica- 
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Education Under Study: An Analysis of Recent 
Major Reports on Education. Second Edition. 

ED 240 726 
Education Was for Women What the Frontier 
Was for Men. 

ED 247 183 
The Effectiveness of Microcomputers in Educa- 
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The Effectiveness of Microcomputers in Educa- 
tion: A Quick Guide to the Research. 

ED 246 838 
Effective Schools: A Summary of Research. ERS 
Research Brief. 

ED 240 736// 

Effective Schools Resources. 
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Effective Score Reporting of Non-Norm-Refer- 
enced Assessment. 

ED 247 235 
Effective Teachers of Early Adolescents. 
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Effective Use of New Communication Technolo- 
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Effects of Computer-Based Education on Ele- 
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ED 244 616 
Effects of Computer-Based Teaching on Learn- 
ers. 
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Solutions). 
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Employment in the Public Sector. 
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English Teaching Profile: Australia. 
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English Teaching Profile: China. 
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Decade of Change. 
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Equity and Vocational Education: Guidelines for 
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Establishing Standards for Li ing and Certifi- 
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Ethnic Data and Higher Education: A Reference 
Guide for the California State University. A Stu- 
dent Affirmative Action Report. 
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and Teacher Employment Policies in School De- 
segregation Litigation. 

ED 244 334 
The Bilingual Education Improvement Act of 
1983, H.R. 2682. Hearings before the Subcom- 
mittee on Elementary, Secondary, and Voca- 
tional Education of the Committee on Education 
and Labor. House of Representatives, Ninety- 
Eighth Congress, First Session (June 7, 28, 1983 
and August 3, 4, 1983). 

ED 240 856 
Broken Families. Hearings before the Subcom- 
mittee on Family and Human Services of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session (March 22 and 24, 1983) on Over- 
sight on the Breakdown of the Traditional Family 
Unit, Focusing on the Effects of Divorce, Separa- 
tion and Conflict within Marriage on Children 
and on Women and Men. 

ED 240 417 
Broken Families. Part 2. Hearings before the Sub- 
committee on Family and Human Services of the 
Committee on Labor and Human Resources. 
United States Senate, Ninety-Eighth Congress, 
First Session on Oversight on the Breakdown of 
the Traditinal Family Unit, Focusing on the 
Causes and Implications for Society and the Role 
of Government in Helping Prevent the Breakup 
of Families (September 22 and October 4, 1983). 

ED 245 147 
Budget Impact, Higher Education, Fiscal Year 
1984. Hearings before the Subcommittee on 
Postsecondary Education of the Committee on 
Education and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session (March 1, 
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2, 10, 1983). 

ED 246 758 
Career Oriented Curriculum of the D.C. School 
System. Hearing before the Subcommittee on 
Governmental Efficiency and the District of Co- 
lumbia of the Committee on Governmental Af- 
fairs. United States Senate, Ninety-Eighth 
Congress, First Session. 


ED 241 658 
CCF: The Common Communication Format. 

ED 246 909 
The Changing School Finance Scene: Local, 
State, and Federal Issues. 


ED 244 331 
Child Abuse Amendments of 1983. 

ED 243 293 
Child Abuse Prevention and Treatment and 
Adoption Reform Act Amendments of 1983. 
Hearings before the Subcommittee on Family 
and Human Services of the Committee on Labor 
and Human Resources. United States Sentate, 
Ninety-Eighth Congress, First Session (April 6, 
11, and 14, 1983). 

ED 243 294 
Child Development Program Guidelines, 1983 
Revision. 

ED 242 048 
Children’s Fears of War. Hearing before the Se- 
lect Committee on Chilcren, Youth, and Fami- 
lies. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 247 009 
Children, Youth, and Families: Beginning the As- 
sessment. Hearing before the Select Committee 
on Children, Youth, and Families. House of Rep- 
resentatives, Ninety-Eighth Congress, First Ses- 
sion. 

ED 245 830 
Child Support Enforcement Legislation. Hearing 
before the Subcommittee on Public Assistance 
and Unemployment Compensation of the Com- 
mittee on Ways and Means. House of Represent- 
atives, Ninety-Eighth Congress, First Session. 

ED 246 366 
CLAST: College-Level Academic Skills Test. 
Technical Report, 1982-83. 

ED 242 343 
Collection Development Policies. College Li- 
brary Information Packets. CLIP Note #2-81. 

ED 243 485 
Collective Bargaining Issues in Public School 
Employment. 

ED 245 376 
The Collegiate Student-Athlete Protection Act of 
1983. Hearings before the Committee on the Ju- 
diciary. United States Senate, Ninety-Eighth 
Congress, First Session on S. 610. 

ED 240 962 
Computer Contribution Act of 1983. Hearing be- 
fore the Subcommittee on Select Revenue Mea- 
sures of the Committee on Ways and Means. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session, on H.R.701 (San Francisco, 
California). 

ED 245 667 
Computers and Education. Hearings before the 
Subcommittee on Investigations and Oversight of 
the Committee on Science and Technology. U.S. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session (September 28, 29, 1983). 

ED 245 659 
A Consumer’s Guide to Bill 82: Special Educa- 
tion in Ontario. Occasional Papers/22. 

ED 240 786// 

gia Policies in ARL Libraries. SPEC Kit 


ED 242 338 

Copyrigh*: School and “Fair Use”. 
ED 241 068 
The Courts and You. 

ED 245 400 
gm Elements of the Employment Relation- 
ship. 

ED 245 372 
Cultural Bias in Special Education Assessment 
and Placement. 

ED 244 335 
Curbing the Employer’s Power to Suppress Com- 
munication: A Review of State and Federal Stat- 
utes Protecting the Communication of Private 
Sector At Will Employees. 

ED 240 630 
Current Issues in Reductions-in-Force. 

ED 244 323 


Current Title I School and Student Selection Pro- 
cedures and Implications for Implementing 
Chapter 1, ECIA. A Special Report from the Ti- 
tle I District Practices Study. 

ED 243 237 
Deadly Cold: Health Hazards Due to Cold 
Weather. An Information Paper by the Subcom- 
mittee on Health and Long-Term Care of the 
Select Committee on Aging. House of Represent- 
atives, Ninety-Eighth Congress, Second Session 
(February 1984). 

ED 245 163 
The Decision-Maker Perspective: Procedures 
Which Avoid Legal Hassles. 

ED 243 364 
Defense and the Economy: The Issues of Jobs, 
Inflation, and Longrun Growth. Hearings before 
the Task Force on Economic Policy and Growth 
of the Committee on the Budget. House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion (December 7 and 9, 1983). 

ED 244 121 
Deinstitutionalization of Juvenile Nonoffenders. 
Hearing before the Subcommittee on Juvenile 
Justice of the Committee on the Judiciary. 
United States Senate, Ninety-Eighth Congress, 
First Session on S. 520. A Bill to Promote the 
Public Welfare by Protecting Dependent Chil- 
dren and Others from Institutional Abuse. Serial 
No. J-98-48. 

ED 245 176 
Demographic and Social Trends: Implications for 
Federal Support of Dependent-Care Services for 
Children and the Elderly. Select Committee on 
Children, Youth, and Families, House of Repre- 
sentatives, Ninety-Eighth Congress, First Ses- 
sion, with Additional Views. 

ED 242 441 
Depository Librarians’ Views on GPO’s Admin- 
istration of the Depository Library Program. Re- 
port to the Chairman, Joint Committee on 
Printing. 

ED 245 688 
Discrimination in Employment. 

ED 245 373 
District Practices Study. Phase III Summary Re- 


ED 243 245 
Documentation of Employee Performance. 

ED 245 377 
Drug and Ak shol Abuse Prevention Programs. 
Hearing before the Subcommittee on Manpower 
and Personnel and the Subcommittee on Pre- 
paredness of the Committee on Armed Services. 
United States Senate, Ninety-Eighth Congress, 
First Session. 

ED 246 367 
The Economics of Aging: A Need for Pre-Retire- 
ment Planning. Hearing before the Select Com- 
mittee on Aging. House of Representatives, 
Ninety-Eighth Congress, First Session (Jefferson 
City and Clinton, MO). 

ED 246 361 
Educational Excellence for Iowa. Final Report of 
the Joint Committee on Instructional Develop- 
ment and Academic Articulation in Iowa. 

ED 244 384 
Education of the Handicapped Act Amendments 
of 1983. 

ED 243 296 
The Effects of the Title I Supplement-Not-Sup- 
plant and Excess Costs Provisions on Program 
Design Decisions. A Special Report from the Ti- 
tle I District Practices Study. 

ED 243 238 
Empirical Research on Education Law Issues: A 
Model. 


ED 244 330 
Endless Night, Endless Mourning: Living with 
Alzheimer’s. Hearing before the Special Commit- 
tee on Aging. United States Senate, Ninety- 
Eighth Congress, First Session (New York, NY). 
S. Hrg. 98-410. 

ED 246 344 
An Equitable Framework for Corporate Partici- 
pation in the Public Schools. 

ED 244 371 
Ethical Principles, Practices, and Problems in 
Higher Education. 

ED 243 340// 

Evaluation of Health Manpower Shortage Area 
Criteria. 

ED 242 269 
An Examination of the Constitutionality of Man- 
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dating Balanced Treatment of Evolution and 
Creationism in Public Schools. 

ED 241 366 
Federal Education Assistance: Are Block Grants 
Meeting the Need? Hearing before a Subcommit- 
tee of the Committee on Government Opera- 
tions, House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 242 808 


Federal Education Policies and Programs: Inter- 
governmental Issues in Their Design, Operation, 
and Effects. Volume 3: Congressionally Man- 
dated Study of School Finance. A Final Report to 
Congress from the Secretary of Education. 

ED 243 197 
Federally Supported Centers Provide Needed 
Services for Runaways and Homeless Youths. 
Report to the Chairman, Subcommittee on Hu- 
man Resources, Committee on Education and 
Labor, House of Representatives. 

ED 243 024 
Financial Aids to Illinois Students, 1983-84. 

ED 245 652 
First Amendment Claims by Public Employees. 

ED 244 324 
Follow through Amendments of 1983. Mr. Per- 
kins, from the Committee on Education and La- 
bor, Submitted the Following Report together 
with Supplemental Views (To Accompany H. R. 
2148), (Including Cost Estimate of the Congres- 
sional Budget Office). House of Representatives, 
98th Congress, ist Session, Report No. 98-160. 

ED 241 132 
Foreign Language Assistance for National Secu- 
rity Act of 1983. Hearing before the Subcommit- 
tee on Postsecondary Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session on H.R. 2708. 

ED 243 304 
Free Speech Yearbook 1983. Volume 22. 

ED 240 652 
Gang Violence and Control. Hearings before the 
Subcommittee on Juvenile Justice of the Com- 
mittee on the Judiciary. United States Senate, 
Ninety-Eighth Congress, First Session on Gang 
Violence and Control in the Los Angeles and San 
Francisco Areas with a View to What Might Be 
Done by the Federal Government (Westwood, 
California, February 7, 1983 and San Francisco, 
California, February 9, 1983). 

ED 241 844 
Good Cause Basis for Dismissal of Education 
Employees. 

ED 245 379 
Good Policy Tips for Public Use of School Facili- 
ties. 

ED 246 550 
Government Documents Technical Processing 
Manual. 


ED 244 634 
Group Insurance, Bond Issuance and Annuity 
Programs. 


; ED 244 325 
Grove City College et al. v. Bell, Secretary of 
Education, et al. 

ops ED 240 958 
Guidelines for Assessment and Abatement of As- 
bestos-Containing Materials in Buildings. 

. ED 244 350 
Guide to Software Conversion Management. [Fi- 
nal Report.] 


’ ED 243 460 
as to Student Rights in North Dakota. No. 


ED 244 391 
A Guide to the Repayment of Multiple National 
Direct Student Loans. 

ED 242 260 
Hearing on Independent Student Status. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and La- 
bor. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 246 762 
Hearing on the National Commission on Librar- 
ies and Information Science (NCLIS). Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and La- 
bor. House of Representatives, Ninety-Seventh 
Congress, Second Session. 

‘ ED 245 692 

Hearing to Restore Eligibility in the Special Milk 
Program. Hearing before the Subcommittee on 
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Elementary, Secondary, and Vocational Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session on H.R. 904 to Amend the 
Child Nutrition Act of 1966 to Eliminate Certain 
Restrictions on the Eligibility of Schools to Par- 
ticipate in the Special Milk Program. 

ED 241 133 
Hispanic Access to Higher Education. Hearings 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and La- 
bor. House of Representatives, Ninety-Eighth 
Congress, First Session (San Juan, Puerto Rico, 
May 27, 30; Ponce, Puerto Rico, May 31; Hous- 
ton, Texas, December 2; Chicago, Illinois, De- 
cember 12, 1983). 

ED 244 036 
A History of the Adult Education Act. 

ED 245 098 
How to Avoid an Educational Malpractice Suit. 

ED 244 329 
How Virginia Can Best Maintain High Quality 
Engineering Programs in its Public Institutions of 
Higher Education. Report of the Joint Subcom- 
mittee Studying...to the Governor and the Gen- 
eral Assembly of Virginia. Senate Document No. 
ix 


ED 247 089 
H.R. 5490-"Civil Rights Act of 1984.” Testi- 
mony of the Assistant Attorney General, Civil 
Rights Division, before the House Committee on 
the Judiciary, Subcommittee on Civil and Consti- 
tutional Rights, and House Committee on Educa- 
tion and Labor. 

ED 245 016 
TEP’s: A Gateway for Legal Entanglement. 

ED 242 086 
Illinois State Council on Nutrition Legislative 
Report 1982. Annual Report. 

ED 244 914 
Illiteracy and the Scope of the Problem in This 
Country. Hearing before the Subcommittee on 
Postsecondary Education of the Committee on 
Education and Labor, House of Representatives, 
Ninety-Seventh Congress, Second Session. 

ED 244 145 
Illiteracy in the Hispanic Community. Statement 
of Francisco Garza, Legislative Director, Na- 
tional Council of La Raza, Before the Subcom- 
mittee on Post Secondary Education of the 
House Education and Labor Committee. 

ED 242 826 
Impact of Crime on the Elderly. Hearing before 
the Subcommittee on Aging of the Committee on 
Labor and Human Resources. United States Sen- 
ate, Ninety-Eighth Congress, First Session on 
Examining the Impact of Crime on the Elderly, 
Focusing on Federal Assistance to Help States 
Compensate Victims of Crime, and to Review 
Implementation of the Victim and Witness Pro- 
tection Act of 1982 (Public Law 97-291). 

ED 245 162 
Impact of Proposed Budget Reductions on Li- 
brary Services. Hearing before the Subcommittee 
on Postsecondary Education of the Committee 
on Education and Labor. House of Representa- 
tives, Ninety-Seventh Congress, Second Session. 

ED 245 693 
Impact of Robots and Computers on the Work- 
force of the 1980’s. Hearings before the Subcom- 
mittee on General Oversight and the Economy of 
the Committee on Small Business. House of Rep- 
resentatives, Ninety-Eighth Congress, First Ses- 
sion (May 17 and 18, 1983). 

ED 244 120 
Impact of Unemployment on Children and Fami- 
lies. Hearing before the Subcommittee on Labor 
Standards of the Committee on Education and 
Labor. House of Representatives, Ninety-Eighth 
Congress, First Session. 

ED 245 143 
Implementation of the Job Training Partnership 
Act. Hearings before a Subcommittee of the 
Committee on Government Operations, House 
of Representatives, Ninety-Eighth Congress, 
First Session (July 12, 14, and August 2, 1983). 

ED 240 310 
Industrial Policy: The Retraining Needs of the 
Nation’s Long-Term Structurally Unemployed 
Workers. Hearings before the Joint Economic 
Committee, Congress of the United States. 
Ninety-Eighth Congress, First Session (Septem- 
ber 16, 23, and 26, and October 26, 1983). 

ED 242 974 
Inequities toward Women in the Social Security 


Publication Type Index 


System. Hearing before the Task Force on Social 
Security and Women of the Subcommittee on 
Retirement Income and Employment and the Se- 
lect Committee on Aging. House of Representa- 
tives, Ninety-Eighth Congress, First Session. 

ED 245 159 
Infant Mortality. A Report Prepared by the Con- 
gressional Research Service for the Use of the 
Subcommittee on Health and the Environment 
and the Subcommittee on Oversight and Investi- 
gations of the Committee on Energy and Com- 
merce. U.S. House of Representatives, 
Ninety-Eighth Congress, Second Session. Com- 
mittee Print 98-W. 

ED 245 826 
The Influence of Title 1 Budget Cuts on Local 
Allocation Decisions: Some Patterns from Past 
and Current Practices. A Special Report from the 
Title I District Practices Study. 

ED 243 239 
Interlibrary Loan Policy and Procedures. 

ED 246 910 
International Education, Foreign Exchange and 
Scholarships. Hearing before the Subcommittee 
on Postsecondary Education of the Committee 
on Education and Labor. House of Representa- 
tives, Ninety-Eighth Congress, First Session. 

ED 246 761 
Issues of Law and Policy Affecting Telecommu- 
nications-Based Distance Learning. 
ED 246 873 
Judicial Interpretation of the Education for All 
Handicapped Children Act. Special Education in 
America: Its Legal and Governmental Founda- 
tions Series. 

ED 244 406 
The Law on Reduction In Force: An Overview 
and Update. 


ED 245 380 
Legal Issues in Asbestos Litigation. 

ED 244 332 
Legal Issues in Public School Employment. 

ED 245 371 
Legal Responsibility of Educators in Child 
Abuse. 


ED 244 326 
Legal Services for the Elderly: A New Assault? 
Hearing before the Subcommittee on Human Ser- 
vices of the Select Committee on Aging. House 
of Representatives, Ninety-Eighth Congress, 
First Session. 

ED 245 160 
Legislative Report of the ALA Washington Of- 
fice, January-June 1984. 

ED 246 911 
Loan Collections. Hearing before the Subcom- 
mittee on Postsecondary Education of the Com- 
mittee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 246 757 
Local Operation of Title I, ESEA 1976-1982: A 
Resource Book. 

ED 243 244 
Long-Range Goals in International Telecommu- 
nications and Information: An Outline for United 
States Policy. 

ED 244 604 
Long-Range Program. The State Plan for Michi- 
gan of the Library Services and Construction 
Act. Fiscal Years, 1983-88. 

ED 241 062 
Minority Participation in the Media. Hearings 
before the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Finance of the 
Committee on Energy and Commerce, House of 
Representatives, Ninety-Eighth Congress, First 
Session, September 19 and 23, 1983. Serial No. 
98-93. 

ED 246 148 
The Mississippi Fair Employment Practices Act: 
The Statute and Some Cases. 

ED 240 712 
The Mississippi School Employment Procedures 
Act and Selected Litigation Arising from Its Ap- 
plication. 

ED 240 723 
National Apprenticeship and Training Standards 
for the CWA. Revised. 

ED 246 278 
National Commission on Student Financial As- 
sistance. Hearing before the Subcommittee on 
Postsecondary Education of the Committee on 
Education and Labor. House of Representatives, 








Publication Type Index 


Ninety-Eighth Congress, First Session. 

ED 246 755 
NCAA Rule No. 48: A National Study of the 
Academic Implications for U.S. Secondary 
Schools. 

ED 240 692 
Negotiations '84. 

ED 242 080 
New Directions for Federal Programs to Aid 
Mathematics and Science Teaching. 

ED 241 300 
New Jersey State Plan for Services to Persons 
with Developmental Disabilities, 1984-1986. 

ED 245 448 
The New NCAA Rules of the Game: Academic 
Integrity or Racism? 

ED 242 690 
New York State Board of Regents Action Plan to 
Improve Elementary and Secondary Education 
Results in New York. 

ED 244 351 
Nonpublic School Students in Title I, ESEA Pro- 
grams: A Question of “Equal” Services. A Spe- 
cial Report from the Title I District Practices 
Study. 

ED 243 240 
Nutrition Education in Illinois. A Report on Leg- 
islative Hearings Held by the Illinois State Coun- 
cil on Nutrition. 

ED 244 913 
OCLC Use by Library Clusters. Illinois Valley 
Library System OCLC Experimental Project Re- 
port No. 5. 

ED 241 063 
Online Bibliographic Database Searching in Col- 
lege Libraries. CLIP Note #4-83. 

ED 243 488 
Oversight Hearing on Adult Illiteracy. Hearing 
before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and La- 
bor, House of Representatives, Ninety-Seventh 
Congress, Second Session. 

ED 242 918 
Oversight Hearing on Arts Education. Hearing 
Before the Subcommittee on Elementary, Sec- 
ondary, and Vocational Education of the Com- 
mittee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, Sec- 
ond Session (February 28, 1984). 

ED 247 210 
Oversight Hearing on Restoring Funding to the 
Child Nutrition Programs. Hearing before the 
Subcommittee on Elementary, Secondary, and 
Vocational Education of the Committee on Edu- 
cation and Labor. House of Representatives, 
Ninety-Eighth Congress, First Session. 

ED 241 657 
Oversight Hearing on School Lunch Program. 
Hearing before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 241 659 
Oversight Hearing on Student Loan Marketing 
Associations. Hearing before the Subcommittee 
on Postsecondary Education of the Committee 
on Education and Labor. House of Representa- 
tives, Ninety-Eighth Congress, First Session. 

ED 246 760 
Oversight Hearing on the Implementation of the 
Job Training Partnership Act. Hearing before the 
Subcommittee on Employment Opportunities of 
the Committee on Education and Labor, House 
of Representatives, Ninety-Eighth Congress, 
Second Session (Los Angeles, California). 

ED 245 073 
Oversight Hearings on Equal Employment Op- 
portunity and Affirmative Action. Part 1. Hear- 
ings before the Subcommittee on Employment 
Opportunities of the Committee on Education 
and Labor. House of Representatives, Ninety- 
Seventh Congress, First Session (July 15, Sep- 
tember 23-24, and October 7, 1981). 

ED 244 137 
Oversight Hearings on Equal Employment Op- 
portunity and Affirmative Action. Part 2. Hear- 
ings before the Subcommittee on Employment 
Opportunities of the Committee on Education 
and Labor. House of Representatives, Ninety- 
Seventh Congress, First Session (Chicago, IIli- 
nois, August 11, and Los Angeles, California, Au- 
gust 14, 1981). 


ED 244 138 
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Oversight Hearings on Indian Education. Hear- 


ings before the Subcommittee on Elementary, 
Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session (June 21 and 24, 1983). 


ED 242 467 
Oversight Hearings on the National Apprentice- 
ship Training Act. Hearings before the Subcom- 
mittee on Employment Opportunities of the 
Committee on Education and Labor, House of 
Representatives, Ninety-Eighth Congress, First 
Session (November 15, 17, 1983). 

ED 246 279 
Oversight Hearings on the Reauthorization of the 
Library Services and Construction Act. Hearings 
Before the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education and La- 
bor. House of Representatives, Ninety-Eighth 
Congress, First Session (March 15,16,17, 1983). 

ED 245 707 
Oversight on Administration’s Budget Proposals 
for Child Nutrition Program. Hearings before the 
Subcommittee on Elementary, Secondary, and 
Vocational Education of the Committee on Edu- 
cation and Labor, House of Representatives, 
Ninety-Eighth Congress, First Session. Hearings 
held in Washington, D.C., on March 1, 2, 3, 8, 9, 
10, 1983. 

ED 241 669 
Oversight on Migrant Education. Hearing before 
the Subcommittee on Elementary, Secondary, 
and Vocational Education, of the Committee on 
Education and Labor, House of Representatives, 
Ninety-Eighth Congress, First Session (February 
17, 1983). 

ED 241 221 
Oversight on Teacher Preparation. Hearing be- 
fore the Subcommittee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. 

ED 241 507 
Paperwork and Administrative Burden for 
School Districts under Title 1. A Special Report 
from the Title I District Practices Study. 

ED 243 241 
Parental Kidnaping. Hearing before the Subcom- 
mittee on Juvenile Justice of the Committee on 
the Judiciary. United States Senate, Ninety- 
Eighth Congress, First Session to Examine Avail- 
able and Proposed Means to Resolve the Cases of 
Interstate and International Parental Kidnaping. 
Serial No. J-98-43. 

ED 245 145 
Patterns of Government for Wisconsin School 
Districts. Bulletin No. 3233. Revised. 

ED 242 041 
Pennsylvania Guidelines for School Library Me- 
dia Programs. 


ED 241 028 
Policy and Guidelines for Registration and Rec- 
ognition of Nonpublic Elementary and Second- 
ary Schools. 

ED 244 355 
Potential of Television in Educating Children. 
Joint Hearing before the Subcommittee on Tele- 
communications, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce and the Subcommittee on Elemen- 
tary, Secondary, and Vocational Education of the 
Committee on Education and Labor. House of 
Representatives, Ninety-Eighth Congress, First 
Session. 

ED 24% 672 
Poverty Rate Increase. Hearings before the Sub- 
committee on Oversight and Subcommittee on 
Public Assistance and Unemployment Compen- 
sation of the Committee on Ways and Means. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session (October 18; November 3, 
1983). Serial 98-55. 

ED 245 053 
President’s Private Sector Survey on Cost Con- 
trol. Management Office Selected Issues, Volume 
VII: Information Gap in the Federal Govern- 
ment. 

ED 245 683 
Prevention Strategies for Healthy Babies and 
Healthy Children. Hearing before the Select 
Committee on Children, Youth, and Families. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. 

ED 242 408 
Private Schools’ Tax Exempt Status and Applic- 


tion of Section 1983. 

ED 244 327 
Problems in Urban Centers. Oversight Hearings 
before the Committee on the District of Colum- 
bia. House of Representatives, Ninety-Sixth 
Congress, Second Session on Problems in Urban 
Centers, Washington, D.C., and the Federal 
Government Role (June 25, 26, 27, July 23, 24, 
30, and September 30, 1980). [Volume I]. Serial 
No. 96-16. 

ED 247 340 
Problems in Urban Centers: Philadelphia—Los 
Angeles—Houston. Oversight Hearings before the 
Committee on the District of Columbia. House of 
Representatives, Ninety-Seventh Congress, First 
and Second Sessions on Problems in Urban Cen- 
ters, Washington, D.C., and the Federal Govern- 
ment Role (June 15, 30, 1981, and February 12, 
1982). Volume II. Serial No. 97-15. 

ED 247 341 
Procedural Due Process. 

ED 245 375 
Processing United Nations Documents in the 
University of Michigan Library. 

ED 244 638 
Profile of Financial Aid Applicants. Hearing be- 
fore the Subcommittee on Postsecondary Educa- 
tion of the Committee on Education and Labor. 
House of Representatives, Ninety-Eighth Con- 
gress, First Session. 

ED 246 756 
Proposai for a Venture Capital Grant: A Pro- 
grammatic Approach to Excellence in Illinois 
Public Schools. 

ED 245 312 
Proposition 2-1/2 and Massachusetts Schools: A 
Citizen Assessment of the First Year. 

ED 243 173 
Providing School Students, Staff, and Parents 
with Access to Vendors of Goods and Services. 
A Model Policy and Ruies, with Comments. 

ED 243 218 
Public Hearing on College Admissions and the 
Transition to Postsecondary Education (Chicago, 
Illinois, June 23, 1982). 

ED 244 539 
Public Hearing on Education and Work. (Den- 
ver, Colorado, September 18, 1982). 

ED 244 537 
Public Hearing on Education for the Gifted and 
Talented. (Cambridge, Massachusetts, October 
15, 1982). Volume I. 

ED 244 534 
Public Hearing on Education for the Gifted and 
Talented. (Cambridge, Massachusetts, October 
15, 1982). Volume II. 

ED 244 535 
Public Hearing on Education for the Gifted and 
Talented. (Cambridge, Massachusetts, October 
15, 1982). Volume III. 

ED 244 536 
Public Hearing on Excellence in Education (Dal- 
las, Texas, October 4, 1982). 

ED 244 541 
Public Hearing on Preparation for the Transition 
to Higher Education (Chicago, Illinois, October 
6, 1982). 

ED 244 540 
Public Hearing on Teaching and Teacher Educa- 
tion (Atlanta, Georgia, May 12, 1982). 

ED 244 538 
Realinement of the Bureau of Indian Affairs. 
Hearing before the Select Committee on Indian 
Affairs. United States Senate, Nirety-Seventh 
Congress, Second Session. 

ED 241 225 
Refugee Assistance Extension Act of 1983. Oc- 
tober 5, 1983-Committed to the Committee of 
the Whole House on the State of the Union. Re- 
port No. 98-404. 

ED 246 132 
Regulation of Standardized Testing in Kentucky. 
Research Report No. 209. 

ED 247 245 
Religion in the Constitution: A Delicate Balance. 
Clearinghouse Publication No. 80. 

ED 243 236 
Report of the Council on Library and Network 
Development on Funding for State Level Re- 
source Providers. Bulletin No. 4150. 

ED 241 029 
Report of the Council on Library and Network 
Development on State Aid to Public Library Sys- 
tem Resource Libraries. Bulletin No. 3358. 
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ED 244 006// 
The Proceedings, Directory and Handbook of the 
National Association of Academies of Science 
1983-84. 
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ED 241 026 
One Year Later, 1982: A Survey of Mercer Grad- 
uates of FY 1981. Technical Report 83-05. 

ED 241 101 
One Year Later, 1983: A Survey of Mercer Grad- 
uates of FY 1982. Technical Report 84-05. 


ED 245 733 
Online Bibliographic Database Searching in Col- 
lege Libraries. CLIP Note #4-83. 

ED 243 488 
Online Searching in SUNY Libraries. 

ED 242 323 
Organizational Systematics: Toward a Classifica- 
tion Scheme for Postsecondary Institutions. 
ASHE 1984 Annual Meeting Paper. 

ED 245 606 
Parental Attitude in the San Diego Area regard- 
ing Foreign Language Study at the Elementary 
School Level. 

ED 245 532 
A Partial Study of Research Needs at Brookdale 
Community College. 

ED 243 526 
Part Time Faculty: A Comparative Profile of 
Characteristics and Effectiveness at Corning 
Community College. 

ED 244 654 
Performance Appraisal and Merit Compensa- 
tion. Community Colleges: Quality Zducation for 
a Learning Society. Round Table Talk. 

ED 244 655 
Preparing for the Future. A Study of the Role of 
the College in Addressing the Educational and 
Training Interests of the Community with Special 
Emphasis on the Manpower Needs of Area Em- 
ployers. 

ED 243 510 
The Preservation and Administration of Private 
Archives: A RAMP Study. 


ED 246 914 
Problems of the Rural Community Colleges in 
Florida in Providing Vocational Education (As 
Perceived by Administrators in Nine Community 
Colleges). 

ED 242 363 
Procedures for Nominating Potential Candidates 
for GATE Program and Screening and Nominat- 
ing Form. 


ED 243 286 
Professional Continuing Education: Participa- 
tory Characteristics of Allied Health Practitio- 
ners. 


ED 241 097 
— Teaching and the Teacher in the 
Field. 


ED 246 646 
Profile of Entering Students: A Comparison of 
New Full-Time Students, Fall, 1980, 1981 and 
1982. Technical Report 83-07. 


ED 241 103 
Profile of Entering Students: A Comparison of 
New Full-Time Students, Fall, 1981, 1982 and 
1983. Technical Report 84-06. 


ED 245 734 

A Profile of Higher Education Doctoral Pro- 
grams. ASHE 1984 Annual Meeting Paper. 

ED 245 604 
Project BEST-PAL (Basic Education Skills 
Through-Parenting Affective Learning): Process 
Manual for Program Implementation. 

ED 246 939 
Qualified Black Students’ Images of a Public De- 
segregated Southern University. 

ED 240 905 
A Quantitative Study on the Training Needs in 
Pre- and In-Service Bilingual Education. 

ED 244 982 
R&D Speaks: Microcomputers & Education. 

ED 246 884 
Re-entry Student Survey: Office of Women’s Ser- 
vices, The Ohio State University. Prelimi 
Report. ASHE 1984 Annual Meeting Paper. 

ED 245 613 
Reflective Thinking in Schools: A Survey of 
Teacher Perceptions. 

ED 246 067 
Relationships among Dimensions of Self-Attri- 
bution, Dimensions of Self-Concept and Aca- 
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demic Achievements. 

ED 243 914 
Report of an Adult Patron Survey in a Sample of 
Illinois Public Libraries in Spring 1983 and Sub- 
ject Index to Illinois Library Statistical Report, 
Nos. 1-12. 

ED 241 047 
Report of Survey on English Language Training 
in Canadian Colleges. 

ED 246 964 
Report of the Task Force on Mature Students. 

ED 240 892 
Researching a Paper in the Library. A Pro- 
grammed Text: Business Version. 

ED 244 643 
Researching a Paper in the Library. A Pro- 
grammed Text: Education Version. 

ED 244 644 
Researching a Paper in the Library. A Pro- 
grammed Text: Humanities Version. 

ED 244 645 
Researching a Paper in the Library. A Pro- 
grammed Text: Psychology Version. 

ED 244 646 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume II-G: Gifted. Revised. 

ED 244 411 
Resource Notebook on Staff Development. 

ED 243 495 
Resources Centres in Scottish Schools. 

ED 242 335 
Results of the University of Oregon Student 
Transfer Questionnaire, 1982-83. 

ED 245 755 
Retention and Attrition of Students: A Status Re- 
port on Institutional Issues and Implications. 

ED 246 930 
Retention and Promotion, 1982-83. Final Tech- 
nical Report. 

ED 247 310 
RETNA: Regional Employment and Training 
Needs Assessment Project. 

ED 243 529 
RN Baccalaureate Education: A Process-Product 
Evaluation, 1979-1983. Final Report. 

ED 243 373 
Schenectady County Community College Aca- 
demic Master Plan, 1982-1986. 

ED 241 076 
School Library Resources. Final Evaluation Re- 
port. E.C.1.A. Chapter 2. 

ED 241 033 
Science Anxiety: An Investigation of Science 
Achievement, Sex and Grade Level Factors. 

ED 243 672 
Science Education in Canadian Schools. Volume 
II. Statistical Database for Canadian Science Ed- 
ucation. Background Study 52. 

ED 243 667 
SEDL’s RX: A Workshop Package for Com- 
puter-Using Educators. 

ED 246 887 
Selection of Data to Address Planning Issues. 
Postsecondary-Education Information Planning 
at the State Level: Volume 3. 

ED 246 800 
Self-Study Processes: A Guide for Postsecondary 
Institutions. Second Edition. 

ED 243 387// 

Seven Science Teacher Performance Checkiists 
for Use in Microteaches. 

ED 241 263 
Sixth Annual Academic Production and Funding 
Study of Teacher Education Programs in Senior 
State Universities and Land-Grant Colleges, 
1982-1983. 

ED 243 347 
Smoking and Drinking: Evaluation of an Inter- 
vention Program. 

ED 241 874 
Spanish Translation and Feasibility Study of 
“Ranger Rick’s Nature Magazine.” Final Report. 

ED 244 751 
Special Education Microcomputer Software Di- 
rectory. 

ED 246 568 
Spontaneous Concern about Nuclear War by 
College Students. 

ED 245 980 
Standards for Technology Education. Bulletin 
No. 3220. 


ED 242 040 





State Oversight of Degree Granting Authority in 
Proprietary Institutions. Report of a SHEEO 
Survey. 

ED 242 235 
A Statistical Assessment of Order of Presenta- 
tion in Multiple Item Likert Scale Survey Re- 
sponses, or “Who's on First?” 

ED 244 991 
Status and Future Directions of Online Search 
Services in Georgia Academic Libraries. 

ED 245 709 
St. Louis Community College at Forest Park 
1981-82 Graduate Follow-Up Study. 

ED 244 652 
Strategy Planning in Continuing Nursing Educa- 
tion. 


ED 240 939 
Student Academic Engagement Rates. Final Re- 
port. 

ED 241 599 
Student Financial Assistance: Next Steps to Im- 
proving Education and Economic Opportunity 
for Women. 

ED 246 712 
Student-Outcomes Questionnaires: An Imple- 
mentation Handbook. 2nd Edition. 

ED 246 814 
The Study Habits of Adult College Students. 

ED 240 935 
A Study of Applicants Who Did Not Attend, Fall 
1983. Technical Report 84-07. 

ED 245 735 
A Study of Perceived Professional Development 
Needs of Part-Time Faculty Members at Mar- 
shalitown Community College. 

ED 242 364 
Study of R&D Strengths of AEL Member Insti- 
tutions of Higher Education. 

ED 243 378 
Study of the Availability of Teachers for Texas 
Public Schools. Staff Report to the State Board of 
Education, February 10, 1984. Revised. 

ED 246 033 
A Study of the Virginia Community College Sys- 
tem System Offices. 

ED 242 347 
A Survey of Online Bibliographic Searching in 
the Reference Department of a Medium-Sized 

University Library. 
ED 243 483 


Survey of the Status of Materials Selection Poli- 
cies in Iowa Public School Districts in 1983 and 
Comparisons with Status in 1979. Based on a 
Study Sponsored by State of lowa Department of 
Public Instruction and Department of Library 
Science, University of Northern Iows. 

ED 242 327 
Survey on Uses of Distance Learning in the U.S. 

ED 246 874 
A System for Evaluating Microcomputer Cour- 
seware for Vocational and Technical Education. 
Final Report. 

ED 244 141 
Task Force on Library and Information Services 
to Cultural Minorities. Report. 

ED 241 015 
A Taxonomical Analysis of Questions Found in 

Reading Skills Development Books Used in 

Maryland op aor oy College Developmen- 
tal/Remedial Reading Programs. 

ED 241 085 


Teaching Online Bibliographic Searc! to High 
School Students. _ 


ED 244 633 


Testing. 

ED 244 870 
Testing Hypotheses in a Repeated Measures De- 
sign on Employee Attitudes with Large Samples. 

ED 245 001 
Texas Preschool Screening Inventory (TPSI) 
Manual. Revised. 

ED 246 057 
Theoretical Bases for Research in Media. 

ED 243 438 
Threats to Access to Postsecondary Education 
for Minorities and Women. 

ED 245 592 


Transferring to the University of Minnesota: A . 


Survey of Admitted CLA Transfer Students. 


ED 242 279 
Trends in the Humanities in Two-Year Colleges: 
Final Report. 


ED 245 724 
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TRIO Special Services Program Evaluation, Uni- 
versity of Minnesota. Final Report 1982-83. 

ED 246 719 
Upgraded Navy Computer-Managed Instruction: 
Analysis of Requirements for and Preliminary In- 
structional System Specifications. 

ED 244 586 
The Use and Value of Defense Technical Infor- 
mation Center Products and Services. 

ED 241 048 
The Use of OCLC in Academic Libraries in New 
York State. A Report of a Survey. 

ED 244 637 
User Studies in ARL Libraries. SPEC Kit 101. 

ED 241 065 
Using an Audio Cassette and Workbook for 
Group Training. 

ED 246 859 
Using Consultation to Improve Teaching. 

ED 242 271 
Utilization of Educational Television for Instruc- 
tion in Mississippi Public Junior Colleges: A 
Technical Report. 

ED 244 716 
Validation of the Military Entrance Physical 
Strength Capacity Test. Technical Report 610. 

ED 246 016 
Versuch Einer Einfachen Evaluation von Orien- 
tierungs-Veranstaltungen zur Bibliothekarischen 
Benutzerschulung. (A Simple Evaluation of Ori- 
entation Courses for Library User Instruction). 

ED 242 329 
Veterans Certification Survey: A Report. 

ED 244 676 

Screening in Jefferson 


Vision and Hearing 
County Public Schools. 


ED 245 488 
Vocational Outreach Program. 

ED 246 966 
Why AD Graduates Choose Their First Jobs. 

ED 242 238 
Workplace Mentorship. Interviews on Work- 
place Mentorship: Background, Methodology 
and Data Analysis. 

ED 246 182 
Zur Entwicklung der Bibliothekarischen Benut- 
zerschulung an der Technischen Universitaet 
Wien. (The Development of Library User In- 
struction at the Technical University of Vienna). 

ED 242 330 
1982-83 Music Education Interpretive Report. 
Michigan Educational Assessment Program. 

ED 247 277 
1983 First Year Student Survey. 

ED 245 729 
1983 Graudates: A Survey of Immediate Plans. 
Technical Report 84-02. 

ED 241 105 
The 1984 Research Report to the Texas Associa- 
tion of Junior and Community College Instruc- 
tional Administrators. Junior and Community 
College Research: Texas, 1983-84. 

ED 245 767 
1984 Survey of Bakersfield College Radiologic 
Technician Graduates. 

ED 244 693 
4-H’s Influence on Advanced Training, Careers 
and Leadership Roles in Adulthood. 

ED 246 227 


(170) Translations 


Contabilidad para la Micro Empresa. Manual de 
Ensenanza (Accounting for the Microbusiness: A 
Teaching Manual). Appropriate Technologies for 
Development. Reprint No. R-23. 

ED 241 780 
An cena Approach to Thinking under Un- 
ee * Prototype Text. Technical Report 

ED 241 794 
Knowing about Special Education to Help You 
Help Your Child = Informez-Vous sur l’Educa- 
tion Speciale pour Pouvoir Aider Votre Enfant. 

ED 245 417 
Tips for Parents. Un Granito De Arena. Demon- 
stration Reading Program. 

ED 242 395 
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Back Pack: Parent and Child Kits. Actividades 
para la Familia: Octubre. The Best of BES-Basic 
Educational Skills Materials. 


ED 242 384 


Publication Type Index 


Communique: Special Issue on the International 
Network for Cooperation in Northern Science 
Created at a Meeting held in Edmonton, Alberta 

(October 12-15, 1982). Summary of Discussions 
and Agreements Reached = Numero special sur 
le Reseau Scientifique Internationale pour le 
Nord cree a la reunion tenue a Edmonton, Al- 
berta (du 12 au 15 octobre 1982). Resume des 
discussions et accords conclus. 

ED 242 546 
Communique: Special Issue on the International 
Scientific Conference and Exhibit and the 7th 
Session of the International Co-Ordinati 
Council for MAB (Paris, Sept. 22-Oct. 2, 1981 
= Numero special sur la Conference Scientifique 
Internationale et Exposition et al 7e session du 
Counseil International de Coordination du MAB 
(Paris, du 22 Sept. au 2 Oct. 1981). 

ED Enalish~ 
Dictio Papago/Pima-—English, ish- 
Seseaetien = O’othham-Mil-gahn, Mil- 
gahn-O’othham. 

ED 241 236 


Doktorgrade in Naturwissenschaftsdidaktik: Vo- 
raussetzungen und Forschungsbereiche fur Dis- 
sertationen = Doctorates in Science Education: 
Prerequisites and Research Areas for Disserta- 
tions. IPN Report in Brief 29. 

ED 244 784 
Earth Science. A Handbook for Laotian Speaking 
Students. 

ED 242 835 
Earth Science. A Handbook for Spanish Speak- 
ing Students. 

ED 242 847 
Earth Science. A Handbook for Vietnamese 
Speaking Students. 

ED 242 841 


Employment Counselling Materials = Instru- 
ments de Counselling d’Emploi. 

ED 246 257 
Government of the People of the United States. 
A Handbook for Laotian Speaking Students. 

ED 242 832 
Government of the People of the United States. 
A Handbook for Spanish Speaking Studerts. 

ED 242 844 
Government of the People of the United States. 
A Handbook for Vietnamese Speaking Students. 

ED 242 838 
History of the People of the United Staies. A 
Handbook for Laotian Speaking Students. 

ED 242 833 
History of the People of the United States. A 
Handbook for Spanish Speaking Students. 

ED 242 845 
History of the People of the United States. A 
Handbook for Vietnamese Speaking Students. 

ED 242 839 
History of the People of the World. A Handbook 
for Laotian Speaking Students. 

ED 242 834 
History of the People of the World. A Handbook 
for Spanish Speaking Students. 

ED 242 846 


History of the People of the World. A Handbook 
for Vietnamese Speaking Students. 

ED 242 840 
Home Secrets. Lessons for First Grade. The Best 
of BES-Basic Educational Skills Materials. 

ED 245 789 
International Symposium of Music Education for 
the Handicapped: Complete Proceedings (2nd, 
Provo, Utah, August, 1981). 

ED 246 578// 

Japanese-English Educational-Use Keyword 
Equivalents Selected from ERIC Descriptors— 
9th Edition. 

ED 246 903 
Key Objectives for “a Polish and English. 
Primary Levels A-H 

ED 241 642 


Life Science. A Handbook for Laotian Speaking 
Students. 
ED 242 836 
Life Science. A Handbook for Spanish Speaking 
Students. 
ED 242 848 
Life Science. A Handbook for Vietnamese Speak- 
ing Students. 
ED 242 842 
ing: Today’s Libraries, Tomorrow's Tech- 
nologies. Report of the Bibliographic and Com- 
munications Network Pilot Project. Canadian 
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Network Papers Number 7 = Le Lien entre les 
Bibliotheques d’Aujourd’hui et les Technologies 
de Demain. Rapport du Projet Pilote du Reseau 
de Services Bibliographiques et de Communica- 
tions. Documents sur les Reseaux Canadiens 
Numero 7. 

ED 242 321 
Mainstreaming Multiculturalism in Canada: 
Challenges and Opportunities = Inscrire le mul- 
ticulturalisme dans le courant canadien: Les defis 
et les promesses. Report of the Nottawasaga 
Thinkers’ Conference (October 1983). 

ED 242 809 
Physical Science. A Handbook for Laotian 
Speaking Students. 

ED 242 837 
Physical Science. A Handbook for Spanish 
Speaking Students. 

ED 242 849 
Physical Science. A Handbook for Vietnamese 
Speaking Students. 


ED 242 843 
A Resource Manual for the Development and 
Evaluation of Special Programs for Exceptional 
Students. Volume III-B: Evaluating the Non-En- 
glish Speaking Handicapped. 


ED 244 413 
Science for Every Student: Educating Canadians 
for Tomorrow’s World. Summary of Report 36 = 
A ecole des Sci La J Canadienne 
Face a Son Avenir. Abrege du Rapport 36. 

ED 247 095 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Laotian. 





ED 246 686 
Social Studies Units: An Idea Becomes Law [and] 
The State; Forms of Government and Political 
Systems. English-Vietnamese. 

ED 246 685 
Supplement for Curriculum Guide for Mathe- 
matics: Spanish-Speaking Students, Grades 2-3 
= Supplemento de la guia didactica de matemati- 
cas para los estudiantes de habla hispana, 
segundo y tercer grados. Field Test. 

ED 241 648 
Supplement for Curriculum Guide for Mathe- 
matics: Spanish-Speaking Students, Grades 4-6 
= Supplemento de la guia didactica de matemati- 
cas para los estudiantes de habla hispana, cua- 
tro-sexto grados. Field Test. 

ED 241 649 
Supplement for Curriculum Guide for Mathe- 
matics: Spanish-Speaking Students, Grades 7-8 
= Supplemento de la guia didactica de matemati- 
cas para los estudiantes de habla hispana, septimo 
y octavo grados. Field Test. 

ED 241 650 
Supplement for Curriculum Guide in Reading: 
Polish-Speaking Students. Level J. Working 
Draft. 

ED 241 644 
Texas Migrant Inter/Intrastate Program. 

ED 241 197 
The Why, What, and How of a Bilingual Ap- 
proach for Young Children [and] El Porque, el 
Cual y el Como de un Enfoque Bilingue para 
Ninos Preescolares. 


ED 243 595 
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CE038534 ED241745 CE038691 ED242906 CE038879 ED244066 ED244155 
CE038535 ED241746 CE038692 ED242907 CE038880 ED244067 ED244156 
CE038536 ED241747 CE038693 ED242908 CE038881 ED244068 CE039027 ED244157 
CE038537 ED241748 CE038694 ED242909 CE038882 ED244069 CE039029 ED244158 
CE038538 ED241749 CE038695 ED242910 CE038886 ED244070 CE039030 ED244159 
CE038539 ED241750 CE038696 ED242911 CE038887 ED244071 CE039037 ED244160 
CE038540 ED241751 CE038697 ED242912 CE038888 ED244072 CE039041 ED244161 
CE038541 ED241752 CE038698 ED242913 CE038890 ED245063 CE039042 ED244162 
CE038543 ED241753 CE038700 ED244059 CE038891 ED241800 CE039044 ED244163 
CE038544 ED241754 CE038701 ED242914 CE038892 ED241801 CE039046 ED244164 
CE038545 ED241755 CE038702 ED242915 CE038893 ED241802 CE039048 ED245067 
CE038546 ED241756 CE038703 ED242916 CE038895 ED244073 CE039049 ED245068 
CE038547 ED241757 CE038704 ED242917 CE038896 ED244074 CE039050 ED245069 
CE038549 ED246185 CE038706 ED242918 CE038897 ED244075 CE039051 ED245070 
CE038550 ED245062 CE038708 ED242919 CE038898 ED244076 CE039054 ED245071 
CE038552 ED242866 CE038709 ED242920 CE038900 ED244077 CE039056 ED245072 
CE038557 ED241758 CE038710 ED242921 CE038901 ED244078 CE039058 ED245073 
CE038558 ED241759 CE038714 ED244060 CE038903 ED244079 CE039059 ED245074 
CE038560 ED241760 CE038715 ED242922 CE038904 ED244080 CE039061 ED245075 
CE038561 ED241761 CE038721 ED242923 CE038908 ED244081 CE039062 ED245076 
CE038562 ED241762 CE038730 ED242924 CE038909 ED244082 CE039063 ED245077 
CE038563 ED241763 CE038733 ED242925 CE038910 ED244083 CE039064 ED245078 
CE038564 ED241764 CE038747 ED242926 CE038911 ED244084 CE039066 ED245079 
CE038567 ED241765 CE038748 ED242927 CE038912 ED244085 CE039069 ED245080 
CE038570 ED241766 CE038749 ED242928 CE038913 ED244086 CE039070 ED245081 
CE038571 ED241767 CE038752 ED242929 CE038914 ED244087 CE039071 ED245082 
CE038572 ED241768 CE038756 ED242930 CE038915 ED244088 CE039072 ED245083 
CE038573 ED241769 CE038763 ED242931 CE038916 ED244089 CE039073 ED245084 
CE038574 ED241770 CE038764 ED242932 CE038917 ED244090 CE039080 ED245085 
CE038575 ED241771 CE038767 ED242933 CE038922 ED244091 CE039081 ED245086 
CE038576 ED241772 CE038768 ED242934 CE038923 ED244092 CE039085 ED245087 
CE038577 ED241773 CE038769 ED242935 CE038924 ED244093 CE039087 ED245088 
CE038578 ED241774 CE038774 ED242936 CE038925 ED244094 CE039088 ED245089 
CE038579 ED241775 CE038775 ED242937 CE038926 ED244095 CE039089 ED245090 
CE038580 ED241776 CE038776 ED242938 CE038927 ED244096 CE039090 ED245091 
CE038581 ED241777 CE038778 ED242939 CE038928 ED244097 CE039091 ED245092 
CE038582 ED241778 CE038780 ED242940 CE038929 ED244098 CE039092 ED246188 
CE038583 ED241779 CE038785 ED242941 CE038930 ED244099 CE039093 ED245093 
CE038584 ED241780 CE038788 ED242942 CE038931 ED244100 CE039094 ED245094 
CE038585 ED241781 CE038789 ED242943 CE038932 ED244101 CE039096 + ED245095 
CE038587 ED241782 CE038790 ED242944 CE038933 ED244102 CE039097 ED245096 
CE038588 ED241783 CE038791 ED242945 CE038934 ED244103 CE039100 ED245097 
CE038589 ED242867 CE038792 ED242946 CE038936 ED244104 CE039103 ED245098 
CE038590 ED242868 CE038793 ED246186 CE038937 ED244105 CE039106 ED245099 
CE038591 ED241784 CE038794 ED242947 CE038938 ED244106 CE039107 ED245100 
CE038592 ED241785 CE038796 ED242948 CE038939 ED244107 CE039108 ED245101 
CE038599 ED242869 CE038797 ED242949 CE038940 ED244108 CE039109 ED245102 
CE038602 ED242870 CE038799 ED242950 CE038941 ED244109 CE03911i ED245103 
CE038606 ED242871 CE038800 ED242951 CE038942 ED244110 CE039112 ED245104 
CE038607 ED242872 CE038801 ED242952 CE038943 ED244111 CE039113 ED245105 
CE038614 ED242873 CE038802 ED242953 CE038944 ED244112 CE039114 ED246189 
CE038615 ED242874 CE038803 ED242954 CE038945 ED244113 CE039115 ED245106 
CE038616 ED242875 CE038804 ED242955 CE038946 ED244114 CE039123 ED245107 
CE0386i8 ED242876 CE038805 ED242956 CE038948 ED244115 CE039128 ED245108 
CE038621 ED242877 CE038809 ED242957 CE038949 ED244116 CE039130 ED246190 
CE038622 ED242878 CE038810 ED244061 CE038950 ED244117 CE039132 ED245109 
CE038623 ED242879 CE038812 ED242958 CE038951 ED244118 CE039138 ED245110 
CE038624 ED242880 CE038813 ED242959 CE038956 ED244119 CE039139 ED245111 
CE038625 ED242881 CE038814 ED242960 CE038957 ED244120 CE039140 ED246191 
CE038626 ED242882 CE038815 ED244062 CE038958 ED244121 CE039141 ED245112 
CE038630 ED242883 CE038817 ED242961 CE038959 ED244122 CE039146 ED245113 
CE038631 ED242884 CE038818 ED242962 CE038960 ED244123 CE039149 ED245114 
CE038632 ED242885 CE038819 ED242963 CE038961 ED244124 CE039152 ED246192 
CE038633 ED242886 CE038820 ED242964 CE038962 ED244125 CE039155 ED245115 
CE038634 ED241786 CE038821 ED242965 CE038963 ED244126 CE039156 ED245116 
CE038635 ED241787 CE038822 ED242966 CE038964 ED244127 CE039157 ED245117 
CE038636 ED241788 CE038823 ED242967 CE038965 ED244128 CE039158 ED245118 








Clearinghouse Number/ED Number Cross Reference Index 


CE039160 
CE039161 
CE039162 
CE039163 
CE039164 
CE039167 
CE039168 
CE039169 
CE039170 
CE039171 
CE039172 
CE039173 
CE039177 
CE039178 
CE039179 
CE039180 
CE039181 
CE039182 
CE039185 
CE039186 
CE039187 
CE039188 
CE039189 
CE039190 
CE039191 
CE039192 
CE039194 
CE039196 
CE039198 
CE039200 
CE039201 
CE039202 
CE039203 
CE039204 
CE039205 
CE039206 
CE039207 
CE039208 
CE039209 
CE039210 
CE039215 
CE039216 
CE039217 
CE039218 
CE039239 
CE039245 
CE039246 
CE039248 
CE039251 
CE039254 
CE039255 
CE039256 
CE039257 
CE039258 
CE039266 
CE039277 
CE039280 
CE039283 
CE039284 
CE039285 
CE039286 
CE039287 
CE039289 
CE039290 
CE039291 
CE039292 
CE039293 
CE039294 
CE039296 
CE039297 
CE039298 
CE039300 
CE039302 
CE039303 
CE039304 
CE039306 
CE039309 
CE039310 
CE039311 
CE039312 
CE039313 
CE039314 
CE039317 
CE039318 
CE039319 
CE039320 
CE039321 
CE039322 
CE039325 
CE039327 
CE039328 
CE039332 
CE039333 
CE039334 
CE039340 
CE039341 
CE039342 


ED245119 
ED245120 
ED245121 
ED245122 
ED245123 
ED245124 
ED246193 
ED246194 
ED246195 
ED245i25 
ED246196 
ED246197 
ED246198 
ED246199 
ED246200 
ED246201 
ED246202 
ED246203 
ED246204 
ED246205 
ED246206 
ED246207 
ED246208 
ED246209 
ED246210 
ED246211 
ED246212 
ED246213 
ED246214 
ED246215 
ED246216 
ED246217 
ED246218 
ED246219 
ED246220 
ED246221 
ED246222 
ED246223 
ED246224 
ED246225 
ED246226 
ED246227 
ED246228 
ED246229 
ED246230 
ED246231 
ED246232 
ED246233 
ED246234 
ED246235 
ED246236 
ED246237 
ED246238 
ED246239 
ED246240 
ED246241 
ED246242 
ED246243 
ED246244 
ED246245 
ED246246 
ED246247 
ED246248 
ED246249 
ED246250 
ED246251 
ED246252 
ED246253 
ED246254 
ED246255 
ED246256 
ED246257 
ED246258 
ED246259 
ED246260 
ED246261 
ED246262 
ED246263 
ED246264 
ED246265 
ED246266 
ED246267 
ED246268 
ED246269 
ED246270 
ED246271 
ED246272 
ED246273 
ED246274 
ED246275 
ED246276 
ED246277 
ED246278 
ED246279 
ED246280 
ED246281 
ED246282 


CE039345 
CE039346 
CE039347 
CE039348 
CE039349 
CE039350 
CE039351 
CE039352 
CE03933 
CE039354 
CE039355 
CE039356 
CE039357 
CE039358 
CE039359 
CE039360 
CE039361 
CE039362 
CE039364 
CE039365 
CE039366 
CE039367 
CE039368 
CE039374 
CE039453 
CE039454 
CE039455 
CE039456 
CE039457 
CE039458 
CE800031 
CE800035 
CE800036 
CE800037 
CE800041 
CE800042 
CE800077 
CE800083 
CE800085 
CE800086 
CE800087 
CE800088 
CE800089 
CE800090 
CE800091 
CE800092 
CE800099 
CE800100 
CE800101 
CE800102 
CE800103 
CE800104 
CE800105 
CE800106 
CE800107 
CE800109 
CE800111 
CE800113 
CE800114 
CE800116 
CE800118 
CE800119 
CE800120 
CE800121 
CE800122 
CE800123 
CE800124 
CE800125 
CE800126 
CE800127 
CE800128 
CE800129 
CE800130 
CE800131 
CE800132 
CE800133 


CG017220 
CG017237 
CG017238 
CG017239 
CG017240 
CG017242 
CG017243 
CG017244 
CG017245 
CG017246 
CG017247 
CG017248 
CG017249 
CG017250 
CG017251 
CG017252 
CG017253 
CG017254 
CG017255 


ED246283 
ED246284 
ED246285 
ED246286 
ED246287 
ED246288 
ED246289 
ED246290 
ED246291 
ED246292 
ED246293 
ED246294 
ED246295 
ED246296 
ED246297 
ED246298 
ED246299 
ED246300 
ED246301 
ED246302 
ED246303 
ED246304 
ED246305 
ED246306 
ED246307 
ED246308 
ED246309 
ED246310 
ED246311 
ED246312 
ED240389 
ED240390 
ED241803 
ED241804 
ED240391 
ED241805 
ED241806 
ED240392 
ED240393 
ED240394 
ED240395 
ED240396 
ED240397 
ED240398 
ED240399 
ED240400 
ED240401 
ED241807 
ED240402 
ED240403 
ED240404 
ED241808 
ED240405 
ED241809 
ED241810 
ED240406 
ED241811 
ED240407 
ED241812 
ED241813 
ED241814 
ED241815 
ED241816 
ED241817 
ED241818 
ED241819 
ED241820 
ED241821 
ED241822 
ED241823 
ED241824 
ED241825 
ED241826 
ED241827 
ED241828 
ED241829 


ED240408 
ED240409 
ED240410 
ED240411 
ED240412 
ED240413 
ED240414 
ED240415 
ED240416 
ED240417 
ED240418 
ED240419 
ED240420 
ED240421 
ED240422 
ED240423 
ED240424 
ED240425 
ED240426 


CG017256 
CG017257 
CG017258 
CG017259 
CG017260 
CG017261 
CG017262 
CG017263 
CG017264 
CG017265 
CG017266 
CG017267 
CG017268 
CG017269 
CG017270 
CG017271 
CG017272 
CG017273 
CG017274 
CG017275 
CG017276 
CG017277 
CG017278 
CG017279 
CG017280 
CG017281 
CG017282 
CG017283 
CG017284 
CG017285 
CG017286 
CG017287 
CG017288 
CG017289 
CG017290 
CG017291 
CG017292 
CG017293 
CG017294 
CG017295 
CG017296 
CG017297 
CG017298 
CG017299 
CG017300 
CG017301 
CG017302 
CG017303 
CG017304 
CG017305 
CG017306 
CG017307 
CG017308 
CG017309 
CG017310 
CG017311 
CG017312 
CG017313 
CG017314 
CG017315 
CG017316 
CG017317 
CG017318 
CG017319 
CG017320 
CG017321 
CG017322 
CG017323 
CG017324 
CG017325 
CG017326 
CG017327 
CG017328 
CG017329 
CG017330 
CG017331 
CG017332 
CG017333 
CG017334 
CG017335 
CG017336 
CG017337 
CG017338 
CG017339 
CG017340 
CG017341 
CG017342 
CG017343 
CG017344 
CG017345 
CG017346 
CG017347 
CGC17348 
CG017349 
CG017350 
CG017351 
CG017352 


£D240427 
ED240428 
ED240429 
ED240430 
ED240431 
ED240432 
ED240433 
ED240434 
ED240435 
ED240436 
ED240437 
ED240438 
ED240439 
ED240440 
ED240441 
ED241830 
ED240442 
ED240443 
ED240444 
ED240445 
ED240446 
ED240447 
ED240448 
ED240449 
ED240450 
ED240451 
ED240452 
ED240453 
ED240454 
ED240455 
ED240456 
ED240457 
ED240458 
ED240459 
ED240460 
ED240461 
ED241831 
ED241832 
ED240462 
ED240463 
ED240464 
ED240465 
ED240466 
ED240467 
ED240468 
ED240469 
ED240470 
ED240471 
ED240472 
ED240473 
ED240474 
ED240475 
ED240476 
ED240477 
ED241833 
ED241834 
ED241835 
ED241836 
ED241837 
ED241838 
ED241839 
ED241840 
ED241841 
ED241842 
ED241843 
ED241844 
ED241845 
ED241846 
ED241847 
ED241848 
ED241849 
ED241850 
ED241851 
ED241852 
ED241853 
ED241854 
ED241855 
ED242995 
ED241856 
ED241857 
ED241858 
ED241859 
ED241860 
ED241861 
ED241862 
ED241863 
ED241864 
ED241865 
ED241866 
ED241867 
ED241868 
ED241869 
ED241870 
ED241871 
ED241872 
ED241873 
ED241874 


CG017353 
CG017354 
CG017355 
CG017356 
CG017357 
CG017358 
CG017359 
CG017360 
CG017361 
CG017362 
CG017363 
CG017364 
CG017365 


CG017454 


ED241875 
ED241876 
ED241877 
ED241878 
ED241879 
ED241880 
ED241881 
ED241882 
ED241883 
ED241884 
ED242996 
ED242997 
ED242998 
ED242999 
ED243000 
ED243001 
ED243002 
ED243003 
ED243004 
ED243005 
ED243006 
ED243007 
ED243008 
ED243009 
ED243010 
ED243011 
ED2430i2 
ED243013 
ED243014 
ED243015 
ED243016 
ED243017 
ED243018 
ED243019 
ED243020 
ED243021 
ED243022 
ED243023 
ED243024 
ED243025 
ED243026 
ED243027 
ED243028 
ED243029 
ED243030 
ED243031 
ED243032 
ED243033 
ED243034 
ED243035 
ED243036 
ED243037 
ED243038 
ED243039 
ED243040 
ED243041 
ED243042 
ED243043 
ED243044 
ED243045 
ED243046 
ED243047 
ED243048 
ED243049 
ED243050 
ED243051 
ED243052 
ED243053 
ED243054 
ED243055 
ED243056 
ED243057 
ED243058 
ED243059 
ED243060 
ED243061 
ED243062 
ED243063 
ED243064 
ED244165 
ED244166 
ED244167 
ED244168 
ED244169 
ED244170 
ED244171 
ED244172 
ED244173 
ED244174 
ED244175 
ED244176 
ED244177 
ED244178 
ED244179 
ED244180 
ED244181 
ED244182 





872 Clearinghouse Number/ED Number Cross Reference Index 


CG017455 ED244183 CG017557 ED246317 CS007335 ED240494 ED243083 
CG017456 ED244184 CG017558 ED246318 ED246383 ED245185 
CG017457 ED244185 CG017559 ED243065 ED240495 ED243084 
CG017458 ED244186 CG017560 ED246319 ED240496 ED246384 
CG017459 ED244187 CG017561 ED246320 ED241895 ED243085 
CG017460 ED244188 CG017562 ED246321 ED241896 ED243086 
CG017461 ED244189 CG017563 ED246322 ED241897 ED243087 
CG017462 ED244190 CG017565 ED246323 ED240497 ED243088 
CG017463 ED244191 CG017566 ED246324 ED241898 ED244222 
CG017465 ED244192 CG017567 ED246325 ED240498 ED243089 
CG017466 ED244193 CG017568 ED246326 ED240499 ED244223 
CG017467 ED244194 CG017569 ED246327 ED240500 ED245186 
CG017468 ED244195 CG017570 ED246328 ED240501 ED244224 
CG017469 ED244196 CG017571 ED246329 ED240502 ED244225 
CG017471 ED244197 CG017572 ED246330 ED240503 ED244226 
CG017472 ED244198 CG017573 ED246331 ED241899 ED243090 
CG017473 ED244199 CG017574 ED246332 ED240504 ED244227 
CG017474 ED244200 CG017575 ED246333 ED240505 ED243091 
CG017475 ED244201 CG017576 ED246334 ED240506 ED244228 
CG017476 ED244202 CG017577 ED246335 ED240507 ED243092 
CG017477 ED244203 CG017578 ED246336 ED240508 ED246385 
CG017478 ED244204 CG017579 ED246337 ED240509 ED243093 
CG017479 ED244205 CG017580 ED246338 ED240510 ED243094 
CG017480 ED244206 CG017581 ED246339 ED240511 ED244229 
CG017481 ED244207 CG017582 ED246340 ED240512 ED245187 
CG017482 ED244208 CG017583  ED24634i ED240513 ED244230 
CG017483 ED244209 CG017584 ED246342 ED240514 ED244231 
CG017484 ED244210 CG017585 ED246343 ED240515 ED244232 
CG017485 ED244211 CG017586 ED246344 ED240516 ED243095 
CG017486 ED244212 CG017587 ED246345 ED240517 ED243096 
CG017487 ED244213 CG017588 ED246346 ED240518 ED244233 
CG017488 ED244214 CG017589 ED246347 ED240519 ED243097 
CG017489 ED244215 CG017590 ED246348 ED240520 ED243098 
CG017490 ED244216 CG017591 ED246349 ED240521 ED245188 
CG017491 ED244217 CG017592 ED246350 ED240522 ED244234 
CG017492 ED244218 CG017593  ED246351 ED240523 ED243099 
CG017493 ED244219 ED246352 ED240524 ED245189 
CG017494 ED244220 ED246353 ED240525 ED245190 
CG017496 ED245126 ED246354 ED240526 ED245191 
CG017497 ED245127 ED246355 ED240527 ED244235 
CG017498 ED245128 ED246356 ED240528 ED245192 
CG017499  ED245129 ED246357 ED240529 ED244236 
CG017500 ED245130 ED246358 ED240530 ED245193 
CG017501 ED245131 ED246359 ED240531 ED246386 
CG017502 ED245132 7 ED246360 ED240532 ED244237 
CG017503 ED245133 ED246361 ED240533 ED244238 
CG017504 ED245134 ED246362 ED240534 : ED244239 
CG017505 ED245135 ED246363 ED240535 ED244240 
CG017506 ED245136 ED246364 ED244221 ED244241 
CG017507 ED245137 ED246365 ED240536 ED244242 
©€G017508 ED245138 ED246366 ED240537 ED245194 
CG017509 ED245139 ED246367 ED240538 ED246387 
CG017510 ED245140 ED246368 ED240539 ED244243 
CGO017511 ED245141 ED246369 ED240540 ED244244 
CG017512 ED245142 ED246370 ED240541 ED244245 
CG017513 ED245143 ED246371 ED240542 ED244246 
CG017514 ED245144 ED246372 ED241900 ED244247 
CG017515 ED245145 ED246373 ED240543 ED245195// 
CG017516 ED245146 ED246374 ED241901 ED244248 
CG017517 ED245147 ED246375 ED240544 ED244249 
CG017518 ED245148 ED246376 ED240545 ED244250 
CG017519 ED245149 ED246377 ED241902 ED244251 
CG017521 ED245150 ED246378 ED241903 ED244252 
CG017522 ED245151 ED246379 ED241904 ED244253 
CG017523 ED245152 ED246380 ED241905 ED246388 
CG017524 ED245153 ED246381 ED241906 ED246389 
CG017525 ED245154 ED246382 ED241907 ED246390 
CG017526 ED245155 ED245181 ED241908 ED245196 
CG017527 ED245156 ED245182 ED241909 ED245197 
CG017528 ED245157 ED240478 ; ED241910 ED244254 
CG017530 ED245158 ED241885 ED241911 ED244255 
CG017531 ED245159 ED240479 ED241912 ED244256 
CG017532 ED245160 ED241886 ED241913 ED245198 
CG017533 ED245161 ED240480 ED241914 ED245199 
CG017534 ED245162 ED240481 ED241915 ED245200 
CG017535  ED245163 ED240482 ED241916 ED245201 
€G017536 ED245164 ED241887 ED241917 ED245202 
CG017537 ED245165 ED241888 ED243066 ED245203 
CG017538 ED245166 ED240483 ED243067 ED245204 
CG017539  ED245167 ED240484 ED241918 ED246391 
CG017540 ED245168 ED240485 ED243068 ED246392 
CG017541 ED245169 ED240486 ED243069 ED246393 
CG017542 ED245170 ED240487 ED243070 ED246394 
CG017543  ED245171 ED240488 ED243071 ED246395 
CG017544 ED245172 CG400215 ED241889 ED243072 ED246396 
CG017545 ED245173 ED245183 ED246397 
CG017546 ED245174 ED243073 ED245205 
CG017547 ED245175 CS007140 ED241890 ED243074 ED245206 
CG017548 ED245176 ED240489 ED243075 ED245207 
CG017549 ED245177 7 ED241891 ED243076 ED246398 
CG017550 ED245178 ED240490 ED243077 ED245208 
CG017551 ED245179 ED241892 ED243078 7 ED246399 
CG017552 ED245180 ED241893 ED245184 ED246400 
CG017553 ED246313 ED241894 ED243079 ED246401 
CG017554 ED246314 ED240491 ED243080 ED246402 
CG017555 ED246315 ED240492 ED243081 ED246403 
CG017556 ED246316 ED240493 ED243082 ED245209 





Clearinghouse Number/ED Number Cross Reference Index 


CS207661 
CS207677 
CS207688 
CS207712 
CS20776° 
CS207¢* 

CS207986 
CS207995 
CS207997 


CS208010 
CS208012 
CS208013 
CS208014 
CS208015 
CS208016 
CS208017 
CS208018 
CS208019 
CS208020 
CS208021 
CS208022 
CS208023 
CS208025 
CS208026 
CS208027 
CS208028 
CS208042 
CS208046 
CS208047 
CS208060 
CS208061 
CS208062 
CS208063 
CS208064 
CS208072 
CS208073 
CS208112 
CS208115 
CS208119 
CS208120 
CS208124 
CS208125 
CS208126 
CS208129 
CS208134 
CS208135 
CS208136 
CS208137 
CS208138 
CS208139 
CS208140 
CS208143 
CS208144 
€S208145 
CS208147 
CS208148 
CS208149 
CS208150 
CS208151 
CS208152 
CS208154 
CS208156 
CS208157 
CS208158 
CS208159 
CS208160 
CS208161 
CS208162 
CS208163 
CS208164 


ED245210 
ED246404 
ED245211 
ED246405 
ED246406 
ED246407 
ED245212 
ED245213 
ED245214 
ED245215 
ED245216 
ED246408 
ED246409 
ED246410 
ED246411 
ED246412 
ED246413 
ED246414 
ED240546 
ED241919 
ED240547 
ED240548 
ED240549 
ED240550 
£D240551 
ED241920 
£D244257 
ED240552 
ED241921 
ED240553 
ED240554 
ED241922 
ED240555 
ED240556 
ED241923 
ED240557 
ED241924 
ED240558 
ED240559 
ED241925 
ED240560 
ED241926 
ED240561 
ED240562 
ED240563 
ED240564 
ED240565 
ED240566 
ED240567 
ED240568 
ED241927 
ED240569 
ED241928 
ED241929 
ED240570 
ED240571 
ED245217 
ED245218 
ED245219 
ED240572 
ED240573 
ED241930 
ED240574 
ED246415 
ED240575 
ED240576 
ED240577 
ED240578 
ED240579 
ED240580 
ED240581 
ED241931 
ED241932 
ED241933 
ED240582 
ED240583 
ED241934 
ED241935 
ED240584 
ED240585 
ED240586 
ED240587 
ED240588 
ED240589 
ED240590 
ED240591 
ED240592 
ED240593 
ED240594 
ED240595 
ED240596// 
ED240597 
ED240598 
ED240599 
ED240600 
ED240601 
ED240602 


CS208165 
CS208166 
CS208167 
CS208168 
CS208179 
CS208180 


CS208199 
CS208200 
CS208201 
CS208202 
CS208203 
CS208204 
CS208205 
CS208206 
CS208207 
CS208208 
CS208209 
CS208210 
CS208211 
CS208212 
CS208213 
CS208214 
CS208215 
CS208216 
CS208217 
CS208218 
CS208219 
CS208221 
CS208222 
CS208223 
CS208224 
CS208225 
CS208226 
CS208227 
CS208228 
CS208229 
CS208230 
CS208231 
CS208232 
CS208233 
CS208234 
CS208235 
CS208236 
CS208237 
CS208238 
CS208239 
CS208240 
CS208241 
CS208242 
CS208243 
CS208244 
CS208245 
CS208246 
CS208247 
CS208249 
CS208250 
CS208251 
CS208252 
CS208253 
CS208254 
CS208255 
CS208256 
CS208257 
CS208258 
CS208259 
CS208260 
CS208261 
CS208262 
CS208264 
CS208265 
CS208266 
CS208267 
CS208268 
CS208269 
CS208270 
CS208271 
CS208273 
CS208274 
CS208275 
CS208278 
CS208279 
CS208280 


ED241936 
ED243101 
ED245220 
ED240612 
ED240613 
ED240614 
FD240615 
ED240616 
ED241937 
ED243102 
ED243103 
ED241938 
ED241939 
ED241940 
ED241941 
ED241942 
ED241943 
ED241944 
ED241945 
ED241946 
ED241947 
ED241948 
ED241949 
ED241950 
ED241951 
ED241952 
ED241953 
ED241954 
ED241955 
ED241956 
ED243104// 
ED241957 
ED241958 
ED241959 
ED243105 
ED241960 
ED243106 
ED243107 
ED243108 
ED243109 
ED243110 
ED244258 
ED243111 
ED243112 
ED243113 
ED243114 
ED243115 
ED243116 
ED243117 
ED245221 
ED243118 
ED243119 
ED243120 
ED244259 
ED243121 
ED245222 
ED243122 
ED246416 
ED246417 
ED243123 
ED243124 
ED243125 
ED243126 
ED243127 
ED245223 
ED245224 
ED243128 
ED243129 
ED245225 
£D243130 
ED243131 
ED243132 
ED243133 
ED244260 
ED243134 
ED243135 
ED243136 
ED243137 
ED243138 
ED243139 
ED243140 
ED245226 
ED243141 
ED244261 
ED243142 
ED244262// 
ED244263 


CS208281 
CS208282 
CS208283 
CS208284 
CS208285 
CS208286 
CS208287 
CS208288 
CS208289 
CS208290 
CS208291 
CS208292 


CS208317 
CS208318 
CS208319 
CS208320 
CS208321 
CS208323 
CS208324 
CS208325 
CS208326 
CS208327 
CS208328 
CS208329 
CS208330 
CS208331 
CS208332 
CS208333 
CS208334 
CS208335 
CS208336 
CS208337 
CS208338 
CS208339 
CS208340 
CS208342 
CS208343 
CS208344 
CS208345 
CS208346 
CS208348 
CS208349 
CS208350 
CS208351 
CS208352 
CS208353 
CS208354 
CS208355 
CS208356 
CS208357 
CS208358 
CS208359 


- CS208360 


CS208363 
CS208365 
CS208367 
CS208368 
CS208369 
CS208370 
CS208371 
CS208377 
CS208378 
CS208380 
CS208384 
CS208388 
CS208389 
CS208391 
CS208392 
CS208396 
CS208399 
CS208403 
CS208409 
CS208414 
CS208415 


ED243143 


ED243145 

ED243146 

ED244265 

ED245227 

ED245228 

ED243147 

ED243148 

ED243149 
ED244266 
ED244267 
ED244268 
ED244269 
ED244270 
ED244271 

ED244272 
ED245229 
ED243150 
ED245230 
ED243151 
ED244273 
ED244274 
ED244275 
ED243152 
ED244276 
ED244277 
ED245231 
ED243153 
ED245232 
ED244278 
ED244279 
ED241961 
ED241962 
ED241963 
ED241964 
ED241965 
ED241966 
ED241967 
ED244280 
ED244281 
ED244282 
ED244283 
ED245233 
ED245234 
ED244284 
ED244285 
ED244286 
ED244287 
ED244288 
ED245235 
ED245236 
ED245237 
ED244289 
ED244290 
ED244291 
ED245238 
ED244292 
ED244293 
ED245239 
ED246418 
ED244294 
ED244295 
ED245240 
ED245241 
ED244296 
ED244297 
ED245242 
ED244298 
ED245243 
ED244299 
ED245244 
ED245245 
ED244300 
ED244301 

ED244302 
ED245246 
ED245247 
ED245248 

ED246419 
ED246420 
ED246421 

ED245249 
ED246422 
ED245250 
ED246423 
ED245251 

ED246424 
ED246425 
ED245252 
ED245253 
ED245254 
ED245255 

ED246426 
ED246427 

ED245256 


CS208418 
CS208419 
CS208420 
CS208421 
CS208422 
CS208423 
CS208424 
CS208425 
CS208426 
CS208427 
CS208428 
CS208429 
CS208430 
CS208431 
CS208433 
CS208434 
CS208435 
CS208436 
CS208439 
CS208440 
CS208442 
CS208444 
CS208446 
CS208448 
CS208449 
CS208450 
CS208451 
CS208452 
CS208453 
CS208455 
CS208458 
CS208459 
CS208460 
CS208461 
CS208464 
CS208465 
CS208466 
CS208467 
CS208468 
CS208472 
CS208473 
CS208474 
CS208475 
CS208476 
CS208477 
CS208478 
CS208479 
CS208480 
CS208481 
CS20848? 
CS20848- 
CS208484 
CS208485 
CS208486 
CS208488 
CS208491 
CS208492 
CS208494 
CS208495 
CS208496 
CS208497 
CS208501 
CS208502 
CS208505 
CS208506 
CS208507 
CS208508 
CS208509 
CS208510 
CS208511 
CS208512 
CS208514 
CS208515 
CS208516 
CS208518 
CS208520 
CS208522 
CS208523 
CS208524 
CS208525 
CS208527 
CS208532 
CS208533 
CS504223 
CS504225 
CS504226 
CS504227 
CS504327 


ED244303 
ED245257 
ED245258 
ED244304 
ED246428 
ED246429// 
ED245259 
ED246430 
ED245260 
ED245261 
ED245262 
ED246431 
ED245263 
ED245264 
ED245265 
ED245266 
ED245267 
ED245268 
ED245269 
ED245270 
ED246432 
ED246433 
ED246434 
ED246435 
ED246436 
ED245271 
ED245272 
ED246437 
ED246438 
ED246439 
ED246440 
ED246441 
ED246442 
ED246443 
ED246444 
ED246445 
ED246446 
ED246447 
ED246448 
ED245273 
ED246449 
ED246450 
ED246451 
ED246452 
ED245274 
ED245275 
ED245276 
ED246453 
ED246454 
&D245277 
2D245278 
ED246455 
ED246456 
ED246457 
ED246458 
ED246459 
ED246460 
ED246461 
ED246462 
ED246463 
ED246464 
ED246465 
ED246466 
ED246467 
ED246468 
ED246469 
ED246470 
ED246471 
ED246472 
ED246473 
ED246474 
ED246475 
ED246476 
ED246477 
ED246478 
ED246479 
ED246480 
ED246481 
ED246482 
ED246483 
ED246484 
ED246485 
ED246486 
ED240617 
ED241968 
ED240618 
ED240619 
ED240620 
ED240621 
ED240622 
ED244305 
ED240623 
ED240624 
ED240625 
ED240626 
ED245279 
ED240627 





Clearinghouse Number/ED Number Cross Reference Index 


ED240628 ED246499 EA016457 ED240694 EA016579 ED242059 
ED245287 EA016458 ED240695 EA016580 ED242060 
ED245288 EA016459 ED240696 EA016581 ED240745 
ED246500 EA016460 ED240697 EA016582 ED240746 
ED245289 EA016461 ED240698 EA016583  ED242061 
ED245290 EA016462 ED240699 EA016584 ED242062 
ED245291 EA016463 ED240700 EA016585 ED242063 
ED245292 EA016464 ED240701 EA016586 ED242064 
ED245293 EA016466 ED240702 EA016587 ED242065 
ED246501 EA016467 ED242015 EA016588 ED242066 
ED246502 EA016469 ED240703 EA016589 ED242067 
ED246503 EA016470 ED240704 EA016590 ED242068 
ED246504 EA016471 ED240705 EA016591 ED242069 
ED245294 EA016473 ED240706 EA016592 ED242070 
ED246505 EA016474 ED240707 EA016593 ED242071// 
ED246506 EA016475 ED240708 EA016594 ED242072 
ED246507 EA016476 ED240709 EA016595 ED242073 
ED245295 EA016477 ED240710 EA016596 ED242074 
ED246508 EA016478 ED240711 EA016597 ED242075 
ED246509 EA016479 ED240712 EA016600 ED242076 
ED246510 EA016480 ED240713 EA016601 ED242077 
ED246511 EA016481 ED240714 EA016602 ED242078 
ED246512 EA016482 ED240715 EA016612 ED242079 
ED240651 ED246513 EA016483 ED240716 EA016613  ED242080 
ED240652 ED246514 EA016484 ED240717 EA016614 ED242081 
ED240653 ED246515 EA016485 ED240718 EA016615 ED242082 
ED241969 ED246516 EA016486 ED240719 EA016616 ED242083 
ED240654 ED246517 EA016487 ED240720 EA016632 ED242084// 
ED240655 50465 ED246518 EA016488 ED240721 EA016633 ED242085 
ED240656 ED246519 EA016489 ED240722 EA016634 ED242086 
aaeesans EA016490 ED240723 EA016635 ED242087 
EA015827 ED241987 EA016491 ED243171 EA016636 ED242088 


ED241970 EA016492 ED240724 EA016637 ED242089 
ED241971 EA015828 ED241988 EA016493 ED240725 


EA016638 ED242090 
ED246487 EA015888 ED241989// EA016494 ED240726 EA016639 ED242091 
ED241972// EA015969 ED241990 EA016495 ED240727 EA016640 ED242092 
ED241973 EA015974 ED240659 EA016496 ED240728 EA016641 ED242093 
ED241974 EA015980 ED241991 EA016497 ED240729 EA016642 ED242094 
ED241975 EA015988 ED240660 EA016498 ED240730 EA016643 ED242095 
ED241976 EA015992 ED241992 EA016499 ED242016 EA016645 ED245296 
ED241977 EA015996 ED241993 EA016500 ED242017 EA016646 ED243173 
ED241978 EA015997  ED241994 EA016501 ED242018 EA016648 ED242096 
ED241979 EA015998 ED241995 EA016502 ED242019 EA016649 ED242097 
ED241980 EA015999 ~ED241996 EA016504 ED242020 EA016650 ED242098 
ED241981 EA016023 ED241997 EA016506 ED242021 EA016651 ED243174 
ED245280 EA016201 ED243169 EA016507 ED240731 EA016652 ED243i75 
ED243154 EA016315 ED243170 EA016508 ED242022 EA016653 ED243176 
ED241982 EA016360 ED240661 EA016509 ED242023 EA016654 ED243177 
ED243155 EA016361 ED240662 EA016510 ED242024 EA016655 ED243178 
ED241983 EA016362 ED240663 EA016511 ED240732 EA016656 ED243179 
ED241984 EA016371 ED240664 EA016512 ED242025 EA016657 ED243180 
ED241985 EA016372 ED240665 EA016513 ED242026 EA016658 ED243181 
ED241986 EA016374 ED240666 EA016514 ED242027 EA016659 ED243182 
ED246488 EA016378 ED240667 EA016515 ED240733 EA016663 ED242099 
ED246489 EA016383 ED240668 EA016516 ED240734 EA016665 ED242100 
ED246490 EA016388 ED240669 EA016519 ED242028 EA016666 ED243183 
ED246491 EA016392 ED240670// EA016520 ED240735 EA016667 ED242101 
ED246492 EA016393 ED240671 EA016521 ED240736// EA016668 ED242102 
ED243156 EA016394 ED240672 EA016523 ED240737 EA016669 ED242103 
ED244306 EA016395 ED240673 EA016524 ED242029 EA016670 ED242104 
ED243157 EA016396 ED240674 EA016525 ED242030 EA016671 ED242105 
ED243158 EA016397  ED240675 EA016526 ED240738 EA016672 ED242106 
ED243159 EA016398 ED240676 EA016527 ED242031 EA016673 ED242107 
ED243160 EA016399 ED240677 EA016528 ED240739 


EA016674 ED243184 
ED243161 EA016400 ED241998 EA016529 ED240740 EA016675 ED242108 
ED243162 EA016401 ED241999 EA016530 ED240741 EA016677 ED243185 


ED243163 EA016402 ED242000 EA016531 ED240742 EA016678 ED243186 
ED243164 EA016403 ED242001 EA016532 ED240743 EA016679 ED243187 
ED243165 EA016404 ED240678 EA016533 ED242032 EA016680 ED243188 
ED243166 EA016410 ED242002 EA016534 ED242033 EA016681 ED243189 
ED243167 EA016411 ED242003 BA016535 ED240744 EA016682 ED243190 
ED244307 EA016412 ED240679 EA016536 ED242034 EA016683 ED243191 
ED243168 EA016413 ED242004 EA016537 ED242035 EA016684 ED243192 
EA016415 ED240680 EA016538 ED242036 EA016685 ED243193 
EA016416 ED242005 EA016539 ED242037 EA016686 ED243194 
EA016417 ED242006 EA016540 ED242038 EA016687 ED243195 
EA016418 ED242007 EA016541 ED242039 EA016688 ED243196 
EA016419 ED240681 EA016542 ED242040 EA016689 ED243197 
EA016421 ED242008 EA016543 ED242041 EA016690 ED244320 
EA016425 ED240682 EA016544 ED242042// EA016692 ED240747 
EA016430 ED240683 EA016545 ED242043 EA016693 ED243198 
EA016431 ED240684 EA016546 ED242044 EA016694 ED243199 
EA016432 ED242009 EA016547 ED242045 EA016695 ED243200 
ED245282 EA016435 ED240685 EA016548 ED242046 EA016696 ED243201 
ED244315 EA016436 ED242010 EA016549 ED242047 EA016697 ED243202 
ED244316 EA016437 ED242011 EA016560 ED243172 EA016698 ED243203 
ED244317 EA016438 ED240686 EA016568 ED242048 EA016699 ED243204 
ED244318 EA016439 ED240687 EA016569 ED242049 EA016700 ED243205 
ED246495 EA016442 ED240688 EA016570 ED242050 EA016701 ED243206 
ED246496 EA016444 ED242012 EA016571 ED242051 EA016702 ED243207 
ED245283 EA016447 ED242013 EA016572 ED242052 EA016703 ED243208 
ED244319 EA016448 ED240689 EA016573 ED242053 EA016704 ED243209 
ED246497 EA016449 ED242014 EA016574 ED242054 EA016705 ED243210 
ED245284 EA016450 ED240690 EA016575 ED242055 EA016706 ED243211 
ED245285 EA016451 ED240691 EA016576 ED242056// EA016707 ED240748 
ED246498 EA016454 ED240692 EA016577 _ED242057// EA016708 ED243212// 
ED245286 EA016456 ED240693 FA016578 ED242058 EA016709 ED243213// 





Clearinghouse Number/ED Number Cross Reference Index 


EA016710 
EA016711 
EA016712 
EA016713 
EA016714 
EA016715 
EA016716 
EA016717 
EA016718 
EA016719 
EA016720 
EA016721 
EA016722 
EA016723 
EA016724 
EA016725 
EA016726 
EA016727 
EA016728 
EA016729 
EA016730 
EA016731 
EA016732 
EA016733 
EA016734 
EA016735 
EA016736 
EA016737 
EA016738 
EA016739 
EA016740 
EA016741 
EA016742 
EA016743 
EA016744 
EA016745 
EA016746 
EA016747 
EA016748 
EA016749 
EA016750 
EA016751 
EA016752 
EA016753 
EA016754 
EA016755 
EA016756 
EA016757 
EA016758 
EA016759 
EA016760 
EA016761 
EA016762 
EA016763 
EA016764 
EA016765 
EA016766 
EA016767 
EA016768 
EA016769 
EA016770 
EA016771 
EA016772 
EA016773 
EA016774 
EA016775 
EA016776 
EA016777 
EA016778 
EA016779 
EA016780 
EA016781 
EA016782 
EA016783 
EA016787 
EA016788 
EA016789 
EA016790 
EA016791 
EA016792 
EA016793 
EA016794 
EA016795 
EA016796 
EA016797 
EA016798 
EA016799 
EA016800 
EA016801 
EA016802 
EA016803 
EA016804 
EA016805 
EA016806 
EA016807 
EA016808 
EA016809 


ED243214// 
ED243215 
ED243216 
ED243217 
ED243218 
ED243219 
ED243220 
ED243221 
ED243222 
ED243223 
ED243224 
ED243225 
ED243226 
ED243227 
ED243228 
ED243229 
ED243230 
ED243231 
ED243232 
ED243233 
ED243234 
ED243235 
ED243236 
ED243237 
ED243238 
ED243239 
ED243240 
ED243241 
ED243242 
ED243243 
ED243244 
ED243245 
ED243246 
ED243247 
ED243248 
ED243249 
ED243250 
ED243251 
ED244321 
ED244322 
ED244323 
ED244324 
ED244325 
ED244326 
ED244327 
ED244328 
ED244329 
ED244330 
ED244331 
ED244332 
ED244333 
ED244334 
ED244335 
ED244336 
ED244337 
ED244338 
ED244339 
ED243252 
ED244340 
ED244341 
ED244342 
ED244343 
ED244344 
ED244345 
ED244346 
ED244347 
ED244348 
ED244349 
ED244350 
ED244351 
ED244352// 
ED244353 
ED244354 
ED244355 
ED244356 
ED244357 
ED244358 
ED244359 
ED244360 
ED244361 
ED244362 
ED244363 
ED244364 
ED244365 
ED244366 
ED244367 
ED244368 
ED244369 
ED244370 
ED245297 
ED245298 
ED244371 
ED244372 
ED244373 
ED244374 
ED244375 
ED244376 


EA016810 
EA016811 
EA016812 
EA016813 
EA016814 
EA016815 
EA016816 
EA016817 
EA016818 
EA016819 
EA016820 
EA016821 
EA016822 
EA016823 
EA016824 
EA016825 
EA016826 
EA016828 
EA016829 
EA016830 
EA016831 
EA016832 
EA016833 
EA016834 
EA016835 
EA016836 
EA016837 
EA016838 
EA016840 
EA016841 
EA016842 
EA016843 
EA016845 
EA016846 
EA016847 
EA016848 
EA016849 
EA016850 
EA016851 
EA016852 
EA016853 
EA016854 
EA016855 
EA016856 
EA016857 
EA016858 
EA016859 
EA016860 
EA016861 
EA016862 
EA016863 
EA016864 
EA016865 
EA016866 
EA016867 
EA016868 
EA016869 
EA016870 
EA016871 
EA016872 
EA016873 
EA016874 
EA016875 
EA016876 
EA016877 
EA016880 
EA016881 
EA016882 
EA016883 
EA016884 
EA016885 
EA016886 
EA016887 
EA016888 
EA016889 
EA016890 
EA016891 
EA016892 
EA016893 
EA016895 
EA016896 
EA016897 
EA016898 
EA016899 
EA016900 
EA016901 
EA016902 
EA016903 
EA016904 
EA016905 
EA016907 
EA016910 
EA“16911 
EA016912 
EA016913 
EA016915 
EA016916 


ED244377 
ED244378 
ED244379 
ED244380 
ED245299 
ED245300 
ED244381 
ED244382 
ED244383 
ED244384 
ED244385 
ED244386 
ED244387 
ED244388 
ED245301 
ED244389 
ED244390// 
ED245302 
ED244391 
ED245303 
ED245304 
ED245305 
ED244392 
ED244393 
ED244394 
ED245306 
ED244395 
ED245307 
ED245308 
ED245309 
ED244396 
ED245310 
ED245311 
ED245312 
ED245313 
ED245314 
ED245315 
ED245316 
ED245317 
ED245318 
ED244397 
ED244398 
ED244399 
ED245319 
ED245320 
ED245321 
ED244400 
ED244401 
ED244402 
ED245322 
ED245323 
ED245324 
ED245325 
ED245326 
ED245327 
ED245328 
ED245329 
ED245330 
ED245331 
ED245332 
ED245333 
ED245334 
ED245335 
ED245336 
ED245337 
ED245338 
ED245339 
ED245340 
ED245341 
ED245342 
ED246520 
ED245343 
ED245344 
ED245345 
ED245346 
ED245347 
ED245348 
ED245349 
ED245350 
ED245351 
ED245352 
ED245353 
ED245354 
ED245355 
ED245356 
ED245357 
ED245358 
ED245359 
ED245360 
ED245361 
ED246521 
ED245362 
ED245363 
ED245364 
ED245365 
ED245366 
ED245367 


EA016917 
EA016918 
EA016919 
EA016920 
EA016921 
EA016922 
EA016923 
EA016924 
EA016925 
EA016926 
EA016927 
EA016928 
EA016929 
EA016930 
EA016931 
EA016932 
EA016933 
EA016935 
EA016936 
EA016937 
EA016938 
EA016939 
EA016940 
EA016941 
EA016942 
EA016943 
EA016944 
EA016945 
EA016946 
EA016947 
EA016948 
EA016949 
EA016950 
EA016951 
EA016952 
EA016953 
EA016954 
EA016955 
EA016956 
EA016957 
EA016958 
EA016959 
EA016960 
EA016961 
EA016962 
EA016963 
EA016964 
EA016965 
EA016969 
EA016970 
EA016971 
EA016972 
EA016973 
EA016976 
EA016977 
EA016978 
EA016979 
EA016981 
EA016982 
EA016983 
EA016984 
EA016985 
EA016986 
EA016987 
EA016988 
EA016989 
EA016990 
EA016992 
EA016993 
EA016994 
EA016995 
EA016996 
EA016997 
EA016998 
EA017000 
EA017005 
EA017006 
EA0i7010 
EA017011 
EA017017 
EA017023 
EA017025 
EA017026 
EA017027 
EA017028 
EA017029 
EA017132 


EC160873 
EC161804 
EC161813 
EC161815 
EC161816 
EC161817 
EC161818 
EC161819 


ED245368 
ED245369 
ED245370 
ED245371 
ED245372 
ED245373 
ED245374 
ED245375 
ED245376 
ED245377 
ED245378 
ED245379 
ED245380 
ED245381 
ED245382 
ED245383 
ED245384 
ED245385 
ED245386 
ED245387 
ED245388 
ED245389 
ED245390 
ED245391 
ED245392 
ED245393 
ED246522 
ED245394 
ED245395 
ED245396 
ED246523 
ED245397 
ED245398 
ED245399 
ED245400 
ED245401 
ED245402 
ED245403 
ED245404 
ED245405 
ED246524 
ED246525 
ED246526 
ED245406 
ED245407 
ED245408 
ED245409 
ED245410 
ED245411 
ED245412 
ED245413 
ED245414 
ED245415 
ED246527 
ED245416 
ED246528 
ED246529 
ED246530 
ED246531 
ED246532 
ED246533 
ED246534 
ED246535 
ED246536 
ED246537 
ED246538 
ED246539 
ED246540 
ED246541 
ED246542 
ED246543 
ED246544 
ED246545 
ED246546 
ED246547 
ED246548 
ED246549 
ED246550 
ED246551 
ED246552 
ED246553 
ED246554 
ED246555 
ED246556 
ED246557 
ED246558 
ED246559 


ED240749 
ED240750 
ED240751 
ED240752 
ED240753 
ED240754 
ED240755 
ED240756 


EC161820 
EC161821 
EC161822 
EC161823 
EC161824 
EC161825 
EC161826 
EC161827 
EC161828 
EC161829 
EC161830 
EC161831 
EC161832 
EC161833 
EC161834 
EC161835 
EC161836 
EC161837 
EC161838 
EC161839 
EC161840 
EC161841 
EC161842 
EC161843 
EC161844 
EC161845 
EC16i853 
EC161854 
EC161855 
EC161856 
EC161857 
EC161858 
EC161859 
EC161860 
EC161861 
EC161862 
EC161864 
EC161865 
EC161866 
EC161867 
EC161868 
EC161869 
EC161870 
EC161871 
EC161872 
EC161873 
EC161874 
EC161875 
EC161876 
EC161877 
EC161878 
EC161879 
EC161880 
EC161881 
EC161882 
EC161883 
EC161884 
EC161885 
EC161886 
EC161887 
EC161889 
EC161890 
EC161891 
EC161892 
EC161893 
EC161894 
EC161895 
EC161896 
EC161897 
EC161898 
EC161899 
EC161900 
EC162101 
EC162102 
EC162103 
EC162104 
EC162105 
EC162106 
EC162107 
EC162108 
EC162109 
EC162110 
EC162111 
EC162112 
EC162113 
EC162114 
EC162115 
EC162116 
EC162117 
EC162118 
EC162119 
EC162120 
EC162121 
EC162122 
EC162123 
EC162124 
EC162125 


ED240757 
ED240758 
ED240759 
ED240760 
ED240761 
ED240762 
ED240763 
ED240764 
ED240765 
ED240766 
ED240767 
ED240768 
ED240769 
ED240770 
ED240771 
ED240772 
ED240773 
ED240774 
ED240775 
ED240776 
ED240777 
ED240778 
ED240779 
ED240780 
ED240781 
ED240782 
ED240783 
ED240784 
ED240785 
ED240786/ / 
ED240787 
ED240788 
ED240789 
ED242109 
ED242110 
ED240790 
ED240791 
ED240792 
ED240793 
ED240794 
ED240795 
ED240796 
ED240797 
ED240798 
ED240799 
ED240800 
ED240801 
ED240802 
ED240803 
ED240804 
ED240805 
ED240806 
ED242111 
ED242112 
ED242113 
ED242114 
ED242115 
ED242116 
ED242117 
ED242118 
ED242119 
ED242120 
ED242121 
ED242122 
ED242123 
ED242124 
ED242125 
ED242126 
ED242127 
ED242128 
ED242129 
ED242130 
ED242131 
ED242132 
ED242133 
ED242134 
ED242135 
ED242136 
ED242137 
ED242138 
ED242139 
ED242140 
ED242141 
ED242142 
ED242143 
ED242144 
ED242145 
ED242146 
ED242147 
ED242148 
ED242149 
ED242150 
ED242151 
ED242152 
ED242153 
ED242154 
ED242155 





876 Clearinghouse Number/ED Number Cross Reference Index 


EC162126 ED242156 EC162425 ED243297 EC162730 ED245452 EC162833 ED245473 
EC162127 ED242157 EC162426 ED243298 EC162731 ED245453 EC162834 ED245474 
EC162128 ED242158 EC162427 ED243299 EC162732 ED245454 EC162835 ED245475 
EC162129 ED242159 EC162428 ED243300 EC162733 ED245455 EC162836 ED245476 
EC162130 ED242160 EC162429 + ED243301 EC162734 ED245456 EC162837 ED245477 
EC162131 ED242161 EC162430 ED245417 EC162735  ED245457 EC162838 ED245478 
EC162132 ED242162 EC162439 ED244426 EC162736 ED245458 EC162839 ED245479 
EC162134 ED242i63 EC162440 ED244427 EC162737 ED245459 EC162840 ED245480 
EC162135  ED242164 EC16244i ED244428 EC162738 ED245460 EC162841 ED245481 
EC162136 ED242165 EC162442 ED244429 EC162739 ED245461 EC162842 ED245482 
EC162137 ED242166 EC162443 ED244430 EC162740 ED246561 EC162843 ED245483 
EC162138 ED242167 EC162444 ED244431 EC162741 ED245462 EC162844 ED245484 
EC162139 ED242168 EC162445 ED244432 EC162742 ED245463 EC162845 ED245485 
EC162140 ED242169 EC162446 + ED244433 EC162743 ED245464 EC162846 ED245486 
EC162141 ED242170 EC162447 ED244434 EC162744 ED245465 EC162847 ED245487 
EC162142 ED242171 EC162448 ED244435 EC162745 ED245466 EC162848 ED245488 
EC162143 ED242172 EC162449 ED244436 EC162746 ED245467 EC162849 ED245489 
EC162144 ED242173 EC162450 ED244437 EC162747 ED245468 EC162850 ED245490 
EC162145 ED242174 EC162451 ED244438 EC162748 ED245469 EC162851 ED245491 
EC162146 ED242175 EC162452 ED244439 EC162749 ED245470 EC162852 ED245492 
EC162147 ED242176 EC162453  ED244440 EC162750 ED246562 EC162853  ED245493 
EC162148 ED242177 EC162454 ED244441 EC162751 ED246563 EC162854 ED245494 
EC162149 ED242178 EC162455 ED244442 EC162752 ED246564 EC162855 ED245495, 
EC162150 ED242179 EC162456 ED244443 EC162753  ED246565 EC162856 ED245496 
EC162151 ED242180 EC162457 ED244444 EC162754 ED246566 EC162857 ED245497 
EC162152. ED242181 EC162458 ED244445 EC162755 ED246567 EC162858 ED245498 
EC162153  ED242182 EC162459 ED244446// EC162756 ED246568 EC162859 ED245499 
EC162154 ED242183 EC162460 ED244447 EC162757 ED246569 EC162860 ED245500 
EC162155 ED242184 EC162461 ED244448 EC162758 ED246570 EC162861 ED245501 
EC162156 ED242185 EC162462 ED244449 EC162759 ED246571 EC162862 ED245502 
EC162157 ED243253 EC162463 ED244450 EC162760 ED246572 EC162863 ED246611 
EC162158 ED243254 EC162464 ED244451 EC162761 ED246573 EC162864 ED246612 
EC162159 ED243255 EC162465 ED244452 EC162766 ED246574 EC162865 ED246613 
EC162160 ED243256 EC162466 ED244453 EC162767 ED246575 EC162866 ED246614 
EC162161 ED243257 EC162467 ED244454 EC162768 ED246576 EC162867 ED246615 
EC162162 ED243258 EC162468 ED244455 EC162769 ED246577 EC162868 ED246616 
EC162163 ED243259 EC162469 ED244456 EC162770 ED246578// EC162869 ED246617 
EC162164 ED243260 EC162470 ED244457 EC162772 + ED246579 EC162870 ED246618 
EC162165 ED243261 EC162471 ED244458 EC162773 ED246580 EC162871 ED246619 
EC162166 ED243262 EC162472 ED244459 EC162774 ED246581 EC162872 ED246620 
EC162167 ED243263 EC162473 ED244460 EC162775 ED246582 EC162873 ED246621 
EC162168 ED243264 EC162474 ED244461 EC162776 + ED246583 EC162874 ED246622 
EC162169 ED243265 EC162475 ED244462 EC162777 ED246584 EC162875 ED246623 
EC162170 ED243266 EC162476 ED244463 EC162778 ED246585 EC162876 ED246624 
EC162171 ED243267 EC162477 ED244464 EC162779 ED246586 EC162877 ED246625 
EC162172 ED243268 EC162478 ED244465 EC162780 ED246587 EC162878 ED246626 
EC162173 ED243269 EC162479 ED244466 ECi62781 ED246588 EC162879 ED246627 
EC162174 ED243270 EC162480 ED244467 EC162782 ED246589 EC162880 ED246628 
EC162175 ED243271 EC162481 ED245418 EC162783 ED246590 EC162881 ED246629 
EC162176 ED243272 EC162482 ED245419 EC162784 ED244482 EC162882 ED246630 
EC162177 + ED243273 EC162483 ED245420 EC162785 ED244483 EC162883 ED246631 
EC162178 ED243274 EC162484 ED245421 EC162786 ED244484 EC162884 ED246632 
EC162180 ED243275 EC162485 ED245422 EC162787 ED244485 EC162885 ED246633 
EC162181 ED243276 EC162486 ED244468 EC162788 ED244486 EC162886 + ED246634 
EC162182 ED243277 EC162487 ED244469 EC162789 ED244487 EC162887 ED245503 
EC162183 ED243278 EC162488 ED244470 EC162790 ED244488 EC162888 ED245504 
EC162184 ED243279 EC162489 ED245423 EC162791 ED244489 EC162890 }=ED245505 
EC1€2185 ED243280 EC162490 ED244471 EC162792 ED244490 EC162891 ED245506 
EC162186 ED243281 EC162491 ED244472 EC162793 ED244491 EC162897 ED245507 
EC162187 ED243282 EC162492  ED244473 EC162794 ED244492 EC162898 ED245508 
EC162188 ED243283 EC162493 ED244474// EC162795 ED244493 EC162899 ED245509 
EC162189 ED243284 EC162494 ED244475 EC162796 ED244494 EC162900 ED245510 
EC162190 ED243285 EC162495 ED244476 EC162797 + ED244495 EC165147 ED240807 
EC162191 ED243286 EC162496 ED244477 EC162798 ED244496 EC165148 ED240808 
EC162192 ED243287 EC162497 ED244478 EC162799 ED246591 EC165149 ED240809 
EC162193 ED243288 EC162498 ED244479 EC162800 ED246592 EC165150 ED240810 
EC162194 ED243289 EC162499 ED244480 EC162801 ED246593 EC165151 ED240811 
EC162195 ED243290 EC162500 ED244481 ECi62802 ED246594 EC165152  ED240812 
EC162196 ED243291 EC162701 ED245424 EC162803 ED246595 EC165153 ED240813 
EC162197 ED243292 EC162702 ED245425 EC162804 ED246596 EC165154 ED240814 
EC162198 ED244403 EC162703 ED245426 EC162805 ED246597 EC165155 ED240815 
EC162199 ED244404 EC162704 ED245427 EC162806 ED246598 EC165156 ED240816 
EC162200 ED244405 EC162705 ED245428 EC162807 ED246599 EC165157 ED240817 
EC162401 ED244406 EC162706 ED245429 EC162808 ED246600 EC165158 ED240818 
EC162402 ED244407 EC162707 ED245430 EC162809 ED246601 EC165159 ED240819 
EC162403 ED244408 EC162708 ED245431 ECi62810 ED246602 EC165161 ED240820 
EC162404 ED244409 EC162709 » ED245432 EC162811 ED246603 EC165163 ED240821 
EC162405 ED244410 EC162710 ED245433 EC162812 ED246604 EC165164 ED242186 
EC162406 ED244411 EC162711 ED245434 EC162813  ED246605 EC165165 ED242187 
EC162407 ED244412 EC162712 ED245435 EC162814 ED246606 EC165166 ED242188 
EC162408 ED244413 EC162713 ED245436 EC162815 £D246607 EC165167 ED242189 
EC162409 ED244414 EC162714 ED245437 EC162817 £D244497 EC165168 ED240822 
EC162410 ED244415 EC162715 ED245438 EC162818 ED244498 EC165170 ED242190 
EC162411 ED244416 EC162716 ED245439 EC162819 ED244499 EC165171 ED240823 
EC162412 ED244417 EC162717 ED245440 EC162820 ED244500 EC165172 ED240824 
EC162413 ED244418 EC162718 ED245441 EC162821 ED244501 EC165174 ED242191 
EC162414 ED244419 EC162719 ED245442 EC162822 ED244502 ED245511 
EC162415 ED244420 EC162720 ED246560 EC162823 ED244503 ED245512 
EC162416 ED244421 EC162721 ED245443 EC162824 ED244504 ED245513 
EC162417 ED244422 EC162722 ED245444 EC162825 ED244505 ED245514 
EC1624i8 ED244423 EC162723 ED245445 EC162826 ED244506 ED245515 
EC162419 ED244424 EC162724 ED245446 EC162827 ED244507 ED245516 
EC162420 ED244425 EC162725 ED245447 EC162828 ED246608 ED245517 
EC162421 ED243293 EC162726 ED245448 EC162829 ED246609 ED245518 
EC162422 ED243294 EC162727 ED245449 EC162830 ED246610 ED245519 
EC162423 ED243295 EC162728 ED245450 EC162831 ED245471 ED245520 
EC162424 ED243296 EC162729 ED245451 EC162832 ED245472 EC170016 ED245521 





Clearinghouse Number/ED Number Cross Reference Index 


EC170017 
EC170018 
EC170019 
EC170020 
EC170027 
EC170028 
EC170029 
EC170031 
EC170033 
EC170036 
EC170037 
EC170038 
EC170039 
EC170040 
EC170097 


FLO13917 
FLO13925 
FL013974 
FL013975 
FL013976 
FL014011 
FLO14016 
FLO14086 
FLO14167 
FLO14171 
FLO14183 
FLO14184 
FLO014187 
FLO14188 
FLO14190 
FLO14191 
FLO14199 
FLO14202 
FLO14208 
FLO14212 
FLO14214 
FLO14215 
FLO14216 
FL014217 
FL014223 
FL014224 
FL014225 
FL014226 
FL014227 
FLO14228 
FL014229 
FL014230 
FLO14231 
FL014232 
FL014233 
FLO14234 
FLO014235 
FL014236 
FLO014237 
FL014238 
FLO14239 
FLO014240 
FLO14241 
FLO14242 
FLO14243 
FLO14244 
FLO14245 
FLO14246 
FL014247 
FLO14248 
FLO14249 
FLO014250 
FL014251 
FLO14252 
FL014253 
FLO14254 
FL014255 
FL014256 
FL014257 
FLO014258 
FL014259 
FLO014260 
FLO14261 
FL014262 
FL014263 
FL014264 
FLO14265 
FLO14266 
FL014267 
FL014268 
FL014269 
FLO014270 
FL014271 
FL014272 
FL014273 
FLO14274 
FL014275 
FLO14276 
FL014277 
FLO014278 


ED245522 
ED245523 
ED245524 
ED245525 
ED246635 
ED246636 
ED246637 
ED246638 
ED246639 
ED246640 
ED246641 
ED246642 
ED246643 
ED246644 
ED245526 


ED240825 
ED244508 
ED240826 
ED240827 
ED240828 
ED240829 
ED240830 
ED240831 
ED240832 
ED240833 
ED240834 
ED242192 
ED240835 
ED240836 
ED240837 
ED240838 
ED240839 
ED240840 
ED240841 
ED240842 
ED240843 
ED240844 
ED240845 
ED240846 
ED240847 
ED240848 
ED240849 
ED240850 
ED240851 
ED240852 
ED240853 
ED240854 
ED240855 
ED240856 
ED240857 
ED240858 
ED240859 
ED240860 
ED240861 
ED240862 
ED240863 
ED240864// 
ED240865// 
ED240866/ / 
ED240867 
ED240868 
ED240869 
ED240870 
ED240871 
ED240872 
ED240873 
ED240874 
ED240875 
ED240876 
ED240877 
ED240878 
ED240879 
ED242193 
ED240880 
ED240881 
ED240882 
ED240883 
ED240884 
ED240885 
ED242194 
ED240886 
ED242195 
ED244509 
ED242196 
ED242197 
ED244510 
ED242198 
ED242199 
ED242200// 
ED242201// 
ED242202 
ED242203 
ED242204 
ED242205 
ED242206 


FLO014279 
FL014280 
FLO14281 
FL014282 
FL014283 
FLO14284 
FL014285 
FLO14286 
FLO014288 
FLO14291 
FL014292 
FL014293 
FL014294 
FL014295 
FL014296 
FL014297 
FLO014299 
FL014300 
FL014301 
FL014302 
FL014303 
FL014305 
FL014306 
FLO14307 
FL014308 
FL014309 
FL014310 
FLO014311 
FLO14312 
FLO14313 
FLO14314 
FL014315 
FLO14331 
FL014332 
FL014333 
FLO14334 
FLO14335 
FL014336 
FL014327 
FL014338 
FL014339 
FL014340 
FLO14341 
FLO14342 
FLO14343 
FLO14344 
FL014345 
FLO014346 
FLO14347 
FL014348 
FL014349 
FLO14351 
FL014352 
FL014353 
FL014354 
FLO14355 
FLO14356 
FLO14357 
FLO014358 
FLO014359 
FL014360 
FLO014361 
FL014362 
FL014363 
FLO14364 
FLO014365 
FLO14366 
FL014367 
FLO14368 
FL014369 
FLO14371 
FL014372 
FL014373 
FL014375 
FLO014380 
FL014382 
FLO14384 
FLO14385 
FL014386 
FL014387 
FL014388 
FL014389 
FLO014390 
FLO014391 
FL014392 
FL014393 
FL014394 
FLO14395 
FLO14396 
FL014397 
FL014398 
FL014399 
FL014400 
FLO14401 
FLO14403 
FLO14404 
FLO014405 


ED242207 
ED242208// 
ED242209 
ED242210 
ED242211// 
ED242212// 
ED242213// 
ED242214 
ED243302 
ED244511 
ED242215// 
ED242216// 
ED242217 
ED242218 
ED242219 
ED246645 
ED244512 
ED242220 
ED242221 
ED242222 
ED242223 
ED244513 
ED244514 
ED243303 
ED243304 
ED243305 
ED243306 
ED243307 
ED243308 
ED243309 
ED243310 
ED243311 
ED245527 
ED246646 
ED245528 
ED245529 
ED243312 
ED243313 
ED243314 
ED243315 
ED243316 
ED243317 
ED243318 
ED243319 
ED243320 
ED243321 
ED243322 
ED243323 
ED243324 
ED243325 
ED243326 
ED245530 
ED245531 
ED243327 
ED245532 
ED243328 
ED243329 
ED243330 
ED243331 
ED243332 
ED243333 
ED243334 
ED243335 
ED244515 
ED244516 
ED244517 
ED244518 
ED244519 
ED244520 
ED245533 
ED245534 
ED245535 
ED244521 
ED244522 
ED246647 
ED246648 
ED245536 
ED245537 
ED245538 
ED245539 
ED245540 
ED245541 
ED245542 
ED245543 
ED245544 
ED245545 
ED245546 
ED245547 
ED245548 
ED245549 
ED245550 
ED245551 
ED245552 
ED245553 
ED245554 
ED246649 
ED246650 


FLO14407 
FL014409 
FLO14410 
FLO14411 
FLO14412 
FL014413 
FLO14415 
FLO14416 
FLO14417 
FLO14418 
FL014420 
FL014421 
FLO014422 
FL014423 
FL014424 
FL014425 
FL014426 
FLO14427 
FL014428 
FL014429 
FLO014430 
FL014431 
FLO014432 
FL014433 
FLO14434 
FLO14435 
FLO14436 
FL014437 
FLO14441 
FLO014442 
FL014443 
FLO014444 
FLO14445 
FLO14446 
FLO14447 
FLO14448 
FL014449 
FLO14451 
FLO14452 
FLO14454 
FLO14455 
FLO14456 
FLO14458 
FL014459 
FLO014460 
FLO014465 
FLO14474 
FLO14477 
FL014479 
FL014480 
FLO14481 
FLO14482 
FL014490 
FLO14491 
FLO014492 
FLO14497 
FLO014499 
FL014500 
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TRO50631 
TR050632 
IRC50633 
TR050634 
TROS0635 
IR050636 
IR050637 
TR050638 
TR050639 
TRO50640 
TRO50641 
TR050642 
TRO50643 
TROS0644 
TRO50645 
TRO50646 
1R050647 
TROS0648 
TRO50649 
TRO50650 
TRO50651 
TRO50652 
TRO50653 


ED246856 
ED246857 
ED246858 
ED246859 
ED244624 
END246860 
ED246861 
ED246862 
ED246863 
ED246864 
ED246865 
ED246866 
ED246867 
ED246868 
ED246869 
ED246870 
ED246871 
ED246872 
ED246873 
ED246874 
ED246875 
ED246876 
ED246877 
ED246878 
ED246879 
ED246880 
ED246881 
ED246882 
ED246883 
ED246884 
ED246885 
ED246886 
ED246887 
ED246888 
ED246889 
ED246890 
ED246891 
ED246892 
ED246893 
ED246894 
ED246895 
ED246896 
ED246897 
ED246898 
ED246899 
ED240997 
ED242318 
ED240998 
ED240999 
ED241000 
ED241001 
ED241002 
ED241003 
ED241004 
ED241005 
ED241006 
ED241007 
ED241008 
ED241009 
ED241010 
ED242319 
ED241011 
ED241012 
ED246900 
ED241013 
ED241014 
ED241015 
ED241016 
ED241017 
ED241018 
ED241019 
ED241020 
ED241021 
ED241022 
ED241023 
ED241024 
ED241025 
ED241026 
ED241027 
ED241028 
ED241029 
ED241030 
ED241031 
ED241032 
ED241033 
ED241034 
ED241035 
ED241036 
ED241037 
ED241038 
ED241039 
ED241040 
ED241041 
ED241042 
ED241043 
ED241044 
ED241045 


IR050654 
1ROS0656 
TRO50657 
IRO50658 
IR050659 
TRO50660 
IRO50661 
TRO50663 
1R050664 
TRO50665 
IR050666 
IR050667 
TROS0668 
TRO50669 
TRO50670 
1R050671 
IR050672 
1R050673 
1R050674 
TRO50675 
IR050676 
1R050677 
IRO5S0678 
IR050679 
1ROS0680 
IR050681 
IR050682 
1R050684 
TRO050685 
TR050686 
TRO50688 
IR050689 
IR0S0690 
TRO50691 
1R050692 
IRO50693 
1R050694 
TRO50695 
TRO50696 
1R050697 
IR050698 
TRO50699 
1R050700 
1R050701 
IR050702 
IRO50703 
IR050704 
IRO50705 
1R050706 
1R050707 
IRO50709 
IR050710 
IR050711 
IR050712 
1R050713 
IR050714 
TR050715 
1R050716 
IR05S0717 
1R050718 
1R050719 
IR050720 
1R050721 
IRO50722 
TRO50723 
TRO50724 
IR050725 
IR050726 
IR050727 
IR050728 
IRO50729 
IR050730 
TRO50731 
IR050732 
1R050733 
1R050734 
IR050735 
IR050736 
TRO50737 
IR050738 
IR050739 
IRO50740 
TROSO741 
1R050742 
IR050743 
IR0S0744 
TRO50745 
IR050746 
TRO5S0747 
1R050748 
TROS0749 
IRO50750 
IR050751 
IRO50752 
IR050753 
TRO50754 
TROS0755 


ED241046 
ED241047 
ED241048 
ED241049 
ED241050 
ED241051 
ED241052 
ED241053 
ED241054 
ED241055 
ED241056 
£D241057 
ED241058 
ED241059 
ED241060 
ED24i061// 
ED241062 
ED241063 
ED241064 
ED241065 
ED241066 
ED241067 
ED241068 
ED241069 
ED242320 
ED242321 
ED242322 
ED242323 
ED242324 
ED242325 
ED242326 
ED242327 
ED242328 
ED242329 
ED242330 
ED242331 
ED242332 
ED242333 
ED242334 
ED242335 
ED242336 
ED242337 
ED242338 
ED243477 
ED242339 
ED243478 
ED243479 
ED243480 
ED243481 
ED243482 
ED243483 
ED243484 
ED243485 
ED243486 
ED243487 
ED243488 
ED243489 
ED243490 
ED243491 
ED243492 
ED243493 
ED243494 
ED243495 
ED243496 
ED244625 
ED244626 
ED244627 
ED244628 
ED244629 
ED244630 
ED244631 
ED244632 
ED244633 
ED244634 
ED245676 
ED244635 
ED244636 
ED244637 
ED244638 
ED244639 
ED244640 
ED244641 
ED244642 
ED244643 
ED244644 
ED244645 
ED244646 
ED243497 
ED243498 
ED245677 
ED245678 
ED245679 
ED244647 
ED245680 
ED245681 
ED245682 
ED245683 





880 Clearinghouse Nun. Ser/ED Number Cross Reference Index 


TRO50756 ED245684 JC840123 ED241099 JC840224 ED243546 JC840337 ED245723 
IR0S0757 ED245685 ED241100 JC840225 ED243547 JC840338 ED246929 
IRO50758 ED245686 ED241101 JC840226 ED243548 JC840340 ED245724 
TROS0759 ED245687 ED241102 JC840227 ED243549 JC840341 ED245725 
IR0S0760 ED245688 ED241103 JC840228 ED244657 JC840342 ED245726 
IR050761 ED245689 ED241104 JC840229 ED243550 JC840343 ED245727 
1R050762 ED245690 ED241105 JC840230 ED243551 JC840344 ED245728 
IROSO763 ED245691 ED241106 5C840231 ED243552 JC840345  ED245729 
1R0S0764 ED245692 ED241107 JC840232 ED243553 JC840346 ED245730 
IROS0765 © ED245693 ED241108 JC840233 ED243554 JC840347. ED245731 
IROS0766 ED245694 ED241109 JC840234 ED243555 JC840348 ED245732 
1R050767 ED245695 ED241110 JC840235 ED244658 JC840349 ED245733 
IR050768 ED245696 JC840135 ED241111 JC840237 ED243556 JC840350 ED245734 
IR050769 ED245697 JC840136 ED242350 JC840238 ED243557 JC840351 ED245735 
IRO50770 ED245698 JC840137 ED241112 JC840239 ED244659 JC840352 ED245736 
IR05077i ED245699 JC840138 ED241113 JC840240 ED243558 JC840354 ED245737 
IR050772 ED245700 JC840139 ED241114 JC840241 ED243559 JC840355 ED245738 
IR0S0773 ED245701 JC840140 ED242351 JC840242 ED244660 JC840356 ED245739 
IR050774. ED245702 JC840141 ED242352 JC840243 ED244661 JC840357 ED245740 
IR050775 ED245703 JC840142 ED242353 JC840244 ED244662 JC840358 ED245741 
IROS0776 ED245704 JC840143 ED242354 JC840245 ED243560 JC840359 ED245742 
1ROS0777 ED245705 JC840144. ED242355 JC840246 ED243561 JC840360 ED245743 
1R050778 ED245706 JC840145 ED242356 JC840247 ED243562 JC840361 ED245744 
IR0S0779 ED245707 JC840146 ED242357 JC840248 ED243563 JC840362 ED245745 
IR050780 ED245708 JC840147 ED242358 JC840249 ED244663 JC840363 ED245746 
IRO50781 ED246991 JC840148 ED242359 JC840250 ED244664 JC840365 ED246930 
IR050782 ED245709 JC840149 ED243500 JC840251 ED244665 JC840367. ED245747 
IR050783. ED245710 JC840150 ED242360 JC840252 ED244666 JC840368 ED245748 
1RO50784 ED246902 JC840151 ED242361 JC840253 ED244667 JC840369 ED245749 
IR050785 ED246903 JC840152 ED242362 JC840254 ED244668 JC840370 ED246931 
TRO50786 ED246904 JC840153 ED242363 JC840255 ED244669 JC840371 ED245750 
IR050788 ED246905 JC840154 ED242364 JC840256 ED244670 JC840372 ED245751 
TROSO791 ED246906 JC840155 ED242365 JC840257 ED244671 JC840373 ED245752 
IR050792  ED246907 JC840156 ED242366 JC840258 ED244672 JC840374 ED245753 
IR050793 ED246908 JC840157 ED242367 JC840261 ED246921 JC840375 ED245754 
TR050794 ED246909 JC840158 ED242368 JC840262 ED244673 JC840376 ED246932 
IR0S0795 ED246910 JC840159 ED242369 JC840263 ED244674 JC840377. ED245755 
1R050796 ED246911 JC840160 ED242370 JC840264 ED244675 JC840378 ED245756 
IR050797 ED246912 JC840161 ED242371 JC840265 ED244676 JC840379 ED245757 
IR050798 ED246913 JC840162 ED242372 JC840266 ED244677 JC840380 ED245758 
IRO50799 ED246914 JC840163 ED242373 JC840267 ED244678 JC840381 ED245759 
IROSO800 ED246915 JC840164 ED242374 JC840270 ED245712 JC840382 ED245760 
IRO50801 ED246916 JC840165 ED243501 JC840271 ED244679 JC840383. ED245761 
IRO50802 ED246917 JC840166 ED242375 JC840272 ED244680 JC840384 ED245762 
TROS0803 ED246918 JC840167 ED242376 JC840273 ED244681 JC840385 ED245763 
IRO50804 ED246919 JC840168 ED242377 JC840274. ED244682 JC840386 ED245764 
IROS0813 ED246920 JC840169 ED242378 JC840275 ED244683 JC840387 ED245765 
1R060020 ED242340 JC840170 ED242379 JC840276 ED244684 JC840388 ED245766 
TR060021 ED242341 JC840171 ED242380 JC840277 ED244685 JC840389_ ED245767 
JC840172 ED243502 JC840278 ED244686 JC840390 ED245768 

JC840173 ED242381 JC840279 ED244687 JC840391 ED245769 

JC830352 ED241070 JC840174. ED243503 JC840280 ED246922 JC840392 ED245770 
JC830407 ED244648 JC840175  ED242382 JC840281 ED244688 JC840393  ED245771 
JC830463 ED244649 JC840176 ED243504 JC840282 ED244689 JC840394. ED245772 
JC830508 ED244650 JC840177 ED243505 JC840283 ED244690 JC840395 ED245773 
JC830510 ED244651 JC840178 ED243506 JC840284 ED244691 JC840396 ED245774 
JC830511 ED242342 JC840179 ED243507 JC840285 ED244692 JC840397 ED245775 
JC830512 _ED241071 JC840180 ED243508 JC840286 ED244693 JC840398 ED245776 
3C830527 ED244652 JC840181 ED243509 3C840287 ED244694 JC840399 ED245777 
JC840016 = ED245711 JC840183 ED243510 JC840291 ED244695 JC840400 ED245778 
JC840057_ = ED242343 JC840184. ED243511 JC840292 ED244696 JC840403 ED246933 
JC840058 ED242344 JC840185 ED243512 JC840295 ED244697 JC840404 ED246934 
JC840062 ED241072 JC840186 ED243513 JC840297 ED246923 JC840405 ED246935 
JC840078 + ED241073 JC840187 ED243514 JC840298 ED245713 JC840406 ED246936 
JC840083  ED241074 JC840188 ED243515 JC840300 ED245714 JC840408 ED246937 
ED244653 JC840189 ED243516 JC840301 ED245715 JC840409 ED246938 

ED241075 JC840190 ED243517 JC840303 ED246924 JC840410 ED246939 

ED241076 JC840191 ED243518 JC840304 ED245716 JC840411 ED246940 

ED241077 JC840192 ED243519 3C840305 ED246925 JC840412 ED246941 

ED241078 JC840193 ED243520 JC840306 ED244698 JC840413 ED246942 

ED241079 JC840194 ED243521 JC840307 ED244699 JC840414 ED246943 

ED241080 JC840195 ED243522 JC840308 ED244700 JC840415 ED246944 

ED242345 JC840196 ED243523 JC840309 ED244701 JC840416 ED246945 

ED242346 JC840197 ED243524 JC840310 ED244702 JC840417 ED246946 

ED241081 JC840198 ED243525 JC840311 ED244703 JC840419 ED246947 

ED241082 JC840199 ED243526 3C840312 ED244704 JC840420 ED246948 

ED241083 JC840200 ED243527 JC840313 ED244705 JC840421 ED246949 

ED241084 JC840201 ED243528 JC840314 ED244706 JC840422 ED246950 

ED241085 JC840202 ED243529 JC840315 ED244707 JC840423 ED246951 

ED241086 JC840203 ED243530 JC840316 ED244708 JC840424 ED246952 

ED242347 JC840204 ED243531 JC840317 ED244709 JC840425 ED246953 

ED241087 JC840205 ED243532 JC840318 ED244710 JC840426 ED246954 

JC840105  ED241088 JC840206 ED243533 JC840319 ED244711 JC840427 ED246955 
JC840106 ED242348 JC840208 ED243534 JC840320 ED244712 JC840428 ED246956 
JC840107 ED241089 JC840209 ED243535 JC840321 ED245717 JC840429 ED246957 
JC840108 ED243499 JC840210 ED243536 JC840322 ED244713 JC840431 ED246958 
JC840109 £D241090 JC840211 ED243537 JC840323 ED244714 JC840432 ED246959 
JC840113 ED241091 JC840212 ED244655 JC840324 ED245718 JC840433 ED246960 
JC840114 ED241092 JC840214 ED243538 JC840325 ED244715 JC840434 ED246961 
JC840115 ED242349 JC840215 ED243539 JC840326 ED246926 JC840435  ED246962 
JC840116 £D241093 JC840217 ED243540 JC840327 ED244716 JC840436 ED246963 
JC840117 ED241094 JC840218 ED243541 5C840328 ED246927 JC840437 ED246964 
JC840118 ED241095 JC840219 ED243542 JC840329 ED245719 JC840438 ED246965 
JC840119 ED241096 JC840220 ED243543 JC840330 ED246928 JC840439 ED246966 
3C840120 ED244654 JC840221 ED244656 JC840334. ED245720 JC840440 ED246967 
JC840121 ED241097 JC840222 ED243544 JC840335 ED245721 JC840441 ED246968 
JC840122 ED241098 JC840223 ED243545 JC840336 ED245722 JC840442 ED246969 





Ciearinghouse Number/ED Number Cross Reference Index 


31€840443 
JC840444 
JC840445 
JC840446 
JC840447 
JC840448 
JC840449 
JC840452 
JC840453 
3C840457 
JC840459 
JC840461 
JC840462 
JC840463 
JC840464 
JC840465 
JC840808 
JC840809 
JC840810 
JC840811 
3C840812 


PS013669 
PS013670 
PS013672 
PS013675 
PS013676 
PS013680 
PS013681 
PS013683 
PS013684 
PS013685 
PS013686 
PS013689 
PS013690 
PS013693 
PS013695 
PS013696 
PS013697 
PS013736 
PS013838 
PS013862 
PS013882 
PS013929 
PS013965 
PS014003 
PS014022 
PS014034 
PS014036 
PS014038 
PS014048 
PS014049 
PS014050 
PS014051 
PS014052 
PS014053 
PS014054 
PS014055 
PS014056 
PS014057 
PS014058 
PS914062 
PS014071 
PS014088 
PS014093 
PS014097 
PS014101 
PS014102 
PS014116 
PS014121 
PS014125 
PS014127 
PS014128 
PS014138 
PS014141 
PS014143 
PS014144 
PS914151 
PS014158 
PS014163 
PS014164 
PSO014166 
PS014167 
PS014168 
PS914169 
PS014179 
PS914171 
PS014173 
PS914174 
PS014175 
PS914176 
PS014177 
PS014178 
PS#)14179 
PS014181 
PS014182 


ED246970 
ED246971 
ED246972 
ED246973 
ED246974 
ED246975 
ED246976 
ED246977 
ED246978 
ED246979 
ED246980 
ED246981 
ED246982 
ED246983 
ED246984 
ED246985 
ED241115 
ED241116 
ED241117 
ED241118 
ED241119 


ED242383 
ED241120 
ED242384 
ED242385 
ED241121 
ED242386 
ED242387 
ED241122 
ED242388 
ED242389 
ED242390 
ED242391 
ED242392 
ED242393 
ED242394 
ED241123 
ED242395 
ED243564 
ED241124 
ED246986 
ED241125 
ED243565 
ED241126 
ED242396 
ED242397 
ED243566 
ED245779 
ED244717 
ED245780 
ED245781 
ED245782 
ED245783 
ED245784 
ED245785 
ED245786 
ED245787 
ED245788 
ED245789 
ED245790 
ED243567 
ED241127 
ED241128 
ED242398 
ED242399 
ED241129 
ED241130 
ED242400 
ED244718 
ED241131 
ED241132 
ED241133 
ED243568 
ED242401 
ED241134 
ED243569 
ED243570 
ED246987 
ED241135 
ED242402 
ED241136 
ED241137 
ED241138 
ED241139 
ED241140 
ED241141 
ED241142 
ED241143 
ED241144 
ED241145 
ED241146 
ED241147 
ED243571 
ED241148 
ED242403// 


PSO14183 
PS014184 
PSO14185 
PSO14186 
PS014187 
PSO14188 
PS014189 
PS014190 
PS014191 
PS014192 
PS014193 
PS014194 
PS014195 
PS014196 
PS014197 
PS014198 
PS014199 
PS014201 
PS014202 
PS014203 
PS014204 
PS014205 
PS014206 
PS014208 
PS014209 
PS014210 
PS014211 
PS014212 
PS014213 
PS014214 
PS014215 
PS014216 
PS014217 
PS014218 
PS014219 
PS014220 
PS014221 
PS014222 
PS014223 
PS014225 
PS014226 
PS014228 
PS014229 
PS014230 
PS014233 
PS014234 
PS014235 
PS014236 
PS014237 
PS014238 
PS014239 
PS014240 
PS014241 
PS014242 
PS014243 
PS014244 
PS014245 
PS014246 
PS014248 
PS014249 
PS014250 
PS014252 
PS014253 
PS014254 
PS014256 
PS014257 
PS014258 
PS014259 
PS014260 
PS014261 
PS014262 
PS014263 
PS014267 
PS014268 
PS014270 
PS014271 
PS014273 
PS014274 
PS014276 
PS014277 
PS014278 
PS014279 
PS014280 
PS014281 
PS014283 
PS014284 
PS014285 
PS014286 
PS014287 
PS014288 
PS014289 
PS014290 
PS014291 
PS014292 
PS014293 
PS014294 
PS014295 


ED241149 
ED241150 
ED241151 
ED243572 
ED241152 
ED241153 
ED242404 
ED243573 
ED242405 
ED242406 
ED242407 
ED241154 
ED241155 
ED241156 
ED241157 
ED241158 
ED243574 
ED242408 
ED241159 
ED241160 
ED241161 
ED241162 
ED241163 
ED241164 
ED241165 
ED244719 
ED241166 
ED241167 
ED241168 
ED241169 
ED241170 
ED242409 
ED241171 
ED241172 
ED241173 
ED241174 
ED242410 
ED241175 
ED241176 
ED241177 
ED242411 
ED242412 
ED242413 
ED243575 
ED241178 
ED242414 
ED243576 
ED241179 
ED241180 
ED241181 
ED241182 
ED243577 
ED241183 
ED243578 
ED243579 
ED241184 
ED241185 
ED242415 
ED242416 
ED242417 
ED242418 
ED241186 
ED242419 
ED242420 
ED242421 
ED241187 
ED242422 
ED242423 
ED241188 
ED244720 
ED243580 
ED242424 
ED244721 
ED243581 
ED243582 
ED243583 
ED242425 
ED243584 
ED242426 
ED244722 
ED243585 
ED243586 
ED243587 
ED244723 
ED244724 
ED244725 
ED244726 
ED244727 
ED244728 
ED244729 
ED244730 
ED243588 
ED244731 
ED244732 
ED244733 
ED244734 
ED244735 


PS014296 
PS014297 
PS014298 
PS014299 
PS014300 
PS014301 


PS014329 
PS014330 
PS014331 
PS014332 
PS014333 
PS014335 
PS014336 
PS014337 
PS014338 
PS014339 
PS014340 
PS014342 
PS014343 
PS014344 
PS014345 
PS014346 
PS014347 
PS014349 
PS014350 
PS014351 
PS014352 
PS014353 
PS014354 
PS014355 
PS014361 
PS014362 
PS014365 
PS014366 
PS014367 
PS014368 
PS014369 
PS014370 
PS014373 
PS014374 
PS014375 
PS014376 
PS014377 
PS014378 
PS014379 
PS014380 
PS014384 
PS014385 
PS014386 
PS014387 
PS014388 
PS014390 
PS014391 
PS014392 
PS014393 
PS014394 
PS014395 
PS014396 
PS014397 
PS014398 
PS014402 
PS014404 
PS014405 
PS014406 
PS014407 
PS014408 
PS014410 
PS014411 
PS014412 
PS014414 
PS014415 
PS014416 
PS014417 


ED244736 
ED244737 
ED244738 
ED244739 
ED245791 
ED245792 
ED242427 
ED245793 
ED244740 
ED244741 
ED245794 
ED245795 
ED242428 
ED243589 
ED242429 
ED242430 
ED243590 
ED245796 
ED242431 
ED242432 
ED243591 
ED245797 
ED245798 
ED244742 
ED246988 
ED242433 
ED242434 
ED242435 
ED242436 
ED242437 
ED242438 
ED242439 
ED242440 
ED242441 
ED245799 
ED245800 
ED245801 
ED245802 
ED244743 
ED244744 
ED245803 
ED245804 
ED245805 
ED243592 
ED246989 
ED245806 
ED246990 
ED243593 
ED246991 
ED243594 
ED245807 
ED243595 
ED243596 
ED246992 
ED246993 
ED243597 
ED245808 
ED246994 
ED243598 
ED243599 
ED243600 
ED246995 
ED245809 
ED245810 
ED243601 
ED245811 
ED243602 
ED245812 
ED243603 
ED245813 
ED245814 
ED245815 
ED245816 
ED242442 
ED245817 
ED245818 
ED243604 
ED245819 
ED243605 
ED246996 
ED246997 
ED246998 
ED246999 
ED247000 
ED245820 
ED245821 
ED247001 
ED245822 
ED245823 
ED245824 
ED245825 
ED245826 
ED243606 
ED245827 
ED245828 
ED245829 
ED245830 


PS014419 
PS014420 
PS014422 
PS014423 
PS014424 
PS014425 
PS014427 
PS014428 
PS014429 
PS014430 
PS014431 
PS014433 
PS014434 
PS014437 
PS014438 
PS014439 
PS014440 
PS014444 
PS014445 
PS014450 
PS014452 
PS014453 
PS014454 
PS014456 
PS014458 
PS014461 
PS014462 
PS014463 
PS014464 
PS014467 
PS014469 
PS014473 
PS014474 
PS014484 
PS014485 
PS014437 
PS014488 
PS014490 
PS014491 
PS014492 
PS014495 
PS014497 
PS014526 
PS014558 
PS014559 
PS014560 
PS014561 
PS014562 
PS014563 
PS014564 
PS014565 
PS014566 
PS014567 
PS014568 
PS014569 


RCO13195 
RCO13758 
RCO14064 
RCO14110 
RCO14138 
RC014139 
RCO14140 
RCO14141 
RCO14142 
RCO14144 
RCO14146 
RCO14248 
RCO14260 
RCO14288 
RC014435 
RC014507 
RC014520 
RC0O14549 
RCO14563 
RCO14568 
RCO14574 
RCO14576 
RCO14594 
RCO14595 
RCO14596 
RC014597 
RCO14598 
RCO014599 
RCO14601 
RC014602 
RCO14603 
RCO14604 
RC014605 
RC0O14608 
RC014612 
RCO14613 
RCO14614 
RCO14616 
RCO14617 
RCO14618 


ED245831 
ED245832 
ED245833 
ED245834 
ED247002 
ED245835 
ED245836 
ED245837 
ED245838 
ED245839 
ED245840 
ED245841 
ED244745 
ED247003 
ED247004 
ED245842 
ED247005 
ED247006 
ED245843 
ED245844 
ED243607 
ED243608 
ED243609 
ED247007 
ED247008 
ED247009 
ED247010 
ED247011 
ED247012 
ED247013 
ED247014 
ED247015 
ED247016 
ED247017 
ED247018 
ED247019 
ED247020 
ED247021// 
ED247022 
ED247023 
ED247024 
ED247025 
ED247026 
ED247027 
ED247028 
ED247029 
ED247030 
ED247031 
ED247032 
ED247033 
ED247034 
ED247035 
ED247036 
ED247037 
ED247038 


ED244746 
ED247039 
ED241189 
ED242443 
ED241190 
ED245845 
ED242444 
ED242445 
ED241191 
ED242446 
ED242447 
ED241192 
ED244747 
ED241193 
ED247040 
£D241194 
ED245846 
ED244748 
ED242448 
ED241195 
ED241196 
ED241197 
ED241198 
ED241199 
ED241200 
ED241201 
ED241202 
ED241203 
ED241204 
ED241205 
ED241206 
ED241207 
ED241208 
ED241209 
ED241210 
ED241211 
ED241212// 
ED241213 
ED241214 
ED244749 





882 Clearinghouse Number/ED Number Cross Reference Index 


RCO14619 ED241215 RCO14749  ED243632 RCO14888 ED247073 SF044015 ED241322 
RCO014620 ED241216 RCO14750 ED243633 RCO14889 ED247074 SE044016 ED241323 
RCO14635 ED241217 RCO14751 ED243634 RCO14891 ED247075 $E044017 ED241324 
RCO14636 ED241218 RCO14752  ED243635 RCO014894 ED247076 $E044018 ED243644 
RCO14637 ED241219 { RCO14753 ED244751 RC014895 ED247077 SE044019 ED241325// 
RCO14638 ED241220 RCO14754 ED245847 RC014896 ED247078 $E044101 ED241326 
RCO14639 ED241221 RCO14755 ED243636 RCO014897 ED247079 SE044114 ED241327 
RCO014640 ED241222 RCO14756 ED243637 SE044115 ED241328 
RCO14641 ED241223 RCO14757 ED243638 $E044116 ED241329 
RCO14642 ED241224 RCO14758 + ED243639// $E039191 ED241250 $E044117 ED241330 
RCO014643 ED241225 RCO14760 ED243640 SE039713 ED247080 $E044118 ED241331 
RCO014645 ED241226 RCO14761 ED245848 SE041441 ED243643 SE044119 ED241332 
RC014646 ED241227 RCO014762 ED244752 SE041703 ED242488 $E044120 ED241333 
RCO14647 ED241228 RCO014763 ED243641 SE041754 ED242489 $E044121 ED241334 
RC014648 ED241229 RCO14764 ED243642 SE041755 ED242490 SE044122 ED242501 
RCO14649 ED242449 RCO14765 ED244753 SE041757 ED242491 $E044123 ED241335 
RCO014650 ED242450 RCO14766 ED244754 SE941758 ED242492 $E044126 ED242502 
RCO014651 ED241230 RCO14767 ED244755 SE041759 ED242493 $E044127 ED242503 
RC014652 ED241231 RCO014769 ED244756 SE041771 ED241251 SE044128 ED242504 
RCO14653 ED241232 RCO14770 ED244757 SE041779 ED242494 SE044129 ED242505 
RCO014654 ED241233 RCO14771 ED244758 SE041783  ED242495 SE044130 ED242506 
RCO14655 ED241234 RCO14775 ED244759 SB061784 = ED242496 SE044131 ED242507 
RCO14656 ED241235 RCO14776 ED244760 SE041785 ED242497 SE044132 ED242508 
RCO14657  ED241236 RCO014777. ED244761 SE041786 ED242498 $E044133 ED241336 
RC014658 ED241237 RCO14778 ED245849 SE041788 ED241252 $E044137 ED242509 
RCO14659 ED241238 RC014779 ED244762 $E041789 ED241253 SE044141 ED241337 
RCO014660 ED241239 RCO14780 ED245850 SE041790 =ED241254 SE044143 ED241338 
RCO14661 ED241240 RCO14781 ED244763 SE041791 ED241255 $E044144 ED241339 
RCO014662 ED242451 RCO14782 ED244764 SE041792 ED241256 SE044149 ED241340 
RCO014663 ED242452 RCO14783 ED244765 SE041793  ED241257 SE044151 ED241341 
RC014664 ED241241 RCO14784 ED245851 SE041795 ED241258 SE044154 ED241342 
RCO14665 ED242453 RCO14785  ED244766 SE041796 =ED241259 SE044156 ED2425i0 
RC014666 ED242454 RCO0i4786 ED244767 SE041797 ED241260 $E044157 ED242511 
RCO14667 ED241242 RCO14787 ED244768 SE041799 ED241261 SE044158 ED242512 
RCO014668 £D241243 RCO14788 ED244769 SE043688 ED247081 SE044260 ED241343 
RCO14669 ED241244 RCO14789 ED244770 SE043777 ED241262 SE044261 ED241344// 
RCO0146;0 ED241245 RC014790 ED244771 $E043823 ED241263 $E044262 ED241345 
RCO14671 ED241246 RCO14791 ED244772 SE043912  ED241264 $E044263 ED242513 
RCO14672 ED242455 RCO014792.  ED245852 SE043913 ED241265 SE044264 ED241346 
RC014674. ED241247 RC014794 ED244773 SE043916 ED241266 SE044265 ED242514 
RCO14675 ED241248 RCO14795 ED244774 SE043917 ED241267 $E044266 ED241347 
RCO14676 ED241249 RCO014796 ED244775 SE043918 ED241268 $E044267 ED242515 
RCO14677 ED242456 RCO014797 ED244776 SE043919  ED241269 $E044268 ED242516 
RCO14678 ED242457 RCO14798 ED245853 SE043920 ED241270 SE044269 £D242517 
RCO14679 ED242458 RCO014799 ED245854 $E043921 ED241271 $E044270 ED242518 
RC014680 ED242459 RCO14800 ED245855 SE643922 ED241272 $E044271 ED242519 
RCO014681 ED242460 RCO14801 FD245856 SE043923 ED241273 $E044272 ED242520 
RCO14682 ED242461 RCO14803 ED245857 SE043924 ED241274 $E044273 ED241348 
RCO014683 ED242462 RCO14804 ED245858 SE043925 ED241275 SE044274. ED242521 
RCO014684 ED242463 RC014805 ED245859 SE043926 ED241276 SE044275  ED242522 
RCO014685 ED242464 RCO014807  ED245860 SE043927. =£D241277 $E044276 ED242523 
RCO14686 + ED242465 RCO014808 ED245861 $E043928 ED241278 $E044277 ED242524 
RCO14687 ED242466 RCO14809 ED245862 SE043929 ED241279 $E044278 ED242525 
RCO14688 ED242467 RCO14811 ED247041 SE043930 ED241280 SE044279 ED242526 
RCO14689 ED242468 RCO14812 ED245863 SE043931 ED241281 SE044280 ED242527 
RCO014690 ED2436i0 RC014813 ED247042 SE043932 ED241282 SE044281 ED242528 
RC014695 ED242469 RCO14814 ED245864 SE043934 ED241283 SE044282 ED241349 
RCO014696 ED242470 RCO14815 ED245865 SE043935 ED241284 SE044283 ED241350 
RCO014697 ED242471 RCO14816 ED245866 SE043936 ED241285 SE044284 ED242529 
RC014698 ED242472 RCO14817 ED247043 SE043937 ED241286 SE044286 ED242530 
RCO14699 ED243611 RCO14818 ED245867 SE043938 ED241287 $E044287 ED242531 
RCO14700 ED243612 RCO14819 ED245868 SE043939 ED241288 SE044288 ED241351 
RCO14701 ED243613 RCO14820 ED247044 SE043980 ED241289 $E044289 ED241352 
RCO14702  ED243614 RCO14821 ED247945 SE043981 ED241290 $E044290 ED241353 
RCO14703 ED243615 RCO14822 ED245869 SE043982 ED241291 SE044291 ED241354 
RCO14704 ED243616 RCO14823 ED247046 SE043983  ED241292 $E044292 ED242532// 
RCO14707 ED244750 RCO14825  ED245870 SE043984 ED241293 SE044293  ED242533// 
RCO14708 ED243617 RCO14826 ED245871 SE043985 ED241294 SE044294 ED242534 
RCO14709 ED242473 RCO14827 ED245872 SE043986 ED241295 SE044295 ED242535 
RCO14710 ED242474 RCO14828 ED245873 SE043987 ED241296 SE044296 ED242536 
RCO14711 ED242475 RCO14830 ED247047 SE043988 ED241297 $E044297 ED242537 
RCO14712 ED242476 RCO14831 ED247048 SE043989 ED241298 SE044298 ED242538 
RCO14713 ED242477 RCO14832 ED247049 SE043990 ED242499 SE044299 ED242539 
RC014714. ED242478 RCO14833 ED247050 SE043991 ED241299 $E044340 ED242540 
RCO14715 ED242479 RCO14834 ED247051 SE043992 ED242500 SE044341 ED242541 
RCO14723 ED242480 RCO14835_ ED247052 SE043993 ED241300 $E044342 ED242542 
RCO14724 ED242481 RCO14836 ED247053 SE043994 ED241301 $E044343 ED242543 
RCO14728 ED2424%2 RCO14837 ED247054 SE043995 ED241302 SE044344 ED242544// 
RCO14729 ED242483 RC0i4838 ED247055 SE043996 ED241303 $E044345 ED242545 
RCO14730 ED242484 RCO14839 ED247056 SE043997 ED241304 SE044346 ED242546 
RCO14731 ED242485 RCO14840 ED247057 SE043998 ED241305 SE044347 ED242547 
RCO14733 ED243618 RCO14842 ED247058 SE043999  ED241306 SE044348 ED242548// 
RCO14734. ED243619 RCO14843. ED247059 SE044000 ED241307 SE044349 ED242549 
RCO14735 ED242486 RCO14844 ED247060 SE644001 ED241308 SE044350 ED242550 
RCO14736 ED242487 RCO14845  ED247061 SE044002 ED241309 SE044351 ED242551 
RCO14737 ED243620 RC014846 ED247062 $E044003 ED241310// $E044352 ED242552 
RCO14738 ED243621 RC014850 ED247063 $E044004 ED241311 $E044354 ED242553 
RCO14739 ED243622 RCO14873 ED247064 $E044005 ED241312// SE044355 ED242554 
RCO14740 ED243623 RCO14874 ED247065 SE044006 ED241313// $E044356 ED242555 
RCO14741 ED243624 RCO14875  ED247066 $E044007 ED241314// SE044357 ED242556 
RCO14742 ED243625 RCO14878 ED247067 SE044008 ED241315 $E044358 ED242557 
RCO14743  ED243626 RCO0i4879 ED247068 SE044009 ED241316 SE044359 ED242558 
RCO14744. ED243627 RCO14880 ED247069 SE044010 ED241317 SE044360 ED242559 
RCO14745  ED243628 RCO14881 ED247070 SE044011 ED241318// $E044367 ED242560 
RCO14746 ED243629 RCO14883 ED247071 SE044012 ED241319 SE044368 ED242561 
RCO14747 ED243630 RCO14884. ED245874 $E044013 ED241320 $E044369 ED242562 
RCO14748 ED243631 RCO14885 ED247072 $E044014. ED241321 SE044370 ED243645 





Clearinghouse Number/ED Number Cross Reference Index 


S$E044371 
SE044372 
SE044373 
SE044374 
SE044375 
SE044376 
SE044377 
SE044378 
SE044380 
SE044381 
SE044382 
SE044383 
SE044384 
SE044385 
SE044386 
SE044387 
SE044388 
SE044389 
SE044390 
SE044391 
SE044392 
SE044393 
SE044394 
SE044395 
SE044396 
SE044397 
SE044398 
SE044399 
SE044400 
SE044401 
SE044402 
SE044403 
SE044404 
SE044405 
SE044406 
SE044407 
SE044408 
SE044409 
SE044410 
SE044411 
SE044412 
SE044413 
SE044414 
SE044415 
SE044416 
SE044417 
SE044418 
SE044419 
SE044460 
SE044461 
SE044462 
SE044463 
SE044464 
SE044465 
SE044466 
SE044467 
SE044468 
SE044469 
SE044470 
SE044471 
SE044472 
SE044473 
SE044474 
SE044475 
SE044476 
SE044477 
SE044478 
SE044479 
SE044480 
SE044481 
SE044482 
SE044483 
SE044484 
SE044485 
SE044486 
SE044487 
SE044488 
SE044489 
SE044491 
SE044492 
SE044493 
SE044494 
SE044495 
SE044496 
SE044497 
SE044498 
SE044499 
SE044500 
SE044501 
SE044502 
SE044503 
SE044504 
SE044505 
SE044506 
SE044507 
SE044508 
SE044509 


ED243646 
ED243647 
ED242563 
ED242564 
ED242565 
ED243648 
ED242566 
ED242567 
ED243649 
ED243650 
ED243651 
ED243652 
ED243653 
ED243654 
ED243655 
ED243656 
ED243657 
ED243658 
ED243659 
ED243660 
ED243661 
ED243662// 
ED243663 
ED243664 
ED243665 
ED243666 
ED243667 
ED243668 
ED243669 
ED243670 
ED243671 
ED243672 
ED243673 
ED243674 
ED243675 
ED243676 
ED243677 
ED243678 
ED243679 
ED243680 
ED243681 
ED243682 
ED243683 
ED243684 
ED243685 
ED243686 
ED243687 
ED243688 
ED243689 
ED243690 
ED243691 
ED243692 
ED243693 
ED243694 
ED243695 
ED243696 
ED243697 
ED243698// 
ED243699 
ED243700 
ED243701 
ED243702 
ED243703 
ED243704 
ED243705 
ED243706 
ED243707 
ED243708 
ED243709 
ED243710 
ED243711 
ED244777 
ED243712// 
ED243713// 
ED243714 
ED243715// 
ED244778 
ED243716 
ED243717 
ED243718 
ED243719 
ED243720 
ED243721 
ED243722 
ED243723 
ED243724 
ED243725 
ED243726 
ED243727 
ED243728// 
ED244779 
ED244780 
ED245875 
ED244781 
ED244782// 
ED244783 
ED244784 


S$E044510 
SE044511 

SE044512 
SE044513 
SE044514 
SE044515 
SE044516 
SE044517 
SE044518 
SE044519 
SE044520 
$E044521 

SE044522 
SE044523 
SE044524 
$5044525 
SE044526 
SE044527 
SE044528 
SE044529 
SE044530 
SE044531 
SE044532 
SE044533 
SE044534 
SE044535 
SE044536 
SE044537 
SE044538 
SE044539 
SE044540 
SE044541 
SE044542 
SE044543 
SE044544 
SE044545 
SE044546 
SE044547 
SE044548 
SE044549 
SE044550 
SE044551 
SE044552 
SE044553 
SE044554 
SE044555 
SE044556 
SE044557 
SE044558 
SE044559 
SE044560 
SE044561 
SE044562 
SE044563 
SE044564 
SE044565 
SE044566 
SE044567 
SE044568 
SE044569 
SE044570 
SE044571 
SE044572 
SE044573 
SE044574 
SE044575 
SE044576 
SE044577 
SE044578 
SE044579 
SE044620 
SE04462i 
SE044622 
SE044623 
SE044624 
SE044625 
SE044626 
SE044627 
SE044628 
SE044629 
SE044630 
SE044631 

SE044632 
SE044633 
SE044634 
SE044635 
SE044636 
SE044637 
SE044638 
SE044639 
SE044640 
SE044641 

SE044642 

SE044643 

SE044644 

SE044645 

SE044647 


ED244785 
ED244786 
ED244787 
ED244788 
ED244789 
ED244790 
ED244791 
ED244792 
ED244793 
ED244794 
ED244795 
ED244796 
ED244797 
ED244798 
ED244799 
ED244800 
ED244801 
ED244802 
ED244803 
ED244804 
ED244805 
ED244806 
ED244807 
ED244808 
ED244809 
ED244810 
ED244811 
ED244812 
ED244813 
ED244814 
ED244815 
ED244816 
ED244817 
ED244818 
ED244819 
ED244820 
ED244821 
ED244822 
ED244823 
ED244824 
ED244825 
ED244826/ / 
ED244827// 
ED244828// 
ED244829 
ED244830 
ED244831 
ED244832 
ED244833 
ED244834 
ED244835 
ED244836 
ED244837 
ED244838 
ED244839// 
ED244840 
ED244841 
ED244842 
ED244843 
ED245876 
ED245877// 
ED245878 
ED245879 
ED245880 
ED245881 
ED245882 
ED245883 
ED245884// 
ED245885 
ED245886 
ED245887 
ED245888 
ED245889 
ED245890 
ED245891 
ED245892 
ED245893 
ED245894 
ED245895 
ED245896// 
ED245897// 
ED245898// 
ED245899// 
ED245900// 
ED245901// 
ED245902// 
ED245903// 
ED245904// 
ED245905// 
ED245906// 
ED245907 
ED245908 
ED245909 
ED245910 
ED245911// 
ED245912 
ED245913 


SE044648 
SE044649 
SE044650 
SE044651 

SE044652 
SE044653 
SE044654 
SE044655 
SE044656 
SE044657 
SE044658 
SE044659 
SE044660 
SE044661 
SE044662 
SE044663 
SE044664 
SE044665 
SE044666 
SE044667 
SE044668 
SE044669 
SE044670 
SE044671 
SE044672 
SE044673 
SE044674 
SE044675 
SE044676 
SE044677 
SE044678 
SE044679 
SE044680 
SE044681 
SE044682 
SE044683 
SE044684 
SE044685 
SE044686 
SE044687 
SE044688 
SE044689 
SE044690 
SE044691 
SE044692 
SE044693 
SE044694 
SE044695 
SE044696 
SE044697 
SE044698 
SE044699 
SE044700 
SE044701 
SE044702 
SE044703 
SE044704 
SE044705 
SE044706 
SE044707 
SE044708 
SE044709 
SE044710 
SE0447i1 
SE044712 
SE044713 
SE044714 
SE044715 
SE044716 
SE044717 
SE044718 
SE044719 
SE044720 
SE044721 
SE044722 
SE044723 
SE044724 
SE044725 
SE044726 
SE044727 
SE044728 
SE044729 
SE044730 
SE044731 

SE044733 
SE044734 
SE044735 
SE044736 
SE044737 
SE044738 
SE044739 
SE044741 

SE044742 

SE044743 

SE044744 

SE044746 

SE044774 


ED245914 
ED245915 
ED245916 
ED245917 
ED245918 
ED245919 
ED245920 
ED245921 
ED245922 
ED245923 
ED245924 
ED245925 
ED245926 
ED245927 
ED245928 
ED245929 
ED245930 
ED245931 
ED245932 
ED245933 
ED245$34 
ED245935 
ED245936 
ED245937 
ED245938 
ED245939 
ED245940 
ED245941 
ED245942 
ED247082 
ED247083 
ED247084 
ED247085 
ED247086 
ED245943 
ED247087 
ED247088 
ED247089 
ED247090 
ED247091 
ED247092 
ED247093 
ED247094 
ED247095 
ED247096 
ED247097 
ED247098 
ED247099 
ED247100// 
ED247101 
ED247102 
ED247103 
ED247104 
ED247105 
ED247106 
ED247107 
ED247108 
ED247109 
ED247110 
ED247111 
ED247112 
ED247113 
ED247114 
ED247115 
ED247116 
ED247117 
ED247118 
ED247119 
ED247120 
ED247121 
ED247122 
ED247123 
ED247124 
ED247125 
ED247126 
ED247127 
ED247128 
ED247129// 
ED247130 
ED247131 
ED247132 
ED247133 
ED247134 
ED247135 
ED247136 
ED247137 
ED247138 
ED247139 
ED247140 
ED247141 
ED247142// 
ED247143 
ED247144 
ED247145 
ED247146 
ED247147 
ED247148 


$0014614 
$0014736 
$0014856 
$0014861 
$0014862 


$0015273 
$0015276 
$0015279 
$0015281 
$0015283 
$0015284 
$0015285 
$0015286 
$0015288 
$0015290 
$0015292 
$0015293 
$0015298 
$0015299 
$0015300 
$0015301 
$0015302 
$0015303 
$0015304 
$0015305 
$0015306 
$0015313 
$0015315 
$0015316 
$0015323 
$0015344 
$0015350 
$0015354 
$0015357 
$0015382 
$0015383 
$0015386 
$0015387 
$0015388 
$0015391 
$0015395 
$0015396 
$0015398 
$0015400 
$0015407 
$0015411 
$0015413 
$0015425 
$0015427 
$0015429 
$0015430 
$0015431 
$0015432 
$0015433 
$0015434 
$0015435 
$0015436 
$0015438 
$0015439 
$0015440 
$0015441 
$0015442 
$0015443 
$0015444 
$0015445 
$0015446 
$0015447 
$0015448 
$0015449 
$0015450 
$0015451 
$0015452 


ED244844 
ED243729 
ED247149 
ED241355 
ED241356 
ED242568 
ED241357 
ED241358 
ED242569 
ED242570 
ED241359 
ED241360 
ED241361 
ED244845 
ED241362 
ED241363 
ED247150 
ED241364 
ED241365 
ED241366 
ED241367 
ED241368 
ED241369 
ED241370 
ED241371 
ED241372 
ED241373 
ED241374 
ED241375 
ED242571 
ED241376 
ED245944 
ED241377 
ED241378 
ED241379 
ED242572 
ED241380 
ED242573 
ED242574 
ED242575 
ED242576 
ED242577 
ED242578 
ED242579 
ED242580 
ED242581 
ED242582 
ED242583 
ED242584 
ED242585 
ED242586 
ED241381 
ED241382 
ED242587 
ED241383 
ED241384 
ED244846 
ED244847 
ED241385 
ED241386 
ED241387 
ED241388 
ED241389 
ED241390 
ED241391 
ED241392 
ED241393 
ED241394 
ED241395 
ED241396 
ED241397 
ED241398 
ED241399 
ED241400 
ED241401 
ED241402 
ED241403 
ED241404 
ED241405 
ED241406 
ED241407 
ED241408 
ED241409 
ED242588 
ED242589 
ED241410 
ED241411 
ED244848 
ED242590 
ED242591 
ED241412 
ED241413 
ED241414 
ED247151 
ED242592 
ED241415 
ED241416 





884 Clearinghouse Number/ED Number Cross Reference Index 


$0015453 ED242593 $0015557 ED242639 $0015660 ED243799 $0015773 ED245999 
$0015454 ED242594 $0015558 ED243744 $0015661 ED244871 $0015774 ED246000 
$0015455 ED242595 $0015559 ED244850 $0015662 ED243800 $0015775 ED246001 
$0015456 ED242596 $0015561 ED242640 $0015663 ED243801 $0015776 ED246002 
$0015457 ED241417 $0015562 ED243745 $0015664 ED243802// $0015777 ED247159 
$0015458 ED241418 $0015563 ED242641 $0015665 ED243803 $0015778 ED247160 
$0015459 ED241419 $0015564 ED242642 $0015667 ED244872 $0015779 ED247161 
$0015461 ED242597 $0015565 ED242643 $0015668 ED243804 $0015780 ED247162 
$0015462 ED241420 $0015566 ED242644 $0015669 ED243805 $0015781 ED247163 
$0015463 ED242598 $0015567 ED243746 $0015670 ED244873 $0015782 ED247164 
$0015464 ED241421 $0015568 ED242645 $0015671 ED244874 $0015783  ED247165 
$0015466 ED242599 $0015569 ED242646 $0015672 ED243806 $0015784 ED247166 
$0015467 ED241422 $0015570 ED243747 $0015673 ED244875 $0015785 ED247167 
$0015468 ED242600 $0015571 ED243748 $0015675 ED244876 $0015786 ED247168 
$0015471 ED242601 $0015572 ED242647 $0015676 ED244877 $0015787 ED247169 
$0015472 ED242602 $0015573 ED242648 $0015677 ED244878 $0015788 ED247170 
$0015473 ED242603 $0015574 ED243749 $0015678 ED244879 $0015790 ED247171 
$0015474 ED243730 $0015575 ED242649 $0015680 ED244880 $0015791 ED247172 
$0015475 ED242604 $0015576 ED242650 $0015681 ED244881 $0015792 ED247173 
$0015476 ED243731 $0015577 ED242651 $0015682 ED244882 $0015793 ED247174 
$0015477 ED242605 $0015578 ED242652 $0015683 ED244883 $0015794 ED247175 
$0015479 ED241423 $0015579 ED242653 $0015684 ED244884 $0015795 ED247176 
$0015480 ED241424 $0015580 ED242654 $O015685 ED244885 $0015796 ED246003 
$0015481 ED241425 $0015581 ED242655 $0015686 ED244886 $0015797 ED247177 
$0015482 ED241426 $0015582 ED243750 $0015687 ED244887 $0015798 ED247178 
$0015483 ED241427 $0015583 ED243751 $0015688 ED244888 $0015799 ED247179 
$0015484 ED241428 $0015585 ED243752 $0015689 ED245948 $0015800 ED247180 
$O015485 ED241429 $0015587 ED243753 $0015691 ED244889 $0015801 ED247181 
$0015486 ED241430 $0015588 ED243754 $0015694  ED244890 $0015802 ED247182// 
$0015487 ED241431 $0015590 ED244851 $0015695 ED244891 $0015803 ED247183 
$O015488 ED241432 $0015591 ED244852 $0015696 ED244892 $0015804 ED247184 
$0015489 ED241433 $0015592 ED243755 $0015697 ED244893 $0015805 ED247185 
$0015490 ED241434 $0015593 ED243756 $0015698 ED244894 $0015806 ED247186 
$0015491 ED241435 $0015594 ED243757 $0015699 ED244895 $0015807 ED247187 
$0015492 ED241436 $0015595 ED243758 $0015700 ED247153 $0015808 ED247188 
$0015493  ED241437 $0015596 ED243759 $0015701 ED244896 $0015812 ED247189 
$0015494 ED241438 $0015597 ED243760 $0015702 ED247154 $0015813 ED247190 
$0015495 ED241439 $0015598 ED243761 $0015703 ED244897 $0015814 ED247191 
$0015496 ED241440 $0015599 ED243762 $0015704 ED244898 $0015815 ED247192 
$0015497 ED241441 $0015600 ED243763 $0015705 ED245949 $0015816 ED247193 
$0015498 ED241442 $0015601 ED243764 $0015706 ED245950 $0015817 ED247194 
$0015499 ED241443 $0015602 ED243765 $0015707 ED245951 $0015818 ED247195 
$0015500 ED241444 $0015603 ED243766 $0015708 ED245952 $0015819 ED247196 
$0015501 ED241445 $0015604 ED243767 $0015709 ED245953 $0015820 ED247197 
$0015502 ED241446 $0015605 ED243768 $0015710 ED245954 $0015821 ED247198 
$0015503 ED241447 $0015606 ED243769 $0015711 ED244899 $0015822 ED247199 
$O015504 ED241448 $0015607 ED243770 $0015712 ED245955 $0015823 ED247200 
$0015505 ED241449 $0015608 ED243771 $0015713 ED245956 $0015824 ED247201 
$0015506 ED242606 $0015609 ED243772 $0015714 ED244900 $0015825 ED247202 
$0015507 ED241450 $0015610 ED245945 $0015715 ED244901 $0015826 ED247203 
$0015508 ED242607 $0015611 ED245946 $0015716 ED245957 $0015832 ED247204 
$0015509 ED242608 $0015612 ED243773 $0015717 ED245958 $0015833 ED247205// 
$0015510 ED242609 $0015613 ED243774 $0015718 ED244902 $0015834 ED247206 
$O015512 ED242610 $0015614 ED245947 $0015719 ED245959 $0015835 ED247207 
$0015513 ED242611 $0015617 ED244853 $0015720 ED245960 $0015836 ED247208// 
$0015514. ED241451 $0015618 ED244854 $0015721 ED245961 $0015841 ED247209 
$O0015515 ED241452 $0015619 ED243775 $0015722 ED245962 $0015842 ED247210 
$0015516 ED242612 $0015620 ED244855 $0015723 ED245963 $0015843 ED247211 
$0015517 ED242613 $0015621 ED244856 $0015724 ED245964 $0015844 ED247212 
$0015518 ED242614 $0015622 ED243776 $0015725 ED245965 $0015845 ED247213 
$0015519 ED243732 $0015623 ED243777 $0015726 ED245966 $0015846 ED247214 
$0015520 ED242615 ED244857 $0015727 ED245967 §0015847 ED247215 
$0015521 ED242616 ED243778 $0015728 ED245968 

$0015522 ED242617 5 ED243779 $0015729 ED245969 

$0015523 ED243733 ED243780 $0015730 ED245970 SP022513. ED242656 
$0015524 ED242618 ED243781 $0015731 ED245971 SP022555 ED241453 
$0015525 ED242619 ED243782 $0015732 ED245972 SP022581 ED241454 
$0015526 ED243734 $0015630 ED243783 $0015733 ED245973 SP022594 ED241455 
$6015527 ED242620 $O0015631 ED243784 $0015734 ED247155 SP022595 ED241456 
$0015528 ED242621 $0015632 ED243785 $0015735 ED245974 SP023464 ED241457 
$0015529 ED242622 $0015633 ED243786 $0015736 ED245975 SP023511 ED241458// 
$0015530 ED242623 $0015634 ED243787 $0015737 ED245976 SP023622 ED242657 
$0015531 ED242624 $0015635 ED243788 $0015738 ED245977 SP023672 ED241459 
$0015532 ED242625 $0015636 ED243789 $0015739 ED245978 SP023674 ED241460 
$0015533 ED242626 $0015637 ED244858 $0015740 ED245979 SP023678 ED241461 
$0015534 ED242627 $0015638 ED243790 $0015741 ED245980 SP023680 ED241462 
$0015535 ED242628 $0015639 ED244859 $0015742 ED245981 SP023686 ED241463 
$0015536 ED243735 $0015640 ED244860 $0015744 ED247156 SP023688 ED241464 
$0015537 ED242629 $0015641 ED243791 $0015747 ED247157 SP023695 ED241465 
$0015538 ED242630 $0015642 ED244861 $0015750 ED245982 SP023706 ED242658 
$0015539 ED242631 $0015643 ED244862 $0015751 ED245983 SP023708 ED243807 
$0015540 ED242632 $O015644 ED243792 $0015752 ED245984 SP023738 ED242659 
$0015541 ED242633 $0015645 ED243793 $0015754 ED247158 SP023739 ED241466 
$O015542 £i243736 $0015646 ED243794 $0015755 ED245985 SP023745  ED241467 
$0015543 EL242634 $0015647 ED243795 $0015760 ED245986 SP023747 ED241468 
$0015544 ED242635 $0015648 ED243796 $0015761 ED245987 SP023823 ED241469 
$0015546 ED243737 $0015649 ED244863 $0015762 ED245988 SP023828 ED241470 
$0015547 ED243738 $Q015650 ED244864 $0015763 ED245989 SP023840 ED241471 
$0015548 ED243739 $0015651 ED247152 $0015764 ED245990 SP023842 ED241472 
$0015549 ED243740 $0015652 ED244865 ED245991 SP023844 ED241473 
$0015550 ED243741 $0015653 ED244866 ED245992 SP023845 ED242660 
$0015551 ED243742 $0015654 ED244867 ED245993 SP023846 ED242661 
$0015552 ED243743 $O015655 ED244868 ED245994 SP023847 ED242662 
$0015553 ED242636 $0015656 ED244869 ED245995 SP023848 ED242663 
$0015554 ED242637 $0015657 ED244870 1 ED245996 SP023861 ED241474 
$0015555 ED244849 $0015658 ED243797 ED245997 SP023862 ED241475 
$0015556 ED242638 $0015659 ED243798 $0015772 ED245998 SP023865 ED242664 





Clearinghouse Number/ED Number Cross Reference Index 


SP023868 
SP023869 
SP023871 
SP023874 
SP023882 
SP023884 
SP023890 
SP023893 
SP023897 
SP023898 
S$P023901 
SP023929 
SP023930 
SP023932 
SP023934 
SP023937 
SP023939 
SP023941 
SP023942 
SP023943 
SP023945 
SP023946 
SP023947 
SP023948 
SP023949 
SP023951 
SP023952 
SP023953 
SP023954 
SP023955 
SP023957 
SP023958 
SP023959 
SP023960 
SP023961 
SP023963 
SP023964 
SP023965 
$P023966 
SP023972 
SP023973 
SP023974 
SP023977 
SP023980 
SP023981 
SP023982 
SP023984 
SP023991 
SP023993 
SP024000 
SP024001 
SP024002 
SP024003 
SP024004 
SP024005 
SP024006 
SP024007 
SP024008 
SP024009 
SP024010 
SP024011 
SP024013 
SP024014 
SP024026 
SP024027 
SP024030 
SP924031 
SP024032 
SP024036 
SP024040 
SP024041 
SP024042 
SP024044 
SP024045 
SP024046 
SP024048 
SP024050 
SP024053 
SP024057 
SP024060 
SP024061 
SP024062 
SP024065 
SP024070 
SP024076 
SP024077 
SP024078 
SP024079 
SP024080 
SP024081 
SP024087 
SP024091 
SP024093 
SP024094 
SP024095 
SP024096 
SP024097 


ED242665 
ED241476 
ED241477 
ED241478 
ED244903 
ED241479 
ED241480 
ED241481 
ED241482 
ED241483 
ED241484 
ED241485 
ED241486 
ED241487 
ED241488 
ED241489 
ED241490 
ED241491// 
ED247216 
ED241492 
ED242666 
ED241493 
ED241494 
ED241495 
ED241496 
ED241497 
ED241498 
ED241499 
ED241500 
ED241501 
ED241502 
ED241503 
ED241504 
ED241505 
ED241506 
ED241507 
ED242667 
ED241508 
ED241509 
ED242668 
ED241510 
ED242669 
ED241511 
ED241512 
ED241513 
ED241514 
ED241515 
ED242670 
ED242671 
ED242672 
ED242673 
ED241516 
ED241517 
ED241518 
ED241519 
ED241520 
ED241521 
ED241522 
ED242674 
ED241523 
ED241524 
ED241525 
ED241526 
ED241527 
ED241528 
ED241529// 
ED241530// 
ED241531// 
ED241532 
ED241533 
ED242675 
ED241534 
ED241535 
ED241536 
ED242676 
ED241537// 
ED242677 
ED242678 
ED242679 
ED244904 
ED242680 
ED242681 
ED242682 
ED242683 
ED242684 
ED241538 
ED242685 
ED242686 
ED242687 
ED242688 
ED242689 
ED242690 
ED242691 
ED242692 
ED242693 
ED242694 
ED242695 


SP024098 
SP024099 
SP024101 
SP024102 
SP024103 
SP024104 
SP024105 
SP024107 
SP024109 
S$P024111 
S$P024112 
SP024114 
SP024122 
SP024123 
S$P024124 
S$P024125 
SP024127 
SP024128 
SP024123> 
SP024132 
SP024133 
SP024134 
SP024135 
SP024136 
SP024150 
SP024151 
SP024154 
SP024155 
SP024156 
SP024157 
SP024158 
SP024159 
SP024160 
SP024161 
SP024162 
SP024164 
SP024175 
SP024180 
SP024181 
SP024182 
SP024185 
SP024187 
SP024188 
SP024189 
SP024190 
SP024191 
SP024192 
SP024193 
SP024198 
SP024201 
SP024203 
SP024204 
SP024205 
SP024207 
SP024208 
SP024211 
SP024213 
SP024214 
SP024215 
SP024216 
SP024217 
SP024218 
SP024219 
SP024220 
SP024221 
SP024222 
SP024223 
SP024224 
SP024225 
SP024227 
SP024228 
SP024229 
SP024231 
SP024232 
SP024233 
SP024234 
SP024235 
SP024236 
SP024237 
SP024238 
SP024239 
SP024242 
SP024244 
SP024246 
SP024249 
SP024250 
SP024251 
SP024253 
SP024277 
SP024278 
SP024279 
SP024281 
SP024286 
SP024289 
SP024291 
SP024294 
SP024295 


ED242696 
ED242697 
ED242698 
ED242699 
ED243808 
ED242700 
ED242701 
ED242702 
ED242703 
ED242704 
ED242705 
ED242706 
ED242707// 
ED242708 
ED244905 
ED242709 
ED242710 
ED242711 
ED242712 
ED242713 
ED242714 
ED242715 
ED243809 
ED242716 
ED244906 
ED243810 
ED242717 
ED242718 
ED243811 
ED243812 
ED243813 
ED243814 
ED243815 
ED243816 
ED242719 
ED243817 
ED242720// 
ED243818 
ED243819 
ED243820 
ED243821 
ED242721 
ED242722 
ED242723 
ED242724 
ED242725 
ED243822 
ED242726 
ED243823 
ED246004 
ED243824 
ED242727 
ED242728 
ED243825 
ED243826 
ED243827 
ED243828 
ED243829 
ED243830 
ED243831 
ED243832 
ED243833 
ED243834 
ED243835 
ED243836 
ED243837 
ED243838 
ED243839 
ED243840 
ED243841 
ED243842 
ED243843 
ED243844 
ED243845 
ED243846 
ED243847 
ED243848 
ED243849 
ED243850 
ED243851 
ED243852 
ED243853 
ED243854 
ED243855 
ED243856 
ED244907 
ED244908 
ED244909 
ED243857 
ED243858 
ED243859 
ED243860 
ED243861 
ED243862 
ED243863 
ED244910 
ED243864// 


SP024308 
SP024317 
SP024318 
SP024319 
SP024320 
SP024321 
SP024322 
SP024323 
SP024324 
SP024334 
SP024336 
SP024337 
SP024338 
SP024339 
SP024341 
SP024342 
SP024344 
SP024345 
SP024347 
SP024350 
SP024353 
SP024357 
SP024358 
SP024360 
SP024366 
SP024367 
SP024369 
SP024371 
SP024372 
SP024373 
SP024377 
SP024384 
SP024385 
SP024388 
SP024389 
SP024391 
SP024393 
SP024394 
SP024395 
SP024398 
SP024400 
SP024401 
SP024402 
SP024403 
SP024404 
SP024405 
SP024406 
SP024407 
SP024408 
SP024409 
SP024414 
SP024416 
SP024417 
SP024418 
$P024421 
SP024422 
SP024424 
SP024425 
SP024428 
SP024429 
SP024430 
SP024432 
SP024433 
SP024436 
SP024437 
SP024438 
SP024439 
SP024450 
SP024464 
SP024466 
SP024469 
SP024470 
SP024473 
SP024474 
SP024475 
SP024777 
SP024780 
SP024782 
SP024783 
SP024784 
SP024795 
SP024798 
SP024825 
SP024856 
SP024857 
SP024864 
SP024866 
SP024888 
SP024889 
SP024890 
SP02489! 
SP024892 
SP024893 
SP024894 
SP024895 
SP024896 
SP024897 


ED243865 
ED243866 
ED243867 
ED243868 
ED243869 
ED243870 
ED243871 
ED243872 
ED243873 
ED244911 
ED243874 
ED244912 
ED244913 
ED244914 
ED243875 
ED243876 
ED243877 
ED243878 
ED244915 
ED244916 
ED246005 
ED244917 
ED243879 
ED243880 
ED244918 
ED244919 
ED243881 
ED244920 
ED243882 
ED244921 
ED244922 
ED244923 
ED244924 
ED243883 
ED243884 
ED246006 
ED244925 
ED244926 
ED244927 
ED246007 
ED244928 
ED244929 
ED244930 
ED244931 
ED244932 
ED244933 
ED244934 
ED244935 
ED244936 
ED244937 
ED244938 
ED244939 
ED244940 
ED246008 
ED244941 
ED244942 
ED246009 
ED244943 
ED244944 
ED244945 
ED244946 
ED244947 
ED244948 
ED244949 
ED244950 
ED244951 
ED246010 
ED244952 
ED244953 
ED244954 
ED244955 
ED244956 
ED246011 
ED246012 
ED246013 
ED246014 
ED246015 
ED246016 
ED247217 
ED247218 
ED246017 
ED244957 
ED244958 
ED246018 
ED246019 
ED246020 
ED247219 
ED246021 
ED246022 
ED246023 
ED246024 
ED246025 
ED246026 
ED246027 
ED246028 
ED246029 
ED246030 


SP024898 
SP024899 
SP024901 
SP024902 
SP024903 
SP024904 
SP024905 
SP024906 
SP024907 
SP024909 
SP024910 
SP024911 
SP024912 
SP024913 
SP024914 
SP024915 
SP024916 
SP024917 
SP024919 
SP024920 
SP024921 
SP024922 
SP024923 
SP024924 
SP024925 
SP024930 
SP024931 
SP024932 
SP024939 
SP024942 
SP024956 
SP024957 
SP024966 
SP024967 
SP024968 
SP024986 
SP024988 
SP024992 
SP024998 
SP025000 
SP025002 
SP025050 
SP025052 
SP025058 


TM820280 
T™M820764 
TM830020 
TM830259 
TM830275 
T™M830276 
TM830436 
TM830524 
TM830527 
TM830531 
TM830566 
TM830613 
TM830623 
TM830629 
TM830630 
TM830678 
TM830718 
T™M830723 
TM830731 
T™4830736 
T™830744 
TM830762 
TM830790 
T™M830797 
TM830799 
TM830842 
TM830843 
T830844 
TM830845 
TM832008 
TM832009 
TM832024 
TM832025 
TM832027 
TM832028 
TM832031 
TM840002 
TM840013 
TM840021 
TM840030 
TM840044 
T™4840047 
TM840048 
TM840049 
TM840059 
TM840063 
TM840064 
T™M840065 
TM840067 
TM840070 
T™M840071 


ED246031 
ED246032 
ED243885 
ED243886 
ED243887 
ED243888 
ED243889 
ED243890 
ED247220 
ED246033 
ED247221 
ED246034 
ED246035 
ED246036 
ED246037 
ED246038 
ED246039 
ED246040 
ED247222 
ED246041 
ED246042 
ED246043 
ED246044 
ED246045 
ED246046 
ED246047 
ED247223 
ED247224 
ED247225 
ED247226 
ED246048 
ED246049 
ED246050// 
ED247227 
ED246051 
ED247228// 
ED247229 
ED246052 
ED246053 
ED246054 
ED247230 
ED247231 
ED247232 
ED247233 


ED243891 
ED241539 
ED243892 
ED243893 
ED241540 
ED243894 
ED243895 
ED243896 
ED243897 
ED243898 
ED242729 
ED243899 
ED242730 
ED243900 
ED242731 
ED241541 
ED243901 
ED242732 
ED241542 
ED241543 
ED243902 
ED241544 
ED244959 
ED243903 
ED241545 
ED243904 
ED243905 
ED243906 
ED243907 
ED242733 
ED242734 
ED241546 
ED242735 
ED242736 
ED242737 
ED242738 
ED241547 
ED241548 
ED241549 
ED241550 
ED243908 
ED241551 
ED241552 
ED241553 
ED241554 
ED241555 
ED244960 
ED241556 
ED241557 
ED244961 
ED241558 





Clearinghouse Number/ED Number Cross Reference Index 


ED241559 TM840198 ED242780 TM840306 ED244984 TM840407 ED246126 
ED241560 ED242781 TM840307 ED244985 TM840408 ED246127 
ED241561 ED242782 TM840308 ED244986 TM840409 ED246128 
ED241562 ED242783 TM840309 ED243972 TM840410 ED246129 
ED243909 C ED242784 TM840310 ED244987 TM840411 ED246130 
ED241563 ED242785 TM840311 ED244988 TM840412 ED247243 
ED241564 ED242786 TM840312 ED244989 TM840413 ED247244 
ED241565 ED242787 TM840313 ED244990 TM8404i4 ED247245 
ED241566 ED243914 TM840314 ED244991 TM8404i5 ED247246 
ED241567 ED242788// TM840315 ED244992 TM840416 ED247247 
ED241568 ED243915 TM840316 ED244993 TM840417 ED247248 
ED241569 ED242789 TM840317 ED246061 TM840418 ED247249 
ED241570 ED242790 TM840318 ED244994 TM840419 ED247250 
ED241571 ED243916 TM840319 ED244995 TM840421 ED247251 
ED241572 ED242791 TM840320 ED244996 TM840422 ED247252 
ED241573 ED242792 TM840321 ED244997 TM840424 ED247253 
ED242739 ED243917 TM840322 ED244998 TM840425 ED247254 
ED241574 ED243918 TM840323 ED244999 TM840426 ED247255 
ED242740 ED243919 TM840324 ED246062 TM840427 ED247256 
ED241575 ED243920 TM840325 ED246063 TM840428 ED247257 
ED241576 ED243921 TM840326 ED245000 TM840429 ED247258 
ED242741 ED243922 TM840327 ED246064 TM840430 ED247259 
ED241577 ED243923 TM840328 ED245001 TM840431 ED247260 
ED241578 ED243924 TM840329 ED246065 TM840432 ED247261 
ED243910 ED242793 TM840330 ED243973 TM840433 ED247262 
ED244962 ED242794 TM840331 ED243974 TM840434 ED247263 
ED242742 ED242795 TM840332 ED246066 TM840435 ED247264 
TM840123 ED244963 ED242796 TM840333 ED245002 TM840436 ED247265 
TM840124 ED244964 ED242797 TM840334 ED245003 TM840437 ED247266 
TM840126 ED241579 ED243925 TM840335 ED245004 TM840440 ED247267 
TM840127 ED241580 ED243926 TM840336 ED246067 TM840441 ED247268 
TM840128 ED241581 ED244967 TM840337 ED246068 TM840442 ED247269 
TM840129 ED241582 ED246057 TM840340 ED246069 TM840443 ED247270 
TM840130 ED241583 ED243927 TM840341 ED246070 TM840445 ED247271 
TM840131 ED241584 ED243928 TM840342 ED246071 TM840446 ED247272 
TM840132 ED241585 ED243929 TM840343 ED246072 TM840447 ED247273 
TM840133 ED241586 ED246058 TM840344 ED246073 TM840448 ED247274 
TM840135 ED241587 ED244968 TM840345 ED246074 TM840449 ED247275 
TM840137 ED247234 TM840241 ED243930 TM840346 ED246075 TM840450 ED247276 
TM840139 ED241588 TM840242 ED243931 TM840347 ED246076 TM840451 ED247277 
TM840140 ED241589 TM840243 ED244969 TM840348 ED246077 TM840452 ED247278 
TM840141 ED241590 TM840244 ED243932 TM840349 ED246078 TM840453 ED247279 
TM840142 ED241591 TM840245 ED243933 TM840350 ED246079 TM840454 ED247280 
TM840143 ED241592 TM840247 ED243934 TM840351 ED246080 TM840458 ED247281 
T™840144 ED242743 TM840248 ED243935 TM840352 ED24608i TM840459 ED247282 
TM840145 ED241593 TM840249 ED243936 TM840353 ED246082 TM840461 ED247283 
TM840146 ED241594 TM840250 ED243937 TM840354 ED246083 TM840462 ED247284 
TM840147 ED241595 TM840251 ED243938 TM840355 ED246084 TM840464 ED247285 
TM840148 ED241596 TM840252 ED243939 TM840356 ED246085 TM840465 ED247286 
TM840149 ED241597 TM840253 ED243940 TM840357 ED246086 TM840466 ED247287 
TM840150 ED242744 TM840254 ED243941 TM840358 ED246087 TM840468 ED247288 
TM840151 ED241598 TM840255 ED243942 TM840360 ED246088 TM840469 ED2472%y 
TM840152 ED242745 TM840256 ED243943 TM840361 ED246089 TM840470 ED247290 
TM840153  ED243911 TM840257 ED243944 TM840362 ED246090 TM840471 ED247291 
TM840154 ED242746 TM840258 ED243945 TM840363 ED247235 TM840472 ED247292 
TM840155 ED242747 TM840259 ED243946 TM840364 ED246091 T840473 ED247293 
TM840156 ED241599 TM840260 ED243947 TM840365 ED246092 TM840475 ED247294 
TM840157 ED241600 TM840261 ED244970 TM840366 ED246093 TM840476 ED247295 
TM840158 ED241601 TM840262 ED244971 TM840367 ED246094 TM840477 ED247296 
TM840159 ED242748 TM840263 ED243948 TM840368 ED246095 TM840478 ED247297 
TM840160 ED242749 TM840264 ED243949 TM840369 ED246096 TM840479 ED247298 
TM840161 ED242750 TM840265 ED243950 TM840370 ED246097 TM840480 ED247299 
TM840162 ED242751 TM840266 ED243951 TM840371 ED246098 TM840482 ED247300 
TM840163 ED242752 TM840267 ED243952 TM840372 ED247236 TM840483 ED247301 
T™M840164 ED242753 TM840268 ED243953 TM840374 ED246099 TM840484 ED247302 
TM840165 ED242754 TM840269 ED244972 TM840375 ED246100 TM840485 ED247303 
TM840166 ED242755 TM840270 ED243954 TM840376 ED246101 TM840486 ED247304 
TM840167 ED242756 TM840271 ED243955 TM840377 ED246102 TM840487 ED247305 
TM840168 ED242757 TM840272 ED244973 TM840378 ED246103 TM840488 ED247306 
TM840169 ED243912 TM840273 ED243956 TM840379 ED246104 TM840490 ED247307 
TM840170 ED242758 TM840274 ED243957 TM840380 ED246105 T840493 ED247308 
TM840171 ED242759 TM840275 ED243958 TM840381 ED247237 TM840494 ED247309 
TM840172 ED246055 TM840276 ED243959 TM840382 ED247238 T™840497 ED247210 
TM840173 ED242760 TM840277 ED244974 TM840383 ED246106 TM840501 ED247311 
TM840174 ED242761 TM840278 ED244975 TM840384 ED247239 TM840506 ED247312 
TM840175 ED242762 TM840279 ED243960 TM840385 ED247240 TM840507 ED247313 
T™M840176 ED242763 TM840280 ED244976 TM840386 ED246107 TM840526 ED247314 
TM840177 ED242764 TM840281 ED243961 TM840387 ED246108 TM840529 ED247315 
TM840178 ED242765 TM840282 ED244977 TM840388 ED246109 TM840532 ED247316 
T™M840179 ED242766 TM840283 ED243962 TM840389 ED246110 T™840539 ED247317 
TM840180 ED246056 TM840284 ED244978 TM840390 ED246111 TM840540 ED247318 
TM840181 ED242767 TM840285 ED243963 TM840391 ED246112 T™4&840542 ED247319 
TM840182 ED242768 TM840286 ED244979 TM840392 ED247241 T840543 ED247320 
ED242769 TM840287 ED243964 TM840393 ED247242 T™M840546 ED247321 
ED242770 TM840288 ED243965 TM840394 ED246113 TM840548 ED247322 
ED243913 TM840289 ED244980 TM840395 ED246114 T™M840550 ED247323 
ED244965 TM840291 ED243966 TM840396 ED246115 
ED242771 TM840292 ED243967 TM840397 ED246116 
ED242772 TM840293 ED246059 TM840398 ED246117 UD022473 ED241602 
ED242773 TM840295 ED243968 TM840399 ED246118 UD022556 ED241603 
ED242774 TM840296 ED24396¢ TM840400 ED246119 UD022775 ED242798 
ED242775 TM840297 ED243970 TM840401 ED246120 UD022819 ED241604 
ED242776 TM840301 ED244981 TM840402 ED246121 UD022828 ED241605 
ED242777 TM840302 ED244982 TM840403 ED246122 UD022861 ED241606 
ED244966 TM840303 ED244983 TM840404 ED246123 UD022862 ED241607 
ED242778 TM840304 ED246060 TM840405 ED246124 UD022863 ED241608 
T™M840197 ED242779 TM840305 ED243971 TM840406 ED246125 UD022883 ED246131 





Clearinghouse Number/ED Number Cross Reference Index 


UD022922 

UD022932 

UD022933 
UD022937 
UD022938 
UD022939 
UD022940 
UD023074 

UD023183 
UD023296 
UD023300 
UD023301 

UD023309 
UD023310 
UD023311 

UD023312 
UD023313 
UD023317 
UD023318 
UD023325 
UD023326 
UD023327 
UD023343 
UD023351 

UD023356 
UD023357 
UD023358 
UD023359 
UD023360 
UD023361 

UD023362 
UD023363 
UD023364 
UD023370 
UD023371 
UD023372 
UD023373 
UD023374 
UD023375 
UD023376 
UD023377 
UD023378 
UD023379 
UD023380 
UD023381 
UD023382 
UD023383 
UD023384 
UD023385 
UD023387 
UD023388 
UD023389 
UD023400 
UD023401 
UD023402 
UD023403 
UD023404 
UD023405 
UD023406 
UD023407 
UD023408 
UD023409 
UD023410 
UD023411 
UD023412 
UD023413 
UD023415 
UD023416 
UD023420 
UD023422 
UD023423 
UD023424 
UD023425 
UD023426 
UD023427 
UD023428 
UD023429 
UD023430 
UD023431 
UD023434 
UD023435 
UD023436 
UD023437 
UD023440 
UD023441 

UD023444 
UD023446 
UD023447 
UD023448 
UD023449 
UD023450 
UD023451 

UD023452 

UD023453 

UD023454 

UD023455 

UD023456 


ED242799 
ED242800 
ED241609 
ED242801 
ED242802 
ED242803 
ED242804 
ED247324 
ED247325 
ED241610 
ED241611 
ED241612 
ED241613 
ED241614 
ED241615 
ED241616 
ED241617 
ED241618 
ED241619 
ED243975 
ED243976 
ED243977 
ED245005 
ED241620 
ED243978 
ED243979 
ED243980 
ED243981 
ED243982 
ED243983 
ED243984 
ED243985 
ED243986 
ED242805 
ED241621 
ED241622 
ED241623 
ED242806 
ED243987 
ED241624 
ED241625 
ED241626 
ED241627 
ED241628 
ED241629 
ED241630 
ED241631 
ED241632 
ED241633 
ED241634 
ED241635 
ED241636 
ED241637 
ED241638 
ED241639 
ED241640 
ED241641 
ED241642 
ED241643 
ED241644 
ED241645 
ED241646 
ED241647 
ED241648 
ED24164$ 
ED241650 
ED241651 
ED241652 
ED241653 
ED241654 
ED241655 
ED241656 
ED241657 
ED241658 
ED241659 
ED241660 
ED243988 
ED241661 
ED242807 
ED242808 
ED242809 
ED241662 
ED242810 
ED242811 
ED242812 
ED241663 
ED241664 
ED243989 
ED241665 
ED242813 
ED242814 
ED241666 
ED242815 
ED242816 
ED241667 
ED241668 
ED241669 


UD023458 
UD023461 
UD023466 
UD023467 
UD023468 
UD023469 
UD023470 
UD023471 
UD023472 
UD023475 
UD023476 
UD023477 
UD023478 
UD023480 
UD023482 
UD023483 
UD023484 
UD023486 
UD023487 
UD023488 
UD023489 
UD023490 
UD023491 
UD023493 
UD023496 
UD023500 
UD023501 
UD023502 
UD023503 
UD023504 
UD023505 
UD023506 
UD023507 
UD023508 
UD023509 
UD023510 
UD023511 
UD023512 
UD023513 
UD023514 
UD023515 
UD023516 
UD023517 
UD023518 
UD023519 
UD023520 
UD023521 
UD023522 
UD023523 
UD023524 
UD023526 
UD023527 
UD023528 
UD023529 
UD023530 
UD023531 
UD023532 
UD023533 
UD023534 
UD023535 
UD023536 
UD023537 
UD023538 
UD023539 
UD023542 
UD023543 
UD023544 
UD023545 
UD023546 
UD023547 
UD023548 
UD023550 
UD023551 
UD023552 
UD023553 
UD023554 
UD023555 
UD023556 
UD023557 
UD023558 
UD023562 
UD023563 
UD023565 
UD023567 
UD023568 
UD023569 
UD023570 
UD023571 
UD023572 
UD023573 
UD023574 
UD023575 
UD023576 
UD023577 
UD023578 
UD023579 
UD023580 


ED245006 
ED241670 
ED242817 
ED242818 
ED243990 
ED242819 
ED243991 
ED243992 
ED242820 
ED242821 
ED242822 
ED242823 
ED242824 
ED242825 
ED242826 
ED243993 
ED242827 
ED242828 
ED242829 
ED243994 
ED242830 
ED242831 
ED243995 
ED243996 
ED243997 
ED242832 
ED242833 
ED242834 
ED242835 
ED242836 
ED242837 
ED242838 
ED242839 
ED242840 
ED242841 
ED242842 
ED242843 
ED242844 
ED242845 
ED242846 
ED242847 
ED242848 
ED242849 
ED242850// 
ED242851 
ED242852 
ED243998 
ED243999// 
ED242853 
ED242854 
ED242855 
ED242856 
ED242857 
ED244000 
ED246132 
ED244001 
ED244002 
ED244003 
ED242858 
ED244004 
ED244005 
ED245007 
ED244006// 
ED244007 
ED246133 
ED244008 
ED244009 
ED244010 
ED244011 
ED244012 
ED244013 
ED244014 
ED244015 
ED244016 
ED244017 
ED244018 
ED244019 
ED244020 
ED244021 
ED244022 
ED244023 
ED244024 
ED246134 
ED244025 
ED244026 
ED244027 
ED244028 
ED244029 
ED244030 
ED244031 
ED245008 
ED244032 
ED244033 
ED244034 
ED244035 
ED244036 
ED245009 


UD023581 
UD023583 
UD023584 


UD023603 
UD023604 
UD023605 
UD023606 
UD023607 
UD023608 
UD023609 
UD023610 
UD023611 
UD023612 
UD023613 
UD023614 
UD023615 
UD023616 
UD023617 
UD023618 
UD023619 
UD023620 
UD023622 
UD023623 
UD023624 
UD023625 
UD023626 
UD023627 
UD023628 
UD023629 
UD023630 
UD023631 
UD023632 
UD023633 
UD023634 
UD023635 
UD023636 
UD023637 
UD023638 
UD023639 
UD023641 
UD023643 
UD023644 
UD023645 
UD023646 
UD023647 
UD023648 
UD023651 
UD023652 
UD023655 
UD023657 
UD023658 
UD023659 
UD023660 
UD023661 
UD023662 
UD023663 
UD023664 
UD023666 
UD023667 
UD023669 
UD023670 
UD023671 
UD023673 
UD023674 
UD023675 
UD023676 
UD023677 
UD023678 
UD023679 
UD023680 
UD023681 
UD023682 
UD023683 
UD023684 
UD023685 
UD023686 
UD023687 
UD023688 
UD023690 
UD023691 


ED244037 
ED244038 
ED244039 
ED244040 
ED244041 
ED244042 
ED244043 
ED241671 
ED245010 
ED245011 
ED245012 
ED245013 
ED244044 
ED245014 
ED245015 
ED244045 
ED245016 
ED245017 
ED245018 
ED245019 
ED245020 
ED245021 
ED245022 
ED245023 
ED245024 
ED245025 
ED245026 
ED245027 
ED245028 
ED245029 
ED245030// 
ED245031 
ED245032 
ED246135 
ED246136 
ED246137 
ED246138 
ED246139 
ED245033 
ED245034 
ED245035 
ED245036 
ED245037 
ED245038 
ED245039 
ED245040 
ED245041 
ED245042 
ED245043 
ED245044 
ED245045 
ED245046 
ED245047 
ED245048 
ED245049 
ED245050 
ED246140 
ED246141 
ED246142 
ED246143 
ED246144 
ED245051 
ED245052 
ED245053 
BD245054 
ED245055 
ED245056 
ED246145 
ED245057 
ED246146 
ED242859 
ED242860 
ED246147 
ED246148 
ED246149 
ED247326 
ED246150 
ED246151 
ED246152 
ED246153 
ED247327 
ED247328 
ED247329 
ED246154// 
ED246155 
ED246156 
ED246157 
ED246158 
ED246159 
ED246160 
ED246161 
ED246162 
ED246163 
ED246164 
ED246165 
ED246166 
ED247330 


UD023692 
UD023693 
UD023694 
UD023695 
UD023699 
UD023702 
UD023703 
UD023704 
UD023705 
UD023706 
UD023707 
UD023708 
UD023709 
UD023710 
UD023711 
UD023712 
UD023713 
UD023714 
UD023715 
UD023716 
UD023717 
UD023718 
UD023719 
UD023722 
UD023723 
UD023724 
UD023726 
UD023731 
UD023732 
UD023733 
UD023734 
UD023735 
UD023736 
UD023737 
UD023738 
UD023739 
UD023740 
UD023741 
UD023742 
UD023743 
UD023744 
UD023745 
UD023747 
UD023761 
UD023762 
UD023763 
UD023766 


ED247331 
ED246167// 
ED246168 
ED246169 
ED247332 
ED246170 
ED246171 
ED246172 
ED246173 
ED246174 
ED247333 
ED247334 
ED247335 
ED247336 
ED247337 
ED247338 
ED247339 
ED247340 
ED247341 
ED247342 
ED247343 
ED247344 
ED247345 
ED247346 
ED247347 
ED247348 
ED247349 
ED247350 
ED247351 
ED247352 
ED247353 
ED247354 
ED247355 
ED247356 
ED247357 
ED247358 
ED247359 
ED247360 
ED247361 
ED247362 
ED247363 
ED247364 
ED247365 
ED247366 
ED247367 
ED247368 
ED247369 





THESAURUS ADDITIONS AND 


CHANGES 


The following additions and modifications have been made to the ERIC controlled vocabulary since October 1983. They are, 
therefore, not included in the 10th (1984) edition of the Thesaurus of ERIC Descriptors. 


ga te IVE TESTING Feb. 1984 
Testing that involves selecting test items according to 
the examinee’s ability as shown by responses to 
earlier test items 
Flexilevel Testing 
Response Contingent Testing 
Stradaptive Testing 
Tailored Testing 


erobic Dance 
USE AEROBICS: DANCE 


AEROBICS Jun. 1984 

SN System of physical conditioning focused on expand- 
ing cardiovascular capacity through vigorous exer- 
cise and high oxygen intake 


ALTERNATIVE ENERGY SOURCES 

Oct. 1984 
SN __ Sources of energy other than conventional fossil fuels 
(petroleum, coal, natural gas) or nuclear fission/fu- 
sion (note: see also related Identifiers such as “*Re- 
newable Resources’* and **Synthetic Fuels**) 


ANDRAGOGY Mar. 1984 
SN The art and science of the facilitation of adult learn- 
ing, distinguished from child-oriented ** Pedagogy" 
in terms of learner self-direction, application of 
knowledge and experience, learning readiness, ori- 
entation to the present, and problem-centeredness 
Androgogy 


BADMINTON 


UF 
Jun. 1904 


Budget Cuts 
USE BUDGETING: RETRENCHMENT 


CLIENT CHARACTERISTICS (HUMAN 

— Oct. 1984 
Distinguishing traits or qualities of persons who en- 
gage the assistance of human service workers (coun- 
selors, psychologists, physicians, nurses, social 
workers, etc.) 

UF Client Background (Human Services) 

Computer 


rams (Del Jun84) 
USE COMPUTE 


SOFTWARE 
pga phd SOFTWARE Jun. 1984 


Logical sequences of instructions used to direct the 
actions of a computer system, and accompanying 
documentation (note: corresponds to Pubtype code 
101 and should not be used except as the subject of a 
document—this restriction was not carried prior to 
Jun84 under the former term ‘Computer Pro- 
grams’ '—if appropriate, use the more specific term 
**Courseware’*) 

Computer Program Documentation 

Software (Computers) 


Computerized Adaptive Testing 

USE ADAPTIVE TESTING, COMPUTER ASSISTED 
TESTING (Replaces **Computer Adaptive Testing” 
as USE Reference) 


Computerized Tailored Testing 

USE ADAPTIVE TESTING, COMPUTER ASSISTED 
TESTING (Replaces **‘Computer Tailored Testing” 
as USE Reference) 


pa ve gee Jun. 1984 
Computer software and accompanying documenta- 
tion wnitten for instructional applications (note: prior 
to Jun84, this concept was indexed by *‘Computer 
Programs,"" postings of which have since been 
merged to *‘Computer Software *") 

Instructional Software 


UF 


UF 


gen ee WORKERS Mar. 1984 
Workers who have lost their jobs because of eco- 
nomic and technological changes in a business or 
industry, e.g.. plant closings or relocation, increased 
competition, automation, or market fluctuations 
Disemployment 

Displaced Workers 


ath cay hg Jul. 1966 
(Scope Note Changed) Techniques used to collect. 
process, organize, store, and retrieve documents 
(note: use "Computer Software’ for computer pro- 
gram documentation) 


EARLY RETIREMENT Mar. 1984 
SN Withdrawal from one's occupation or career at an 
earlier age or time than is mandatory or customary 


EDUCATIONAL ASSESSMENT Jan. 1974 
SN (Scope Note Changed) Determining and interpreting 
the attainment of educational objectives (nationwide. 
statewide, or locally) for use in educational planning. 
development, policy formation, and resource alloca- 
tion (note: do not confuse with **Educational Diag- 
nosis’* or **Testing™’} 


ENDANGERED SPECIES 


SN Plants or animals in danger of extinction 


FAMILY VIOLENCE 
SN j 


UF 


Oct. 1984 


Oct. 1984 
Injunous or abusive physical force among members 
of a family or household 

UF Domestic Violence (Family) 


FENCING (SPORT) 
UF  Epee Fencing 


GEOTHERMAL ENERGY 
SN Power derived from the earth's heat 


HABITUATION Oct. 1984 

SN __ Progressive decrease in responsiveness to repetitive 
stimuli (note: for drug habituation, use **Drug 
Abuse” or **Drug Addiction"’) 


Jun. 1984 


Oct. 1984 


HANDICAP DISCRIMINATION Jun. 1984 
SN __ Restriction or denial of rights, privileges, and choice 
because of physical, mental, or sensory impairment 


EAs MATERIALS 


Oct. 1984 
Ignitable, corrosive, infectious, reactive. or toxic 
materials that pose a present or potential threat to 
living things 

UF Dangerous Materials 


Hazardous Wastes 
USE HAZARDOUS MATERIALS: WASTES 


HELP#NG RELATIONSHIP 
SN 


Nov. 1970 
(Scope Note Changed) Relationship characterized by 
the provision of assistance—helping behavior may 
be one-sided or reciprocal 


High Technology 
USE TECHNOLOGICAL ADVANCEMENT 


HOLIDAYS Oct. 1984 

SN Days set aside tor commemorating histoncal, cul- 
tural, religious, or other special events—often 
marked by cessation of ordinary work or schoo! ac- 
tivity (note: if appropriate. use the more specific term 
“Religious Holidays’ *) 


INegal Immigrants (Del Feb84) 
USE UNDOCUMENTED IMMIGRANTS 


INSTRUCTIONAL MATERIAL 

age ml Jun. 1984 
Determining the efficacy. value, etc. of any type of 
instructional material with respect to stated objec- 
tives, standards, or criteria (note. use as a minor 
Descriptor for examples of this kind of evaluation— 
use as a major Descriptor only as the subject of a 
document) 


LOGARITHMS Oct. 1984 
SN Exponents that indicate the power to which base 
numbers are raised to produce given numbers 


MARITIME EDUCATION Feb. 1984 

SN ___Learning/teaching activities concerned with build- 
ing, Operating, and navigating boats, ships, and other 
floating structures, as well as related harbor and dock 
technology 


MARXIAN ANALYSIS Mar. 1984 

SN Application of Marxist concepts, principles, and 
models in any field (e.g. . educational or historical or 
literary criticism) 

UF = Marxist Criticism 


— Mar. 1984 
Body of social, economic, and political thought 
originating with Karl Marx and Fnednch Engels— 
distinguished by the labor theory of value. the princi- 
ples of dialectical materialism and economic deter- 
minism, and the doctrine of revolutionary change 
leading to a classless society 

UF _ Dialectical Materialism 

MINERALOGY Oct. 1984 

SN Science dealing with minerals. including their dis- 
tribution, identification, and properties 


MINERALS Oct. 1984 
SN Solid homogeneous chemical elements or com- 
pounds, usually with characteristic crystalline prop- 
erties, that result from inorganic processes of nature 


MONTE CARLO METHODS Mar. 1984 

SN __ Statistical simulation techniques using random num- 
bers to derive probabilistic approximations to the 
solutions of problems—used especially for complex 
problems with many variables or interrelationships 


NATURALISTIC OBSERVATION Oct. /984 

SN Observation of behaviors and events in natural set- 

tings without experimental manipulation or other 
interference 


po ei mercy FACULTY Feb. 1984 
Academic staff who have not received tenure (per- 
manence of position) at their school or institution— 
includes those awaiting tenured appointments and 
those who are ineligible for tenure 

Nontenured Teachers 

Untenured Faculty 


UF 


OCEANOGRAPHY 
SN 


Mar. 1980 
(Scope Note Changed) Science that deals with the 
oceans and other large bodies of water, including 
their exploration, preservation, use, and interactions 
with air, dry land, and all life forms 


Parenting 
USE CHILD REARING 


PARENTING SKILLS Oct. 1984 

SN Child rearing skills used by parents or other primary 
caregivers 

UF Parent Skills 
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PARTICIPANT OBSERVATION Oct. 1984 
SN Observation in which the investigator participates in 
the situation being studied 


Ager rape woe atte 


Oct. 1984 
Study of reality in terms of individual perceptions or 
conscious experiences at any moment. without exter- 
nal interpretation and judgment 


ee TECTONICS Oct. 1984 
Branch of geophysics and seismology concerned 
with continental movemenits, based on the theory that 
the earth's surface is comprised of vast crustal blocks 
thai float across the mantle, with seismic activity and 
volcanism occurring primarily along the penphery of 
these blocks 


+g oe SPORTS 
UF ket Sports 


Jun. 1984 


RACQUETBALL Jun. 1984 


RELIGIOUS HOLIDAYS 
UF Holy Days 


ROBOTICS Mar. 1984 
SN Study. design, and use of robots, mechanical devices 
that can be programed to perform tasks of manipula- 
tion and locomotion under automatic conirol 
Industrial Robotics 

obots 


— ENGINE MECHANICS Mar. 1984 
Assembly, operation, and repair of reciprocating in- 
ternal-combustion engines used on lawnmowers, 
garden tractors, chain saws, and other portable 
power equipment—small engines are generally air- 
cooled and under 20 horsepower 


STUDENT TEACHER ATTITUDES Jun. /984 
SN Attitudes of , not toward, student teachers 


TEAM SPORTS 


Oct. 1984 


UF 


Jun. 1984 


TERRORISM Oct. 1984 
SN Threat or use of violence against a population or 
government to achieve social or political ends 


TODDLERS Oct. 1984 
SN Approximately |-3 years of age 


UNDOCUMENTED IMMIGRANTS Feb. /984 
SN Persons residing in a foreign country without proper 
authorization, having entered that country by unlaw- 
ful means or having violated the provisions of their 
visas 

Alien Illegality 

Illegai Aliens 

Immigrant Illegality 


UF 


Undocumented Workers 
USE FOREIGN WORKERS; UNDOCUMENTED IM- 
MIGRANTS 





HOW TO ORDER ERIC DOCUMENTS 


ER ic ® DOCUMENT REPRODUCTION SERVICE 
P.O. Box 190 ARLINGTON, VIRGINIA 22210 © (703) 841-1212 D R S 


OPERATED BY COMPUTER MICROFILM INTERNATIONAL CORP. 


IMPORTANT INSTRUCTIONS Seve: 


e ORDER BY ED NO. (6 digits) e ENCLOSE CHECK OR MONEY 
See Resources in Education ORDER 
(RIE) Payable to EDRS inU.S 
, Funds. Check must indicate ; 
_ ag cg the U.S. transit number of your — 
pe bank’s agency. 


Paper Copy (PC) OR ENCLOSE AUTHORIZED 
© ENTER UNIT PRICE ORIGINAL PURCHASE ORDER 
(See Below) ¢ COMPLETE AND SIGN BELOW 


e INCLUDE SHIPPING CHARGES 
~ (See Charts Below) 





ORDER FORM 


























NO. OF COPIES 
ED NUMBER 





MF PC 
Date 





Signature ____ 





ie 








UNIT PRICE SCHEDULE 








MICROFICHE (MF) 








SZ ans sie 
NUMBER FICHE EACHED# PRICE CODE Price 

1 to 5 (up to 480 pages 

6 (481-576 pages 

7 (577-672 pages 

8 (673-768 pages 

Each additional 

microfiche (additional 96 pages 




















PAPER COPY (PC) 


NUMBER PAGES EACH ED # PRICE CODE Price TOTAL NO. OF PAGES Susrorns 




















VA RESIDENTS ADD 
TAX EXEMPT NO. 4% SALES TAX 





76 to 100 z SHIPPING 
Each additional 


vanes DEPOSIT ACCT. NO. ____ TOTAL 


























CHARTS FOR DETERMINING SHIPPING CHARGES 











1-3 
Microfiche 


4-8 9-14 15-18 19-21 22-27 28-32 
Microfiche Microfiche Microfiche Microfiche Microfiche Microfiche 
ONLY | ONLY ONLY ONLY ONLY ONLY ONLY 
$20 | $37 $.54 $71 $.88 $1.05 $1.22 


: 1st CLASS POSTAGE FOR 
| 




















U.P.S. CHARGES FOR 


1Ib ste | ie te | San 6 Ibs 7 Ibs 8 to 20 Ibs 
33-75 MF 76-150 | 151-225 |; 226-300 | 301-375 376-450 451-525 526-1500 
or 1-75PC MForPC | MFor PC | MForPC |; MFor PC MF or PC MF or PC MF or PC 
PAGES | PAGES | PAGES | PAGES PAGES PAGES PAGES PAGES 
Not to Exceed |Not to Exceed|Not to Exceed Not to Exceed|Not to Exceed} Not.to Exceed |Not to Exceed|Not to Exceed 


$1.59 | $1.97 | $236 | $2.74 $3.13 $3.51 $3.90 $4.28-$8.90 


| 
NOTE — Orders for 33 or more microfiche and all orders for paper copies (PC) will be shipped via United Parcel Service unless' otherwise instructed. 


PLEASE DO NOT REMOVE. 
THIS FORM MAY BE PHOTOCOPIED OR ADDITIONAL COPIES OBTAINED FROM EDES. 
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GENERAL INFORMATION 


1. PRICE LIST 

The prices set forth herein may be changed without notice; however, any 
price change will be subject to the approval of the National Institute of 
Education Contracting Officer. 


2. PAYMENT 

The prices set forth herein do not include any sales, use, excise, or similar 

taxes which may apply to the sale of microfiche or hard copy to the 

Customer. The cost of such taxes, if any, shall be borne by the Customer. 
Payment shall be made net thirty (30) days from date of invoice. Payment 

shall be without expense to CMIC. 


3. REPRODUCTION 

Express permission to reproduce a copyrighted document provided here- 
under must be obtained in writing from the copyright hoider noted on the title 
page of such copyrighted document. 


4. CONTINGENCIES 

CMIC shall not be liable to Customer or any other person for any failure or 
delay in the performance of any obligation if such failure of delay (a) is due to 
events beyond the control of CMIC including, but not limited to, fire, storm, 
flood, earthquake, explosion, accident, acts cf the public enemy, strikes, 
lockouts, labor disputes, labor shortage, work stoppages, transportation 
embargoes or delays, failure or shortage of materials, supplies or machinery, 
acts of God, or acts or regulations or priorities of the federal, state, or 
local governments; (b) is due to failures of performance of subcontractors 
beyond CMIC’s control and without negligence on the part of CMIC; or (c) is 
due to erroneous or incomplete information furnished by Customer. 


5. LIABILITY 
CMIC's liability, if any, arising hereunder shail not exceed restitution of 
charges. 

In no event shall CMIC be liable for special, consequential, or liquidated 
damages arising from the provision of services hereunder. 


6. WARRANTY 

CMIC MAKES NO WARRANTY, EXPRESS OR IMPLIED, AS TO ANY 
MATTER WHATSOEVER, INCLUDING ANY WARRANTY OF MERCHANT- 
ABILITY OR FITNESS FOR ANY PARTICULAR PURPOSE. 


7. QUALITY 
CMIC will replace products returned because of reproduction defects or 


incompleteness. The quality of the input document is not the responsibility of 
CMIC. Best available copy will be supplied. 


8. CHANGES 
No waiver, alteration, or modification of any of the provisions hereof shall be 
binding unless in writing and signed by an officer of CMIC. 


9. DEFAULT AND WAIVER 

a. If Customer fails with respect to this or any other agreement with CMIC to 
pay any invoice when due orto accept any shipment as ordered, CMIC may 
without prejudice to other remedies defer any further shipments until 
the default is corrected, or cancel this Purchase Order. 

b. No course of conduct nor any delay of CMIC in exercising any right 
hereunder shall waive any rights of CMIC or modify this Agreement 


10. GOVERNING LAW 

This Agreement shall be construed to be between merchants. Any question 
concerning its validity, construction, or performance shall be governed by the 
laws of the State of New York 


11. DEPOSIT ACCOUNTS 

Customers who have a continuing need for ERIC documents may open a 
Deposit account by depositing a minimum of $200.00. Once a deposit 
account is opened, ERIC documents will be sent upon request, and the 
account charged for the actual cost and postage. A monthly statement of the 
account will be furnished. 


12. STANDING ORDER ACCOUNTS 

Customers who desire to receive microfiche copies of all ERIC reports 
announced in each issue of Resources in Education may doso by depositing 
$2000.00 or submitting an executed purchase order. The cost of each issue 
and postage will be charged against the account. A monthly statement of the 
account will be furnished. 


13. PAPER COPY (PC) 

A paper copy (PC) is xerographic reproduction, on paper, of the original 
document. Each paper copy has a Vellum Bristol cover to identify and protect 
the document. 


14. FOREIGN POSTAGE 

Postage for all countries other than the United States is based on the 
international Postal Rates in effect at the time the order is shipped. To 
determine postage allow 75 microfiche or 75 (PC) pages per pound. 
Customers must specify the exact classi‘ication of mail desired, and include 
the postage for that classification with their order. Payment must be 
in United States funds. 


OTHER ERIC COLLECTIONS AVAILABLE FROM EDRS 


STANDING ORDERS 


Subscription orders of microfiche copies of all ERIC reports announced in each issue of 
Resources in Education average $160.00 per month. 


BACK COLLECTIONS (postage extra) 


Reports in Research in Education for 1966 and 1967 
Reports in Research in Education for 1968 
Reports in Research in Education for 1969 
Reports in Research in Education for 1970 
Reports in Research in Education for 1971 
Reports in Research in Education for 1972 
Reports in Research in Education for 1973 
Reports in Research in Education for 1974 
Reports in Resources in Education for 1975 
Reports in Resources in Education for 1976 
Reports in Resources in Education for 1977 
Reports in Resources in Education for 1978 
Reports in Resources in Education for 1979 
Reports in Resources in Education for 1980 
Reports in Resources in Education for 1981 
Reports in Resources in Education for 1982 


AiM/ARM MICROFICHE COLLECTIONS (postage extra) 
CLEARINGHOUSE MICROFICHE COLLECTIONS (postage extra) 


$0. 186/fiche 
0.200/fiche 


nn | 0.143/fiche 


Office of Education Report 1956-65 


Pacesetters in Innovation, Fiscal Year 1966 

Pacesetters in Innovation, Fiscal Year 1967 

Pacesetters in Innovation, Fiscal Year 1968 

Selected Documents on the Disadvantaged 

Selected Documents in Higher Education 

Manpower Research: Inventory for Fiscal Year 1966 and 1967. 
Manpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


SPECIAL PRODUCTS (postage included) | 


Information Analysis Product® Bibliography 1975-1977 





Dialog Information Services, Inc. 


DIALORDER™ SERVICE 


SCOPE OF SERVICE 


EDRS supplies only the ED-numbered items in the ERIC database. ERIC ED-numbered documents 
have three levels of availability: 1) Document available in both microfiche (MF) and paper copy (PC) 
form, 2) Document available only in MF form, or 3) Document not available from EDRS. The prices 
and level are shown with each ED record in the ERIC database. 


ORDER ERIC must inciude document form desired (MF or PC) as special instructions. 


The ‘‘ship to” and “‘bill to’’ address will be supplied by DIALOG. Requests for an address other than 
those with your DIALOG account must be supplied as special instructions. EDRS service is 
worldwide. 


OPTIONS AVAILABLE 
Order is shipped 48 hours after receipt of order. Type of delivery should be requested, e.g., airmail, 


United Parcel Service, Federal Express, etc. All shipments are F.0.B. Arlington, Virginia. 


CHARGES AND TERMS 


Cost of document either in MF or PC is contained in ED record abstract data. Add $.50 per document 
ordered plus postage. Payment upon receipt of invoice in U.S. funds only. 


Deposit accounts desired. 


All postage charges are F.0.B. Arlington, Virginia, and will be billed on invoice. 


MISCELLANEOUS 


Supplier will retrieve orders daily from the DIALOG DIALORDER Service. No payments necessary to 
ccc. 


CONTACT 


Once an order has been retrieved by EDRS and a date and time appear in the .LIST TRANSMITTED 
column, all questions concerning the order should be directed to: 


EDRS Telephone: 703/841-1212 
P.O. Box 190 
Arlington, VA 22210 


— see ordering procedures on verso — 


*Trademark Reg. U.S. Pat. & Trademark Office. 


ERIC-1 (November 1979) 





894 


Only ERIC report documents (i.e., ED numbered items only) are supplied by the ERIC Docurnent 
Reproduction Service. To be sure that you are requesting only publications that are available from 
EDRS, the following procedures are recommended: 


—> ? BEGIN 1 
1nov79 20:12:12 User3476 
$0.13 0.005 Hrs File1* 
File1*:ERIC 66-79/SEPT 
Set Items Description (+ =OR;* = AND; — =NOT) 
+ ? KED156700; KED148885; KED148884; KED148880 
KEEP ED156700 
KEEP ED148885 
KEEP ED148884 
KEEP ED148880 
> ? TYPE 99/6/1-4 
99/6/1 
ED156700 
Declining Test Scores: a State Study. 


99/6/2 
ED148885 
List of Hypotheses Advanced to Explain the SAT Score Decline. 


99/6/3 
ED148884 
Motivational Factors in the SAT Score Decline. 


99/6/4 

ED148880 
Distribution of SAT Scores to Colleges as an Indicator of 
Changes in the SAT Candidate Population. 














> ? .Order ERIC (MF, 1 COPY EACH) 
0004 ITEMS IN ORDER 
ORDER SERIAL #00038 


? LOGOFF 
1inov79 20:16:17 User3476 
$1.75 0.070 Hrs File1* 


LOGOFF 20:16:21 


i . BEGIN | in the ERIC file. 


. Enter accession numbers for which full document copies are requested; or perform search accord- 
ing to normal DIALOG procedures, KEEPing records in set 99 for order. Be sure to check first 
whether the document is available from EDRS. (This information is given in each ERIC ED- 
numbered record.) 


. TYPE set 99 in a short format to view for accuracy. Delete unwanted items using KEEP-EDnnnnnn 
if necessary. 


. Enter .ORDER ERIC (MF or PC) (number of copies) (special shipping instructions, if any). All ERIC 
orders must include an indication of MF or PC. 


ERIC-2 (November 1979) 





System Development Corporation (SDC) 


ORDER ERIC 


Reports from the Resources in Education (RIE) portion of the ERIC database, available from the ERIC Document 
Reproduction Service (EDRS), are available through the SDC Electronic Maildrop. The online ORDER ERIC 
Command can be used to order these documents. (Documents indexed in Current Index to Journals in Education 
(CIJE) can be ordered through University Microfilms. Se ORDER UMI) 


Here are the important details for using ORDER ERIC: 


e@ Deposit Account. A deposit account is not required but users may establish one through EDRS 
at the address given below. 


e@ Ordering and Shipping Information. Include the following: 

— Deposit Account Number (if established) or 

— Billing information (if deposit account is noi used): name, organization and complete ad- 
dress. 

— Ship to: same as billing information, or name, organization, and complete address. ERIC 
EDRS ships microfiche documents via airmail. Paper copies are shipped via United Parcel 
Service. If special shipping is required, indicate on one line, e.g., SHIP VIA: UPS BLUE 
LABEL. 


— Purchase Order Number (optional). Enter MY P.O. NUMBER IS: and the number. 


e Document Information. Include the following on one line: 
— Accession Number (ED Number) (see ORDER UMI for articles [EJ numbers] from CIJE). 
— Document form, i.e., MF for microfiche, HC for hard copy. 
— Number of copies. 


e Rates. Prices of documents are indicated in the Availability (AV) field of ERIC citations or unit 
records. 


EDRS checks its Electronic Maildrop each day and most orders are filled within 48 hours of receipt. 
The key contact for this service at ERIC is: 

ERIC Document Reproduction Service (EDRS) 

P.O. Box 190 

Arlington, VA 22210 

703/841-1212 


Procedure for Using ORDER ERIC 





USER: 
ORDER ERIC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
BILL AND SHIP TO: PROF. SAX 0- PHONE 


PROG: 
ENTER ORDER OR TYPE DONE 











JAZZTOWN COLLEGE OF MUSIC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
5500 TROMBONE LANE 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
JAZZTOWN, OH 48000 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDO4YS?798 1 COPY MF 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDGYS9S?2 1 COPY HARDCOPY 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
DONE 


PROG: 
YOUR ORDER IS ACCEPTED. b/2b/79 2:17? PM APACIFIC TINE} 




















Start Your Own 


Personal Library on Microfiche 


A small investment can provide you with your 
own personal library of over 1400 documents addressing 
the hottest topics in education over the past eight years. 
Each year you can add to this personal library (at 
minimal cost) an additional hundred plus documents to 
keep you current with developments in the field of 
education. 

Each year the 16 clearinghouses comprising the 
ERIC (Educational Resources Information Center) net- 
work publish information analysis products (IAP’s) 
which analyze and synthesize for practitioners the current 
thinking on high-interest topics of the day, as reflected 


in the education literature. These [AP’s have been 
reproduced on microfiche, packaged in Mini-Files for 
easy retrieval and storage, and made available to edu- 
cators at an economical price. Included with each Mini- 
File is a publication that provides abstracts of all the 
IAP’s in that year’s Mini-File and a series of indexes for 
locating the IAP’s by subject, author, and institution. 

You can order all the [AP’s produced during a 
single year, (with the exception of those for 1975-1977, 
which have been combined in one Mini-File) or the 
complete set of six Mini-Files spanning the past eight 
years (1975-1982). 


From the 1982 Mini-File Collection, for example, read what the literature is saying about: 

© Collective Bargaining, Strikes, and Financial Costs in Public Education 

e Counseling for Stress Management 

e@ Recommended English Language Arts Curriculum Guides, K-12 

e Computer Literacy in Higher Education 

e Effects of Teacher Behavior on Preschool Children: A Review of Research 
e Career Education: Collaboration with the Private Sector 

e Calculators, Computers, and Classrooms 

e Error Correction Techniques for the Foreign Language Classroom 

e Student Alienation, Student Behavior, and the Urban Schools 

e Computer Systems for the Urban School Administrator. A Guide for Decision Making 
e Strategic Planning, Management, and Decision Making 

e Alternative Programs for Disruptive Youth 
.@ Lifelong Learning: Formal, Nonformal, Informal, and Self-Directed 





ORDER FORM 





ERIC Document 

Reproduction Service (EDRS) 
P.O. Box 190, Arlington, VA 22210 
(703) 841-1212 


Operated by: Computer Microfiim 
International Corp. (CMIC) 


MICROFICHE MINI-FILES 


Individual 
Mini-Files 
Ordered 





microfiche | per mon 

icrofiche 

Titles per Mini-File 
574 
211 
159 
176 
173 
181 


1474 


Year(s) 





1975-1977 
1978 
1979 
1980 
1981 
1982 


1975-1982 


(Complete Collection, 


$120.95 
43.45 
36.93 
39.05 
39.05 
39.05 


250.00 


(Special Reduced Price) 















































Enclose check or money order 
Payable to EDRS or Computer Microfilm 
International Corp. (U.S. funds payable 
through a U.S. bank) 

or: 


Enclose authorized original purchase order 


Ship To: 











Signature 





*Prices include U.S. postage and handling. Titl 
ite 

















JAZZTOWN COLLEGE OF MUSIC 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
$500 TROMBONE LANE 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
JAZZTOWN, OH 448000 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDO4YS?9& 1 COPY MF 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
EDOYSS?2 1 COPY HARDCOPY 


PROG: 
ENTER ORDER OR TYPE DONE 


USER: 
DONE 


PROG: 
YOUR ORDER IS ACCEPTED. b/2b/?9 2:17 PM {PACIFIC TINE} 




















Start Your Own 
Personal Library on Microfiche 


A small investment can provide you with your 
own personal library of over 1400 documents addressing 
the hottest topics in education over the past eight years. 
Each year you can add to this personal library (at 
minimal cost) an additional hundred plus documents to 
keep you current with developments in the field of 
education. 

Each year the 16 clearinghouses comprising the 
ERIC (Educational Resources Information Center) net- 
work publish information analysis products (IAP’s) 
which analyze and synthesize for practitioners the current 
thinking on high-interest topics of the day, as reflected 


in the education literature. These [AP’s have been 
reproduced on microfiche, packaged in Mini-Files for 
easy retrieval and storage, and made available to edu- 
cators at an economical price. Included with each Mini- 
File is a publication that provides abstracts of all the 
IAP’s in that year’s Mini-File and a series of indexes for 
locating the IAP’s by subject, author, and institution. 

You can order all the IAP’s produced during a 
single year, (with the exception of those for 1975-1977, 
which have been combined in one Mini-File) or the 
complete set of six Mini-Files spanning the past eight 
years (1975-1982). 


From the 1982 Mini-File Collection, for example, read what the literature is saying about: 
© Collective Bargaining, Strikes, and Financial Costs in Public Education 


e Counseling for Stress Management 


e@ Recommended English Language Arts Curriculum Guides, K-17 
e Computer Literacy in Higher Education 

e Effects of Teacher Behavior on Preschool Children: A Review of Research 
e Career Education: Collaboration with the Private Sector 
e Calculators, Computers, and Classrooms 

e Error Correction Techniques for the Foreign Language Classroom 
e Student Alienation, Student Behavior, and the Urban Schools 
e Computer Systems for the Urban School Administrator: A Guide for Decision Making 
e Strategic Plan»i=¢, ivianagement, and Decision Making 
e Alternative Programs for Disruptive Youth 

.@ Lifelong Learning: Formal, Nonformal, Informal, and Self-Directed 





ORDER FORM 





ERIC Document 
Reproduction Service (EDRS) 


MICROFICHE MINI-FILES 





P.O. Box 190, Arlington, VA 22210 
(703) 841-1212 Year(s) 


No. of Price* pet ae 
Microfiche n les 
Titles losnpainionen Ordered 





Operated by: Computer Microfilm 


1978 
1979 
1980 
1981 
1982 


International Corp. (CMIC) 1975-1977 574 $120.95 





211 43.45 
159 36.93 
176 39.05 
173 39.05 
181 39.05 























1975-1982 1474 250.00 


(Complete Collection, (Special Reduced Price) 























Enclose check or money order 
Payable to EDRS or Computer Microfilm 
International Corp. (U.S. funds payable 
through a U.S. bank) 


or: 
Enclose authorized original purchase order 


*Prices include U.S. postage and handling. 





Ship To: 











Signature 





Title 














How To Order 
RESOURCES IN EDUCATION 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





RESOURCES IN EDUCATION, monthly abstract journal covering education documents 


Subscription (12 issues/year) 
Domestic: $95.00 
Foreign: $118.75 

Single Issue 


Domestic: $9.50 
Foreign: $11.90 


RESOURCES IN EDUCATION Semiannual Indexes: indexes documents in RIE by 
subject, author, institution, publication type, and clearinghouse number. 
Subscription (2 issues/year, January-June and July-December) 


Domestic: $29.00 
Foreign: $36.25 


Single Issue 
Domestic: $16.00 
Foreign: $20.00 


Note: Prices subject to change without notice 





Address inquiries about missing issues or other service problems to: 


Customer Service Section 
Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


Phone: (202) 275-3054 
Depository Libraries should contact: 


Library Program Service 
Phone: (703) 557-9026 








ERICTAPESERICTOOLS 
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HAVE A COMPUTER? 


LOOK AT ERICTAPES! 


The Educational Resources Information 
Center (ERIC) data base is available on 
magnetic tape in a variety of options from 
ORI, Inc. Under special authorization from 
the National Institute of Education, U.S. 
Department of Education, these tapes are of- 
fered at unusually low cost to encourage the 
widest possible dissemination. 





The ERIC data base provides coverage of the 
significant literature in the field of educational 
resources. Report literature (announced in 
Resources in Education) is covered from 1966 to 
date, and journal article literature (announced in 
Current Index to Journals in Education) is covered 
from 1969. Monthly, quarterly, and annual updates 
are available for both RJE and C/JE, so that the 
files may be kept current. 


The basic files are available in the ERIC (IBM 360 
OS) Format. These files include the complete 
resuine, (document description, indexing, and ab- 
stract or annotation) of each document announced 
in the respective journal, in accession number 
order. A variety of peripheral files, including 





Postings Files (inverted subject and source indexes) 
and the Thesaurus (controlled indexing vocabulary) 
are also available on magnetic tape, and almost any 
segment of the master files is obtainable on Special 
Order. 


The files may be purchased individually or as a col- 
lection, and substantial discounts are available on 
annual subscriptions for updates. The files are writ- 
ten on new, high-quality, 9-track tapes (600-1200, 
or 2400-ft., as appropriate) at either 1600 or 800 
BPI and are guaranteed. Prices per tape reel start as 
low as $75. 


NO COMPUTER? 
LOOK AT ERICTOOLS! 


For organizations without access to a computer,* 
ERICTOOLS provide manual multi-viewpoint ac- 
cess to the ERIC document collection. ERIC- 
TOOLS are a series of printed indexes, directories, 
and cross-reference lists, distributed internally to 
components of the ERIC network. The Title Index 
provides access by document title. The Source 
Directory provides access to all organizational 
names used in the system, i.e., corporate authors 
and sponsoring agencies. Cross-reference lisis lead 
the inquirer to the accession number (ED number) 
from: Report Number; Contract Number; and 
Clearinghouse Accession Number. 





The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $20 for some individual 
documents. 


*Many ot these documents are also valuable tools for computer searchers. 
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For additional information, complete and mail the reply form or call: ERICTAPES/ERICTOOLS 
ORI, Inc., 4833 Rugby Avenue, Suite 301, Bethesda, Maryland 20814, (301) 656-9723 
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. REPRODUCTION RELEASE 


In order to disseminate as widely as possible timely and significant materials of interest to the educational community, 
documents anounced in the monthly abstract journal of the ERIC system, Resources in Education (RIE), are usually made 
available to users in microfiche and paper copy (or microfiche only) and sold through the ERIC Document Reproduction Ser- 
vice (EDRS). Credit is given to the source of each document, and, if reproduction release is granted, one of the following 
notices is affixed to the document. 
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ERIC Network Components 


There are currently sixteen (16) ERIC Clearinghouses, each responsible for a major area of the field 
of education. Clearinghouses acquire, select, catalog, abstract, and index the documents 
announced in Resources in Education (RIE). They also prepare interpretive summaries and an- 
notated bibliographies dealing with high interest topics and based on the documents analyzed for 
RIE. these information analysis products are also announced in Resources in Education. 


ERIC Clearinghouses: 


ADULT, CAREER, AND VOCATIONAL EDUCATION (CE) 
Ohio State University 

National Center for Research in Vocational Education 
1960 Kenny Rd. 

Columbus, Ohio 43210 

Telephone: (614) 486-3655 


COUNSELING AND PERSONNEL SERVICES (CG) 
University of Michigan 

School of Education Building, Room 2108 

East University & South University Sts 

Ann Arbor, Michigan 48109 

Telephone: (313) 764-9492 


EDUCATIONAL MANAGEMENT (EA) 


University of Oregon 

1787 Agate Street 
Eugene, Oregon 97403 
Telephone: (503) 686-5043 


ELEMENTARY AND EARLY CHILDHOOD EDUCATION (PS) 
University of Illinois 

College of Education 

805 West Pennsylvania Avenue 

Urbana, Illinois 61801 

Telephone: (217) 333-1386 


HANDICAPPED AND GIFTED CHILDREN (EC) 
Council for Exceptional Children 

1920 Association Drive 

Reston, Virginia 22091 

Telephone: (703) 620-3660 


HIGHER EDUCATION (HE) 

George Washington University 

One Dupont Circle, N.W., Suite 630 
Washington, D. C. 20036 
Telephone: (202) 296-2597 


INFORMATION RESOURCES (IR) 


Syracuse University 
School of Education 
Huntington Hall, Room 030 
Syracuse, New York 13210 
Telephone: (315) 423-3640 


JUNIOR COLLEGES (JC) 

University of California at Los Angeles 
Mathematical Sciences Building, Room 8118 
405 Hilgard Avenue 

Los Angeles, California 90024 

Telephone: (213) 825-3931 


LANGUAGES AND LINGUISTICS (FL) 
Center for Applied Linguistics 

3520 Prospect Street, N.W. 

Washing on, D.C. 20007 

Telephone: (202) 298-9292 


READING AND COMMUNICATION SKILLS (CS) 
National Councii of Teachers of English 

1111 Kenyon Road 

Urbana, lilinois 61801 

Telephone: (217) 328-3870 


RURAL EDUCATION AND SMALL SCHOOLS (RC) 
New Mexico State University 
Box 3 AP 


Las Cruces, New Mexico 88003 
Telephone: (505) 646-2623 


SCIENCE, MATHEMATICS, AND ENVIRONMENTAL 
EDUCATION (SE) 

Ohio State University 

1200 Chambers Road, Third Floor 

Columbus, Ohio 43212 

Telephone: (614) 422-6717 


SOCIAL STUDIESISOCIAL SCIENCE EDUCATION (SO) 
Social Science Education Consortium, Inc 

855 Broadway 

Boulder, Colorado 80302 

Telephone: (303) 492-8434 


TEACHER EDUCATION (SP) 

American Association of Colleges for Teacher Education 
One Dupont Circle, N.W., Suite 610 

Washington, D.C. 20036 

Telephone: (202) 293-2450 


TESTS, MEASUREMENT, AND EVALUATION (TM) 
Educational Testing Service 

Princeton, New Jersey 08541 

Telephone: (609) 734-51 76 


URBAN EDUCATION (UD) 
Columbia University 
Teachers College 

Box 40 

525 West 120th St. 

New York, New York 10027 
Telephone (212) 678-3437 





Sponsor: 


EDUCATIONAL RESOURCES INFORMATION CENTER 
(Central ERIC) 

National Institute of Education 

Washington, D.C. 20208 

Telephone: (202) 254-7934 


Centralized Database Management: 


ERIC PROCESSING & REFERENCE FACILITY 
ORI,INC., Information Systems Division 

4833 Rugby Avenue, Suite 301 

Bethesda, Maryland 20814 

Telephone: (301) 656-9723 


Document Delivery: 


ERIC DOCUMENT REPRODUCTION SERVICE 
Computer Microfilm International Corp. 

P.O. Box 190 

Arlington, Virginia 22210 

Telephone: (703) 841-1212 


Commercial Publishing: 


The ORYX PRESS 

2214 North Central Avenue at Encanto 
Phoenix, Arizona 85004 

Telephone: (602) 254-6156 
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